AUTOMOTIVE I RECREATION 


FOR SALE - 1972 Buick 
Skylark Custom, 2 dr hard¬ 
top. 350 V8/4 barrel, AT. 
Less than 30,000 miles. Must 
sell. $4000 or best offer. Call 
301-746-8270. 26-1. 

FOR SALE - 2000 Grand 
Prix GT, red, 4 dr, sunroof, 
66K miles, garage kept, not 
run in winter. Exc. cond. 
$6000 301-746-5191. 26-2. 

FOR SALE - 1999 Grand 
Cherokee Jeep 4x4, towing 
package, air, roof rack, pow¬ 
er locks & windows. As is, 
$3500 or best offer 301-746- 
8266, 240-580-0834, 240- 
580-5849. 26-2. 

FOR SALE - 2005 Chev. 
Ventura van. 26,000 miles, 
loaded, good gas mileage. 
$11,000; best offer. 301-895- 
4264.26-5. 

FOR SALE - 2000 Lin¬ 
coln limo, good cond. 
$23,500. Call 301-501-6976. 
26-5. 

FOR SALE - 2000 Dodge 
Dakota SLT Magnum truck, 
4x4, extended cab, 6400 
miles. $7000. Call 301-334- 
3827. 25-2. 

FOR SALE - 1998 GMC 
Jimmy SLT, pewter, leather, 
auto, 4WD, loaded with op¬ 
tions, 4 dr, 20 plus mpg, exc. 
cond. $5500. Call Stuart at 
301-334-6212. 25-5. 

FOR SALE - 1992 Chev¬ 
rolet conversion van 2500. 
350 automatic, good shape. 
Has TV. VCR, AM/FM, cas¬ 
sette, $1500 or best offer. 
304-789-2135. 25-2. 

FOR SALE - 2003 Lim¬ 
ited Toyota Sequoia. 80K, 
sunroof, leather, with war¬ 
ranty. $18,000. 301-746- 

6201 25-4. 

MUST SELL - 2005 
Chevrolet Silverado HD 
2500. 45K miles, 5 spd, 4x4. 
Asking $16,000. 304-257- 

FOR SALE -1996 Honda 
Civic, 4 dr, LX sedan. Runs 
good $1850. 304-379-3533. 
25-2 

FOR SALE - 1983 Subur¬ 
ban. 23,644 actual miles 350 
engine, 4 spd trans, 4WD. 
One owner, garage kept, 
very nice. $8500. Call Stuart 
at 301-334-6212 25-5. 

FOR SALE - 1994 Su¬ 
baru Legacy sedan. $2000 
negotiable. Phone 301-334- 
4088 24-3. 

FOR SALE - 1986 BMW 
325 car, leather, sunroof, 
good shape, $1000 or best 
offer Call 301-895-3300 or 
301-707-8998. 18-tfn 

FOR SALE - 1998 Toyota 
Sienna XLE van. 137K miles, 
exc. cond., everything works. 
New factory rack & pinion & 
power steering. Never dnven 
in salt. Sea mist green/gray. 
$7000. 301-387-9518. 24-3. 

FOR SALE - 2000 Chev¬ 
rolet Astro work van. New 
engine. Maryland inspected. 
Great work vehicle. Body in 
exc. cond. $3500 or best 
offer Also, 2002 Ford Focus 
SE. Needs minor body work; 
cracked windshield. Runs 
well. 140,000 miles $2500 or 
best offer Telephone 240- 
321-5213. 24-tfn 

FOR SALE - 1996 Ford 
Escort, 117K mi., tires almost 
new, good running cond. 
$1000. 301-334-9331. 24-3. 

FOR SALE - 1994 Isuzu 
NGR, cab & chassis. 6 cyl 
turbo diesel, auto trans, PS; 
18,000 GVW. Runs great, no 
rust, nice truck. $9500. Call 
Stuart, 301-334-4894 23-5. 

FOR SALE - 1997 Dodge 
Ram pickup. 4x4, 8' bed, AT, 
$2500 or best offer After 6 
p m., 301-387-7333 23-4 

FOR SALE - 1996 Inter¬ 
national tk., Low Pro 4700, 
cab & chassis, 444 E diesel 
V8, 5 spd, AC; 21,400 GVW; 
50 gal. fuel tank, tinted glass. 
HD radiator, block heater. 
Nice Southern rust-free tk. 
Only $12,500. Call Stuart, 
301-334-4894 23-5. 


2000 Nissan 
PATHFINDER 

V6, 4W0, good cond. 
167,000 mi. Asking $5,000 

301-387-6531 


2005 

MERCEDES 

SLK-350 


21K mi., 6-speed, 
Obsidian black w/ash 
int., AMG sport pkg., 
plus comfort, trim, 
lighting, heating, 
premium packages, 
& dealer-installed 
options. 

Must see to appreciate. 

Call for further 
info. & price 

301-746-6488 

a a 


FOR SALE - 1984 25 ft 

Prowler camper, $1000. 301- 
501-0503 26-2. 

FOR SALE - ATV, 2000 
Polaris 325, 4x4. Newly 

tuned up, like new. Includes 
small utility trailer & new 
loading ramps. $1850. 301- 
387-8055. 26-1. 

FOR SALE - 2004 Gulf 
Stream camper trailer, sleeps 
8, fully self-contained, center 
slide-out, central air condi¬ 
tioning. $4500 or best offer. 
301-616-6781.26-3. 

FOR SALE - 2002 Har- 
ley-Davidson Electro-Glide. 
Custom paint; bike has been 
lowered; 18,000 miles; over 
$5000 in extras. $13,900. 
301-895-4264.26-5. 

FOR SALE - Suzuki 
250T, 4K miles, runs great, 
$600 firm. 301-334-3590. 26- 
2. 

FOR SALE - 1993 27 ft. 
Sandpiper travel trailer, 
sleeps 6. $4900. 301-501- 
1507. 26-2. 

FOR SALE - 19 ft. travel 
trailer (Prowler). Exc. cond. 
$2800 301-533-0336. 26-4. 

FOR SALE - 2003 Anni¬ 
versary Edition Harley-David- 
son Dyna Low Rider. Exc. 
cond. Lots of chrome. Too 
many extras to list. Low 
miles. Call for details. 
$14,000 or best offer. 304- 
789-5498. 25-2. 

FOR SALE - 2002 XR80 
motorcycle, $850 or best 
offer. 2006 230 TTR motor¬ 
cycle, $1600 or best offer. 
301-334-1135 or 301-616- 
0129. 25-3. 

FOR SALE - 2004 Polaris 
Sportsman 500 HO ATV, 
$4900. Dark blue, electric 
winch. Glacier snowplow, tow 
hitch, 77 hrs., 407 miles, exc. 
cond. 443-829-4755. 25-4 

FOR SALE - 2006 Honda 
CR85R, like new cond. 
$1800 or best offer. Call any¬ 
time. 301-501-5500. 25-5. 

FOR SALE - 2003 Ya¬ 
maha jet ski/XLT800, 3- 
passenger Low hours. In¬ 
cluding cover, trailer, ramp. 
With 12-volt winch. $4200. 
301-387-7289.24-4 

FOR SALE -2001 jet ski/ 
Sea-Doo GTI, low hours, 
includes trailer. $3800 410- 
218-9411 23-4. 

FOR SALE - E-Z-Go golf 
carts, gas or electric, custom¬ 
izable options. Knepper Farm 
& Outdoor Equipment, Berlin, 
Pa. Call 814-483-0108; www 
kneppers.net. 23-5. 


AUTOMOTIVE 


FOR SALE - 1987 Ford 
truck F-150, 4x4. 300 V6 
engine, 4 spd, $1000 or best 
offer 301-334-3877, 240- 

321-3013. 25-4. 

FOR SALE - 1989 Chev 
1500 4x4. Rebuilt transmis¬ 
sion, ready to install. $2000. 
Call 240-321-4907. 25-2. 

2005 

JAGUAR XJR 

16K mi., blue 
w/off-white interior, 
4-door, heated seats. 
Neverdriven in winter. 
Mint condition. 

Call for further 
info & price 
a 301-746-8118 

2006 Honda 

CIVIC EX 

Coupe, 2 dr., AT, 
56,000 mi. Custom 
wheels. Good cond. 
Asking $13,500 
Call Rick 

301 - 707-2229 


D&D 

MOTORS 

301 - 359-9621 

www.dd-motors.com 

All Vehicles M0 Insp & Warranty 

BARTON 

03 Subaru Forester XS. AT. 79k $10,900 
0? AJtima S spd 4 cyl. I03K $7,900 

01 Cougar V6. AT. 107K $6,500 

06 Colorado Crew 4i4 AT 49K $16,900 

BEL AIR 

301-729-3700/729-6494 

05 Nissan Sentra AT. 54k $<.100 

02 Stratus R/T. 2 dr V6 AT $6,900 
01 Mits Mirage 2 dr, AT, 79K $4,900 
00fordF150, 4.4 AT 91k $7,900 


Commercial Trailer (flatbed or sidewalls) 
with 2 mobile home axles. Holds four 
4-wheelers, firewood, rock, machines, etc. 
Heavy duty. $1,000 takes it. 


BOAT STORAGE 


BOAT STORAGE 


FOR RENT 


BOAT & 
RV STORAGE 

Call NOW 
For Special Rates 
& Reserve Your 
Spot TODAY! 

301 - 387-7160 

Garrett Co. 
Self Storage 

1206 Mosser Rd. 
McHenry, MD 21541 


BOATS 


—FOR SALE—* 
'96 Omni Harris 

PONTOON 

BOAT 

24’. $5,000 

301 - 387-2760 


26-3t 


Inside 

B0AT/RV 

STORAGE 

in McHenry 

301 - 501-2780 


FOR SALE - 2004 Crest 
25' luxury pontoon boat. 4.3 
liter. V6, multi-port fuel in¬ 
jected, 220 hp, 165 fresh 
water hours, with many ex¬ 
tras including privacy area. 
Exc. cond. $23,000. Call 
301-501-1600. 26-2. 

BOAT & RV PARKING - 
Just $1 a day at Jerry's Self 
Storage, Rt. 495, Swanton, 
Md. Phone 301-334-9704 

FOR SALE - Year-end 
special. Like new, 19' Cobalt, 
deep V, closed bow, 235 I/O. 
Many extras, with stereo 
system & factory covers. 124 
fresh water hours, stored in¬ 
side. Includes galvanized 
Shoreline tandem trailer with 
brakes. 301-739-8478 26-2. 

FOR SALE - 1999 Harris 
Sunliner pontoon, exc. cond. 
$8000. Hazelhurst, DCL. 
304-650-5678 26-2. 

FOR SALE - Pakboat 
150T folding canoe, red, as¬ 
sembled. $300. 240-321- 

4654 26-3 

FOR SALE - 1994 Four 
Winns 190 Horizon, white/ 
red. The perfect family ski & 
fish boat. $8500. Steve, 301- 
387-4199 25-3. 

FOR SALE - 1989 Bay- 
liner Caph, 18 ft., Force 125 
hp O/B. with trailer, new 
cover, radio/tape deck, 
speakers. Runs good. $2900. 
301-387-4873 or 412-856- 
8714.25-3 

FOR SALE - 1995 Harris 
Sunliner 24' FloteBote. 
White/red 48 hp outboard. 
$5800. Steve, 301-387-4199. 
25-3 

FOR SALE - 1998 Bay- 
liner 2050LS Capri, 21' bow 
rider, 4.3 V6. Exc. cond. Sold 
& serviced at Bill's Marine 
See & test drive at DCL. 
$6500 Call Tom at 301-412- 
4820 25-2 

FOR RENT - Boat slips, 
jet ski with ramp shore spots 
& storage garages. Call Mc¬ 
Henry Cove Marina at 443- 
794-4400 23-4. 

FOR SALE - 1976 Harris 
FloteBote OMC l/B, rebuilt 
deck & seats. $2000 301- 
334-4478. 21-6. 


FOR RENT 


22-oct 


INDOOR 
BOAT 
STORAGE 

Will store, wash, 
winterize, pick 
up, and deliver. 

301 - 501-0755 

301 - 387-6693 


FOR RENT 


FOR RENT - House 
Wonderful 3 BR, 2 BA log 
cabin with loft on Harvey's 
Peninsula Great room, rear 
deck, hot tub, lower level 
family room. $1400/month, 
sec. dep. required. 703-626- 
0769. 25-4. 

FOR RENT - 743 Deep 
Creek Drive, 50' lakefront 2 
BR, 1 BA cottage with private 
dock, $850. 25-4. 

FOR RENT - Indoor stor¬ 
age facility. 10'x30' units for 
boats, autos, household fur¬ 
niture, etc. All welcome. 24- 
hour access. Also available, 
outside boat storage. Please 
call 301-501-5500 anytime. 

FOR RENT - House 4 
BR, 1 full & 2 half BA in 
downtown Oakland. Full fin¬ 
ished basement with washer 
& dryer included. No smok¬ 
ers, no pets. $800/month 
plus sec. dep. & ref. 301 - 
616-8727. 26-5. 


FOR RENT - Completely 
remodeled 2 BR, 1 BA sec¬ 
ond floor apartment in Mtn. 
Lake Park. New carpet, 
paint, updated kitchen, walk- 
in closets, washer & dryer 
hookup. $600/month plus 
utilities. Must have good 
credit. No pets. Call Lara, 
301-334-3383. 26-5. 

FOR RENT - Deep Creek 
Lake, split lakefront condo, 
furnished, 3 BR, 2 BA. Mid 
October to mid May. Flexible 
on dates. $1100/month, in¬ 
cludes utilities. 412-303- 
6346. 24-3. 

FOR RENT -2 BR cabin, 
fully furnished, with washer & 
dryer. Short- or long-term 
rental. Located between 
Deep Creek & Oakland. 304- 
754-5431 24-4. 

FOR RENT - 3 BR, 2 BA 
furnished home. Local 
phone, water & cable in¬ 
cluded. Minutes from lake & 
Wisp, 7-9 month lease, credit 
check, ref. $765/month plus 
util. & sec. dep. No pets. 
301-387-6466. If no answer, 
call 513-779-4803. 24-5. 

FOR RENT - Newly reno¬ 
vated, spacious loft apart¬ 
ment with second level offers 
luxurious bath, hardwood 
floors throughout, large deck 
leading to convenient park¬ 
ing. Located in historic build¬ 
ing in downtown Thomas 
overlooking walking/biking 
trail along Blackwater River; 
minutes from ski resorts. Call 
304-368-0259. 24-4. 

FOR RENT - 1 BR house 
near Swanton. Adults only. 
No pets. 1-year lease & sec. 
dep. required. $500/month. 
Phone 301-334-9704. 24-5. 

FOR RENT - Mobile 
home in McHenry. 2 BR, 2 
BA, kitchen, large living 
room, large garden tub room, 
AC, electric heat, washer/ 
dryer hookup. Mature couple 
only. No pets. $600/month, 
deposit the same, references 
required. 301-387-5046. 24- 
5. 

FOR RENT - Remodeled 
2 BR apartment, walking 
distance to downtown Oak¬ 
land. $425/month plus gas. 
240-321-4700. 26-2. 

FOR RENT - 3 BR apart¬ 
ment in Friendsville. Sec. 
dep. & ref. required. 301- 
895-3250. 26-5 

FOR RENT - House. Mtn 
Lake Park, 2 BR. 1% BA, 2- 
story & basement. Nice yard. 
Washer/dryer hookup, off- 
street parking Some outdoor 
pets possible. $550/month 
plus all utilities. Not Section 8 
approved. 301-616-2673. 26- 
2 . 

FOR RENT - 4 BR home 
south of Accident on Garrett 
Hwy. $600/month plus $600 
security deposit No pets, no 
smokers. Available Sept. 1. 
Call 301-616-4864.26-2. 

FOR RENT - 2 BR house. 
Grantsville area Nonsmok¬ 
ing, no pets. $600/month 
plus security deposit. 301- 
707-0674 after 4 26-2 


FOR RENT 

Overlooking Deep Creek Lake—New 3 BR 

apartment on Rt. 219 1 full bath, washer & 
dryer, kitchen w/refrigerator, stove, dishwasher, 
microwave oven. Private off-street parking. 

$1,375/mo. Includes utilities. 

301-387-4952 


FOR RENT 

In-Town Oakland Apartment 

Private entrance to 2 nd fl. in historic house Amazingly light & 
airy. Totally remodeled two years ago. Large living room2 
spacious bedrooms. Bath & large kitchen with all new fixtures 
and appliances. Basement storage privilege. Rent $675/mo., 
includes all utilities. 

Call Janette, 301-387-8040 


ATTENTION, RENTERS! 


TOWNHOUSES AVAILABLE 

Taking applications for townhome rentals through 
Garrettland, Inc., in the following locations: 


MEADOWS EAST, MEADOW WOODS EAST, 
UNDERWOOD SOUTH, and OAKLAND EAST - 1 

BR units - Elderly, handicapped, disabled. Refrigerator 
and range included. All electric; utilities not included. 

Security Deposit, $250. 

PARKWOOD VILLAGE EAST - 2 BR units 
PLEASANT VIEW SOUTH - 3 BR units 
PINEWOODS EAST - 2-3 BR units 
Refrigerator & range included. All electric; utilities 
not included. Security deposit, $500. 

RHCDS income guidelines prevail. 


For more information, please contact Garrettland, Inc., or visit our 
web site at www.garrettland.com to download an application. 



GARRETTLAND, INC. 

1000 Thayer Center, Oakland, MD 21550 /2S 

301-334-9915 • 301-334-8868 (fax) fe==! 

Equal Housing Opportunity 



FOR RENT - 3 BR house 
in Thayerville, $850/month 
plus security deposit. No 
pets Call 301-387-5350. 26- 
1. 

FOR RENT - 3 BR house 
located on Bumble Bee Road 
close to college. All utilities 
furnished 301-387-6976. 26- 
5. 

FOR RENT - 3 BR, 2 BA 
house on Cedar Hill, $950/ 
month plus utilities. 410-530- 
3831.26-5. 

FOR SALE OR RENT - 

11,000 sq. ft. commercial 
warehouse/storage building 
with 1000 sq. ft. office & 
lunchroom space in Accident, 
Md. Call 301-616-0018.26-5. 

FOR RENT - Immaculate, 
fully furnished 1 BR apart¬ 
ment within walking distance 
of downtown Oakland. In¬ 
cludes utilities, basic cable. 
Internet access available. 
Call 301-334-2397. 26-5. 

FOR RENT - 1 BR, 1 
den, 1 BA first floor apart¬ 
ment in Mtn. Lake Park. New 
carpet. Must have good 
credit. No pets. $475/month 
plus utilities. Call Lara, 301- 
334-3383. 26-5 

FOR RENT - Mobile 
home on basement, 2 BR, no 
pets. McHenry area. $475/ 
month plus utilities. 301-746- 
8261.25-2. 

FOR RENT - House. 2 
BR, 1 BA on 1.4 acres near 
Red House. 1-yr. lease, 
$700/month plus utilities. 
301-334-4707. 25-2. 

FOR RENT - 2 BR apart¬ 
ment. Upper Springs, Pa. 
$325 + security deposit. No 
pets allowed. 814-662-2658, 
301-895-5920. 25-5. 


HOUSE 
FOR RENT 

State Street 
Oakland 

3 BR, 3 BA, appliances, 
washer/dryer, Jacuzzi tub, 
2 master suites, central air, 
gas heat, 2-car garage, 
and full basement. 

$900/mo 
+ $900 sec. dep. 

(Tenant pays all util. NO PETS) 

301 - 616-6210 


FOR RENT - Oakland. 
Sunny & bright, roomy, 1 BR 
apartment. Clean, convenient 
location. Single, mature, non¬ 
smoking adult; no pets Sec. 
dep, lease, ref. & credit 
check required 301-334- 
2603. 25-5. 

LEASE TO OWN - Newly 
remodeled modular home on 

5 acres. Borders Potomac 
State Forest 3 BR, 2 BA with 
attached 2-car garage. 
$ 1200/month plus utilities. 
100% of rent applies toward 
purchase. Call 301-501- 
8123.25-5. 

FOR RENT - Deep Creek 
Lake, Md., completely re¬ 
modeled, fully furnished, 5 
BR, 3 BA, lakefront home 
with new Class A dock. All 
appliances, Including washer 

6 dryer. Lawn maint. & snow 
removal included. $ 1495/mo. 
+ utilities. Available 9/1/08. 
Call Mary at 301-387-5536 
24-5. 

Free Rent* 

TOWN VIEW 
VILLAGE 

Accident, MD 

For seniors or disabled. 

Spacious 1 BR apartments 
for immediate occupancy. 
Featuring: electric range, 
refrigerator, carpeting, 
patio or deck, security 
features, emergency help 
system. Rent is determined 
by income as set forth by 
Rural Development 
guidelines. 

*Sign a one-year lease 
and receive the first 
month free. 

Contact Stacy Bowser 

Coldwell Banker 
Deep Creek Realty 

for more information 

301-387-5303 (Voice) 
or 800-735-2258 (TDD) 

'This institution is an equal 
opportunity provider and 
26.2, employer.' 



Bus:301-387-5976 
Fax:301-387-2098 


Proper ty Man a gementSer vices 

P.O.Box328.Mr Henry,MD 21541 

FOR RENT 




GREEN GLADE RD.- 
SWANTON 
Furnished 2 BR 
apartment. 
$525/mo. + util. 


SANDERS ST., 
TERRA ALTA, WV - 
Partially turn. 3 BR, 
2 BA ranch. No pets. 
No smoking. 
$750/mo. + util. 


Visit our webpage at www.janbernard com 
or call our office for other offerings 


FOR RENT - Massage 
therapist has space for rent. 
Call for details, 304-698- 
6383. 25-2 

FOR RENT -2 BR apart¬ 
ment, $325/month plus util., 
sec. dep. & ref. required. No 
pets. Meyersdale, Pa., area. 
301-746-8431.25-5. 

FOR RENT - Brick house. 
3 BR, 254 BA, full basement. 
Paved driveway. $725/mo. 
Grantsville area 301-895- 
5305. 23-4. 

FOR RENT - 3 BR home. 
Can be fully or partially fur¬ 
nished. $1000 a month plus 
utilities & deposit. 301-616- 
5657. 23-4. 

FOR RENT - Efficiency 
apartment in Grantsville, 3rd- 
floor unit. No pets. All util, 
included, $275/month plus 
sec. dep. 301-746-5252. 22- 
5. 

Continued or. Page D-12 


ATTENTION, 

RENTERS! 

• Financing Available 

• $0 Cash Down 

• 30-Day Closing 

301-387-8086 
Olympia West 
Andrew Orr 

Equal Opportunity Lender 

2tpd 


HOUSE 
FOR RENT 


Oakland area 
3 BR. $500/mo. 

+ util, and security 
deposit. 

NO PETS ! 

301 - 854-2537 


FOR RENT 


• Condo Unit at Laurel 
Brook - 2 BR, 2% BA 
$900/mo. + util. 

Furnished. 6-mo. to 1 yr. 
lease required. 

• 4 BR, 3 BA Townhome 

in The Landings at 
Mosser View of lake and 
ski resort, gas fireplace, 
fully furnished $1,500/ 
mo., plus all util. 


ALL HOMES 
REQUIRE A 
SECURITY DEPOSIT 


BANIVSR □ 


DEEP CREEK 
REALTY 


Each Office >s Independently 
Owned and Operated 

Please Call sril 
Coldwell Banker 
Deep Creek Realty 
Ask for Ashley Hinebaugh 


301-387-6187 

1-800-769-5300 


24439 Garrett Hwy. 
Suite 101 

McHenry, MD 21541 


ATTENTION, RENTERS! 

TOWNHOUSES AVAILABLE 

Taking applications for townhome rentals through 
Garrettland, Inc., in the following locations: 

CASSEL RIDGE EAST in Grantsville, Md. - Units 
offer electric heat pump w/central air conditioning, 
stove, refrigerator, garbage disposal, and dishwasher. 
Central laundry on site. Rent amounts as follows: 1 
BR, $390, 2 BR, $417, 3 BR, $480. Security De¬ 
posit, $500. 

MT. VILLAGE WEST COMPLEX in McHenry, Md. - 

Units offer electric heat pump with central air condi¬ 
tioning, stove, refrigerator, garbage disposal, and 
dishwasher. Central laundry on site. Rent amounts 
as follows: 1 BR, $390, 2 BR, $445, 3 BR, $490. 
Security Deposit, $500. 

OVERLOOK NORTH in Oakland, Md. - Units offer 
electric heat pump w/central A/C, stove, and refrig¬ 
erator. Central laundry on site. Rent amounts as 
follows: 1 BR, $382, 2 BR, $431, 3 BR, $471. 
Security Deposit, $500. 

Maryland DHCD occupancy and income guidelines prevail, with a 
1-year lease required There is a $25 non-refundable credit report 
fee due at the time applications are submitted. 

For more information, please contact Garrettland, Inc., or visit our 
web site at Garrettland.com to download an application. 

GARRETTLAND, INC. 

a 1000 Thayer Center, Oakland, MD 21550 

301-334-9915 • 301-334-8868 (fax) ■»«■ 

Equal Housing Opportunity 
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FOR RENT 


Continued from Page D-11 

FOR RENT - Deep Creek 
Lake, Md.; unique, private/ 
secluded property with 300 
feet of lake frontage, located 
on Deep Creek Drive in Mc¬ 
Henry. Docking for 1 boat. 
Close to golf course, restau¬ 
rants, Foodland, shops, etc. 
Cabin is fully furnished with 2 
BR, kitchen, living room, bath 
& AC. Grass cutting, snow 
removal & maintenance in¬ 
cluded. $750/mo. + utilities. 
Available 9/1/08. Call Mary at 
301-387-5536 24-5. 

FOR RENT - Luxurious 2 
BR apartment downtown 
Oakland. AC & security, 
$500/month plus utilities. Call 
301-334-3826 23-5. 

FOR RENT - Mobile 
home, Old Morgantown Road 
West, Friendsville. Positively 
no animals! 301-746-5480. 
24-5. 

FOR RENT - Nice 2 BR 
apartment in Grantsville, 3rd- 
floor unit. No pets. Heat, wa¬ 
ter & sewerage included. 
$525/month plus security 
deposit. 301-746-5252. 22-5. 

FOR RENT - Blooming¬ 
ton Apartments. 2 BR, hard¬ 
wood floors, clean, appli¬ 
ances & some utilities in¬ 
cluded. $395/mo. 301-616- 
3931.22-5. 


LOTS & ACREAGE 


FOR SALE - Beautiful 3- 
acre lot on Green Lantern 
Rd. Great view of Savage 
Mtn. Perked, surveyed, with 
easy access to 1-68 & Rt. 40. 
$72,900. 301-616-8514. 26- 
4. 

FOR SALE - By owner: 
14+ acres in McHenry, Md. 
Seasonal Wisp views & lake 
views. 3 minutes to Wisp 
Resort & 3 minutes to Deep 
Creek Lake access. Call any¬ 
time, 301-501-5500. 26-8. 

FOR SALE - 15.5 acres. 
Excellent mountain & lake 
views. Driveway & utilities to 
cleared building site. Loca¬ 
tion is very convenient & 
private. Nice vacation or 
year-round lot. 301-387- 
8545. 26-5. 

FOR SALE - Beautiful 
building lots in Hemlock 
Acres South near Keyser’s 
Ridge. 6 lots available. 301- 
501-0169.25-3. 

FOR SALE - 1-acre 
wooded lot on Lake Shore 
Drive/Woodlands Hill Lane 
Public sewer, ERU has been 
paid. $125,000. 336-599- 

2309. 19-8. 


COMMERCIAL PROP. 


REAL ESTATE 


FOR SALE - By owner, 
house in Pleasant Valley 
area. 3 BR, 3 BA, 2400 sq. 
ft., on 5 acres with pond & 
unfinished basement. Built in 
2008. Family relocating. 
Priced to sell quickly. Asking 
$349,900. Appraised at 
$374,000. Please call to set 
up appointment. 301-616- 
9799. 23-4. 


Ilepublidm 

"We are pledged to the 
letter and spirit of U S. poli¬ 
cy for the achievement of 
equal housing opportunity 
throughout the nation. We 
encourage and support an 
affirmative advertising and 
marketing program in which 
there are no barriers to ob¬ 
taining housing because of 
race, color, religion, sex, or 
national origin.” 


COMMERCIAL PROP. 


FOR RENT - Professional 
office space across from GC 
Courthouse. Reception, 2 
offices & half bath. $600/ 
month plus some utilities. 
301-387-4952. 24-5. 

FOR SALE OR RENT - 
11,000 sq. ft. commercial 
warehouse/storage building 
with 1000 sq. ft. office & 
lunchroom space in Accident, 
Md. Call 301-616-0018. 26-5. 

FOR RENT - Brick build¬ 
ing, 2-story, 8 rooms plus 
kitchen, 2’/* BA, paved park¬ 
ing Near 1-68 301-895- 

5305. 23-4. 

FOR RENT - Office/retail, 
McHenry/Deep Creek Lake. 
301-387-5982. 22-5. 

FOR RENT - Retail/office 
space across from Wal-Mart, 
1200-4000 sq. ft. 301-387- 
5982. 22-5. 


FOR RENT 

Grantsville 
Shopping Plaza 

-1,200 sq. ft. & 600 sq. ft. 
443-297-9016 


RETAIL 
OFFICE SPACE 
FOR RENT 

Approximately 
1,500 sq. ft. 

For details 

301-616-0169 

301-245-4330 


COAAMERCIAL 

SPACE 

40'x40' with 13' garage 
door available. 

SPECIAL 

10x15 units 

ONLY $75/mo. for 6 mo. 

Call 301-387-7160 

Garrett Co. 

Self Storage 

1206 Mosser Rd. 
McHenry, MD 21541 


BUSINESS 0PP. 


FOR SALE - 4-bay ga¬ 
rage, formerly DeWitt's Auto 
Repair on Rt. 39 (Hutton 
Rd ). Hoist & air compressor. 
$140,000. For info, call 301- 
387-8202, 301-334-4311. 


BUSINESS 0PP. 


FOR SALE - Carpet 
store, McHenry-based busi¬ 
ness over 20 years. Business 
is ready to walk in and start 
running. Call 301-501-6976. 
22-5. 


FOR SALE 

80-Seat Restaurant 
at Deep Creek 

$400,000 invested 

Sacrifice for $195,000 

www.bentforkbistro.com 

Includes coffee shop that could 
become a bar. 

Only 2 mi. from Wisp & Deep Creek Lake. 

High-end new equipment, used for only 
6 months. Woodstone oven, Espresso, 
Upscale decorations, dance floor, 
beer & wine license. 

Now open 

703-298-5804 


REAL ESTATE 


FOR SALE - By owner: 3 
BR house near Wisp on 
wooded acre. Fireplace, 
wood floors, stainless appli¬ 
ances. washer/dryer, freezer, 
custom play structure. Turn¬ 
key; $235,000. 301-387- 

6898 25-5. 

FOR SALE - 3 BR house 
in Friendsville, 2 full BA, full 
walk-out basement. Never 
lived in. $135,000. 301-616- 
1767. 25-2. 

FOR SALE - Lakefront 
lot, Beckman's Peninsula. 
New boat dock. Nice lawn & 
75 large hardwood trees. 
Water well & sewer system. 
Building & large deck. Resi¬ 
dential area. 200 ft. frontage. 
$1,500,000. 301-334-1813, 

301-616-0790. 25-5. 

FOR SALE - By owner: 4 
BR, 3 BA rancher on 33 
acres. Good hunting. In¬ 
cludes 30'x40' building & 
20‘x24' pavilion. Call for de¬ 
tails. 301-895-4264, leave 
message. 25-5. 

FOR SALE - By owner: 
House in Gormania, W.Va., 
area. 4 BR, 1 BA, on 3 town 
lots. $58,000. 304-693-7795. 
24-4. 

FOR SALE - 3 BR split 
level house, 1 3 /> BA, with 
attached garage in Mtn. Lake 
Park on 1'/ 2 lots, $175K. 301- 
387-4952. 24-5. 

WANTED - One- to ten- 
acre lot near or about New 
Germany/Savage River State 
Forest. Would consider older 
home/cabin on property. Call 
Chris Rose, 1-800-677-7887, 
ext. 327. 24-5. 

SEARCH FOR - Homes 

online, compliments of John 
Macy, Long & Foster, at 
www.deepcreeklake.biz. 22- 
5. 

FOR SALE —21.19 acres 
with double-wide rancher. 
Great for hunting & recrea¬ 
tional activities, 4-wheeler 
trails, skeet shooting, hiking 
& more. Lots of nature to 
explore. Property has woods, 
stream, fields, 2 acres fenced 
for animals $ a small or¬ 
chard. 15 minutes from Deep 
Creek Lake $250,000. 301- 
876-3460. 26-3. 


REAL ESTATE I LAWN CARE SERVICES! LAWN CARE SERVICES I SERVICES 


SERVICES 


WANTED - A quiet house 
to buy in country or country¬ 
like setting. 814-662-4823. 

FOR SALE - Double-wide 
rancher on 5 acres sur¬ 
rounded by trees, some 
fields, some woods & a small 
barn with fenced-in area. 
Beautiful mountain view. 
Pool, hot tub, small building 
& paved driveway. Basement 
partially remodeled. About 15 
minutes from Deep Creek 
Lake & Jennings Randolph 
Lake. $155,000. 301-453- 
3118. 26-3. 

FOR SALE - Mobile 
home on 53-acre lot just 
minutes from lake & Wisp 
Resort. Nice roadfront lot 
overlooking Sang Run Creek. 
$79,500. 301-616-8514. 26- 
4. 

FOR SALE - Very nice 
2/1 house in Oakland. Gas 
heat, appliances included. 
Private yard with off-street 
parking. $83,900 with $2500 
cash back at closing. 301- 
334-0708 or 240-321-1783. 
26-tfn. 

FOR SALE - 2400 sq. ft. 
home, Accident, 4+ acres, 
located by Savage River 
State Park, 4 BR, 2 BA, fire¬ 
place, beautiful views, hot 
tub, dog kennel, 40'x80' steel 
building, 18'x36' barn, prop¬ 
erty has electric fence al¬ 
ready for horses, full-length 
vinyl deck. $299,900 $2000 
buyer credit. 301-746-7015. 
Possible 6 acres available. 
Owner financing available. 
26-5. 

FOR SALE - Nice 2/1 
house in Cumberland near 
Allegany High School. 
Fenced-in yard, gas heat. 
Appliances included. $57,900 
with $2500 cash back at 
closing. 301-334-0708 or 
240-321-1783. 26-tfn. 

FOR SALE - House, Old 
Crellin Rd., 3 miles from 
Oakland, on 3.09 acres. 3 
BR, 2 BA, 2-car garage. New 
energy efficient appliances. A 
pond, an orchard, 24x36 
storage building, 24x30 shop 
with heated floors, paved 
drive. $235,000. 301-616- 
1309, 301-616-5524. 25-2. 


RENOVATED 1900s HOME 
In Friendsville, on River 
3 bedroom, 2 bath with hot tub. 
New kitchen, Fully insulated. 
New plumbing, electric & 
windows. Wired out building and 
carport. 

MUST SEE! 
REDUCED! SI85,000 
BY OWNER 
301-501-1714 l8 tf 


139-Acre Farm 

FOR SALE!!! 

Located within 3 miles 
of Deep Creek Lake! 

Offering a total of 139 acres with 2 farm homes, spring 
house, and huge barn, near the Garrett County Airport 
off Negro Mountain Road. Unbelievable vista views, with 
mix of mature hardwoods and fields with scenic hiking, 
biking, and ATV trails designated through the mature 
forest!!! 

Smaller parcels available ranging from 10-36 +/- acres! 

DIRECTIONS: 219 North turn right onto Mosser Rd to 
a left on Bumble Bee Rd Past Garrett College and 
airport make a right onto Negro Mountain Rd to farm on 
left 

Contact: 

Scott Sisler 
Sales Associate 
Direct: 301-501-2764 
Office: 301-387-4700 


^FOSTER 

RLVL ESTATLIM. 



RE/MAX Connections 

A ** 

301-724-3500 

* j 

Kathy Millar 

Mobile: 301-707-6356 


Homa: 301 -463-5784 
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188 Medallion Drive, Frostburg 

Check out this cozy stone farm house 
with updated kitchen 8 bath large living 
room with stone fireptace, great deck for 
entertaining, two 2-car garages & a bam 
to store all those big boy toys in Allot [ 
this on 11 acres close to Deep Creek 
Lake You may find this could be your 
new address 18 additional acres are 
available REDUCED TO 8280,000 

4 Route 46, Elk Garden, WV 

You can t get any closer to Jennings 
Randolph Lake than this Tour this 
beautiful brick rancher situated on 4 
acres with a convenience store 
This could be your summer home 
that could pay for itself Plenty of 
money making opportunities to help 
you pay the mortgage $230,000 

CALL ME TODAY ABOUT MY AVAILABLE LOTS & ACREAGE. 

£> Tim Bnnkman-VW Broker - Gary Cessna-MD Broker LU 



J & J Lawn Care 


• 8pring it Fall Cleanups 

• Leaf Removal 

• Mowing it Trimming 

• Gutters 

• Mulching it Mowing 

• FREE ESTIMATES 

301-616-6178 

301-246-4448 


TRACKSIDE 
CREAMERY 

Hand-dipped & soft serve 

ICE CREAM 

308 S. 2nd St., Oakland 

OPEN DAILY 



WILL DO - Pressure 
washing of decks, houses, 
concrete pads. Also, will do 
staining and/or water sealing 
of decks. Reasonable rates. 
Fully insured. 240-321-1266 
or 301-616-0813. 25-4. 


Mountain View Services 

Serving Garrett Co. Since 2002 
Commercial • Residential 

Spring-Fall Cleanup 

TOTAL LAWN CARE - Mowing • Mulching 
• Edging • Trimming • and morel 
Call todayf Your lawn Is my business! 

301-616-0928 


& sept 4 



E-Z Excavating 

Complete Excavating Sarvtca 

PaulEvarly 

301-334-2940 

1-800-491-3983 


MASTERMIND 

DESIGN* 

Signs • Banners 
Vinyl Lettering • Logos 
Graphics • Photography 


240.321.4899 



Lie. & Ins. 
MHIC #85608 


Res./Comm 

IntJExt. 

HI 


Professional Painting 
& Pressure Washing 

Cedar/Logs • Aluminum 
Deck Care • Masonry 
Caulking • Wallpaper Removal 
Waterproofing • Wood Finishes 

FREE ESTIMATES 
301-387-8545 • Swanton 

"Quality from start to finish" 



<* 


|3L pick-nick 

tdK Lawn Services 

Mowing • Snow Plowing 
Trimming • Yard Clean-up 
• Mulching • Skidsteer Service 

Now accepting large estates up to 8 acres 

Nicholas Pickrel - Owner/Operator 

H-.r 301-501-1724 or 301-387-4182 



Mountain View 
STUMP GRINDING 

Free Estimates • Reasonable Rates 

814) 395 3726 • Addison. PA 15411 


jjfa 


CLEANING SERVICES I CLEANING SERVICES 


Window Works 

Deep Creek Lake, MD 21541 

“See what you’re missing.” 

Residential Window Cleaning Services 
Residential House Cleaning 

FREE ESTIMATES 


Cell: 301-616-5729 • Fax: 301-387-2550 


Licensed & Insured References 


KNOX SERVICES, LLC 

Owned & Operated by James Knox Jr. 

301-616-8839 (cell) • 301-387-7269 (Home) 

"Leave your maintenance needs to me." 

• Home Checks • Home & Yard Services 

• Lot Clearing • General Maintenance 

• Snow Plowing • Pressure Washing 

is-iuj 81 Butler Drive, McHenry, MD 21541 


Will Do 

CLEANING 

in the Terra Alta, 
Oakland, and Deep 
Creek Lake areas. 

4 Reasonable Rates 

304-789-2293 


Professinal 
Residential 
Cleaning Service 

FREE ESTIMATES 

301-616-9799 

20-apo _ 


BUENA VISTA 

Contracting, llc 


Home 

Remodeling 
and Additions 


Visit our website or contact us 
for a complete list of services: 

>v»w.Buena VistaContracting.com 
Infofo BuenaVistaContracting.com • 301-387-7880 



Licensed, Bonded, Insured 
MHIC#95248 


Free Estimates 
Hourly Rates Available 


CLEANING SERVICES - 

Kela & Cindy would love to 
make your home fresh & 
sparkling clean. Sorry, year- 
round work only. Great refer¬ 
ences 301-533-0098. 23-4. 


MOBILE HOMES 


FOR SALE - 2 BR, 2 BA 
1996 Redman house trailer, 
14'x70‘, good cond. Vinyl 
windows & siding, shingled 
roof, dishwasher, refrigerator, 
stove. $17,900. 304-735- 

6310.26-4. 

FOR SALE - 14x70 mo¬ 
bile home, 2 BR, 1 BA. A lot 
of remodeling done & all new 
appliances. Must be moved. 
Call for details, 304-446- 
5239 26-1. 

Visit The Republican Website at 
www therepublicannews.com 


MODULAR HOMES 


WILL DO - Cleaning of 
excess clutter in your base¬ 
ment, house or garage. Haul¬ 
ing of just about anything you 
need removed from your 
property. Reasonable rates. 
Fully insured. 240-321-1266 
or 301-616-0813. 25-4. 


FUELS 


FOR SALE - D&R's hire- 
wood. 301-387-0342. 24-5. 


Mahoning 
Outdoor Furnaces 

"The natural way to heat.' 
Free Delivery 
Call for a FREE QUOTE 
301-707-2166 


Sarah J. Wilt, LLC 

••• Certified Bookkeeper 
QuickBooks ProAdvisor 

•Bookkeeping •Reporting • Tax Prep 


■ CEKTinHj 

2222229 

I ProAdvisor I 


24-4t 


I 146 Twin Churches Rd. 
Grantsville, MD 21536 
Phone: 301-895-5488 
Cell: 240-362-6450 
www.sarahjwilt.com 


e 

$5,000 


3 BR, 2 BA Home 
28x60. 

Includes many options. 

Colony Modular 8i 
Manufactured Homes 

Located between Lonaconing 
&Westemport,Md 

www.dd-homes.com 
301-463-2404 * 301-359-9621 


Tired of cutting 
firewood? ■ 



• Coal/wood 

• Cast iron shaker grates 

• Firebrick-lined 

• Ash pan 

• Sale & clean way to heat 

CALL FOR MORE DETAILS 
New Tech Heating 
Systems, LLC 
301-616-2580 


Giles Builders 
& Remodelers 

Residential and Commercial 
New Construction and 
Home Improvements 

ALL WORK GUARANTEED 

Free Estimates 

301-697-4843 

Licensed. Bonded & Insured MHIC #82723, MHBR #5003 


INSURANCE 


Homes 


INSURANCE 


pi Erie 

/SiJ Insurance' 

RIGHT’S 

INSURANCE 

110 S. Second St 
Oakland, MD 

301-334-3968 



1-724-415-7862 

Cell 


301-895-3700 
Shop-Grantsville 

•Truck, Trailer & Equipment Repair 
•Truck & Trailer Parts 
•Engine Repair 

•On-Job-Site Repair with Service Truck 
•Complete Truck & Auto Computer Diagnostics 
•Automobile Repairs 

•Eaton/Aeroquip Hydraulic Hoses made on-site 
•AC Check & Services 


INSURANCE 


INSURANCE 


Hershberger Insurance Agency 

Serving our clients since 1939 

* Auto * Home * Farm * Church * Life * Business 

"Providing Reliable Insurance Coverage with Competitive Rates" 


301-895-5161 or 301-746-8562 


141 Main Street, Grantsville, MD 21536 

24-hour service on the web at 
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SERVICES 


JP BELOWSKY EXCA¬ 
VATING - Lot clearing, 
perks/septic systems, base¬ 
ments/footers, York raking/ 
seeding, driveways/decora¬ 
tive stone, sump pits for wet 
basements, pressure wash¬ 
ing homes & decks. Lie. 
#11240257. Call 301-453- 
3241.25-5. 

SERVICES - Lie. # 

11290004. Need backhoe, 
excavator or dozer work? 
Call Steve! No job too small. 
Septic systems, drains, 
yards, stumps, foundations, 
footers, driveways or will 
consider doing work for junk. 
301-616-0129 or 301-334- 
1135. 23-13. 


SERVICES 


SERVICES 


DAVE S EXCAVATING - 

Services include lot clearing, 
driveways, small foundations, 
backfilling, grading & seed¬ 
ing. yards put in, septic sys¬ 
tems, skid steer work & large 
lots mowed. 301-387-6563, 
301-616-6563. 24-5. 

SERVICES - Personal 
wellness, massage & body. 
Office in Oakland. 304-698- 
6383 25-2. 

WILL DO - Professional 
removal of stumps from 1 to 
any amount you might have. 
Will also do lot clearing from 
1 tree to any amount. 25 yrs. 
experience. Fully insured. 
Reasonable rates. 240-321- 
1266 or 301-616-0813. 25-4. 


SEWING SERVICES - 

Alterations & repairs. Dress¬ 
es, pants, etc. Curtains & 
sewing projects Reasonable 
rates. Call Pam, 301-334- 
3938 23-4. 

Gutter Tech - Enjoy the 
rain. Let Gutter Tech do your 
spouting. Seamless gutters, 
Leaf Relief® covers, cleaning 
& repairs. For quality & integ¬ 
rity, call 301-334-3376 or 
301-533-1053.23-5. 

MASONRY WORK 
WANTED - Do basements, 
foundations, pour floors, 
flues, fireplaces. Do all kinds 
of block, brick, stone & con¬ 
crete jobs. Call Butler Ma¬ 
sonry, 1-301-387-5669. 22-5. 


SERVICES 


SEAMSTRESS SERV- 
ICES - Hems, alterations, 
new items, drapes, curtains, 
etc Call Karen at 301-334- 
4498. 24-5. 


SERVICES 


SERVICES 


SERVICES 


R.H. Fewster 
Painting Co. Inc. 
301-387-8782 

Interior/Exerior 

• Painting • Staining 

• Pressure Washing 
and more! 



26-*(pd 


PRESSURE WASHING, 
MOWING & SKID STEER 
SERVICES - Commercial & 
residential. Curtain drains, 
culverts, leaf & brush re¬ 
moval, grading, hauling, 
backhoe, backfilling & related 
services. Senior discounts. 
Serving Garrett County for 13 
years. Fully insured. Rick, 
301-387-8348 or 301-616- 
1050. 26-5. 


PAINTING - Interior/ex¬ 
terior. Free estimates Qual¬ 
ity work. 301-387-3260. 24-5 

MASON CONTRACTOR 

- Offering custom brick, 
block & stone work. 26 years' 
experience 304-704-5344. 
26-4. 

WILL DO - Stone retain¬ 
ing walls. 301-746-5781. 25- 
5. 


CHARUrS MAMTSNANCI 

9EOW 

Commercial & Residential 

Interlor/Lxterlor Painting • Lawn Care &. 
Landscaping • Cleanup • Remodeling 
Additions/Decks • Plumbing • Home Siding 

No Job too small! 

301-334-9776 

MHIC# 45672 • Insured 

’Let Charlie do the job so you don't have to. “ 



Tressler Builders, LLC 

MHBR #942 

Phone 941-979-7877 

Custom Homes 
• Additions • Renovations 

Please visit us at 

www.tresslerhomes.com 

26-4{pd 


Sunnyside Painting 

Interior and Exterior 
Pointing and Staining 
Pressure Washing 




Painter John 
301-501-0043 


John DeWitt 

Property Services, LLC 
Deep Creek Lake, MD 21541 

"Enjoy the lake. Let us do the work." 

• Power Washing & Staining • Painting 
Drywall Repairs • Plumbing • Electrical 
• Window & Door Repairs • Deck Repair 
Screen Repair • Gutter Cleaning 


1M 


Cell: 301-616-5729 • Fax: 301-387-2550 

Licensed and Insured • References 


Custom Cabinetr y 

Quality cabinets designed to 
fit your architectural needs 

Designs by Dan 

814-662-2215 

814-279-0652 


S.E. GREEN 

PLUMBING & HEATING 

Residential/Commercial 
New Construction * . 

Service & Repair 

Water pumps • Water heaters • Boilers 

Steve Green • 301-501-7817 

MD Master Plumber 18983 


25-tf 



Bear Creek Woodworks 

Furniture Repair 
& Restoration 


Richard L. Pullen 
510 Resh Lane 
Accident, MO 



Phone: 301-746-6336 


NEED HELP? 


26-ltpd 


Will do all types oj maintenance. 

Can t get your mower running? Need your vehicle 
jlxed or cleaned and _fully detailed? 

TELL ME WHAT YOU NEED 

and I ll tell you if1 can do itl 

Plenty 0 / happy references 
and always satisfied customers. 

301-387-4216/301-616-9806 (Ask /or Kenny) 



ce Appliance 
Repair 

Since 1990 


Authorized 
for most 
major 
brands 


* Gas 8< Electric Ranges 
^ • Major Appliances 

washers, dryers, refrigerators, 
and dishwashers 
Prompt, Friendly Service 

Swanton, Md. * 240-321-1025 



MHIC 89609 

25-Si 


(Tyt)utxnujlT orrtc 

1 rr» p to verrteo ts 

Decks • Trim Work * Renovations 
• New Construction, etc. 


Kevin McDonough 
Oakland, Md. 

301-334-2455 or 443-286-0761 


Michael R. Stefan 

28 Years' Experience Masonry 


Concrete ... « 

Block • Brick • Stone 


Licensed & Insured 


Home: 301-895-4424 
Cell: 301-501-7090 


R.H, HOME PROJECTS 

™ E 240-321-7430 ESTIMATES 

Pole Buildings • Garages 
Roofs (shingle or metal) • Siding 
Decks • Additions 

"For All Your Building Needs" 


CANVAS 

CREATIONS 

• Boat Covers 

• Awnings 

Anything Canvas 

301-387-4192 


Need an Auctioneer? 

Deep Creek Lake Auctions, llc 

MD & WV Auctioneering Service 

Donald J. Ringer, owner 

Ringer Auctions and Real Estate 

301-616-7407 • 304-735-3426 

WV Lie. #1634 info@ringer auctions.com 


34-tf 


D&M 
Stone 

Wide variety 
of landscaping 
stones available 


Delivery Available 


301-453-3200 


Di 
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FAKE 

FIELD 

STACK 



% warn 

FLAGGING 

PAVERS 

CONCRETE 


STONE •BACKHOE SERVICE* CONCRETE 

LICENSED 240-580-4046 INSURED 


NEED A LIM0 
301-501-LIMO 

dccpcrcrktimes.com/limo 



\i:suc 

LAIR incorporated 


14-4tpd 


■ Balloons 

• Bumper StieXers 

■ Calendars 

• Caps & Jackets 



Decals-1 abels 

• t xecutive Gitts 

• Key Tags 

■ Wnting Instruments 


Aumonsod IM 

WATNt KAUH-MAN 


317-429-6481 cell 


1039 PAUl FRIEND RD 
OAKLAND. MD 21550 


FREE FURNACg 


i t 

£ • 
C m 

I*. 

• | 

x • 

*8 

fj 


VJU 

fi 111 

• 

Q 

m to 

£ E 

?- 
° * 

i * 


II 


PLUS : 10 Year Parts Warranty 
and 5 Years of Sarvtca Labor 
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Humberson 

Excavating 

• Site preparation 
• Road building 
• Foundations 
Loader, backhoe, 
dozer, dump truck 
— Free estimates — 
301-387-4013 
301-387-5858 
301-387-2501 


SERVICES 


23-131 

Uf kitterlecli 

- — 1 


• Gutter covers 
Repairs & cleaning 
Where integrity counts 


Next Day Service • 301-334-3376 


Oakland, Md. 


36-If 



PUMPS 

REPAIRS 

CONDITIONING 


GROUN D WATER SPECIALISTS 

OFFICE 
301-746-8666 
FAX 

301-895-DRIL 



Providing & Protecting Americas Groundwater 
www.brennemanwelldrillirig.com 



Oakland's First & Finest 

Professional Household & Office Moving Service! 

In business since 1993 ( 0 f° c 0/ 0 . 

hanks for the opportunity n 9 O/e# * 


Stan DeWitt 


*Thanks for the opportunity 
to serve you m 


■»Sf Ql 


'’ce 


Phone:301-334-6211 


Storm Damage • Lot Clearing • Snow Removal 
Firewood • Lawn Care • Custom Skid Steer Services 






Brush, Stump & Tree Removal 


Insured 

Free Estimates 


301-334-9784 • Cell 301-616-9784 (J46J) 



NdE A.IK1 W 

MOUNTAIN 

WORKS 


Seamless AluminumtSutter 


We use high quality .032 
gauge seamless aluminum gutter 


20 COLORS AVAILABLE 
LEAF GUTTER GUARD 


FREE ESTIMATES 


LOCALLY OWNED & OPERATED 

301-334-1160 



MHIC 81637 


- M ^ mmkj i 


BUILDERS 

NOW ACCEPTING 
All types of projects 
Remodeling • Additions 
• New Construction 
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Over 30 yrs' experience 

Owned & Operated by 
Rick Sharpless and Family 

301-387-2673 


80 to 96% AFUE MDHVfAC 2D134 


BEAR CREEK 
LANDSCAPE DESIGN 

* llmfin hf Intlallatinn 

* Patio*. Vt'allrway*, 6* W'all* 

• Complete Lawn Maintamancc| 

Mulch, Iopaoil, ^ Stone 
Light Lirailmft (f Soil Prep 

: 301 -746-5408 

j I teemed and insured 
MDHIC# 123203 


22*pa 


Licensed and Insured 

WTL Construction 

Oakland, MD 21550 
MHIC #91629 

Siding • Decks • Garages 
• New Homes • Remodeling 

Over 25 years experience 

301-334-6327 (Office) • 301-616-6327 (Cell) 


WINDOW 

Expressions 

Custom Draperies 
Blinds • Shades 
iBrdcovcrmgs ft Accessories 

] Fm In-Home Shopping Sttvict 

HunterOouglas 

Duettr Honeycomb shades 
Silhouette window thidmg 
Luminrtte 

Country Wood* ('liuui 
Decor* 

huty Zimmtrmen, Conseltenl 

301 - 689-9009 

1 - 800 - 427-7900 

18 Broadway, 

Frost burg, Ml) 

Mon -Fri, 10 em. • 9 p m 
Saturday by ai*pointmfn^>nly 


RREIG'ASTiGONCRETE 


FOUNDATIONS 


Warm, Dry and Easy 
To Finish Basement 
Installed in Just 
One day! 

HUMBERSON 

Homes 

(JS 319 north of McHenry 
H**4 Osrrstt Hw, McHi.r, MD 11*41 

301 - 387-6976 800 - 457-6777 



Carroll Harvey 
Contracting 

409 I St., Mtn. Lake Park 


Now Accepting 
Spring & Swwimcr Projects 


• Shingle Roof* Ready for a new roof? From ranch- 
style to Victorian, let us put you in the dry with a new 
shingle roof, complete with 1 yr. leak-free guarantee. 

• Deck* Let us build you a new deck in time for you to 
enjoy the summer. 

• Garages From small outbuildings to full-size. 

• Siding All types, including vinyl maintenance-free 
siding. 

• Door (i Window Replacement - We install 
quality Andersen windows U vinyl replacement win¬ 
dows, patio doors, etc. 

• Interior Finiih Work - Quality woodwork with a 
beautiful finish. 

• Custom Cabinetry - Quality-built from solid wood 
here in our shop. 

Call TODAY 
for a 

FREE Estimate 

301-334-6156 

MHIC #77327 
Bonded • Insured 


Courteous, 

Professional 

Service 


Planninq a New Home ?? 



^^MODUUARJ 
CONSTRUCTION 

Ranch Cap« Cod Two-Story Contemporary 
tOO’l of ltd. Floor Plant Banb/Ltnder Aitirtanct 



1 Th« 

Rwf and Bsam 


Deep Creek Lake Wispering Views 
"Smart Home" Technology .' 'w 

MODEL HOME /.M 
OPEN »*?TVT 

Mon.-Sun. 9-5 

Purchase this home or 
have us custom build one for you! 



HUMBERSON 



0 

z 


IfS-r 301-387-6976 / 800-457-6777 

4 www.hurnberson.com 
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FRIENDSVILLE NEWS 


MULTIPLE SKIERS BEHIND ONE BOAT was the 
goal of a group of friends at Deep Creek Lake Sunday 
afternoon, and while the men and women each met that 
goal, they fell just one skier short in both attempts. 
Pictured above are Roger Sines, Gary Cramer, Sherman 
Hill, and Brandon Hill, but missing is Mark Williams, the 
fifth skier in their group, who did not make it out of the 


water. The women, below, attempted to ski four abreast, 
but obviously one in that group also did not reach the 
surface of lake satisfactorily. Pictured are Suzie Sines, 
Tammy Hill, and Helen Liebowitz. In their wake and not 
in the photo is Cindi Cramer. Both groups expressed 
their appreciation to all boaters in the Heron Cove who 
steered clear of their fun. 
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SWANTON NEWS 


CONTEMPORARY 

WORSHIP 

There will be a “Saturday 
Night Alive" contemporary 
worship music and praise 
service at Swanton Otterbein 
U.M Church this Saturday, 
Aug 30, at 6 p.m Everyone 
is welcome. 

SING 

There will be a sing at the 
Swanton Community Center 
this Sunday, Aug. 31, at 1:30 
p.m Everyone is welcome 
HOMECOMING 

The annual homecoming 
at Swanton Otterbein Unit¬ 
ed Methodist Church will be 
Sunday, Sept 21, featuring a 
time of worship, food, and 
an afternoon of singing Ev¬ 
eryone is welcome to bring a 
covered dish to share. Ham, 
rolls, drink, and plates will 
be provided. 

The day will begin with 
Sunday school at 9:45 a m 
and worship at 11 am, fol¬ 
lowed by lunch and special 
music and singing at about 
2 p.m 

There will be prizes for all 
children. 

PERSONALS 

Guests of Mary June 
Harvey from Wednesday 
through the weekend were 
her granddaughter and 
family, Ellida, Jamie, War¬ 
ren, and Mary Bernard of 
Warrenton, Va. They also 
visited other family and 
friends while here. 


Ross and Linda Glotfelty 
took her parents to Mt. Airy 
to visit their other daughter 
and family, Christy, Rob, 
and Ellen Riley. They all 
returned home Saturday eve¬ 


ning. 

A Sunday evening visitor 
of Melvin and Dotty Beck¬ 
man was Mary Shreve. 

Bob Baker, Canton, Ohio, 
spent the past week with his 
mother, Luella Baker. He 
returned home Monday. 


Youth Soccer Shoot 


Come and test your skills with a soccer ball. 
Contestants are in 4 age groups. 

Age 5,6, & 7 

Age 8 & 9 v K*- 

Age 10 & 11 ~— 

Age 12 & 13 
Age as of Au gust 1,2008 

Proof of age is required. s 

There will be a 1st, 2nd. and 3rd place winner for 
boys and a 1 st, 2nd. and 3rd place winner for girls 
in each age group. Trophies will be awarded to the 
winners and all contestants will receive a 
certificate of participation from the Oakland Elks. 

It is FREE, no registration fee required. This 
soccer shoot is open to boys and girls in the listed 
age groups. 

September 6, 2008 
Time: 1:00 pm - 4:00 pm 
Where: Loch Lynn Soccer Field 

Rain date September 13. 2008 
same time & same place. 


301 - 334-1119 


Oakland B.P.O.E. #2481 
100 Elk Street 
Oakland. MD 21550 


caoDoti 


up t. 75% OFF 








MT. TOP. 


Home Decor Showroom 


? 


Located at The Fort in McHenry 

Inventory Reduction!!! 

All In-Stock Merchandise 

ON SALE 

Friday-Monday, Aug. 29 • Sept. 1 

(McHenry location only) 


ASHER GLADE 

CHURCH OF THE 
BRETHREN 

Revival services are cur¬ 
rently being held at Asher 
Glade Church of the Breth¬ 
ren. Special music will be 
provided by Carol Stewart 
this evening, Aug. 28, at 7 
p.m. On Friday, Aug. 29, 
special music will be pro¬ 
vided by Sean Golden. 

There will be a Sunday 
school picnic at Camp Sun¬ 
rise this Sunday, Aug. 31, 
beginning at 1 p.m. A bap¬ 
tism will also be held. 

BLOOMING ROSE 
UNITED METHODIST 
CHURCH 

The Brotherhood will 
meet at Blooming Rose 
Church on Tuesday, Sept 
9, at 6:30 p.m. On Saturday, 
Sept. 13, Blooming Rose 
Church will be holding a 
yard sale and bake sale at 
the church from 9 a m. to 
3 p.m. Anyone wishing 
to donate yard sale items, 
homemade crafts, or baked 
goods is welcome to do so. 
All contributions will be ap¬ 
preciated. 


FRIENDSVILLE 
UNITED METHODIST 
CHURCH 

A Back-to-School Bash 
will be held at the parson¬ 
age from 4 to 7 p.m. this 
Saturday, Aug. 30, for the 
youth. 

Confirmation classes will 
be held Sunday, Sept. 7, at 
the parsonage from 6:30 to 
8:30 p.m. 

A charge worship service 
will be held Sunday, Sept. 
14, at Friendsville Com¬ 
munity Park, beginning at 
10:30 a m. A covered-dish 
dinner will follow at noon 

Bible study will begin 
Monday, Sept. 15, at the 
parsonage at 7 p.m., and 
be held again on Tuesday, 
Sept. 16, at 9 a m. on the 
book of Ezekiel. 
SELBYSPORT UNITED 
METHODIST CHURCH 

The Selbysport Church 
will host a midweek service 
Wednesday, Sept. 3, at 7 
p.m. 

FIRST CHRISTIAN 
CHURCH 

Youth Night will be this 
Saturday, Aug. 30, from 5 to 


7 p.m. at the church. 

Chris Talley will present 
special music this Sunday, 
Aug 31, during the morn¬ 
ing worship at 11 a m. 

John Hinton will be the 
guest speaker on Sunday, 
Sept. 7, during the 11 a m. 
morning worship. 

WOW LODGE 45 

Fraternal coordinator 
Phyliss Mervine and 25 
members attended the an¬ 
nual Pig Roast and Pig in a 
Poke auction. Roger Lohr 
and Burt Lytle auctioned 
olf the pig in pokes. A short 
business meeting was held 
with Carolyn Humberson 
presiding 

Lodge 45 will hold its 


annual awards banquet on 
Saturday, Sept. 13, at the 
Bittinger fire hall beginning 
at 6 p.m. The cost will be 
$5 for members and $10 for 
guests. Persons are asked to 
call 301-746-5331 by Satur¬ 
day, Sept. 6, if interested in 
attending 

HONOR, 
REMEMBRANCE 
Woodmen of the World 
Lodge 45 will host its annu¬ 
al 911 memorial "In Honor 
and Remembrance” cer¬ 
emony on Thursday, Sept 
11, beginning at 6 p.m. at 
Friendsville Community 
Park. The public is invited 
Refreshments will be served 
following the ceremony. 


3hank Moa 

Bob Heilig - Heilig s Electrics! Plumbing-Heating for 
} purchasing my 2008 Maryland 


\ 


State Fair Market Steer. 

Sara Holler 
Red House 4-H 


SHOP TIL YOU 


GRAB LIFE \V 


□ OOGI 


get up to 


% off 

MSRP 

on our ’08 summer collection 


% off 

MSRP’ 

Dodge Ram 1500 ST Quad Cab* 4x2 




A l 




Dodge Grand Caravan SE 


$ 


4.000 


in combined cash allowance' 


$ 


I lodge Caliber SE 

1,250 

cash allowance** 


TvST; 


COME IN TODAY TO A PARTICIPATING DEALER EOR DETAILS 
AND SEE WHICH STYLE FITS YOU BEST. 

grabadodge.com 

•Bosed on MSRP lots comunw cosh allowance and deoler contribution! which may affect hnol pneo Peicentoge off vofio* with model 
ond equipment F .eludes all other offort Residency roitricttoni apply Must take retail delivery by 9/2/2008 ** $1,250 $4,000 


f~n n rii 11 urn ond equipment Exclude* oil oIbee oHer* Rettdency re*btc#on* apply Mu*t retail delivery by V 2//OOB l ■,250 • J4 000 

I LbUU* LSITIJImJL 3 ? depending on model when hnonced through Chiytler F.nanciol 'See dealer for o copy at limited warranty and details. Non-Tramlorable 

y >ow..t.,,h w..!.m, No, available on SRT diesel vehicle Sprinter Rom Chossls Cob ond certain fleet vehicles Chrysler, Dodge, Quad Cab and leap are 


regutered trodemorfc* of CKrysier LLC. 




































































THE PIG WHISPERERS? — No, it’s just McKenzie Wilt, age 5, above, and Anna 
Mae Major, age 4, below, participating in the Pee Wee Showmanship competition at the 
Garrett County Fair. The little ones try to keep their pigs going in the right direction, 
but it's not always easy, since pigs usually have other ideas. The photo below was 
taken by Connie Garlitz 


Andrea Steyer Crowned As 63rd 
Farm Queen At Garrett Co. Fair 


Andrea Kay Steyer was 
crowned as the 63rd Gar¬ 
rett County Farm Queen 
during a ceremony at the 
Garrett County Fair Ashley 
Rodeheaver was the first 
runner-up. 

Andrea is the daughter of 
Randall and Kay Steyer of 
Oakland Her grandmother, 
Evelyn Custer Steyer, was the 
second farm queen in 1947. 

“I live on my family dairy 
farm where my family and 
1 milk around 60 Holstein 
dairy cattle and raise around 
50 replacement heifers for 
our herd," Andrea said 
“My family farm consists 
of 170 acres of land, and 
we rent another 180 acres 
for crops. " 

In addition to the dairy 
farm, the extended Steyer 
family is involved in the 
production of maple syrup. 
Each year, they try to make 
at least 1,000 gallons of 


syrup In 2008, they made 
1,200 gallons. 

Andrea currently owns 30 
of her own dairy animals. 

On the farm, she does 
much of the veterinary work 
on the cows, administering 
shots and i.v.'s. She has also 
artificially bred the cows and 
heifers on the farm since she 
was 12 years old. 

“I enjoy this work, and it 
has influenced my decision 
about a career,” she noted 
“All of the tasks and chores 
have taught me great re¬ 
sponsibility and pride in the 
work that farmers do, and 
the hard work associated 
with the profession.” 

Andrea is a recent grad¬ 
uate of Southern High 
School, where she was a 
merit and honors student. 
She was the recipient of 
an agriculture award and a 
Garrett County Soil Conser¬ 
vation District award 


She participated in the 
schools-to-careers program 
through the school, riding 
along with the veterinarians 
from Casselman Veterinary 
Service in Grantsville 
This fall, she will attend 
Garrett College as a math 
and science major. She plans 
to transfer to West Virginia 
University and then Ohio 
State University, and wants 
to become a large animal 
veterinarian. 

Andrea served as presi¬ 
dent of Ryan’s Glade 4-H 
Club and junior advisor of 
ihc Oakland FFA Chapter. 
She recently received her 
state FFA degree. 

She is a member of the 
Garrett County Holstein Club 
and the Holstein Association 
USA. She is also a mem¬ 
ber of the Bayard Church 
of God in Bayard, W.Va. 

First runner-up Ashley Ro¬ 
deheaver is the daughter of 
Jack and Terri Rodeheaver 
of Friendsville. The family 
farms over 200 acres of land 
in the Hoyes area. 

She owns 20 head of her 
own cattle, including regis¬ 
tered Maine Anjou, Angus, 
Simmental, and Shorthorn. 

This fall, she will be a 
senior at Northern High 
School, and will take distance 
learning courses at Garrett 
College She is enrolled in 
the agricultural studies pro¬ 
gram, and plans to attend 
Potomac State College for 
two years, then transfer to 
West Virginia University to 
finish a degree in animal 
science. She plans to become 
a large animal veterinarian 
Ashley is a member of the 
Garrett County Livestock 
Association, and has been 
the Northern Garrett FFA 
representative to the group 
for two years. 

She has also served as 
the vice president of her 
FFA chapter for the past two 
years, and will serve as the 
president this year 

She has been a member 
of the Oak Hill 4-H Club 
for nine years, where she has 
served as secretary and vice 
president. 


Annual 4-H/FFA Livestock Sale 
Totals Result In Over $287,000 


GRAND CHAMPION MARKET STEER — From left: Andrea Steyer, farm queen; 
Carey Rush, winner; and Steve Richards, buyer. 


The Garrett County Live¬ 
stock Association has released 
the seller/buyer statistics from 
the 4-H/FFA Livestock Sale 
at the Garrett County Fair. 
A total of $287,322.80 was 
generated at the sale 

Farm Credit of the Virginias 
guaranteed that each swine 
exhibitor would receive a min¬ 
imum of $1.60 per pound. 

Sale results were as fol¬ 
lows: 

SHEEP 

Ethan Broadwater, 134 
lbs at $4 per pound to Vin- 
dex Energy Corp, donated to 
Grantsville 4-H Club 

Matthew Fitzwater, 133 
lbs at $4 25 per pound to 
Dave Martin Championship 
Rodeo 

Teresa Friend, 105 lbs at 
$2 50 per pound to Voder & 
Hershberger Insurance 
Miranda Fisher, 96 lbs 
at $2 per pound to Southern 
States - Oakland 

Ryan Fitzwater, 122 lbs at 
$3.25 per pound to Triple Play 
Farm and Chuck Fitzwater 
Samantha Carr, 121 lbs 
at $1.75 per pound to D & L 
Genetics 

Katelyn Gnegy, 106 lbs 
at $2 per pound to Miners & 
Merchants Bank. 

Michael Rodeheaver, 127 
lbs at $2.60 per pound to 
Mountainview Landfill, do¬ 
nated back to the seller 
Mikail Perrine, 115 lbs. 
at $3.25 per pound to Deer- 
wood Sunoco - Ron & Jana 
Freeman, donated back to 
the seller. 

Kelsey Durst, 119 lbs at 
$3.10 per pound to Sheriff 
Gary Berkebile 

Tyler Bowman, 124 lbs 
at $3 50 per pound to Adam 


Construction 

Jacob Stahl, 136 lbs. at 
$2.10 per pound to Craig 
& Assoc, and Pergin Farm 
Properties. 

Nicole Pysell, 116 lbs at 
$2.20 per pound to Rush Ex¬ 
cavating. donated to Trailblaz- 
ers 4-H Club. 

Sara Holler, 128 lbs at 
$2.50 per pound to Preston 
Fencing and Ken Whitehair. 

Brian Friend, 84 lbs. at 
$2 per pound to Gary Guard 
Trucking 

Hannah Wilt. 124 lbs at $5 
per pound to Savage Services 
- Frostburg 

Hannah Gillispie, 117 lbs 
at $2 45 per pound to Bobby 
Barnard 

Kerri Skipper, 92 lbs at 
$2 45 per pound to Garrett 
Automotive, donated back to 
the seller 

Kara Savage, 127 lbs at 
$3 60 per pound to Southern 
States - Cumberland. 

Carey Rush, 138 lbs at 
$3.25 per pound to Bowman's 
Milk Transport. 

Rachael Friend, 87 lbs. at 
$2 75 per pound to Marple 
Mulching & Seeding, donated 
back to the seller 

Anthony Green, 102 lbs 
at $3.25 per pound to Vmdex 
Energy Corp, donated back to 
the seller 

Cooper Corley, 130 lbs at 
$3.20 per pound to Southern 
States, Cumberland 

Madi Gallagher, 120 lbs 
at $3.20 per pound to Ryan & 
Janie Bergman 

Kaya Rinker. 125 lbs at 
$2.75 per pound to Glotfelty 
Ent., donated to House of 
Hope 

Cody Friend, 96 lbs at 
$2 50 per pound to employ¬ 


GRAND CHAMPION MARKET SWINE - Above, from 
left: Collin Fratz, grand champion, champion medium 
weight, county bred grand champion, and county bred 
champion medium weight; Erin Paugh of Cove Run 
Masonry, buyer; Skylar Fratz; and Andrea Steyer, farm 
queen. This was Collin’s first year in showing swine. 


ees of the Garrett Co. Roads 
Dept. Local 1834. 

Lydia Powell, 108 lbs at 
$3 70 per pound to Vindex En¬ 
ergy Corp, donated to Lydia s 
4-H Club 

Kim Cogley, 92 lbs at 
$2.00 per pound to ALL Boer 
Goats 

Annie Graham. 136 lbs at 
$4 75 per pound to Brownings 
Foodland 

Kenya Rinker, 113 lbs. at 
$2 90 per pound to Preston 
Fencing & Ken Whitehair, do¬ 
nated back to the seller. 

Heather Wilhelm, 128 lbs. 
at $3 per pound to Savage 
Services - Oakland 

Keaton Thomas. 117 lbs. 
at $2.50 per pound to Gary & 
Alice Long. 

Wesley Suder, 138 lbs. at 
$2 20 per pound to Somerfield 
Cable TV 

Andrew Hauser. 86 lbs. at 
$5.25 per pound to Vindex 
Energy Corp, donated back to 
the seller. 

Kelsey Smith, 81 lbs at 
$5.00 per pound to Vindex 
Energy Corp, donated to the 
seller's 4-H Club. 

Zachary Merrill, 118 lbs at 
$3 75 per pound to George 
Keller, donated to SAL Post 
214 Grantsville 

Lucas Stahl, 116 lbs at 
$2 85 per pound to Met- 
tiki Coal, donated to Fairview 
Church. 

Cara Bauermaster, 112 lbs 
at $2 40 per pound to Employ¬ 
ees of the Garrett Co Roads 
Dept. Local 1834. 

Chelsie Custer, 133 lbs. at 
$3 40 per pound to Hugh Um¬ 
bel Companies - Deep Creek 
Foodland Fresh, donated back 
to the seller 

Miranda Rounds. 100 lbs 
at $3.25 per pound to the 
seller's 4-H Club 

Samantha Schoenian, 128 
lbs at $3 75 per pound to D-S 
Livestock Equipment 

Bryan Rhodes, 100 lbs. 
at $3.10 per pound to Kenny 
& Debbie Green, donated to 
Miranda Rounds. 

David Burow, 113 lbs at 


A LITTLE NUZZLE from a sheep is one of the many 
activities that can be enjoyed during fair week. Pictured 
above is Molly Wisilosky, age 2. 


$3.60 per pound to Burow 
Trucking, donated back to the 
seller 

Jason Friend, 113 lbs at $3 
per pound to Concept Build¬ 
ers. 

Patrick Duggan, 123 lbs 
at $3.50 per pound to Rob & 
Sharon Markwood. 

Christopher Marple. 114 
lbs at $4 per pound to Service 
Master Clean of Garrett Co., 
donated back to the seller. 

Rachel Skipper, 89 lbs 
at $3 per pound to Vindex 
Energy Corp, donated to Red 
House 4-H Club. 

Morgan Marple. 126 lbs. 
at $3.50 per pound to RAM 
Trucking LLC, donated back 
to the seller 

Amy Burow, 125 lbs. at 
$3 per pound to Thomas & 
Thomas Construction. 

Samantha McGee, 100 lbs. 
at $2.60 per pound to Vindex 
Energy Corp, donated to the 
seller's 4-H Club 

Ryan Weimer, 111 lbs. 
at $3 50 per pound to Rog¬ 


GRAND CHAMPION CHICKENS - The grand champion award for a pen of three 
chickens went to J.B. Gnegy Pictured from left are Andrea Steyer, farm queen; J.B. 
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GRAND CHAMPION MEAT RABBITS - From left: 
Scarlet Fost; Amy Burow; David Burow, winner; and 
Andrea Steyer, farm queen. The buyer was Childs Feed 
anu Supply. 


GRAND CHAMPION MARKET GOAT - From left Connie 
Garlitz of C & C Self Storage, buyer; Kendra Georg, winner; 
enu Mnuree oleyer. term queen 


er Knox, donated to Ryan 
Weimer 

Tyler Lytle, 131 lbs at 
$2 75 per pound to Sheriff 
Gary Berkebile. donated to 
Hospice 

Matthew Kifer, 108 lbs. at 
$2.50 per pound to Rodgers 
Fike. 

Kurtis Broadwater, 120 lbs. 
at $2.25 per pound to Craig & 
Assoc. & Pergin Farm Proper¬ 
ties - Mark & Randy Craig 

Blair Merrill, 83 lbs. at 
$2.75 per pound to Somerfield 
Cable TV 

BEEF 

Carey Rush, 1,343 lbs at 
$4 20 per pound to Steve 
Rich'ards. 

Ashley Rodeheaver, 1,324 
lbs at $3 40 per pound to 
Southern States - Oakland 

Ethan Broadwater, 1,060 
lbs at $4 10 per pound to Gar¬ 
rett Container Systems Inc. 

Todd Custer, 1,121 lbs at 
$2.25 per pound to My Bank 
- First United, donated to Gar¬ 
rett County 4-H 

Sara Holler, 1,228 lbs. 
at $4 20 per pound to Carl 
Barth. 

Faith Tichnell, 1.140 lbs. at 
$2 50 per pound to Mountain¬ 
eer Log Homes 

Annie Fratz, 1,266 lbs. 
at $3 30 per pound to Larry 
Sisler - US Cellular/Radio 
Shack 

Eric Tichnell, 1,109 lbs 
at $2 10 per pound to Sam's 
Agway 

Melinda Smith. 1,023 lbs. 
at $2.30 per pound to Phenix 
Technologies, donated to the 
employees 

Cecalie Georg. 1,274 lbs 
at $2 50 per pound to Accident 
Garage 

Jeremy Ashby, 1,278 lbs. 
at $2 per pound to Southern 
States - Oakland 

Megan Sherbin, 1,347 lbs 
at $2 10 per pound to Phenix 
Technologies, donated to the 
employees 

Charlie Harvey, 1,095 lbs 
at $1 80 per pound to Glotfelty 
Ent. donated 1/2 to Oakland 
VFD and 1/2 to Deer Park 
VFD 

Conunueu on r age 12 
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Thanh You 


Phenix Technologies 

for buying my '9H| 
2008 Market Steer. 

Thanks to all my back-up bidders. 

Kraig Margroff 


I would like to thank 

Garrett Container 


THANK YOU 

Larry Sister and 
U.S. Cellular/Radio Shack 
of McHenry 

for purchasing my 
Reserve Grand Champion 
County Bred Market Steer 
at the 2008 Garrett County Fair. 


Thanks also to my 
hack-up bidders . 


PAC.L 2_OARKETT C OUNTY FAIR 2008 


4-H Beef Show 
Results Listed 


4-H/FFA 

Market 

The market steer show 
c onsisted of 80 entries Plac- 
m gs were as follows: 

Grand Champion 
Carey Rush 

Reserve Grand Champion 
Ashley Rodeheaver 

LIGHT WEIGHT DIVISION 
Light 

1. Nicole McClosky 2. Ken¬ 
dra Friend 3 Anna Tressler 
Also participating: Kelsey 
Skipper. Kasondra Rounds. 
Rachael Wtnegardner, Justin 
Ashby, and Jennifer Rounds 
Medium 

1 Ethan Broadwater 2. 
Melinda Smith 3. Brianna 
Lowdermilk 

Also participating Brittany 
Diehl, Jordan Skipper, Heath¬ 
er Willhelm, Steven Friend, 
Jeremy Tichnell, and Jenny 
Jones 

Heavy 

1 Todd Custer 2. Eric Tich¬ 
nell 3 Brittany Wilhelm 
Also participating Laura 
Smith, Charlie Harvey, Tyler 
Gilpin. Kraig Margroff. Mikail 
Perrine, Patrick Sines, and 
Gary Pritts. 

Light Weight Champion 

Ethan Broadwater 
Light Weight 
Reserve Champion 
Todd Custer 

MEDIUM WEIGHT DIVISION 
Light 

1. Faith Tichnell 2. Greg 
Tichnell 3. Dale Marple 
Also participating: Austin 
Lowdermilk, Nichole Harvey, 
Jordan Fratz, Megan Wilhelm, 
Andrea Upole, Katy Savage, 
and Zachery Pritts. 


Medium 

1. Nathan Tichnell 2. An¬ 
drew Rodeheaver 3. Devan 
Yoder 

Also participating: Brittney 
Green, Tara Marple, Jason 
Friend, Lee Custer, Derrica 
Friend, and Cheyenne Har¬ 
vey 

Heavy 

1. Sara Holler 2. Brooke 
Yoder 3. Sarah Brenneman 

Also participating: Levi 
Lantz, Rebecca Winegard- 
ner, Theo Evans, Anthony 
Green, Aaron Lantz, and Alex 
Beitzel. 

Medium Weight Champion 
Sara Holler 
Medium Weight 
Reserve Champion 

Faith Tichnell 

HEAVY WEIGHT DIVISION 

Light 

1. Jeremy Ashby 2 Annie 
Fratz 3 Cassy Cussins 

Also participating: Cecalie 
Georg, Nolan Marple, Kason¬ 
dra Broadwater, Cody Har¬ 
vey, Collin Fratz, and Austin 
Sines 

Medium 

1. Carey Rush 2. Ashley 
Rodeheaver 3. Tyler Bow¬ 
man 

Also participating: Warren 
Wright, Emily Fratz, Derek 
Gilpin, Megan Sherbin, Levi 
Sweitzer. Dakota Pritt, and 
Ryan Doerr 

Heavy 

1. Annie Graham 2 Brad¬ 
ley Rodeheaver 3. Randy 
Cussins 

Also participating: Toby 
Grove, Catlin Jones, and Tri- 
cia Wiley. 

Heavy Weight Champion 

Carey Rush 


GRAND CHAMPION SHOWMAN - From left: Andrea Steyer, farm queen; Ethan 
Broadwater, grand champion showman and senior champion; Ashley Rodeheaver, 
reserve grand champion showman and senior champion; and Stacy Taylor, Judge. Not 
pictured: Steve Taylor, judge. 


INTERMEDIATE DIVISION BEEF SHOWMANSHIP - From left: Stacy Taylor, Judge; 
Toby Grove, Intermediate champion; Andrea Steyer, farm queen; and Emily Fratz, 
Intermediate reserve champion. Not pictured: Steve Taylor, judge. 


JUNIOR RESERVE CHAMPION - From left: Stacy Taylor, judge; Megan Sherbin, 
junior reserve champion; and Andrea Steyer, farm queen. Not pictured: Steve Taylor, 
judge. 


JUNIOR CHAMPION SHOWMAN - From left: Stacy Taylor, judge; Laura Smith, 
junior champion; and Andrea Steyer, farm queen. Not pictured: Steve Taylor, judge. 


Systems, Inc. 

for purchasing my 

2008 

Market Steer 


MARKET BEEF DIVISION WINNERS - From left: Todd Custer, reserve champion 
light weight; Faith Tichnell. reserve champion medium weight; Ethan Broadwater, 
champion light weight; Andrea Steyer, farm queen; Sara Holler, champion medium 
weight; Carey Rush, grand champion and champion heavy weight; and Ashley 
Rodeheaver, reserve grand champion and reserve champion heavy weight. 




BEST HEIFER OF SHOW - In the open class, Becky Berkebile received the Best 
Heifer of Show title. She is pictured above in the back. In the front holding the calf is 
her sister Lacie Berkebile. 


at the Garrett County Fair. 

Your continued support of 
our 4-H/FFA program 
is greatly appreciated. 

Ethan Broadwater 


_ 


COUNTY BRED MARKET BEEF DIVISION WINNERS - From left: Eric Tichnell, 
county bred champion light weight; Faith Tichnell, county bred reserve champion 
medium weight; Cecalie Georg, county bred reserve champion heavy weight; Melinda 
Smith, county bred reserve champion light weight; Sara Holler, county bred grand 
champion and county bred champion medium weight; Annie Fratz. reserve grand 
champion and county bred champion heavy weight; and Andrea Steyer, farm queen. 


SUPREME CHAMPION BREEDING - From left: Rebecca Winegardner, reserve 
supreme champion breeding; Steve Taylor, judge; Ashley Rodeheaver, farm queen 
first runner-up; and Annie Fratz, supreme champion breeding. Not pictured: Stacy 
Taylor, judge. 

Wright, reserve champion Other Breed Champion 

heifer. Annie Fratz, champion. Rebecca Winegardner 

Hereford Supreme Champion OPEN 

Rachael Winegardner. Annie Fratz Best Heifer of Show 

champion Reserve Supreme Becky Berkebile 


Heavy Weight 
Reserve Champion 

Ashley Rodeheaver 
Rate of Gain 

Alex Beitzel 

COUNTY BRED MARKET 


Grand Champion 

Sara Holler 

Reserve Grand Champion 

Annie Fratz 

Eric Tichnell, light weight 
champion; and Melinda 


THANK YOU 

Jerry Her pel of 

Deep Creek 6 
Tri-Towns 
Pharmacy 

for purchasing my 
2008 Market Steer. 

Andrew Rodeheaver J 


Smith, reserve light weight 
champion 

Sara Holler, medium weight 
champion; and Faith Tichnell, 
medium weight reserve cham¬ 
pion. 

Annie Fratz, heavy weight 
champion; and Cecalie Georg, 
heavy weight reserve cham¬ 
pion 

4-H/FFA 

SHOWMANSHIP 

Grand Champion 

Ethan Broadwater 
Reserve Grand Champion 

Ashley Rodeheaver 

Laura Smith, junior cham¬ 
pion; and Megan Sherbin, 
junior reserve champion. 

Toby Grove, intermediate 
champion; and Emily Fratz, 
intermediate reserve cham¬ 
pion. 

Ethan Broadwater, senior 
champion, and Ashley Rode¬ 
heaver, senior reserve cham¬ 
pion 

4-H/FFA BREEDING 
Angus 

Nathan Tichnell, champion 
heifer; and Brittney Green, 
reserve champion heifer 
Shorthorn 

Dahorrfl \A/mon prH nor 

champion heifer, and Warren 


Thank You 
Southern States 


Oakl and - Mr. 
Tom Hart 

for purchasing my 
2008 Reserve 
Grand Champion 
Market Steer & 

Thank You 
Butch er Bl ock 

for purchasing my 2008 
Market Hog 

Y«hlrv U(ul<>lu>:ii’<>r 
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4-H/Open Dairy 
Fitting/Showing 
Winners Named 


SHARING ATENDER MOMENT during the fair were 
Hailey Hayhurst and “Shayla,”a 4-month-old Baby Brown 
Swiss calf. 


Seventeen youth partici¬ 
pated in the dairy fitting and 
showing competition. Results 
were as follows: 

SHOWMANSHIP 
Grand Champion 

Kara Savage 


Reserve Grand Champion 

Andrea Steyer 

Junior 

1 Andrew Hauser 2 Mat¬ 
thew Kifer 3. George Zim¬ 
merman 

Other participants: Jacob 
Hauser, Jacob Zimmerman, 



I would like to thank 


STEVE 

RICHARDS 



for purchasing my 
2008 Grand 


Champion 
Market Steer at the 
Garrett County Fair. 

Our family appreciates your 
continued support with our 4-H 
projects. 

idivy hush 



DAIRY SHOWMANSHIP - From left: Andrea Steyer, reserve grand champion 
winner and farm queen; Ashley Rodheaver, farm queen runner-up; and Kara Savage, 
who received the grand champion showman title for the third year in a row. 


PREMIER AWARDS - From left: Kara Savage, premier 4-H/FFA breeder; Andrea 
Steyer, premier exhibitor and farm queen; and Jessica Fritz-Little, judge. 






SUPREME DAIRY - The Supreme Dairy title went to Kara Savage (above left). At 
right is Andrea Steyer, farm queen. 


JUNIOR EXHIBITORS - Front row, from left: Jacob Hauser, John Zimmerman, 
Jacob Zimmerman, Annie Zimmerman, George Zimmerman, Andrew Hauser, and Bryson 
Wilt. Back row: Cara Bauermaster, Kara Savage, Jenny Jones, Jessica Steyer. Laura 
Pritts, Alecia Bender, and Andrea Steyer, farm queen. 


Thank You 

PliENix 


TEchNoloqiES 


FOR PUKt'HASINCi MY 
2()ON COUNTY HKUI> STEER. 


Annie Zimmerman, Greta Ball. 
Laura Pritts, Logan Bender, 
and Andrew Ball 

Intermediate 
1 Kim Cogley 2 John Zim¬ 
merman 

Senior 

1 Kara Savage 2. Andrea 
Steyer 3. Alecia Bender 
Other participants Jessica 
Steyer and Cara Bauermaster 

4-H/FFA BREEDING 
Brown Swiss 


Kara Savage, grand cham¬ 
pion and reserve grand cham¬ 
pion 

Guernsey 

Kara Savage, grand cham¬ 
pion. 

Holstein 

Kara Savage, grand cham¬ 
pion: and Jacob Hauser, re¬ 
serve grand champion 

Kara Savage, junior cham¬ 
pion and reserve junior cham¬ 
pion 


Kara Savage, senior cham¬ 
pion; and Jacob Hauser, re¬ 
serve senior champion 

Jersey 

John Zimmerman, grand 
champion and reserve grand 
champion, junior champion 
and reserve junior champion; 
and senior champion and re¬ 
serve senior champion 
Premier 4-H/FFA Breeder 
Kara Savage 
Premier Exhibitor 
Andrea Steyer 
OPEN DAIRY SHOW 
Guernsey 

Cynthia Bender, grand 
champion; and Richard Kins- 
inger, reserve grand champion 

Richard Kinsinger, junior 


THANK YOU 

Pnenix leclinologies 

f< 


lor pupcnasinq mtj 

2008 

VlcirPt St per. 


tank ijoii to mu 
ixiCK-tip I i Iclers. 


CHAMPION HOLSTEINS - From left: Kara Savage, junior champion, reserve junior 
champion, and senior champion; Jacob Hauser, reserve grand champion and reserve 
senior champion; and Andrea Steyer, farm queen. 


CHAMPION JERSEYS - From left: Jacob Zimmerman, grand champion, reserve 
junior champion and senior champion; Andrea Steyer, farm queen; and John Zimmerman, 
reserve grand champion, junior champion, and reserve senior champion. 


Collin Frat/. 


champion; and Rhonda Kin- 
singer, reserve junior cham¬ 
pion. 

Cynthia Bender, senior 
champion; and Richard Kin- 
singer, reserve senior cham¬ 
pion. 

Holstein 

Bob Bender, grand cham¬ 
pion; and Rachel Schmidt, 
reserve grand champion. 

Md-Valleyvue Farms, junior 
champion and reserve junior 
champion 

Bob Bender, senior cham¬ 
pion; and Rachel Schmidt, 
reserve senior champion. 

Jersey 

Don Wilt, grand champion; 
and Alicia DeWitt, reserve 
grand champion. 

Rick DeWitt, junior cham¬ 
pion and reserve junior cham¬ 
pion 

Don Wilt, senior champion; 
and Alicia DeWitt, reserve 
senior champion 

Annual Animal 
Costume Parade 

The results of the animal 
costume parade were as fol¬ 
lows: 

Champion 
Katelyn Gnegy 

Reserve Champion 
Ryan Weimer 
Clover 
Greta Ball 
Junior 

1. Ryan Weimer 2. Amy Bu- 
row 3 Kaya and Kira Rinker 

Other participants Michael 
Rodeheaver and Theo Ev¬ 
ans. 

Intermediate 

1. Kenya Rinker 2. Alana 
Morgan 3 Jacki Markwood 

Other participants: Faith 
Tichnell, Kerri Skipper, Kim 
Cogley. and Hannah Gillispie 
Senior 

1. Katelyn Gnegy 2 Catlin 
Carrico 3 Cara Bauermaster 

Other participants Amanda 
Beitzel and Allison Roth 

Pet Show Winners, 
Participants Noted 
For Various Breeds 

The pet show results were 
as follows: 

Large Breed Dogs 

1 Lexi Trickett. 2. Emma 
Rush 3 Maria Pickrel 

Also participating Harley 
Hayhurst 

Medium Breed Dogs 

1 David Bittinger 2. Nate 
Herbert 3 Kadi Meyers 

Small Breed Dogs 

1 Mara Evans 2 Mattesyn 


Crotts 3 Bryn Savage 

Also participating: Shaila 
VanSickle and Eli Meyers 

Cats 

1. Bryn Savage 2. Tanner 
Droppleman 3. Matthew Moll 
Also participating: Laura 
Pritts. 


Rabbits 

1. Megan DeBerry 2. Ron¬ 
nie Schrock 3. Wyatt Parks 
Unusual Pets 
1 Kira Rinker 2. Logan 
Rounds 3. Anna Major 
Also participating: Anthony 
Lucas and Johnathan Martin 


Kasondra 

Broadwater 


Thanks to all 
my back-up 
bidders. 


Ttiartc y©u 

Bowman Milk 
Transport, LLC 
and 

Don Rodeheaver 
Repair, LLC 

for purchasing my 
2008 Market Steer. 


Tyler Gcwi n 


THMK YOU 

Rohmac, Inc., & 
Browning’s 
Foodland 

for buying my 
2008 Market Steer 
and Lamb. 

Annie Graham 




Meqan Shmbi* 


THANK YOU 

Eric Paugh 
Contracting, Inc. 

for purchasing my 
market steer at the 
2008 Garrett 
County Fair. 

Jc-up bidders. 

Lttitly hratz 
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SHEEPSHOWMANSHtPWINNERS-From left: Ashley Rodeheaver,farm queen runner- 
up; Matthew Fitzwater, reserve grand champion and senior reserve champion; Andrea 



INTERMEDIATE SHEEP SHOWMANSHIP - From left: Samantha Schoenian, 
intermediate reserve champion; and Kenya Rinker, intermediate champion. 



JUNIOR SHEEP SHOWMANSHIP - Lucas Stahl, reserve junior champion; and 
Michael Rodeheaver, junior champion. 



SHEEP LEAD CONTEST - From left are Kim Cogley. Matthew Kifer. Kaya Rinker. 
junior division winner and reserve grand champion; Kenya Rinker; Andrea Steyer, farm 
queen; Katelyn Gnegy. senior division winner and grand champion; and Nicole Pysell. 
Not pictured is Heather Wilhelm. 


The results of the sheep 
show were as follows: 

4-H/FFA 

MARKET 

The market lamb show 
included 58 entries Placings 
were 

Grand Champion 
Ethan Broadwater 
Reserve Grand Champion 
Matthew Fitzwater 

LIGHT WEIGHT DIVISION 
Super Light 

1 Allison Friend 2 Carley 

Sisler 

Light 

1 Brian Friend 2 Kelsey 
Smith 3 Rachael Friend 
Also participating Rachel 
Skipper, Blair Merrill, and An¬ 
drew Hauser 

Medium 

1 Miranda Fisher 2 Sam¬ 
antha McGee 3 Kerri Skipper 
Also participating Bryan 
Rhodes Miranda Rounds, 
Cody Friend, and Kim Co- 

g,ey Heavy 

1 Teresa Friend 2. Lydia 
Powell 3 Katelyn Gnegy 
Also participating Anthony 
Green and Matthew Kifer 

Light Weight Champion 
Teresa Friend 
Light Weight 
Reserve Champion 
Miranda Fisher 
MEDIUM WEIGHT DIVISION 


Bauermaster 3. Christopher 
Marple 

Also participating Ryan 
Weimer, Jason Friend, and 
David Burow 

Medium 

1 Lucas Stahl 2 Keaton 
Thomas 3 Zachary Merrill 

Also participating Nicole 
Pysell, Hannah Gillispie, and 
Mikail Perrine 

Heavy 

1 Ryan Fitzwater 2 Sa¬ 
mantha Carr 3. Kelsey Durst 

Also participating Kurtis 
Broadwater, Patrick Duggan, 
and Madison Gallagher 
Medium Weight Champion 
Ryan Fitzwater 
Medium Weight 

Reserve Champion 
Samantha Carr 
HEAVY WEIGHT DIVISION 
Light 

1 Kara Savage 2 Mi¬ 
chael Rodeheaver 3 Tyler 
Bowman 

Also participating Morgan 
Marple. Amy Burow. Kaya 
Rinker, and Hannah Wilt 
Medium 

1 Matthew Fitzwater 2 
Chelsie Custer 3 Sara Hol¬ 
ler 

Also participating Tyler 
Lytle. Samantha Schoenian. 
Cooper Corley, and Heather 
Wilhelm 


L-iyiii 

1 Kenya Rinker 2 Cara 


H««vy 

Ethan Broadwater 


2 Wesley Suder 3. David 
Georg 

Also participating Carey 
Rush, Jacob Stahl, and Annie 
Graham 

Heavy Weight Champion 

Ethan Broadwater 
Heavy Weight 
Reserve Champion 
Matthew Fitzwater 
RATE OF GAIN 
Tyler Bowman 
COUNTY BRED MARKET 
Grand Champion 
Matthew Fitzwater 
Reserve Grand Champion 
Ryan Fitzwater 
Teresa Friend, champion 
light weight, and Katelyn Gn¬ 
egy, reserve champion light 
weight 

Ryan Fitzwater, champion 
medium weight: and Saman¬ 
tha Carr, reserve champion 
medium weight 

Matthew Fitzwater, cham¬ 
pion heavy weight, and Mi¬ 
chael Rodeheaver, reserve 
champion heavy weight 
4-H/FFA SHOWMANSHIP 
Grand Champion 
Ryan Fitzwater 
Reserve Grand Champion 
Matthew Fitzwater 
Michael Rodeheaver. ju¬ 
nior champion; and Lucas 
Stahl, junior reserve cham¬ 
pion 

rsenya r\inK«i, mieimedi¬ 
ate champion, and Samantha 



HEAVYWEIGHT DIVISION WINNERS - From left; Matthew Fitzwater, reserve grand 
champion, reserve champion heavyweight, county bred grand champion, and county 
bred champion heavy weight; Ethan Broadwater, grand champion market lamb and 
champion heavy weight, and Andrea Steyer, farm queen. 



MEDIUM WEIGHT DIVISION WINNERS - From left: Samantha Carr, reserve 
champion medium weight and county bred reserve champion medium weight; Ashley 
Rodeheaver, farm queen runner-up; Andrea Steyer, farm queen; and Ryan Fitzwater, 
champion medium weight, county bred reserve grand champion, and county bred 
champion medium weight. 



LIGHT WEIGHT DIVISION WINNERS - From left: Miranda Fisher, reserve champion 
light weight; Andrea Steyer, farm queen; Teresa Friend, champion light weight and 
county bred champion light weight; Ashley Rodeheaver. farm queen runner-up; and 
Katelyn Gnegy, county bred reserve champion light weight. 



2008 


SUPREME BREEDING RAM - From left: Katelyn Gnegy. reserve supreme champion 
Andrea Steyer, farm queen; and Matthew Fitzwater, supreme champion ram. 



RESERVE CHAMPION EWE - From left: Ryan Fitzwater (showing for Matthew 
Fitzwater). reserve supreme champion ewe; and Matthew Fitzwater. supreme champion ewe. 


Schoenian, intermediate re¬ 
serve champion 

Ryan Fitzwater. senior 
uiampiun, ano Mulinew riu- 
water, senior reserve cham¬ 


pion 

4-H/FFA BREEDING 
Supreme Champion Ram 
Matthew t-itzwatei 
Reserve Supreme 


Champion Ram 
Katelyn Gnegy 
Supreme Champion Ewe 
Matthew Mlzwaiei 

Reserve Supreme 


COUNTY BRED RESERVE CHAMPION - Michael 
Rodeheaver's lamb received the title of county bred 
reserve champion heavy weight market lamb. 


Champion Ewe 

Matthew Fitzwater 

DORSET 

Heather Wilhelm, grand 
champion ram; and Brittany 
Wilhelm, reserve grand cham¬ 
pion ram. 

Kenya Rinker, grand cham¬ 
pion ewe; and Nicole Pysell, 
reserve grand champion ewe 

SUFFOLK 

Matthew Fitzwater. grand 
champion ram; and Katelyn 
Gnegy, reserve grand cham¬ 
pion ram. 

Matthew Fitzwater, grand 
champion ewe and reserve 
grand champion ewe 
NAVAJO CHURRO 

Kim Cogley, grand champion 
ram, reserve grand champion 
ram, and grand champion ewe 
OPEN BREEDING 

DORSET 

Austin Lytle, grand cham¬ 
pion ewe; and Emily Pysell, 


reserve grand champion ewe. 

HAMPSHIRE 

Tommy Holler, grand 
champion ram, reserve grand 
champion ram, grand cham¬ 
pion ewe, and reserve grand 
champion ewe 

SUFFOLK 

Kelly Fitzwater, grand 
champion ewe; and Chuck 
Fitzwater, reserve grand 
champion ewe 

Winners Noted 
For Wool Fleece 
Open Contest 

Winners in the wool fleece 
contest were as follows: 

Grand Champion 

Tom Tressler 

Reserve Grand Champion 

Tommy Holler 

Also participating Kimberly 
Holler, Debbie Friend, Neomia 
Holler, and Tammy Holler 


Thank You to 
Savage Industries 


Ufr^nn 


fiTr^nrchasing my 2008 


Market Lamb 


Thanks to all 
the back-up bidders. 


ricet Lai 

ii '] 


Hannah 

Wilt 


r 


* Thank You 

Acfnm Construction - 
Biff ©" Cfaucfia Spikcr 

for yiircfiasinrj rmj 
2008 Market 
Lamb. 

Tyler Bowman 



THAI** YOU 

Employees of the 
Garrett Co. Roads Dept. 
Local 1834 

Winegardner McKnight Farm 
ERL Financial Services - Ed Lytle 
Gary Guard 

For purchasing our 2008 Market 
Animals at the Garrett County Fair. 
Thanks to all who help us to make 
our livestock projects a success. 



Toby & Colton Grove 
Snowy Creek 4-H Club 


"Thank you 

Ryan & Janie 
Bergman 

for buying my 
2008 ^Market £amb 



(XH<f 


Thank you 

Don & Tam J4dams of 
Stocet CRpioards £Jarm 

for purchasing my 
2008 Market Goat 
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SWEET REWARDS FARM AWARD - Front row, from left: Pam Adams of Sweet 
Rewards Farm; Amanda Beitzel, recipient of award; Alana Morgan; and Kim Cogley. In 
the second row are Andrea Steyer, farm queen; J.B. Gnegy; Aaron Lantz; Ryan Miller; 
and Don Adams of Sweet Rewards Farm. 


6th Scholarship 
Presented By 
Sweet Rewards 

For the sixth year, the 
Sweet Rewards Scholar¬ 
ship Award was presented 
by Don and Pam Adams 
of McHenry during the 4- 
H awards ceremony. They 
have agreed to provide the 
award for 2D years. 

Participation in the pro¬ 
gram has grown from three 
the first year to over 10 in 
subsequent years 

Don and Pam live in Car- 
roll County, but have been 


active weekend residents 
in McHenry over the last 
28 years. In 2002, they pur¬ 
chased the Klotz farm and 
named it Sweet Rewards 
Farm. They raise pygmy 
and Boer goats, as well as 
red angus cattle, on their 
farm in Carroll County. 

This year, six 4-H mem¬ 
bers applied for the scholar¬ 
ship award. The require¬ 
ments for the scholarship 
were that the students must 
be 18 years old or under, 
must have participated in a 
4-H goat program, and must 
submit an essay 


The award was presented 
to Amanda Beitzel. She re¬ 
ceived a framed certificate 
of excellence and a check 
for $500. 

Each 4-H and FFA mem¬ 
ber who participated also 
received a framed certificate 
of achievement. 

Other applicants were 
Alana Morgan, Ryan Miller, 
Kim Cogley, Aaron Lantz, 
and J B Gnegy. 

Past winners included 
Catlin Carrico, Lacie Berke- 
bile, Katelyn Gnegy, Sa¬ 
mantha Schoenian and Levi 
Lantz. 



ENGINEERING AWARDS - Front row, from left: Faith Tichnell, Andrew Hauser. 
Zachery Pritts, and Lucas Stahl. Second row: Andrea Steyer, farm queen: Janet Tichnell. 
leader; Gary Pritts, overall engineering trophy; Levi Lantz; and Catlin Carrico. Back row: 
Andrew Pritts. Aaron Lantz. Mikail Perrine, Nathan Tichnell, and Willie Lantz, leader. 


4-H Engineering 
Competition Held, 
Results Released 

Numerous engineering 
events were held this year. 
They are designed so that the 
young people participating, 
gain work skills and safety 
knowledge in the areas of elec¬ 
tricity, small engines, welding, 
computers, bicycles, garden 
tractors, and farm tractors 

4-H and FFA members 
may also prepare to go on to 
compete in contests held at 
the Maryland State Fair Fair 
premiums were awarded to 
the following participants: 

OVERALL GRAND 
CHAMPION 

An overall achievement 
award, presented to the con¬ 
testant with the highest points 
in three or more events, was 
awarded to Gary Pritts 


FARM TRACTOR 
Intermediate Division 

1 Levi Lantz 2. Greg Tich¬ 
nell 3 David Burow 

Also participating Aaron 
Lantz 

Senior Division 
1. Andrew Pritts 2 Nathan 
Tichnell 3. Jordan Skipper 
Also participating Eric 
Tichnell, Gary Pritts, J.B 
Gnegy, Jason Friend. Nathan 
Tichnell, Charlie Harvey and 
Mikail Perrine 

LAWN TRACTOR 
Junior Division 
1 Zachery Pritts 2 Lucas 
Stahl 3 Collin Fratz 

Intermediate Division 
1 Faith Tichnell 2 Greg 
Tichnell 3 Mikail Perrine 
Senior Division 
1. Andrew Pritts 2 Nathan 
Tichnell 3 Jordan Skipper 
Also participating Gary 
Pritts, Andrew Hauser, Ja¬ 
cob Hauser. Matthew Kifer, 
Amy Burow. Kevin Haenftling, 
Charlie Harvey, Cody Friend, 


Thunk you to 

Farm ('redid of din* Virginias. 
Steve Savage, 

Hugh Umbel 
Enterprises, 

Chad W ilhelm. 

Kush Excavating, 
Savage Services, Oakland & 
Darren l*>sell family 

w m 

for purchasing our 
200 S market animats at 
the (, or ret t ( ounly lair. 
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Aaron Lantz. Alana Morgan. 
David Burow. Kim Cogley, 
Amanda Beitzel, Jeremy Tich¬ 
nell, J.B. Gnegy. Jason Friend 
and Jacob Stahl 

BICYCLE 
Junior Division 
1. Lucas Stahl 2 Andrew 
Hauser 

Intermediate division 

1. Faith Tichnell 2 Aaron 
Lantz 3. Levi Lantz 

Senior Division 
1. Nathan Tichnell 2 Kate¬ 
lyn Gnegy 3 J.B Gnegy 
Also participating Jacob 
Stahl 

COMPUTER 
Junior Division 

1 Andrew Hauser 2. Lucas 
Stahl 3 Matthew Kifer 
Intermediate Division 
1 Aaron Lantz 2 Levi Lantz 
3 Kevin Haenftling 

Also participating Kim Co¬ 
gley 

Senior Division 

1 Catlin Carrico 2 Tie be¬ 
tween Amanda Beitzel and 
J B Gnegy 3 Nathan Tichnell 
Also participating Katelyn 
Gnegy, Jacob Stahl. Greg 
Tichnell, and Shawnna Shaffer 
SMALL ENGINES 
Junior Division 
1 Zachery Pritts 2 Lucas 
Stahl 3. Matthew Kifer 
Intermediate Division 
1 Mikail Perrine 2. Levi 
Lantz 3. Teroy Friend 

Also participating Kim Co¬ 
gley 

Senior Division 

1 Gary Pritts 2 Jacob 
Stahl 3. Amanda Beitzel 
Also participating Ryan 
Miller 

ELECTRICAL ENERGY 
Junior Division 

1 Lucas Stahl 2 Zachery 
Pritts 3 Matthew Kifer 
Intermediate Division 
1 Levi Lantz 2 Mikail Per¬ 
rine 3 Kim Cogley 

Senior Division 
t Gary Pritts 2 Jacob 
Stahl 3 Amanda Beitzel 
Also participating Ryan 
Miller 

WELDING 

Intermediate Division 

1 Aaron Lantz 2 Levi Lantz 

\ riron Tirhnnll 

Senior Division 

1 Gary Pritts 



4-H AND FFA YOUTH 




to the 2008 Livestock Sale Buyers 
at the Garrett County Fair 


Beef 

Accident Garage 

Amboy Logging & Forman Tree Farm 
American Fence 
Art Butler Auto Sales 
Basket Tree Gift Co. 

Betty Wilburn in memory of Edward D. Wilburn 
Vi Northern Garrett County Rescue Squad 
Bilco Construction & Lisa Welch ( State's Attorney) 

Bruceton Petroleum 
Carl Barth 

Carr Services (Greg Carr) & Pro Clean (John Ferrell) 

Country Pride Meats 

Deep Creek & Tri Towns Pharmacy 

Deer Park Sportsman's Club • Va to Southern Rescue Squad & Vi Deer Park VFD 
Dental Health Group 
Doerr Construction 

Don Rodeheaver Repair 4 Bowman Milk Transport 
Dr. David Tuel Employees 

Dr. Dona Alvarez & Ace Quicklube, LLC. to Employees 

Dr. Dona Alvarez 4 Marjorie Fridkin to Employees 

Dr. Zakaluzny • Vi to Southern & Vi to Northern Rescue Squads 

Emma Rush 

Eric Paugh Contracting 

ERL Financial Sendees Ed Lytle 

Farm Credit of the Virginias (2) 

Garrett Containers 

Glotfelty Ent. • Vi to Oakland VFD & '/a to Deer Park VFD 
Glotfelty Ent. 

Glotfelty Lumber Co. 4 EDG Logging. LLC 
GMS Mine Repair 

Hugh Umbel Companies (3j to Employees 

Keystone Lime Co. •Vi to Deep Creek Fire Co. 4 Vi to Grantsville FireDept. 

Lake View Auto Parts 

Lakefront Enterprises & Thousand Acres 

Larry Sisler • US Cellular/Radio Shack 

M & M Fleet Maint. Service (2) Vi to North Glade 4-H 4 '/a to Swanton Comm. Center 
1 to employees 
Mettiki Coal to Hospice 
Miners & Merchants Bank 
Mountaineer Log Homes 
My Bank First United to Garrett County 4-H 
Phenix Technologies (6) to Employees 
Phil St. Moritz - Bill’s Marme Service to 4-H/FFA Scholarship Funds 
Railey Realty 

RAM Trucking . 

Rob 4 Sharon Markwood 
Robison Family 
Rohmac, Inc 

Rohmac. Inc. to Employees 
Ron 4 Rita Savage 
Rush Excavating 
Rush Services Employees 
Sams’ Agway (2) 

Savage ServicA Oakland Vi to SHS Football 4 '/. SHS Volleyvall 

Sears of Oakland 

Service Master of Garrett Co. (2) 

Sisler Lumber Co. 

Somerfield Cable (2) 

Southern States - Cumberland 
Southern States Oakland (3) 

Steve Richards 

Sue Kelley - Kelley Real Estate 
Sylvan Manuf (2) 

Team One/Greg Shockey 
The Welding Rod 
Thrasher Engineering 
Westmar Builders to Employees 

Winner's Circle Convenience Center to Deep Creek VFC in memory of Ed Wilburn 

Hogs 

Accident Garage 

Adam Construction. LLC - Bill 4 Claudia Spiker 
Automotive Machine 
Bowman s Milk Transport 
Bratton Farms 

Buck Hill Farm - Lynn 4 Debbie Atkins 
Clarksburg Mack 

Claybum. Inc., to Grantsville VFD 
Clear Mountain Bank to Hospice 
Cobra Tire 

Collier Bus Services to Northern Athletic Assn 
Cork's Cars Cork 4 Kim Sweitzer 
Cove Run Masonry 

Deep Creek Foodland Fresh to Employees 

Do err All Services, LLC 

Don Rodeheaver Repair (3) 1 to Employees 

Dr. Charles Watch to North Glade 4 H 

Durst Heating 4 Air Cond.. LLC 

Employees of the Garrett Co. Roads Dept Local 1834 

Fairfax Matenals. Inc., to Southern Athletic Dept. 

Foothills Farms 

Fred Fox to Fnendsville Meth Church Building Fund 
Garrett Automotive to Laurel Glen Church of the Brethren 

GarrettCo. FOP Lodge #99 (6)1 to Oakland VFD to Cretim VitoKitzmiiierEiementanes 
Garrett Container Systems, Inc., to Accident Elementary 

Gary Guard (4) 1 to Mill Run Mercy Chapel. 1 to Snowy Creek 4 H in memory of Linda Wolf 
Glotfelty Lumber Co. 4 EDG Logging. LLC. to Mt Loggers Coop. Assn. "Log a Load for Kids' 

GMS Mine Repair 
Grantsville Ag Services 

Greg Fratz Trucking (2)1 to Oak Hill 4 H Club 4 1 to Zion Youth Group 
Gregg s Pharmacy to Swanton Community Center 
Guard Farms 

Hugh Umbel Companies to Deep Creek Foodland Fresh 

Ihor 4 Sandra Zakaluzny (3) 1 to Deep Creek VFC. 1 to Oakland VFD 41 to Junior Woman's Civic Club 


Jamie 4 Crystal DeBerry - DeBerry's Sweet Corn 4 Produce 
Jean Wright 

Jim Delagatti Family - Uno's to Deep Creek Fire Co. 

June Bugs Party Rental to Swanton Community Center 
Lake View Auto Parts 

Lakefront Enterpnses 4 June Bugs Party Rentals 
Lilly of the Valley Farm 
Madigan Auto Sales 
Mark 4 Beverly Sines 

Mettiki Coal (5 )3 to House of Hope 1 to Ryan's Glade 4-H 4 1 to Red House 4-H 
Mikey 4 Madeline Greene 
Mill Bound Trucking 
Mountain View Landfill 

My Bank - First United (2) 1 to NHS Football/Cheerteading 4 1 to SHS Athletic Assn 
Phil St Montz - Bill's Marine Service 
Preston Contractors, Inc. (2) 

Railey Mtn Lake Vacations - Leah Bulhack to Bittinger 4-H Club 

RAM Trucking 4 Ag Futures 

Rounds Masonry ■ Rodney Rounds 

RPM Construction 

Rush Excavating 

Rush Services to Aocidenl Elementary PTO 
Savage Services Oakland to Bayard VFD 
Sharon Lohr 

Silver Knob Pallett to Mountain Loggers Group 

Slopeside Market 

Soutnern States - Oakland (3) 

Sue Newton 4 Kendal Glass Vi to Accident VFD 

Taylor Sines - Wood Lake Tree Farm 4 Oakmar Restaurant - Andrew Fike 

The Butcher Block (5) 

Thomas 4 Thomas Construction 
Valley Point Farmers Feed 4 Supply. LLC 
Wellspnng Family Medicine 

Winegardner 4 McKnight Farm - Josh 4 Megan McKnight 

Wisp Resort 2) 

Youghiogbeny Homeowners Association 


Sheep 

Adam Construction 

ALL Boer Goats 
Bobby Barnard 
Bowman s Milk Transport 
Brownings Foodland 
Burow Trucking, David Burow 
Concept Builders 

Craig 4 Assoc 4 Pergin Farm Properties 

Craig 4 Assoc. 4 Pergin Farm Properties - Mark 4 Randy Craig 

D 4 L Genetics 

Dave Martin Championship Rodeo 

Deerwood Sunoco - Ron 4 Jana Freeman to Mikail Perrine 

D-S Livestock Equipment 

Employees of the Garrett Co. Roads Dept. Local 1834 (2) 

Garrett Automotive to Kerri Skipper 
Gary 4 Alice Long 
Gary Guard Trucking 

George Keller to SAL Post 214 Grantsville 
Glotfelty Ent. to House of Hope 

Hugh Umbel Companies Deep Creek Foodland Fresh to Chelsie Custer 

Kenny 4 Debbie Green to Miranda Rounds 

Marple Mulching 4 Seeding to Rachael Fnend 

Mettiki Coal to Fairview Church 

Miners 4 Merchants Bank 

Mountainview Landfill to Michael Rodeheaver 

Preston Fencing 4 Ken Whitehair (2) 1 to Kenya Rinker 

RAM Trucking LLC to Morgan Marple 

Rob 4 Sharon Markwood 

Rodgers Fike 

Roger Knox to Ryan Weimer 
Rush Excavating to Trailblazers 4-H Club 
Ryan 4 Janie Bergman 
Savage Services - Frostburg 
Savage Services Oakland 

Service Master Clean of Garrett Co. to Christopher Marple 
Sheriff Gary Berkebiie (2) 1 to Hospice 
Somerfield Cable TV (2) 

Southern States Cumberland 
Southern States - Oakland 
Thomas 4 Thomas Construction 
Triple Play Farm 4 Chuck Fitzwater 
Vmdex Energy Corp. (7) lea. to Grantsville. Red 
House. 4 Meadow Mtn 4-H dubs, 2 to Avitton 4-H, 

1 to Anthony Green, 1 to Andrew Hauser 
Yoder 4 Hershberger Insurance 


Goats 

Burow Truck Lines to Amy Burow 
C 4 C Self Storage Clay 4 Connie Gartitz 
Canary's Nest Washington. DC. to Jack) Markwood 
Carpenters Local 1024 Union to Ryan Miller 
Gary 4 Linda Evans to Austin Graham 

Joe Mousch ■ Valley Property Services (2) 1 to Ronnie Schrock. 1 to Lacey Green 

Mike Tichnell to Maple Mountain 4-H Club 

Miners 4 Merchants Bank 

Moreland Trucking, LLC, to Barry Upole 

MPWV Meat Goat Producers Assn 

Rosie 4 Howard Smiga in Memory of Max Post to Alana Morgan 

Sam 4 Becky Wright Wright Services Landscape Prop Maint 

Savage Services Oakland (3) 

Sunset Valley Fence - David 4 Tracy Cole 
Susan Schoenian 

Sweet Rewards Farm Don 4 Pam Adams (4) 1 to Madi Gallagher. 1 to Jordan Grove 
Tnple S Construction 

Winegardner McKnight Farm - Rachal. Rebecca Renee Winegardner 

Rabbits 

Childs Feed 4 Supply to David Burow 
Gambill Amusements to Amanda Beitzel 

Birds 

Savage Services - Oakland 



Special thanks to Farm Credit ot the Virginias for 
insuring a minimum price for the swine exhibitors' livestock. 

Thanks to the auctioneers 

Brent Fratz, Leonard Custer, Joe Friend, Bob Custer and Dale Broadwater, 
Livestock Association members and all those who haloed make the 2008 sale a 
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TIIAMi YOU 

f (iarrcU Co. FOP 

Lodj^c #«>«> 

m for purchasing my 

2008 Reserve Grand 
Champion Market Hog, 
also, 1 hank yon 

Don & Pam Ailams of 
Sweet Rewards Farm 

for buying my * 05 ^ 
2008 Market Goatj£S*5 

Thanks to cveripme who helped to 
make mil livestock project a success. 

•lonlon (mwv, Snowy ( reek 4-11 ( 'hilt 


Thank you 

Carpenters Local 
Union 1024 
Cumberland, MD 

for purchasing my 
2008 Market Goat 


Thank y?ou 

to the following for buying 
our 2008 market animals. 


Thank You 


Southern States 
Cumberland Cooperative 

for purchasing my 
2006 Market Lamb. 


4-H Goat Show Winners Named. 


Ryan 

Miller 


Miners & M ere ha n t s B a n k 

Lamb and Goat 

Savage Services 

Meat Birds 

Butcher Block 

Hog 

Also, thank you to all of our 
trophy sponsors: 

•G.C. Livestock Assn. 

•The Country Explorers 4-11 
•H4 Lumber 
•Gamhill Amusements 
•John Darlene Schmidt 
•Deer Turk Sportsman \ ( iuh 


Kara Savage 


Tracy and Tyler 
for all of your extra help. 


Carey Rush 


Thank You 


Vincfex Em 


W 


Corporation 


for nnrtfiasinn nut 

Grand £ N c 


Cfianwion 

Market Lam ft. 

Your support o! our 4-H/FFA 
members is greatly appreciated. 


Thunks to our hack-up bidders. 


Fthan RrnaHu/afpr 


MARKET GOAT DIVISION WINNERS - From left: Ronnie Schrock, champion 
light weight: Jordon Grove, reserve champion heavy weight; Austin Graham, reserve 
champion light weight: Lane Savage, reserve champion medium weight: Kendra Georg, 
grand champion and champion heavy weight; Nicole Pysell, reserve grand champion 
and champion medium weight: and Andrea Steyer, farm queen. 


COUNTY BRED GOAT DIVISION WINNERS - From left: Jordon Grove, county bred 
champion heavy weight; Lane Savage, county bred reserve grand champion and county 
bred reserve champion medium weight; Nicole Pysell, county bred grand champion and 
county bred champion medium weight; Aaron Lantz, county bred reserve champion 
heavy weight; Jacki Markwood, county bred champion light weight; Colton Grove, 
county bred champion light weight; and Andrea Steyer. farm queen. 


LIGHT WEIGHT DIVISION 
Super Light 

1. Travis Newton 2 Kayley 
Green 3. Kim Cogley 

Light 

1. Austin Graham 2 Colton 
Grove 3. Lacey Green 

Also participating Barry 
Upole. 

Heavy 

1. Ronnie Schrock 2 Jacki 
Markwood 3. Alana Morgan 
Also participating Cody 
Ferguson 

Light Weight Champion 
Ronnie Schrock 
Reserve Champion 
Austin Graham 

MEDIUM WEIGHT DIVISION 
Light 

1 Catlin Carrico 2 Joe 
McClosky 3. J B Gnegy 

Heavy 

1. Nicole Pysell 2 Lane 

SH /Uso 'parhcipah ng^'rylor GOAT SHOWMANSHIP-From left: Shawn Markwood, junior reserve champion; Nicole 

Thomas Pysell, junior champion; J.B. Gnegy. senior reserve champion; Catlin Carrico, reserve grand 

Medium Weight Champion champion and senior champion; Andrea Steyer, farm queen; Aaron Lantz, intermediate 

Nicole Pysell reserve champion; and Alana Morgan, grand champion and intermediate champion. 

-_________-- 

mantha Schoenian 3. Derek 
Dewitt 

Also participating: Amy Bu- 
row. 

Heavy 

1. Kendra Georg 2 Aaron 
Lantz 3. Ryan Miller 

Also participating: David 
Burow. 

Heavy Weight Champion 

Kendra Georg 
Reserve Champion 
Jordon Grove 
Rate of Gain 
Tylor Thomas 
COUNTY BRED 
Grand Champion 
Nicole Pysell 

Reserve Grand Champion 

Lane Savage 

Jacki Markwood, cham¬ 
pion light weight: and Colton 
Grove, reserve champion, 
light weight 

Nicole Pysell, champion 
medium weight; and Lane 
Savage, reserve champion 
medium weight 

Jordan Grove, champi¬ 
on heavy weight; and Aar¬ 
on Lantz, reserve champion 
heavy weight 

4-H/FFA SHOWMANSHIP 




mm 


2008 


• 


GRAND CHAMPION DAIRY GOATS - From left: Austin Orner, who showed the 
grand champion goat for Catlin Carrico; Carrico with her reserve champion dairy 
goat; and Paul Kempe. judge. Below are Kempe and Carrico with her grand champion 
showman goat. 

Reserve Champion 

Lane Savage 

HEAVY WEIGHT DIVISION 
Light 

1 Jordon Grove 2 Shawn 
Markwood 

Medium 

1 Amanda Beitzel 2 Sa- 


The market goat show in- Grand Champion 

eluded 28 youth participants Kendra Georg 

Placings were as follows Reserve Grand Champion 

4-H/FFA MARKET Nicole Pysell 


Thank you j 
Kick Kush , 


Kush Kxcavutiiig 

lor Ihi viii" mv 
2008 Market Lamb 

Xirolo I'ysclly 

THANK YOU 
Gary Berkebile 

for buying my 
2008Market L 


amb. 

Kelsey jo Durst. Meadow Mountain 4-11 


THANK YOU 

Bowman Milk 
Transport, LLC 

for purchasing my 
2008 Market Lamb 

at the Garrett County Fair. 

Special thanks to 



CHAMPION BREEDING DOES - From left: Ryan 
Miller, reserve grand champion doe; and Levi Lantz, grand 
champion doe. 


Grand Champion 
Alana Morgan 

Reserve Grand Champion 

Catlin Carrico 

Nicole Pysell, junior cham¬ 
pion; and Shawn Markwood, 
junior reserve champion. 

Alana Morgan, interme¬ 
diate champion; and Aaron 
Lantz, intermediate reserve 
champion. 

Catlin Carrico, senior 
champion; and J.B. Gnegy, 
senior reserve champion. 

4-H BREEDING 

Grand Champion Doe 

Levi Lantz 

Reserve Grand Champion 

Ryan Miller 

Grand Champion Buck 

Ryan Miller 

Reserve Grand Cnampion 
Aaron Lantz 
Percentage Boer 

Ryan Miller, junior champi¬ 
on doe; and Michael Greene, 
junior reserve champion doe 

Catlin Carrico, senior 
champion doe; and Aaron 
Lantz, senior reserve cham¬ 
pion doe 

Fullblood/Pureblood 

Levi Lantz, junior champion 
doe; and Aaron Lantz, junior 
reserve champion doe 

Ryan Miller, senior cham¬ 
pion doe; and Aaron Lantz, 
senior reserve champion doe. 
OPEN BREEDING 

Ryan Miller, junior champi¬ 
on doe; and Madeline Green, 
junior reserve champion doe 


Catlin Carrico, senior 
champion doe and senior re¬ 
serve champion doe. 

Dairy Goat Show 
Results Released 

Approximately 40 goats 
were exhibited. Placings were 
as follows: 

4-H NUBIAN 

Catlin Carrbo, junior cham¬ 
pion, reserve junior cham¬ 
pion, senior champion, re¬ 
serve senior champion, grand 
champion, and reserve grand 
champion. 

OPEN 

Recorded Grades 

John Major, junior cham¬ 
pion, reserve junor champion, 
grand champion, and reserve 

grand champion. 

NUBIAN 

Virginia Weimer, junior 
champion, reserve senior 
champion, and reserve grand 
champion; Ronalo Weimer, 
reserve junior champion, se¬ 
nior champion, and grand 
champion. 

TOGGENBURG 

Virginia Weimer, junior 
champion, senior champion, 
grand champion, and reserve 
grand champion. 

LAMANCHA 

Anna Major, junior cham¬ 
pion and grand champion; 
Virginina Weimer. supreme 
champion; and Ronald 
Weimer. best udder 


Thank You to 
Don & Pam Adams of 
Sweet Rewards Farm 

/jf for purchasing my 
JmCounty Bred Reserve 
Grand Champion Market Goat. 

Lane Savage, Country Explorers 4-H Club 

Thank You 

Don & Pam Adams of 
Sweet Rewards Farm 

for buying my 
2008 Reserve Grand 
Champion/County 
Bred Champion 
Market Goat 

Nicole Pysell 



Tkank Vow 

Garrett Automotive 

for buying my 
2008 Market Hog & 

Thank You 

Triple S Construction - 
Eugene & Mary Shreve 


for purchasing my 
2008 Market Qoat 



joe fvicCiosky 






































































































; Thank You 

%:A r ' Doerr 
1 ~ Construction 

For buying my 
2008 Market Hog. 

Thanks to all my back-up bidders. 

Kraig Margroff 


Thank you 

CORK / CAR/ 

CORK & KIM AVEITZER 

for purchasing my market hog at 
the Garrett County' Livestock 
Sale. 

Your support is greatly appreciated. 

Thank you. Travis Neivtori 


THANK YOU 

Gary & Linda Evans 

(Grandma & Tap Pap) 

- and fy J * 

j£2S& We " s P rin & ^ 

Family Medicine 

for purchasing my 
2008 Marked Pig & Goat. 

Also, thanks to Met tiki Coal and 
Savage Sendees for bidding. 

Austin Graham 


Results Released 
For Swine Show 


4-H/FFA 


Market 

The market swine show 
included 117 entries Placings 
were as follows 

Grand Champion 
Collin Fratz 

Reserve Grand Champion 
Jordon Grove 

SUPER LIGHT WEIGHT 
DIVISION 
Class 1 

1. Keaton Thomas 2. Han¬ 
nah Smearman 3. Justin Wil¬ 
helm 

Other participants Brit¬ 
tany Wilhelm, Megan Wilhelm, 
Jared Dennis, and Cynthia 
Smearman. 

Class 2 

1. Samantha Carr 2 Jacob 
Hauser 3 Andrew Hauser 

Other participants Bryan 
Rhodes, Jordan Diehl, Kerri 
Skipper, Adam Diehl, and Ra¬ 
chel Skipper 

LIGHT WEIGHT DIVISION 
Class 1 

1. Justin Ashby 2 Annie 
Fratz 3 Russell Fazenbaker 

Other participants: Nicole 
McClosky, Zachary Merrill, 
and Bethany Shaw 
Class 2 

1 Todd Custer 2 Lee 
Custer 3. Catlin Carrico 

Other participants: Brit¬ 
tany Diehl, Lindsay Wolf, Levi 
Lantz, and Laura Pritts 
Class 3 

1. Randy Cussins 2 Derek 
Broadwater 3 Patrick Dug¬ 
gan 

Other participants: Katy 
Savage. Cassy Cussins Ra¬ 
chael Friend, Scarlett Fost, 
and Heather O'Donnell 

Class 4 

1 Andrea Upole 2 Alana 
Morgan 3. Jewel Hess 

Other participants Kendra 


SWINE SHOWMANSHIP - From left are Andrea Steyer, farm queen; Alana Morgan, 
intermediate reserve champion; Austin Graham, junior champion; Matthew Fitzwater, 
senior champion and grand champion; Patrick Duggan, junior reserve champion; 
Andrea Upole. senior reserve champion; and Emily Fratz, intermediate champion and 

reserve grand champion. 

Friend, Kasondra Broadwater, 
and Ryan Doerr 

Class 5 

1 Garrett Beachy 2 Ceca- 
lie Georg 3 Ryan Fitzwater 
Other participants: Derrica 
Friend, Elliot Glotfelty. Hannah 
Sines, and Kraig Margroff 
Light Weight Champion 
Randy Cussins 
Light Weight 
Reserve Champion 
Garrett Beachy 
MEDIUM WEIGHT DIVISION 
Class 1 

1 Kendra Georg 2 Colton 
Grove 3 Travis Newton 

Other participants: Justin 
Shaw, Tiffany Lytle. Carley 
Sisler. and Alex Beitzel. 


Thank You 

Glotfelty Lumber Co. & 
EDG Logging, LLC 

for purchasing my 
2008 Market Swine. 

Tfi to Evans, Rat House 4-11 Club 

Thank you N 

Madigan Auto Sales 

for buying my 
2008 Market Hog. 


MARKET SWINE WINNERS - From left: Garrett Beachy, reserve champion light 
weight: Randy Cussins, champion light weight; Collin Fratz, champion medium weight 
and grand champion market hog; Andrea Steyer, farm queen; Will Hilpy, judge; Jordan 
Grove, champion heavy weight and reserve grand champion; Toby Grove, reserve 
champion medium weight; and Ashley Rodeheaver, reserve champion heavy weight. 
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Garrett Beach; 




THANK YOU 

Mt. View Landfill - 
Alisa Kyle 

for purchasing my 
2008 Market Lamb® 

Adam Construction, LLC - 
Bill and Claudia Spiker 

for buying my 
2008 Market Hog. 

MICHAEL KODEHEAVEJt 


COUNTY BRED MARKET SWINE WINNERS - From left; Garrett Beachy, champion 
light weight; Collin Fratz. champion medium weight and county bred grand champion; 
Andrea Upole. reserve champion light weight; Andrea Steyer. farm queen; Will Hilpy, 
judge; Jordon Grove, champion heavy weight and reserve grand champion market 
hog; Toby Grove, reserve champion medium weight; and Hannah Gillispie, reserve 
champion heavy weight. 


Class 2 

1 Toby Grove 2 Austin 
Graham 3. Emily Fratz 

Other participants Austin 
Lowdermilk, Michael Rode¬ 
heaver, Charlie Harvey, and 
Christopher Marple 


Class 3 

1 Bradley Rodeheaver 2 
Cody Ferguson, Ryan Miller 
Other participants: Dakota 
Pritt and Charles Custer 

Class 4 

1.Teresa Friend 2 Brooke 


Thank 7ou 

(3a rrett Con ta in er 
S y stews 

fox C r uuing tntj Heine, at the fair at ul 
donating it to *-/fccident FLcmentaxy. 




Mors an Rush. Oa< Hill 4-H 


I HANK YOU 

ur sl I leafinq & Air C on litioninq 
(or I uijinq mq 2008 M arkl Swine 
- • Leminqton 

I- imell lazenbaKer 


PEE WEE SHOWMANSHIP - Front row, from left: 
Colby Lowdermilk, Mason Brenneman, Logan Rounds, 
Emily Pysell, Caleb Rush, and McKenzie Wilt. Second 
row: Wyatt Wright, Austin Lytle, Jacob Jones, Michael 
Greene, Erika Ritchey. Michael Duggan, Dante Broad¬ 
water, Rachel Duggan, Riliegh Lowdermilk, Bryson 
Wilt, and Emma Rush. Third row: Amy Schmidt, Isaac 
Graham, Trenton Evans, Makenzy Wlnegardner, Renee 

HEAVY WEIGHT DIVISION 
Class 1 

1 Jordon Grove 2. Jordan 
Fratz 3 Ryan Weimer 

Other participants: Kurtis 
Broadwater, Catlin Jones, and 
Megan Sisler. 

Class 2 

1. Ashley Rodeheaver 
2. Theo Evans 3 Bethany 
Rexroad 

Other participants: Dale 
Marple, Andrew Pritts, Bri- 
anna Lowdermilk, and Derek 


Class 3 

1. Jeremy Ashby 2. Devan 
Yoder 3. Morgan Rush 

Other participants: Chelsie 
Custer, Morgan Marple, and- 
Patrick Sines. 

Class 4 

1 Hannah Gillispie 2. Kara 
Savage 3 Rachael Winegard- 
ner 

Other participants: David 
Georg, Austin Sines, and Tyler 
Gilpin. 

Class 5 

1. Darryl Glotfelty 2. Jenny 
Jones 3. Katelyn Gnegy 

Other participants: Derek 
Gilpin, Anthony Lucas, and 
Tara Marple 

Heavy Weight Champion 

Jordon Grove 
Reserve Champion 
Ashley Rodeheaver 

SUPER HEAVY WEIGHT 
DIVISION 

1. Brittany Sweitzer 2. An¬ 
drew Lucas 3. Teroy Friend 

Other participants: Barry 
Upole and Robert Upole Jr. 

Rate of Gain 
Derek Gilpin 

COUNTY BRED MARKET 
Grand Champion 

Collin Fratz 

Reserve Grand Champion 

Jordon Grove 

Garrett Beachy, light weight 
champion; and Andrea Upole, 
reserve light weight cham¬ 
pion. 

Collin Fratz, medium weight 
champion; and Toby Grove, 
medium weight reserve cham¬ 
pion 

Jordon Grove, heavy 
weight champion; and Hannah 
Gillispie. heavy weight reserve 
champion. 

4-H/FFA Showmanship 
Grand Champion 

Matthew Fitzwater 
Reserve Grand 
Champion 

Emily Fratz 

Austin Graham, junior 
champion; and Patrick Dug¬ 
gan, reserve junior champion 

Emily Fratz, intermediate 
champion; and Alana Morgan, 
intermediate reserve cham- 


Yoder 3 Matthew Fitzwater 
Other participants; Melinda 
Smith and Laura Smith 

Class 5 

1 Collin Fratz 2 Sarah 
Brenneman 3 Cara Bauer- 
master 

Other participants Brittney 
Green, Warren Wright, Jack! 
Markwood, Joe McClosky. and 
Nichole Harvey. 

Medium Weight Champion 
Collin Fratz 
Reserve Champion 

Toby Grove 


pion. 

Matthew Fitzwater, senior 
champion; and Andrea Upole, 
reserve senior champion 


THANK YOU 

METTIKI COAL & 
SERVICEMASTER OF 
GARRETT COUNTY 

for the purchase of my market hog 
and steer at the Garrett County 
Fair. 

Your support is greatly appreciated. 

CJt. w 

X ^ Dale Marple 


Oi/z 




Thank you to 

Cove Run 
Masonry 

for purchasing my 
Grand 
Champion 
Market 
Hog. 

Thank you 
also to my 

I'VW'l' im Uiddrtvo 

l-UVU UL. HUUL1J. ... ., 

r Collin tralz 


Thank You 

Lilly of the Volley Form 
for purchasing my 

2008 Market Hog. 

Scarlett foil > 


THANK YOU 


SLOPESIDE 

MARKET 

for purchasing my 
2008 Market Hog. 
Your support of 
4-H and FFA is 
greatly 
appreciated! 

KATY SAVAGE 


Winegardner, Harley Hayhurst, Mariah Klotz, Logan 
Mason, Kayleigh Thomblin, Anna Mae Major, Skyler 
Fratz, and Jacob Rush. 


Pee Wee Swine 
Showmanship 
1 \ Hmers Listed 

The results of the pee wee 
swine showmanship event 
were as follows: 

5- YEAR-OLDS 

Group 1 

Renee Winegardner, grand 
champion; and McKenzie Wilt, 
reserve grand champion 

Group 2 

Also Emily Pysell, grand 
champion; and Caleb Rush, 
reserve grand champion 

6- YEAR-OLDS 

Bryson Wilt, grand cham¬ 
pion; and Rachel Duaaan 
reserve grand champion. 

7- YEAR-OLDS 

Isaac Graham, grand 

champion; and Trenton Ev¬ 


ans reserve grand champion 
8-YEAR-OLDS 
Wyatt Wright, grand cham¬ 
pion; and Amy Schmidt, re¬ 
serve grand champion 
OTHER PARTICIPANTS 
Colby Lowdermilk, Ma 
son Brenneman, Logan 
Rounds, Austin Lytle, Jacob 
Jones, Michael Green, Erika 
Ritchey, Michael Duggan 
Dante Broadwater, Riliegh 
Lowdermilk, Emma Rush, 
Makenzy Winegardner, Har¬ 
ley Hayhurst, Mariah Klotz 
Logan Mason, Kaleigh Thom 
blin, Anna Mae Major, Skyler 
Fratz, and Jacob Rush. 
SPONSORS 

Snowy Creek 4-H Rigirlply 
Rafters, R. Sines Lumber, 
Do-err All Service, Country 
Cuts, and First United Bank 
and Trust 


PIG RACES were a new attraction at this year's fair. 
The little guys drew big crowds several times a day as 
they raced for their favorite treat. Oreo cookies. 


J 


i 


















































































I'A(.K 8 


f.AKKLI 


Horse/Pony Show 
Results Released 

Results of the horse and 
oony shows were as follows: 

OPEN 

Small Ponies 
Mares 

Grand Champion 

Logan Miller 

Reserve Grand Champion 

Wade Wilt 

Wade Wilt, junior cham¬ 
pion: and Barbara Lake, junior 
reserve champion 

Logan Miller, senior cham¬ 
pion; and Stan Boiyard. senior 
reserve champion. 

Stallions 

Stan Boiyard, junior cham¬ 
pion; and Barbara Lake, junior 
reserve champion. 

Also participating: Destiny 
Capan 

Geldings 

Alicia Friend, champion; 
and Tyler Durst, reserve 
champion 

Medium Ponies 
Mares 

Shaila VanSickle, champi¬ 
on; and Alexis Capon, reserve 
champion. 

Large Ponies 
Mares 

Kari Wingrove, champion; 
and Katelynn Hanek, reserve 
champion. 

STOCK/WESTERN CLASS 
Mares 

Grand Champion 

Harold Smith 

Reserve Grand Champion 

Rita Smith 

Harold Smith, junior cham¬ 
pion. and Stephanie Gordon, 
reserve junior champion 

Rita Smith senior champi¬ 
on; and Kym Newman, senior 
ieserve champion. 

Stallions 

Grand Champion 

Mike VanSickle 
Reserve Grand Champion 

Sherry VanSickle 

Sherry VanSickle. junior 
champion, and Kathleen Mey¬ 
ers, reserve junior champion 

Mike VanSickle, senior 
hampion 

Geldings 

Yvonne McConnell, cham¬ 
pion and Heather Capan, 
eserve champion. 

HUNTER/PLEASURE 

Caroline Evans, champion; 
and Destiny Capan. reserve 
champion 

DONKEYS 

Grand Champion 

Donna Beachy 
Reserve Grand Champion 

Donna Beachy 

Donna Beachy, senior 
champion; and Tara Marple, 
senior reserve champion 

DRAFT HORSES 
Hafliner 

1 Cissy VanSickle 2 Fred 
VanSickle 

Belgian 

1 Steve Wiley 2. Steve 
Wiley. 

PEE WEE SHOWING 

AND GROOMING 

1 Daniel Murphy 2 Greta 
Ball 

OPEN 

FITTING & SHOWING 

Grand Champion 

Stephanie Gordon 

Reserve Grand Champion 

Zoe Kushner 

4-H 

STOCK/WESTERN 

Geldings 

Kelsey VanSickle. se¬ 
nior champion; and Kaitlyn 


GRAND CHAMPIONS - Stephanie Gordon and her 
horse, above left, received the grand champion ribbon in 
the open showmanship category. Above right are Megan 
Sherbin and her horse, who received the grand champion 


Crissinger, senior reserve 
champion 

HALTER 

Pony/Mare 

Shanna Holiday, cham¬ 
pion; and Christine Welch, 
reserve champion. 

Large Pony/Mare 
Shanna Holiday, cham¬ 
pion; and Christine Welch, 
reserve champion 

Pleasure/Gelding 
Paige Wotring. champion; 
and Megan Sherbin, reserve 
champion. 

Stock/Gelding 
Kelsey VanSickle. cham¬ 
pion; and Kaitlyn Crissinger, 
reserve champion 

HUNTER/PLEASURE 

Geldings 

Paige Wotring, se¬ 
nior champion; and Megan 
Sherbin. senior reserve cham¬ 
pion 

MEDIUM PONIES 
Mares 

1 Anna Tressler 
FITTING & SHOWING 
Grand Champion 

Megan Sherbin 
Reserve Grand Champion 

Destiny Capan 
Megan Sherbin, junior 
champion; and Anna Tressler, 
junior reserve champion 
Kelsey VanSickle. inter¬ 
mediate champion, and Cari 
Zbel, intermediate reserve 
champion 

Destiny Capan, senior 
champion, and Shanna Hol¬ 
liday, senior reserve cham¬ 
pion. 

SUNDAY S EVENTS 
Small Fry Walk/Trot 

1. Breann Robison 2. Me¬ 
gan Sherbin 3. Cari Zbel 

Youth English 
1. Lilly Thompson 2. Paige 
Wotring 3 Megan Sherbin 
Pet Pony 

1. Katie Trahern 2 Megan 
Sherbin 3. Breann Robison 

English All Day 
1 Kym Newmann 2 Megan 
Sherbin 3 Paige Wotring 

Pony All Day 
1. Jackie Trahern 2 Cari 
Zbel 3. Megan Sherbin 
English Pleasure Horses 
1. Megan Sherbin 2 Kristie 
Alexander 3. Nancy Zbel 
Leadline 

1 Olivia Mortimer 2. Man- 
dy Welch 3 Christine Welch 
Also participating Alicia 
Friend, Madison Toothman, 
Daphne Harman, Logan Glot- 
fetly, Gertrude Tesar, Abigaile 
Kline Cynthia Kline, and Tan¬ 
ner Droppleman 


title in 4-H showmanship. Below are Nikki Capon and 
her horse, recipients of the 4-H reserve grandchampion 
showmanship title. 


THANK YOU 

Buck Hill 
Farm - 

Lynn & Debbie Atkins 

FOR BUYING MY 

2008 Market Swine. 

Alana Morgan 


Timm 

TOUJ 
Hyde Mostoller & 
Southern States 
Oakland 

for purchasing my 
market hog at the 
2008 Garrett County Fair. 

Thanks also to my back-up bidders. 

Emily Fratz 


Hunter Hack 

1. Megan Sherbin 2. Jason 
VanSickle 3. Lara Schad 

Low Hunter 

1. Destiny Capan 2. Cari 
Zbel 3. Nancy Zbel 

Special Hunter 
1. Destiny Capan 2 Ash- 
leigh Friend 3. Kristie Alex¬ 
ander 

Alison Evans Jump Off 

1. Ashleigh Friend 
Youth Western 
1. Michael McConnell 2. 
Katelynn Hanek 3 Christine 
Welch 

Western All Day 

1. Katelyn Hanek 2. Lil¬ 
ly Thompson 3. Christine 
Welch 

Pony Pleasure 

1 Lara Schad 2 Jackie 
Trahern 3. Zoe Hanks 

Western Snaffle Bit 

1. Yvonne McConnell 

Youth Western Pleasure 

1. Michael McConnell 2. 
Katelynn Hanek 3 Savannah 
Masoncup 

Western Pleasure 
1. Katelyn Hanek 2. Yvonne 
McConnell 

Gerald Glotfelty Open 
Command Class 

1. Brittany Warfield 
Cloverleaf Barrels 
1. Sherry VanSickle 2 
Trish Wiley 3 Destiny Capan 
Small Fry Barrels 
1. Shaila VanSickle 2 Anna 
Tressler 3. Alexis Capan 
Straight Barrels 
1. Alexis Capan 2 Trish 
Wiley 3. Jessie Wilt 
Pole Bending 
1. Destiny Capan 2. Shaila 
VanSickle 3 Sherry VanSick¬ 
le 

Small Fry Pole Bending 

1. Shaila VanSickle 2. 
Alexis Capan 3 Zoe Hanks 
Catalog Race 
1. Jessie Wilt 2. Anna 
Tressler 3. Alexis Capan 

Ride & Run 

1. Jessie Wilt 2. Angela 
Nunez 3. Zoe Hanks 

Water Race 

1. Angela Nunez 2. Zoe 
Hanks 3. Alexeis Capan 

Bareback Dollar 

1 Angela Nunez 
SPECIAL AWARDS 

Two traveling special 
awards were given during the 
horse show 

The first award, the Alison 
Evans Memorial Trophy, is 
awarded in memory of Evans, 
who excelled in the three- 
day jumping events She was 
killed in a car accident several 


A HUG FOR A WINNER - Zoe Kushner and her horse received the title of reserve 
grand champion in the open showmanship category. 
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ALLISON EVANS MEMORIAL JUMPER WINNER - Pictured above is Ashleigh 
Friend riding Gabrielle over a 3'9" fence to win the Allison Evans Memorial Jumper 
Class title. Photo by Holly Huxford. 


POLE BENDING was one of the horse events at 
the fair. Pictured above is Sherry VanSickle on Ladybug 
as she makes her way around the pole. Photo by Holly 
Huxford. 


years ago 

Ashleigh Friend was the 
recipient this year, with her 
horse Gabrielle 

The award was presented 
by Caroline Evans, Alison's 
daughter 

The second trophy, the 
Gerald Glotfelty Command 
Trophy, was awarded to Brit¬ 
tany Warfield and her horse 
Sonnysluckydustertoo 

Glotfelty was the owner 
of the Double G Ranch He 
raised draft horses and was 
instrumental as a fair board 
director for the Garrett County 
Fair for many years. 


The award was presented 
by Gerald's son, Denny Glot¬ 
felty 


GERALD GLOTFLETY MEMORIAL - Brittany Warfield was the recipient of the Gerald 
Glotfelty Memorial Award from Denny Glotfelty. Her horse is Sonnysluckydustertoo. 
Photo by Holly Huxford. _ 


Thank You 

Garrett (0. /.()./* Lodgt*#w 

for l>n\inir my 2008 Market Nog. 

Thanks la all my 
Itack-iif) bidders. 

Kasondra Broadwater 


THANK y®U 

Garrett Co F.O.P. Lodge #99 
for purchasing my Market Hog A 
Savage Services - Oakland 

for purchasing my Market 
Goat at the Garrett County 
Livestock Sale. 

Your support is greatly appreciated. 


Jennifer 

Rounds 


Thank You 
Welding Rod & 
Clarksburg Mack 

for purchasing my market hog & 
steer at the Garrett County Fair. 
Thanks also to all the 
back-up bidders. 

) bur sup poll is greatly appreciated. 

Tara Marple 
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Qary Quard Trucking, 

Thank you for 
purchasing my 
2008 Market Hog. 


Iordan Fratz 


Thank You 

Maryland Minerals - 
Mr. Kenny Carr 

for purchasing my 
2008 Market Steer & 

Preston Contractors, Inc. - 
Mr. Bob Forman 

for buying my ✓ ♦ 

2008 Market Hog. C 

Bradley Kodebeaver 


I hank You 
Deer Park 
Sportsman’s Club 

lor purchasing my 
2008 Market Steer. 


I bank You 
Southern states 
( )aklancl 

lor buying my 
2008 Marbet I log 

Nicole McClosky 
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Miscellaneous Awards 



JOHNTHOMAS SEALING MEMORIAL SCHOLARSHIP 
- From left: Andrea Steyer, farm queen; Jenny Marple, 
representing the Sealing family; and Amanda Beitzel, 
recipient. 



GOAT RATE OF GAIN -TylorThomas won the rate of 
gain award for his goat. He is pictured above with Andrea 
Steyer, farm queen. 



RATE OF GAIN AWARD - Alex Beitzel was the 
recipient of the Beef Rate of Gain Award, which is 
presented by the Garrett County Livestock Association in 
memory of Robert Schmidt Sr. Beitzel is pictured above 
with Andrea Steyer, farm queen. 


Thank You 

Dr. Charles Walch 

for buying my 

2008 

Market Hog 

Ryan Miller 



Thank You 

Rosie St Howard Smiga 

for buying my 
Market Goat, Cooper. 

In Loving memory of Max Post ^ * 

Alana Morgan 



Thank You 

SYLVAN ^ 

for buying my 
2008 Market Steer. 


Thank You 

dsn® SFs&'ffl T®®@BSH5S@ 

for buying my 
2008 Market Hog. 

Thanks to all the back-up bidders 

uuNuta Hrat 





LIVESTOCK SCHOLARSHIP WINNERS - Several scholarships were given by the 
Garrett County Livestock Association. Becki Graham is the coordinator. From left are 
Andrea Steyer, recipient and farm queen; Caitlin Jones, Amanda Beitzel, Elliot Glotfelty, 
Carey Rush, Brittany Green, Abby Sherrard, Darryl Glotfelty. Sara Brenneman, and 
Devon Yoder. 


BEEF CITIZENSHIP AWARD - From left: Andrea Steyer, farm queen; Kasondra 
Broadwater, recipient; ana Donna Broadwater beachy representing the Dayton 
Broadwater family, sponsor of the award. 



LIVESTOCK HELPING HANDS AWARD -This award is sponsored by the Stallman 
family. From left: Andrea Steyer. farm queen; Pastor Mike Robinson, Stallman family 
friend; and recipients Nicole Harvey and Charlie Harvey. 



STOCKMAN'S CONTEST - Front row, from left: Katelyn Gnegy, Jacob Hauser, 
Levi Lantz, Kaya Rinker, and Andrew Hauser. Back row: Andrea Steyer. farm queen: 
Eric Tichnell; J.B. Gnegy, reserve champion; Aaron Lantz, grand champion; Nathan 
Tichnell; and Alana Morgan. 



FORESTRY BOARD SCHOLARSHIP - From left: Andrea Steyer. farm queen; Paul 
Shogren of the forestry board; and recipients Amanda Beitzel and Katelyn Gnegy. Not 
pictured is recipient Jessica Cooper. 



SHEEP AWARDS were presented by the Roger Wilhelm family In his memory 
From left: Andrea Steyer. farm queen;Tyler Bowman, sheep rate of aain award reciDient: 

oiniUi ana Alice bmitn ot tne Hoger Wilhelm family; and Matthew Fltzwater. sheep 
citizenship award recipient. 



OPEN SHOWMANSHIP AWARDS - Front row, from left: Greta Ball, Zoe Kushner, 
Alicia Capon, and MadisonToothman accepting for Katelyn Haneck. Back row: Andrea 
Steyer, farm queen; Destiny Capan; and Stephanie Gordon. 



4-H SHOWMANSHIP AWARDS - From left: Andrea Steyer, farm queen; Megan 
Sherbin, Kelsey VanSickle, Anna Tressler, Cari Zbel, Destiny Capan, and Shanna 
Holliday. 



OPEN HALTER AWARDS - Front row, from left: Zoe Kushner, Tyler Durst, Shaila 
VanSickle, Alexis Capon, Alicia Friend, and Madison Toothman. Back row: Travis 
VanSickle accepting for his cousin Kari Wingrove; Donna Beachy of the Garrett County 
Horseman s Association; Wade Wilt, and Stephanie Gordon. 



4-H HALTER AWARDS - Front row, from left; Ashleigh Friend, Alexis Capon 
accepting for Destiny Capan. Megan Sherbin, and Shanna Holliday. Back row: Andrea 
Steyer. farm queen; Cari Zbel; Kelsey VanSickle; Donna Beachy, Garrett County 
Horseman's Association; and Christine Welch. 



HORSEMANSHIP CONTEST PARTICIPANTS - Front row, from left: Zoe Kushner, 
Greta Ball, Anna Tressler. Megan Sherbin, Alexis Capon, and Mandy Welch. Back row: 
Andrea Steyer. farm queen; Ashleigh Friend, Kelsey VanSickle, Christine Welch, and 
Cari Zbel. 



SWINE AWARDS were sponsored by Douq and Sue Lytle. From left: Andrea Steyer. 

farm queen; Cara Bauermaster, swine citizenship award recipient; Lytle: and Derek 
Gilpin, swine rate of gain award recipient. 
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CUTTING WOOD IS HARD WORK, and this llttla guy did his bast to gat tha job 
done during the wood cutting contest. Ha is 5-year-old Colton Upton. 


Thank You 

Collier Bus Service, Inc. 
for buying my 
ZOOS Market Hog. 




Kara Savage 


Fashion Revue 
Results Noted 

The 4-H Fashion Revue 
featured 30 young people 
modeling garments in two 
categories: made by member 
and ready to wear 

To prepare for the fashion 
revue, exhibitors learn the 
skills of sewing and bargain 
buying 

Senior division winners are 
eligible to participate in the 
State Dress Revenue held at 
the Maryland State Fair. 

Best of Show winners were 
as follows: 

Made By Member 
Junior: Brianna Evans In¬ 
termediate Briana Wagner. 
Senior: Bethany Rexroad 
Ready To Wear 
Junior: Hannah Wilt. Inter¬ 
mediate: Brittany Sweitzer. 
Senior: Amanda Beitzel. 

Also participating: Em¬ 
ily Pysell, Annie Zimmer¬ 
man, Bethany Evans, Erica 
Ritchey, Jessica Poling, Greta 
Ball, Zachary Ritchey, Sadie 
Powell, Amy Schmidt, Jillian 
Wood, Morgan Rush, Nicole 
Pysell, Kaya Rinker, Anthony 
Lucas, Brooklyn Flanigan, 
Laura Pritts, Matthew Kifer, 
Kenya Rinker, Kim Cogley, 
Kevin Haenftling, Levi Lantz, 
Brittany Sweitzer, Katelyn Gn- 
egy, Alison Roth, and Angie 
LaMastus. 

Winners Listed 
For Horseshoe, 
Wood Cutting 

Winner* jn the wood cut¬ 
ting contest were as follows 

Chain Saw 

1. David Opel 2. Taylor 
Sines. 3. Paul Glotfelty 
Youth Wood Splitting 
1. Gary Pritts 2. Levi 
Sweitzer 3. Zachery Pritts 
Men's Wood Splitting 
1. Taylor Sines 2 J.B Gn- 
egy 3 David Upole 

Youth Crosscut 
1 Theo Evans and Zach¬ 
ery Pritts 2 Joey Smiga and 
Logan Bender 3. Cameron 
Upton and Keaton Upton 
Youth Wood Cutting 
1. Zachery Pritts 2. Joey 
Smiga 3. Luke Riley 

Also participating: Colton 
Upton, Logan Bender, Lauren 
Pritts, Cameron Upton, Ke¬ 
aton Upton, Gabrielle Smiga, 
Theo Evans, Tiffany Opel, 
Abty Wildesen. and Nathan 
Julie. 

Twice Cut 

1. David Opel 2. Taylor 
Sines 3 Ed Glotfelty 

Also participating Wade 
DeBerry, Paula Glotfelty, How¬ 
ard Smiga. J B Gnegy. and 
Jake Reckner 
Twice Cut (personal saw) 

1 David Opel 2 Ed Glot¬ 
felty 


THANK YOU 1 


Thrasher Engineering 

for purchasing my 

2DOB 

Then Evans, 
STEER Red House 
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4-H Members 
Give Numerous 
Demonstrations 

Throughout fair week, 
4-H members gave demon¬ 
strations providing details 
of their projects and fair 
exhibits. 

The demonstrations are 
an opportunity for the mem¬ 
bers to practice their com¬ 
munication skills while also 
sharing their knowledge with 
others. Their talks covered 
topics such as dogs, market 
animals, robotics, sewing, 
Spanish art, woodworking, 
and photography. 

Members who gave dem¬ 
onstrations included: 

Kelsey Skipper, Randy 
Cussins, Jenny Jones, Alex 
Beitzel, Bryan Rhodes, Lee 
Custer, Kevin Haenftling, An¬ 
nie Fratz, Mikail Perrine, Ash¬ 
ley Rodeheaver, Lucas Stahl, 
Jacob Stahl, Patrick Duggan, 
Aaron Lantz, and Levi Lantz. 

Brittany Sweitzer, Teresa 
Friend, Ryan Weimer, Hannah 
Sines, Patrick Sines, Barry 
Upole, Keaton Thomas, Aus¬ 
tin Sines, Heather Wilhelm, 
Charlie Harvey, Brooke Yoder, 
Kendra Friend, Derrica Friend, 
and Dale Marple. 

Tara Marple, Andrea Stey- 
er. Jessica Steyer, Gary Pritts, 
Amy Burow, Austin Lowder- 
milk, Michael Rodeheaver, 
Cara Bauermaster. Megan 
Sisler, Collin Fratz, Lane Sav¬ 
age, Rachael Winegardner, 
Andrea Upole, David 
Toby Grove, Megan Wilhelm, 
Allison Roth, Alana Morgan, 
Kaya Rinker, Andrew Ball, and 
Catlin Carrico. 

Derrick Tichnell, Greg Tich- 
nell, Dakota Pritt, Amanda 
Beitzel, D.J. Fisher, Miranda 
Fisher, Robert Upole Jr., Bri¬ 
anna Lowdermilk, George 
Zimmerman, Katelyn Gnegy, 
Andrew Hauser, Jacob Haus¬ 
er, Russel Fazenbaker, Carley 
Sisler, and Lexie Trickett. 

Catlin Jones, Colton Grove, 
Jordon Grove, Travis Newton, 
Michael Greene, Jacob Zim¬ 
merman, John Zimmerman, 
Adam Diehl, Brittany Diehl, 
Jordan Diehl, Rachel Skipper, 
Kerri Skipper, Anthony Lucas. 
Andrew Lucas, Brittany Green, 
and Anthony Green 

Kasondra Broadwa¬ 
ter, Kraig Margroff, Hannah 
Smearman, Warren Wright, 
Brittany Wilhelm, Kara Sav¬ 
age. Faith Tichnell, Nathan 
Tichnell, Jordan Skipper, Joe 
McClosky, Ryan Miller, Brian 
Friend, Chelsie Custer, Kim 
Cogley, Matthew Kifer, and 
Justin Wilhelm. 


GARRETT COI'NTV FAIR 2008 


4-H BOOTH WINNERS - Pictured above is the grand champion booth from Ryan’s 
Glade 4-H Club. Below is the reserve grand champion booth from Country Explorers 
4-H Club. It also placed first in the soil conservation division. 


Rabbit Contest 
Results Noted 

Results of the rabbit show 
were as follows: 

PEN OF THREE 
MEAT RABBITS 
Grand Champion 

David Burow 

Reserve Grand Champion 
Amanda 8eitzel 
BEST OPPOSITE 
Matthew Kifer 
SHOWMANSHIP 
Grand Champion 
Katelyn Gnegy 
Reserve Grand Champion 
Lexi Trickett 
Senior 

1. Katelyn Gnegy 2. Kara 
Savage 3. Catlin Carrico 

Intermediate 

1. Alana Morgan 2. Kim 


Cogley 3. Kevin Haenftling 

Junior 

1. Lexi Tricket 2. Natasha 
Friend 3. Matthew Kifer 

Other rabbit exhibitors in¬ 
cluded: Lexie Trickett, Katelyn 
Gnegy, J.B. Gnegy, Kevin 
Haenftling, Natasha Friend. 
Kim Cogley, Catlin Carrico, 
Kara Savage, Amy Burow, 
Edward Watson, and Alana 
Morgan. 

Open show participants 
included: Mason Qualls, 
Gerald Rodeheaver. Dennis 
Wolfe. Blake Saville, Angelika 
Kitzmiller, Rachel Schmidt, 
Kait-lyn Smith, Nathaniel Kitz¬ 
miller, Katie Beckman. Kath¬ 
ryn Kitzmiller, Heather Mon- 
tanye, George Beckman, 
Dylon Poling, Crystal Wolfe, 
Jason Sines. Alisha Sines. 
Skyler Fratz, John Schmidt, 


Dalton Kitzmiller, Salina 
Sines, Shaila VanSickle, Mor¬ 
gan Qualls, Monica Bowman. 
Brenda Glotfelty, and Heidi 
Qualls. 

Lead Wool Garment 
Winners Reported 

Winners in the lead wool 
garment contest were as fol¬ 
lows: 

Grand Champion 

Katelyn Gnegy 
Reserve Grand Champion 
Kaya Rinker 
Junior Division 
Kaya Rinker 
Intermediate Division 
Kenya Rinker 
Senior Division 
Katelyn Gnegy 
Also participating: Nicole 
Pysell. Matthew Kifer, Heather 
Wilhelm, and Kim Cogley 


RABBIT SHOWMANSHIP - Front: Katelyn Gnegy (dressed as Santa Claus for the 
animal costume parade), grand champion showman and senior champion; Natasha 
Friend, junior reserve champion; and Alexis Trickett, reserve grand champion showman 
and junior champion. Back: Kevin Haenftling; Alana Morgan, intermediate champion; 
Catlin Carrico; Connie Hoalcraft, judge; and Andrea Steyer, farm queen. Not pictured 
are Kim Cogley, intermediate reserve champion; Matthew Kifer; and Kara Savage, 
senior reserve champion. 


A WAITING GAME - A big part of showing at the fair 
is learning to have the patience to wait your turn. Above, 
Bryson Wilt, 6, is listening intently to the instructions as he 
awaits his turn in the ring for pee wee showmanship. 



FASHION REVUE - Best of show award winners were, from left, Amanda Beitzel, 
senior, ready to wear; Hannah Wilt, junior, ready to wear; Bethany Rexroad, senior, 
made by member; Briana Wagner, intermediate, made by member; Brianna Evans, 
junior, made by member; and Andrea Steyer, farm queen. Not available for the photo 
was Brittany Sweitzer, intermediate, ready to wear. 




Twice Cut (medium saw) 

1. Ed Glotfelty, Taylor 
Sines, and Wade DeBerry 
Also participating: Paula 
Glotfelty. 

Men’s Crosscut 
1 Taylor Sines and Ed 
Glotfelty 2. Wade DeBerry and 
Taylor Sines 3. Paul Glotfelty 
and Wade DeBerry 

Other teams participat¬ 
ing: Nathan Parson and J.B 
Gnegy. Junior and Dayton 
Pritts. Andrew and Junior 
Pritts, Ed and Roger Glot¬ 
felty, Bob Schmidt and Taylor 
Sines, Gary and Junior Pritts, 
Babe and Andrew Pritts, Levi 
Sweitzer and Gary Pritts Jr., 
Dayton and Andrew Pritts, 
Levi Sweitzer and Gary Pritts 
Jr., John Cosner and Andrew 
Pritts, Gary Pritts Sr and Gary 
Pritts Jr., John Cosner and 
Junior Pritts, Dayton and Gary 
Pritts, John Cosner and Gary 
Pritts, John Cosner and Bob 
Pritts, Charles Harvey and 
Andrew Pritts, David Opel 
and Bobby Schmidt, and Gary 
Pritts Jr. and Andrew Pritts. 

Women's Crosscut 
1. Brandi Opel and Tabitha 
Beitzel 2. Emily Schreiber and 
Paula Glotfelty 3. Arlene Beit¬ 
zel and Tabitha Beitzel 

Other teams were: Andrea 
Steyer and Jenna Rush, Ale- 
cia Bender and Andrea Steyer, 
and Pam Schmidt and Tabitha 
Beitzel. 

Women/Men Crosscut 
1 Arlene Beitzel and Roger 
Glotfelty 2. Andrea Steyer and 
Gary Pritts 3 Alecia Bender 
and Gary Pritts 

Other teams were: Andrew 
Steyer and Gary Pritts. Ed and 


Paula Glotfelty, Alecia Bender 
and Babe Pritts, Andrea Steyer 
and Andrew Pritts, Brandi and 
David Opel. Alecia Bender 
and Andrew Pritts, Paula Glot¬ 
felty and Wade DeBerry, An¬ 
drea Steyer and Babe Pritts. 
Neil and Crystal Town, Alecia 
Bender and Junior Pritts, Da¬ 
vid Opel and Tabitha Beitzel, 
Andrea Steyer and Junior 
Pritts. Andrea Steyer and John 
Cosner, and Andrea Steyer 
and Gary Little. 

Horseshoe Pitching 
Class A. 

1. Jr. Goodwin 2. James 
Shahan 

Class B. 

1. Ken Hardesty 2. Ed 
Thayer 


Class C. 

1. Scott Hebb 2 Bill Mat¬ 
thews 

Babies Cruise 
Through Fair’s 
‘08 Baby Crawl 

A total of 11 toddlers par¬ 
ticipated in the Baby Crawl 
Participants and winners are 
listed below 

5 to 8 Months 

1 Ranae Harvey 2. Se- 
brina Jacques 3. Madalyn 
Gravely 

10 Months 

1. Devon Opel 2. Chase 
Langpaul 

11 Months to 1 Year 

1 Mason Keller 2. Brycen 
Hook 3. Amelia Bolden 


SOME FAST LITTLE CRAWLERS took part in the 
baby crawl. Above is Devon Opel, 10 months, who won 
first place in his group. 



A CLOSE MATCH took place during the women’s crosscut contest. Pictured above 
are Brandi Opel and Tabitha Beitzel, who won first place with a time of 12.4 seconds. 
They first tied with Paula Glotfelty and Emily Schreiber (below). A saw-off was held, 
and the Opel/Beitzel team won by .2 seconds. 
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WHO'S THE JUDGE? - Each year, the smooth operation of the fair relies on a large 
team of volunteers who assist in each of the 95 sections listed in the fair premium book. 
Some judges come from out of the area, while others are local people with expertise in a 
particular department. In addition to the judges, there are superintendents in each area 
who also volunteer their time. They set up the display areas, record entries, maintain 
records during judging of exhibits, verify ribbons, and supervise their area throughout 
the week. The work of hundreds of volunteers is essential for a successful county fair. 
Individuals are being recruited for several positions at next year's fair. Anyone who 
would like to be considered should contact, Debbie Friend, fair president. Pictured 
above is Mike Kipler, judge, as he advises Annie Graham, exhibitor. 


Fanners' Parade 
Held, Category 
Winners Xoted 

Winners in the Farmer’s 
Parade were as follows: 

Float 

1 Snowy Cieex 4-H Ciub. 

Youth Novelty 

1. Amanda Beitzel 2 Brit¬ 
tany Sweitzer. 

Band 

1 Southern High School 2. 
Northern High School 
Antique Car 
1 Mack Rush 
1930s Tractor 

1. Ralph Miller 2. Mike Har¬ 
vey 

1940s Tractor 

1. Andy Schmidt 2 Kenny 
Bowman 3. Kenny Bowman 
1950s Tractor 

1. Kenny Bowman 2 Rob¬ 
bie Biser 3. Ralph Miller 
1960s and 1970s Tractor 

1 Doug Sines 2. Morgan 
Rush 3. Rich Marple 


Water Robotics, 
LEGO Featured 
In 4 -H Displays 

The 4-H exhibit building 
had a new feature this year 
A !50 gallon stock tank, on 
loan from Southern States 
Cooperative of Oakland, 
displayed underwater ro¬ 
bots. The robots were built 
and remotely controlled by 
4-H members. 

These youth from ages 
13 to 16 spent a week build¬ 
ing their underwater robots 
from a Seapearch kit of 
parts. The kits were made 
possible through a MIT Sea 
Grant. 

The robots required 
their builders to learn skills 
such as cutting and drilling 
PVC pipe, electrical and 
soldering on circuit boards. 


network cabling, and water¬ 
proofing of motors. The 
youth also tested and modi¬ 
fied their robots for buoy¬ 
ancy. 

Exhibits were judged 
based on various tasks that 
required the youth to modify 
their robots to collect soda 
cans from the bottom of the 
tank, collect balls floating 
on the water surface, move 
cones to their side of the 
tank, collect magnetic chips 
at the bottom of the tank, 
and other missions. 

The camp was made 
possible by an 1,800-gallon 
octagonal lexan tank built 
and donated to GEARS 
by Garrett Container Sys¬ 
tems. 

The underwater crea¬ 
tions were built, exhibited, 
and demonstrated by Kevin 
Haenftlmg, Aaron Lantz, 




THE 2008 AUTUMN GLORY COURT got a little parade practice at the farmer's 
parade Pictured above, from left, are Kara Savage, Grace Herpel, Kim Stephens, and 
Aaron Newman. Not present for the photo were Jeff Rush and Joanna Guy. 


FLOATS AND BANDS were part of the farmer’s parade on Thursday night at the 
fair. Pictured above is the first place float from Snowy Creek 4-H Club. It included the 
slogan, "Animals make better people and 4-H makes better animals." Below is the 
Southern High School marching band, winners of the first place award. 
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showman at the fair usually Involves starting at a young 
age and watching someone else first. Pictured above are 
Bob Barnard and his son Austin with their Jersey calf. 


COW PATTY BINGO was once again sponsored by the Garrett County Livestock 
Association. This year, two games were held. Pictured above, from left, are Jessica 
Steyer, owner of the cow who donated her “special game piece” for the event, and 
Bridget Corbin, winner of the $1,000 prize in Friday night's game. Not pictured is Sara 
Brenneman, winner of Monday night's $1,000 prize. Proceeds from the games benefit 
the association's scholarship fund. 


MANY FURRY FRIENDS were on hand for the annual 
pet show at the fair. Pictured above are Bryn (left) and 
Lane Savage with Christmas Kitty. Bryn won first place in 
the cat class. Below is Ronnie Schrock with his entry. 


ONE CAN ALMOST FEEL THE BUTTERFLIES in the tummies of this group of 
contestants in the pee wee showmanship event. As they await their turn, they are 
prepared with their brushes and canes. All they need are the pigs. 


Other Project Areas 

Katelyn Gnegy, senior; and 
Amanda Beitzel, junior. 

SCHOOL DEPARTMENT 

Brian Reams. Gabrielle 
Daniels, Stephanie Bryner, AJ 
Friend. Daniel Beschner, Kyle 
Diven, Morgan Brenneman, 
Tim Miller, Bruce Nairn, Sa¬ 
vanna Carr, and Annie Mar¬ 
tin. 

OPEN DEPARTMENT 
Food Preservation 

Neomia Holler, Andrea 
Plessinger. George Beckman, 
Carol Bass, and John Sku- 
bak 

Home Furnishings 

Nancy Kerr, Donna Glot- 
felty. and Nadine Baughman. 

Woodworking 

Mike Vettori 

Art 

Angela Maust 
Crafts 
Diane Beers 


EVERYONE PITCHES IN to get the job done at the animal exhibit barns during the 
fair. Pictured above are Mason Brenneman (front) of accident and William Boudouris 
of Chesapeake, Va. Photo by Lisa Broadwater. 


Photography 

Holly Huxford, Amanda 
Sister, and Mike Reed 

Cut Flowers/ Arrangements 

Erika Hoyland and Rachael 
Friend. 

Clothing 

Rita Hare and Carol Resh 

Poultry Classes 
Noted For 4-H, 

Open Category 
Results of the poultry show 
were as follows: 

Grand Champion 
Pen of Meat Birds 
J.B Gnegy 
Best of Show 
Katelyn Gnegy 
Best Opposite Pair 
Katelyn Gnegy 
Grand Champion Eggs 
J.B Gnegy 

Reserve Grand Champion 

Eggs 

Katelyn Gnegy 
Other exhibitors: Catlin 
Carrico and Shanna Holliday 

Open 

Other participants: Cath¬ 
erine Williams, Alisha Sines, 


Kathryn Kitzmiller. Jason Sines, 
Gerald Rodeheaver, Amanda 
Beitzel, and Megan DeBerry. 

4 -H Photography 
Winners Noted 

Two special photography 
contests were held for 4-H 
youth exhibitors. The first 
contest was sponsored by 
the Garrett County Forestry 
Board, and included pictures 
of Garrett County. 

Winners were as follows: 

1. Amanda Beitzel. $100 
2. Jessica Cooper, $50 3. 
Katelyn Gnegy, $25 

The second contest was 
sponsored by the Garrett 
County Promotion Council. 
Photos taken by the mem¬ 
bers will be considered for 
use in future promotional 
literature, and each photog¬ 
rapher will receive $10. 

Winners were: 

1. Kenya Rinker 2. Kate¬ 
lyn Gnegy 3. Bnanna Low- 
dermilk 


ANIMAL COSTUME PARADE - Several 4-H club members dressed up their 
animals to participate in the Animal Costume Parade. Pictured above is Ryan Weimer 
as Christopher Robin, reserve champion winner. Below is the grand champion winner, 
Katelyn Gnegy, who dressed as Santa Claus. She is pictured with Andrea Steyer, farm 
queen. 


Levi Lantz, and Ben 
Nairn. 

This exhibit is part of a 
new national initiative of 
the 4-H program called SET, 
which refers to 4-H activities 
that improve young people's 
knowledge in the areas of 
science, engineering and 
technology. 

The LEGO line following 
robots returned again this 
year. These LEGO creations 
are built and programmed 
by youth at 4-H after-school 
programs as well as special 
events held at the GEARS 
center in Accident. 

The LEGO robots were 
demonstrated throughout 
the week by the Country 
Explorers 4-H Club teen 
leaders who assisted the 
students during the work¬ 
shop. 

To learn more about Gar¬ 
rett County’s 4-H robotics 
opportunities, persons may 
contain the Extension Office 
at 301 334 6d60 


Best Of Show 
Awards Noted 
By Categories 

Best of show awards were 


as follows 


4-H DEPARTMENT 
Horticulture 

Shanna Holiday, senior: 
and Cheyenne Harvey, junior. 
Baked Goods 
Brittany Green, senior; and 
Ronald Schrock, junior. 

Food Preservation 
Brittany Green, senior; and 
Kenya Rinker, junior 
Crafts and Hobbies 
Angela LaMastus. senior; 
and Kevin Haenftling, junior. 

Clothing 

Bethany Rexroad, senior; 
and Brianna Evans, junior 
Photography 
Jessica Steyer. senior: and 
Christine Welch, junior 
Plants and Flowers 
Jessica Steyer, senior; and 
Mandy Welch, junior. 

Home Environment 
Kasondra Rounds, senior; 
and Brittany Sweitzer. junior 
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Dog ObePftice 
Winners Named 

Winners in the dog obedi¬ 
ence, grooming, and handling 
were as follows: 

4-H 

Junior 

Kim Cogley with her dachs¬ 
hund "Oreo." 

Senior 

Shanna Holliday with her 
chocolate lab “Zelda." 

OPEN 

Tammy Holler with her bor¬ 
der collie “Tica” and Jonathan 
Kempner and his daughter 
with their dog ''Zambie." 

GROOMING/HANDLING 

Junior 

Kim Cogley with her dachs¬ 
hund “Oreo." 

Senior 

Shanna Holliday with her 
chocolate lab "Zelda." 

Adult 

Tammy Holler with her bor¬ 
der collie “Tica.” 

Antique Tractor 
\ l Miners Noted 
By Categories 

There were 12 entries in 
the antique tractor class this 
year 

ANTIQUE TRACTORS 
Best of Show 

1. Ken Bowman, a 1940 
Farmall H. 

1920s 

Bridget Corbin 

1930s 

1. John Harvey 2. Ralph 
Miller. 

1940s 

1. Kenneth Bowman 2. An¬ 
drea Steyer 3. Glenna Miller 

1950s 

1 Ralph Miller 2 Kenneth 
Bowman 3 Adam Rexroad 

1960s 

1 Morgan Rush 2. Jessica 
Steyer. 

TILLAGE EQUIPMENT 

1 Glenna Miller 2. Bridget 
Corbin 3 Ralph Miller 
HARVESTING EQUIPMENT 

1 Ralph Miller 2. Jessica 
Steyer 

FARM EQUIPMENT 

1 Ralph Miller 2. Ralph 
Miller 3. Andrea Steyer 
OLDEST ENTRY 

1. John Harvey, a 1909 Fa¬ 
mous Motor by International 
Harvester 

Sale Totals 

t Continued from Page 1 

Kelsey Skipper, 967 lbs at 
$2 20 per pound to Robison 
Family. 

Theo Evans, 1,229 lbs at 
$1 60 per pound to Thrasher 
Engineering. 

Dale Marple, 1,177 lbs at 
$2.00 per pound to Service 
Master of Garrett Co. 

Heather Wilhelm. 1,045 
lbs at $1 50 per pound to 
Rush Excavating. 

Brittany Diehl, 1,064 lbs. at 
$2 per pound to Team One/ 
Greg Shockey. 

Ryan Doerr, 1,305 lbs at 
$2 per pound to Service Mas¬ 
ter of Garrett Co. 

Levi Sweitzer, 1,330 lbs. 
at $1 80 per pound to Savage 
Services - Oakland, donated 
1/2 to Southern High School 
Football & 1/2 to Southern 
High School Volleyball 

Derek Gilpin, 1,341 lbs. at 
$2 per pound to Dr and Mrs 
David Tuel. donated to the 
employees. 

Brittany Green, 1,217 lbs. 
at $2 per pound to Rohmac, 
Inc 

Gregory TichneB, 1,185 lbs 
at $ 1 60 per pound t# Glotfelty 
Ent. 

Catlin Jones. 1,438 lbs 
at $1 50 per pound to Sylvan 
Manuf. 

Warren Wright, 1,305 lbs 
at $2 20 per pound to Rob & 
Sharon Markwood 

Austin Sines, 1,297 lbs. at 
$1 60 per pound to Southern 
States - Oakland. 

Kasondra Rounds, 942 lbs 
at $2 40 per pound to Dr. Dona 
Alvarez & Ace Quicklube, LLC, 
donated to the employees 

Cassy Cussins, 1,283 lbs 
at $2 per pound to Southern 
States - Cumberland 

Jeremy Tichinel, 1,010 lbs 
at $1 30 per pound to Rush 
Services, donated to the em¬ 
ployees 

Brooke Yoder, 1,242 lbs at 


DOG OBEDIENCE - From left: Shanna Holliday with her chocolate lab Zelda; 
Johnathan Kemper and his daughter with their labradoodle Zambie; Ted Sprangle, 
judge; Tammy Holler with her border collie Tica; and Kim Cogley with her dachshund 

Oreo. 


BEST OF SHOW in the antique tractor show was won by Kenny Bowman, Accident, 
who is pictured above with Queen Andrea Steyer. 


$2.30 per pound to Dr Dona 
Alvarez & Marjorie Fridkin, 
donated to the employees. 

Jennifer Rounds, 953 lbs 
at $1.90 per pound to Phil St. 
Moritz - Bill's Marine Service, 
donated to 4-H FFA Scholar¬ 
ship Fund. 

Randy Cussins, 1,380 lbs. 
at $1.50 per pound to Miners 
& Merchants Bank 

Jenny Jones, 1,062 lbs 
at $1 70 per pound to Betty 
Wilburn in memory of Edward 
D Wilburn, donated 1/2 to 
Northern Garrett County Res¬ 
cue Squad 

Justin Ashby. 952 lbs at 
$2 20 per pound to American 
Fence 

Lee Custer, 1,220 lbs at 
$2 30 per pound to Westmar 
Builders, donated to the em¬ 
ployees 

Annie Graham. 1,461 lbs 
at $1 90 per pound to Rohm¬ 
ac, Inc., donated to the em¬ 
ployees 

Megan Wilhelm, 1,156 lbs 
at $1.50 per pound to Hugh 
Umbel Companies, donated 
to the employees. 

Nicole McClosky, 963 lbs 
at $1 80 per pound to Deer 
Park Sportsmen's Club, do¬ 
nated 1/2 to Southern Rescue 
Squad and 1/2 to Deer Park 
VFD 

Jordan Fratz, 1,161 lbs 
at $2.30 per pound to Hugh 
Umbel Companies, donated 
to the employees 

Cody Harvey, 1,280 lbs 
at $2 per pound to Winner's 
Circle Convenience Center, 
donated to Deep Creek VFD 
in memory of Ed Wilburn 

Patrick Sines, 1,072 lbs. 
at $2.10 per pound to Phenix 
Technologies, donated to the 
employees 

Anna Tressler, 980 lbs at 
$2 per pound to GMS Mine 
Repair 

Alex Beitzel, 1,258 lbs 
at $1.60 per pound to Hugh 
Umbel Enterprises, donated 
to the employees 

Austin Lowdermilk, 1,180 
lbs. at $1.70 per pound to 
Farm Credit of the Virginias 

Gary Pritts, 1,119 lbs at 
$1 50 per pound to Sam s 
Agway 

Aaron Lantz, 1,259 lbs at 
$1 30 per pound to Country 
Pride Meats 

Kraig Margroff, 1,122 lbs 
at $2 10 per pound to Phenix 
Technologies, donated to the 
employees 

Jason Friend, 1,203 lbs at 
$1 80 per pound to Sears of 
Oakland 

Emily Fratz, 1,307 lbs 




Tree Gift Co.. 

Anthony Green. 1,255 lbs. 
at $1.70 per pound to Bruce- 
ton Petroleum. 

Levi Lantz, 1,230 lbs at 
$1.70 per pound to Dental 
Health Group 

Andrew Rodeheaver, 1,200 
lbs. at $2.50 per pound to 
Deep Creek and Tri Towns 
Pharmacy. 

Mikail Perrine, 1,105 lbs 
at $1.80 per pound to Amboy 
Logging and Forman Tree 
Farm. 

Sarah Brenneman, 1,235 
lbs at $2 per pound to Glot¬ 
felty Lumber Co. & EDG Log¬ 
ging, LLC. 

Brianna Lowdermilk, 1,050 
lbs. at $2.10 per pound to 
Lake View Auto Parts. 

Katy Savage, 1,172 lbs 
at $1.50 per pound to Bilco 
Construction and Lisa Welch 
( State's Attorney). 

Toby Grove, 1,398 lbs at 
$1 50 per pound to ERL Fi¬ 
nancial Services - Ed Lytle 
Cindy Smearman, 1,117 
lbs. at $1.60 per pound to 
Somerfield Cable 

Rebecca Winegardner, 
1,229 lbs. at $2 per pound 
to Lakefront Enterprises and 
Thousand Acres. 

Andrea Upole, 1,155 lbs. 
at $1 80 per pound to Railey 
Realty 

Tara Marple, 1,207 lbs. at 
$2 60 per pound to The Weld¬ 
ing Rod. 

CHICKENS 

JB Gnegy at $110.00 to 
Savage Services - Oakland 

SWINE 

Collin Fratz, 255 lbs at 
$5 10 per pound to Cove Run 
Masonry 

Jordon Grove, 259 lbs at 
$3 25 per pound to Garrett Co. 
F.O.P Lodge #99. donated 1/2 
to Crellin Elementary and 1/2 
to Kitzmiller Elementary 
Randy Cussins, 231 lbs at 
$2 25 per pound to Mill Bound 
Trucking 

Garrett Beachy. 240 lbs at 
$5 00 per pound to Madigan 
Auto Sales. 

Toby Grove, 247 lbs at 
$2 20 per pound to the em¬ 
ployees of the Garrett Co 
Roads Dept Local 1834 
Ashley Rodeheaver, 262 
lbs at $2 per pound to The 
Butcher Block 

Andrea Upole, 233 lbs 
at $2 00 per pound to Gary 
Guard 

Hannah Gillispie, 273 lbs 
at $1 85 per pound to RPM 
Construction 

Patrick Sines, 265 lbs at 
$1 60 per pound to My Bank - 
First United, donated to North¬ 
ern Football/Cheerleading 
Ryan Weimer, 258 lbs 
at $1 60 per pound to Gary 
Guard, donated to Mill Run 
Mercy Chapel 

Rachael Winegardner, 270 
lbs at $2 per pound to Lake- 
front Enterprises and June 
Bugs Party Rentals 

Zachary Merrill, 220 lbs at 
$1 35 per pound to Foothills 
Farms 

Kasondra Broadwater, 234 
lbs at $1 40 per pound to Gar¬ 
rett Co FOP 

Catlin Jones. 259 lbs at 
$1 85 per pound to Taylor 
Sines - Woodlake Tree Farm 
and Oakmar Restaurant - An¬ 
drew Fike 

Duiuk Giipict, 275 iu*. <>i 52 

. ___ . per pound to Farifax Materi- 

LOTS OF SHAMPOO is surely necessary for keeping a white steer clean and a | S | nc donated to Southern 


at $2.10 per pound to Eric 
Paugh Contracting. 

Devan Yoder, 1,203 lbs 
at $2 per pound to Art Butler 
Auto Sales. 

Dakota Pritt, 1,303 lbs. at 
$1 50 per pound to Sylvan 
Manuf.. 

Derrica Friend, 1,203 lbs 
at $1.60 per pound to Sisler 
Lumber Co. 

Cheyenne Harvey, 1,203 
lbs at $2 per pound to Ron 
and Rita Savage 

Steven Friend, 1,035 lbs 
at $1.50 per pound to Carr 
Services (Greg Carr) and Pro 
Clean (John Ferrell). 

Jordan Skipper, 1,020 lbs 
at $1.70 per pound to M & 
M Fleet Maint Service, do¬ 
nated 1/2 to North Glade 4-H 
and 1/2 to Swanton Comm. 
Center 

Nichole Harvey. 1,181 lbs. 
at $1.60 per pound to Doerr 
Construction. 

Kendra Friend, 935 lbs at 
$1 80 per pound to Somer¬ 
field Cable 

Brittany Wilhelm, 1,074 
lbs. at $1 50 per pound to 
Farm Credit of the Virginias. 

Zachery Pritts, 1,184 lbs 
at $1 60 per pound to Emma 
Rush. 

Nolan Marple. 1,296 lbs. 
at $2 10 per pound to Mettiki 
Coal, donated to Hospice. 

Tyler Gilpin, 1,105 lbs at 
$1.50 per pound to M & M 
Fleet Maint Service, donated 
to the employees 

Tyler Bowman, 1,338 lbs 
at $3 50 per pound to Don 
Rodeheaver Repair & Bow¬ 
man Milk Transport 

Collin Fratz, 1,284 lbs at 
$2 90 per pound to Phenix 
Technologies, donated to the 
employees 

Rachael Winegardner, 909 
lbs. at $3 25 per pound to Sue 
Kelley - Kelley Real Estate 

Bradley Rodeheaver, 1,381 
lbs at $2 30 per pound to 
Keystone Lime Co., donated 
1/2 to Deep Creek Fire Co. 
and 1/2 to Grantsville Fire 
Co 

Laura Smith, 1,090 lbs. 
at $2 10 per pound to Dr 
Zakaluzny. donated 1/2 to 
Southern Rescue Squad 
and 1/2 to Northern Rescue 
Squad 

Kasondra Broadwater, 

1.280 lbs at $2 per pound to 
RAM Trucking 

Tricia Wiley. 1,407 lbs. at 
$2 per pound to Phenix Tech¬ 
nologies. donated to the em¬ 
ployees 

Nathan Tichnell, 1,200 lbs 
at $2.10 per pound to Basket 




stain-free throughout the year. Cecalie Georg took on that task with her entry. 


Athletic Dept 


Christopher Marple, 247 
lbs at $1.60 per pound to 
RAM Trucking & Ag Futures 
Austin Graham, 246 lbs at 
$2 75 per pound to Wellspring 
Family Medicine 

Austin Sines, 271 lbs at 
$2 60 per pound to Clear 
Mountain Bank, donated to 
Hospice. 

Morgan Marple, 268 lbs. 
at $1 85 per pound to Deep 
Creek Foodland Fresh, do¬ 
nated to the employees. 

Heather O'Donnell, 229 
lbs at $2.50 per pound to Jim 
Delagatti Family - Uno's, do¬ 
nated to Deep Creek Fire Co. 

Kendra Georg, 245 lbs at 
$2 per pound to Hugh Umbel 
Co.'s Deep Creek Foodland 
Fresh. 

Warren Wright, 255 lbs. at 
$3.10 per pound to Jamie & 
Crystal DeBerry - DeBerry’s 
Sweet Corn & Produce. 

Andrew Pritts, 261 lbs at 
$2.25 per pound to Rush Ex¬ 
cavating. 

Justin Shaw, 241 lbs at 
$2.10 per pound to Thomas & 
Thomas Construction. 

Cecalie Georg, 237 lbs at 
$2 per pound to Sharon Lohr. 

Theodore Evans, 262 lbs 
at $2.10 per pound to Glot¬ 
felty Lumber Co. and EDG 
Logging, LLC, donated to Mt 
Loggers Coop. Assoc - “Log a 
Load for Kids”. 

Laura Smith, 252 lbs at 
$1 75 per pound to the em¬ 
ployees of the Garrett Co. 
Roads Dept Local 1834 
Alex Beitzel, 245 lbs. at $4 
per pound to AaNey Mtn. Lake 
Vacations - Leah Bulhack, do¬ 
nated to Bittinger 4-H Club 
Lindsay Wolf, 224 IDs. at 
$2.10 per pound to My Bank - 
First United, donated to South¬ 
ern Garrett Athletic Assoc. 

Cassy Cussins, 227 lbs at 
$4 per pound to Silver Knob 
Pallett, donated to Mountain 
Loggers Group 

Ryan Doerr, 233 lbs at $3 
per pound to Accident Ga¬ 
rage 

Jewell Hess, 234 lbs at 
$1 75 per pound to Mikey and 
Madeline Greene 

Tiffany Lytl*. 243 lbs. at 
$1.50 per pound to Ihor & 
Sandra Zakaluzny, donated to 
Deep Creek Fire Co. 

Derek Broadwater. 230 lbs. 
at $1.50 per pound to Grants¬ 
ville Ag. Services. 

Derek DeWitt, 261 lbs. at 
$1.60 per pound to GMS Mine 
Repair 

* Tara Marple, 276 lbs. at 
$4.00 per pound to Clarksburg 
Mack. 

Ryan Miller, 248 lbs. at 
$7.60 per pound to Dr Charles 
Walch, donated to North Glade 
4-H. 

Colton Grove, 244 lbs at 
$2 per pound to Gary Guard, 
donated to Snowy Creek 4-H 
in Memory of Linda Wolf 
Ryan Fitzwater, 251 lbs. 
at $2.50 per pound to Met¬ 
tiki Coal, donated to House 
of Hope. 

Jordan Fratz, 258 lbs. 
at $1 85 per pound to Gary 
Guard. 

Morgan Rush, 264 lbs. at 
$3.25 per pound to Garrett 
Containers, donated to Ac¬ 
cident Elementary 

Tyler Gilplin, 270 lbs at $2 
per pound to Mettiki Coal, do¬ 
nated to Red House 4-H 
Brianna Lowdermilk, 260 
lbs at $2 per pound to Fred 
Fox, donated to Friendsville 
Methodist Church Building 
Fund 

Nichole Harvey. 255 lbs. at 
$2 per pound to Garrett Co 
F.O.P Lodge #99 

Kraig Ma££f. 240 lbs at 
$1.60 per pfllNft to Do-err All 
Services, LLC. 

Melinda Smith. 251 lbs 
at $1.60 per pound to Ihor & 
Sandra Zakaluzny. donated to 
Oakland VFD 

Dave Georg, 270 lbs at 
$1.25 per pound to The Butch¬ 
er Block 

Justin Ashby. 222 lbs at 
$4 per pound to Don Rode¬ 
heaver Repair, donated to the 
employees 

Emily Fratz, 246 lbs at $3 
per pound to Southern States 
- Oakland 

Hannah Sines. 240 lbs 
at $1 40 per pound to The 
Butcher Block 

Darryl Glotfelty, 277 lbs at 
$1 50 per pound to Rounds 
Masonry - Rodney Rounds 
Rachael Friend, 227 lbs 
at $1 60 per pound to Ihor & 
Sandra Zakaluzny. donated to 
Junior Womens Civic Club. 

Levi Lantz, 226 lbs at $2 
per pound to Gregg's Phar¬ 
macy. donated to Swanton 
Community Center 

Teresa Friend. 253 lbs 
at $1 35 per pound to June 
Bugs Party Rental, donated to 
Swanton Community Center 
Scarlett Post, 229 lbs at 
$3 per pound to Lilly of the 
Valley Farm 

Sarah Brenneman, 255 
lbs at $5 per pound to Wisp 
Resort 

Bethany Shaw. 220 lbs at 
$3 per pound to Greg Fratz 
Trucking, donated to Oak Hill 

a « ( » 

*t-n vaiuu. 

Kurtis Broadwater, 256 lbs 
at $1 40 per pound to The 
Butcher Block 



GIDDY-UPI — One of the main attractions for the small fry set at the fair is the 
merry-go-round, complete with colorful horses, music, and plenty of tummy-tickling 
ups and downs. The Round Up, pictured below, is like a sideways merry-go-round 
designed more for older riders. 



Kendra Friend, 233 lbs. 
at $2.10 per pound to Rush 
Services, donated to Accident 
Elementary PTO. 

Katy Savage, 232 lbs at 
$2.10 per pound to Slopeslide 
Market. 

Dale Marple, 262 lbs. at 
$2.85 per pound to Mettiki 
Coal, donated to House of 
Hope 

Annie Fratz, 220 lbs. at 
$3.75 per pound to Yough- 
iogheny Homeowners As¬ 
sociation. 

Anthony Lucas, 274 lbs 
at $2.50 per pound to Met¬ 
tiki Coal, donated to Ryan’s 
Glade 4-H Club 

Brittany Green, 255 lbs 
at $2 per pound to Southern 
States - Oakland 

Dakota Pritt, 250 lbs at 
$3 per pound to Greg Fratz 
Trucking, donated to Zion 
Youth Group. 

Katelyn Gnegy, 280 lbs. 
at $1.25 per pound to The 
Butcher Block. 

Cara Bauermaster, 255 
lbs at $1.35 per pound to 
Clayburn, Inc., donated to 
Grantsville VFD. 

Patrick Duggan, 227 lbs 
at $3 per pound to Garrett 
Co. F.O.P. 

Kara Savage. 270 lbs at 
$1.35 per pound to Collier 
Bus Services, donated to 
Northern Athletic Assoc. 

Charles Harvey, 246 lbs. at 
$2 per pound to Winegardner 
& McKnight Farm - Josh & 
Megan McKnight. 

Bethany Rexroad, 260 lbs. 
at $1 50 per pound to Mark & 
Beverly Sines 

Brittany Diehl. 225 lbs at 
$2.10 per pound to Guard 
Farms. 

Travis Newton, 244 lbs 
at $3 35 per pound to Cork’s 
Cars - Cork & Kim Sweitzer 

Chelsie Custer, 263 lbs at 
$2 per pound to Lake View 
Auto Parts 

Nicole McClosky, 220 lbs 
at $2 25 per pound to South¬ 
ern States - Oakland 

Michael Rodeheaver, 246 
lbs at $3.25 per pound to 
Adam Construction, LLC - Bill 
& Claudia Spiker 

Austin Lowdermilk, 246 
lbs at $2 10 per pound to 


Valley Point Farmers Feed & 
Supply, LLC. 

Jenny Jones, 279 lbs. at 
$2.50 per pound to Cobra 
Tire. 

Elliot Glotfelty, 237 lbs. at 
$1.75 per pound to Sue New¬ 
ton and Kendal Glass, donat¬ 
ed 1/2 to Accident VFD. 

Jeremy Ashby, 265 lbs. at 
$4 per pound to Don Rode¬ 
heaver Repair. 

Brooke Ypder, 254 lbs. at 
$2.10 per pound to Bowman's 
Milk Transport. 

Megan Sisler, 256 lbs. at 
$5.50 per pound to Phil St. 
Moritz - Bill’s Marine Service. 

Matthew Fitzwater, 236 
lbs. at $2.75 per pound to 
Automotive Machine 

Bradley Rodeheaver, 248 
lbs at $3.25 per pound to 
Preston Contractors, Inc.. 

Derrica Friend, 237 lbs. at 
$2.50 per pound to Mountain 
View Landfill. 

Jacki Markwood, 255 lbs. 
at $2.60 per pound to Jean 
Wright. 

Cody Ferguson, 248 lbs. 
at $2.85 per pound to Garrett 
Co. F.O.P, donated to Oak¬ 
land VFD. 

Carley Sisler, 244 lbs. at 
$4.35 per pound to Wisp Re¬ 
sort. 

Joseph McClosky, 255 lbs. 
at $2.60 per pound to Garrett 
Automotive, donated to Laurel 
Glen Church of the Brethren 

Devan Yoder, 265 lbs. at 
$2.10 per pound to Savage 
Services - Oakland, donated 
to Bayard VFD 

Laura Pritts. 225 lbs at 
$2.10 per pound to Mettiki 
Coal, donated to House of 
Hope. 

Charles Custer, 249 lbs. 
at $2 per pound to Bratton 
Farms. 

Russell Fazenbaker, 222 
lbs at $2 per pound to Durst 
Heating & Air Cond., LLC 

Alana Morgan, 233 lbs. 
at $2 per pound to Buck Hill 
Farm - Lynn & Debbie At¬ 
kins. 

Todd Custer, 226 lbs at 
$3.75 per pound to Preston 
Contractors, Inc 

Catlin Carrico, 225 lbs. at 
$2.10 per pound to Garrett 
Co FOP - Lodge #99 


Lee Custer, 224 lbs at $4 
per pound to Don Rodeheaver 
Repair. 

RABBITS 

David Burow, at $150 to 
Childs Feed & Supply, do¬ 
nated back to the seller. 

Amanda Beitzel, at $275 
to Gambill Amusements, do¬ 
nated back to the seller. 
GOATS 

Kendra Georg. 82 lbs. at 
$200 to C & C Self Storage 

- Clay & Connie Garlitz. 

Nicole Pysell, 64 lbs. at 
$300 to Sweet Rewards Farm 

- Don & Pam Adams. 

Ronnie Schrock, 56 lbs. at 
$350 to Joe Mousch - Valley 
Property Services, donated to 
Ronnie Schrock. 

Austin Graham, 50 lbs. at 
$525 to Gary and Linda Ev¬ 
ans, donated to Austin Gra¬ 
ham. 

Lane Savage, 63 lbs. at 
$300 to Sweet Rewards Farm 

- Don & Pam Adams. 

Jordan Grove, 70 lbs. at 
$175 to Sweet Rewards Farm 

- Don & Pam Adams, donated 
back to the seller 

Jacki Markwood, 55 lbs. at 
$350 to Canary’s Nest - Wash¬ 
ington, DC, donated to Jacki 
Markwood. 

Colton Grove, 51 lbs at 
$200 to Winegardner McK¬ 
night Farm - Rachal, Rebecca, 
Renee Winegardner. 

Aaron Lantz, 88 lbs. at 
$300 to MPWV Meat Goat 
Producers Assoc. 

Amanda Beitzel, 76 lbs. at 
$300 to Mike Tichnell, donated 
to Maple Mountain 4-H Club. 

Samantha Schoenian, 78 
lbs. at $275 to Susan Schoe¬ 
nian. 

Barry Upole, 50 lbs at $200 
to Moreland Trucking, LLC, 
donated back to the seller. 

Amy Burow, 79 lbs. at $275 
to Burow Truck Lines, donated 
to Amy Burow 

Derek DeWitt, 75 lbs. at 
$200 to Sunset Valley Fence 

- David and Tracy Cole. 

Shawn Markwood, 70 
lbs at $325 to Sam & Becky 
Wright - Wright Services Land¬ 
scape Prop Maint. 

Joseph McClosky. 61 lbs 
at $200 to Triple S Construc¬ 
tion. 

Cody Ferguson, 56 lbs. 
at $300 to Savage Services 

- Oakland 

Catlin Carrico. 59 lbs. at 
$150 to Savage Services - 
Oakland 

Ryan Miller. 95 lbs. at 
$750 to Carpenters Local 
1024 Union, donated to Ryan 
Miller 

Lacey Green, 50 lbs. at 
$200 to Joe Mousch - Valley 
Property Services, donated to 
Lacey Green 

Alana Morgan, 53 lbs at 
$200 to Rosie and Howard 
Smiga in memory of Max Post, 
donated to Alana Morgan. 

Madi Gallagher. 63 lbs at 
$250 to Sweet Rewards Farm 

- Don & Pam Adams, donated 
back to the seller 

Tylor Thomas. 63 lbs at 

4I4VW tV VU»U^C Vvii llWOd , 

Oakland 

J B Gnegy, 62 lbs at $175 
to Miners & Merchants Bank 



ALL TUCKERED OUT - After a fun day of rides, 
animals, and good food, a nap is usually in order. Pictured 
above Is Isabelle Hauser as she catches some Z’s. 





















































W inners Noted 
For Hoi 'SC Full 

A total of 11 teams par¬ 
ticipated in the Horse Pull, 
in-cluding six light weight and 
five heavy weight contes¬ 
tants 

Gerald Glotfelty Memorial 
horsemanship trophies were 
presented to Bobby Howard 
in the light weightdivision and 
Lepley Brothers of Meyers- 
dale, Pa., in the heavy weight 
' division 

The awards were spon- 
-sored by Gambill Amuse¬ 
ments 

T The remaining winners 
■ were as follows: 

LIGHT WEIGHT 

1. Bobby Howard, Acme, 
•Pa. 2. Bobby Howard 3. Per- 
,'key Farms, Mt. Pleasant. Pa. 
HEAVY WEIGHT 
1. Brown Brothers, Acme, 
Pa. 2. Matt Warnick, Grants- 
ville 3. Lepley Brothers, Mey- 
ersdale, Pa. 

Also participating: Ron 
Shaffer, Frostburg 
Sponsors 

Michael and Jonna Frazee 
of Frazee Excavating, Steve 
Hinebaugh Trucking, D & J 
Timber-Andy Davis, Hanline 
Excavating, Excavating by 
Dan Baker, Warnick Brothers, 
and Keller Angus Farm. 

Results Reported 
For Lawn, Garden 
Tractor Contest 

Results of the Lawn and 
Garden Tractor Pull were as 
follows: 

750 lb. Class 

1. Travis Glover, 165 ft., 8 
in. 2. Devon Helbig, 151 ft., 8 
in 3. Morgan Brenneman, 150 
ft.. 2 in 

900 lb. Class 

1. Bryan McClanahan, full 
pull plus 166 ft.. 3 in. 2. Keith 
Beckman, full pull plus 165 ft 
3. Katie Hinebaugh, full pull 
plus 161 ft.. 6 in 

1,050 lb. Class 
1 Ryan Richter, full pull 
plus 188 ft., 1 in. 2 Keith 
Beckman, full pull plus 184 ft., 
6 in. 3. Scott Hinebaugh, full 
pull plus 182 ft.. 8 in 
1,250 lb. Class 
1. Jeffrey Helbig. full pull 

2. Scott Hinebaugh, 199 ft., 
4 in. 3 Brian Brenneman. 198 
ft 1 in. 

1,550 lb. Class 
1. Harry Michael, 184 ft., 8 
in. 2 Duane Folk, 182 ft., 8 in. 

3. Ryan Richter, 182 ft., 4 in 

1,750 lb. Class 
1 Todd Glover, 185 ft. 2. 
Brandon Folk, 162 ft., 8 in. 3. 
Jeremy Folk, 162 ft.. 1 in 

Pedal Tractor Pull 
Results Released 

Results of the Pedal Trac¬ 
tor Pull were as follows: 

0 to 45 lb Class 
1 Kayliegh Tombolin, 29 ft 
2. Kira Rinker. 26 ft., 3 in. 3. 
Cristy Enlow. 24 ft., 1 in. 

46 to 55 lb. Class 
1. Kayley Sisler, 51 ft., 9 in. 

2. Anthony Lucas, 49 ft., 9 in 

3. Levi Enlow, 49 ft.. 4 in. 

56 to 65 lb. Class 
1. Jonathon Evans, 49 ft., 

4 in. 2. Christopher Marple, 
48 ft., 10 in. 3. Kayla Guthrie. 
47 ft 

66 to 75 lb Class 

1. Jacob Jones, 42 ft.. 4 
.in 2 Jeremiah Guthrie, 39 ft 

5 in 3 Elijah Friend. 36 ft ,1 

in. 

76 to 100 lb. Class 

1. Scott Warnick, 51 ft., 5 


HORSEMANSHIP AWARD - In the light weight category, the Gerald Glotfelty 
Memorial Horsemanship Award was presented to Billy Howard, who is pictured above, 
right, with Bobby Howard (left). Pictured below is the heavy weight winning team, Lepley 
Brothers of Meyersdale. The awards are sponsored by Gambill Amusements. 


MANY KINDS OF TRACTORS could be found during fair week. Above, Logan 
Rounds, 5, takes his turn in the lawn and garden tractor pull, with encouragement 
from his dad Herbie (Ron) Rounds (left) and his uncle Harrison Rounds. Below. Kayley 
Sisler, 8, uses leg power in the pedal tractor pull. 
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] hank you 
GMS Mine Repair 

for purchasing my 
^008 Market Steer 

at the Garrett County hair 

Anna Tresslcr 


in 2 Zachery Pritts, 45 ft., 
4 In. 3 Morgan Rush, 37 ft., 
10 in. 

101 to 125 lb Class 

1 Todd Custer. 52 ft.. 9 
in 2 Andrew Lucas, 51 ft., 
3 in. 3. John Zimmerman. 44 
ft., 3 in 

126 to 150 lb. Class 

1 Jeremy Bender, 56 ft., 
10 in 2 Ryan Doerr. 53 ft., 
6 in 3. Aaron Broadwater. 49 
ft., 5 in 


150 lb. and up Class 

1 Tyler Sweeny. 57 ft.: 2. 
Alex Beitzel, 50 ft., 4 in.; 3. 
Levi Slovak. 46 ft 

Tough Man Class 
Tyler Sweeny, 51 ft., 

2. Brian Sisler. 45 ft., 

3. Alex Beitzel, 42 ft., 


1 

7 in 
7 in 
5 in 


Ladies Class 

1 Scarlett Fost. 51 ft., 8 in. 

2 Natalie Masser. 45 ft, 6 in. 

3 Jackie Fratz, 45 ft., 5 in 


Thank You 
Emma Rush 

for purchasing my 

2008 Market Steer, Rocky. 

Zachery Pritts 

Thank You I 
Sam’s Agway 

for purchasing my 
2008 Market Steer, Cletus 
Gary Pritts 

Thanks to all our back-up bidders. 


Thank You 

Farm Credit of th e Vi r gi nias 

for buying my market steer. Thank 
you for all of your support over the 
years. 

Valley Point Farmers Feed 
& Supp l y 

for buying my market hog and for 
all the advice you gave me over the 

year. 

C iary Gua rd Tr uckin g 

for supporting the Snowy Creek 

4-H Club. 

Thanks to the llwatock association for 
another great year 

_ Tuauka again, Austin Lowuuiunik 


FOUR-WHEELER PULL WINNERS - Riders 
representing Bill’s Marine Service were highly successful 
in the four-wheeler pull. Pictured from left are: Kimberly 
Michaels, second place, 1,200-pound class; Jed Holland, 

4-Wheeler Pull 
Results Released 

Results of the 4-Wheeler 
Pull were as follows: 

STOCK 
650 lb. Class 
1. Scott Warnick, 150 ft., 

5 in. 2 Ryan Collins, 148 ft., 

11 in. 3. Jeremy Folk, 145 ft., 

5 in- 750 lb. Class 

1 Jason Humberson, full 
pull 2. Tiffany Glover, 184 ft., 

3 in. 3. Jason Warnick, 175 
ft. 10 in. 

900 lb. Class 

1 led Holland full pull ply? 

157 ft.. 10 in. 2 Andy Folk, full 
pull plus 137 ft. 3 Ben Sharp, 

184 ft.. 10 in. 

1,050 lb. Class 
1. C.J Marple, full pull plus 
215 ft.. 10 in. 2. C.J Marple. 
full pull plus 206 ft., 3 in.; 3. 

Jason Humberson, full pull 
plus 205 ft., 3 in. 

1,200 lb. Class 
1. Jim Holland, full pull plus 
207 ft., 5 in. 2 Kimberly Mi¬ 
chaels. full pull plus 193 ft. 3. 

Chuck Rogers, full pull plus 

191 MODIFIED 
1,100 lb. Class 
1 Ira Burns, full pull plus 
170 ft., 6 in. 2. Brian Schott, 
full pull plus 160 ft.. 4 in. 3. 

Gary Van Stuven, 169 ft., 3 
in. 

1.200 lb. Class 

1 Brian Schott, 205 ft., 10 
in. 2 Gary VanStuven, 191 
ft.. 11 in 3. Ira Burns, 191 
ft.. 8 in 

Results Noted 
For Modified 
Vehicle Pulls 

Winners are as follows: 

MODIFIED TRACTOR 
5,000 lb. Class 
1. Marshall Neel, 274 1 ft 
2 Adam Baker, 244 6 ft. 3. 

Eric DeWitt, 215 3 ft 

5.500 lb. Class 
1. Adam Baker, 289.1 ft. 2. 

Mike Steyer. 240.3 ft. 3. Mar¬ 
shall Neel. 233 6 ft 

Also participating Eric De- 
Witt 

6,000 lb. Class 

1. Chris Bolyard, full pull 2. 

Adam Baker. 277 11 ft. 3. Brett 
Frantz, 256 11 ft 

Also participating: Mike 
Steyer and Eric Dewitt 

6.500 lb Class 
1. Adam Baker. 288 4 ft 2. 

Chris Bolyard, 285 ft 3. Mike 
Steyer, 266 9 ft 

Also participating: Brett 
Frantz. 

7,000 lb. Class 

1 Jeremy Bolyard, 278 4 
ft 2. Mike Steyer, 276 5 ft 3. 

Adam Baker, 232.5 ft 

Also participating Brett 
Frantz and Eric DeWitt 

7.500 lb. Class 
Jeremy Bolyard, 264 1 ft 2 

Adam Baker, 249 5 ft 3. Mike 
Steyer, 212.7 ft 

Also participating Brett 
Frantz 

SUPER STOCK TRACTOR 

7.500 lb. Class 

1 Jeff Helbig, full pull 2 
Shawn Bender, 236 9 ft 

8.500 lb. Class 
1. Josh Custer, 238 5 ft 2 

Jeff Helbig. 220 1 ft 3 Tim 
Miller. 189 9 ft 

9.500 lb. Class 
1. Tim Miller, 223.2 ft 

MODIFIED TRUCK 

6.200 lb Class 
1. Jim Balsley, 278 4 ft 2 

Harold Sheeler, 229 7 ft. 3. 

Kevin Beckman, 218.2 ft 

6.500 lb. Class 
1 Andrew Barran, 272 9 

ft 2 Josh Barran. 272 6 ft 3 
Harold Sheeler, 237 8 ft 
Other participants: Josh 
Beckman 

SUPER MODIFIED 

6.500 lb Class 
1 Andrew Barran, 251 ft 2 

Josh Barran. 248 1 ft 
STOCK DIESEL 

8.500 lb Class 
1 John Shoemake. 291 1 

ft 2 Shawn Sines, 287 2 It 3 
Rebecca Poole, 285 2 ft 
Other participants Brandon 
Stern. Bard Brinegar. Andrew 
Sisler I inroln I nwdermilk 
Shawn Uphold, and Jamie 


first place, 900-pound class; Jim Holland, first place, 
1,200-pound class; Chuck Rogers, third and fourth 
places, 1,200-pound class; and C.J. Marple, first and 
second places, 1,050-pound class. 


MUD AND TRACTORS are always popular at the fair. The mud bog included several 
divisions and a Dash for Cash. Pictured below is one of the tractors during one of the 
pulls. Classes included regular, hot stock, and modified. 


Wilburn. 

STREET DIESEL 
8,500 lb. Class 

1. Randy Funk, 318 9 ft. 2. 
Rebecca Poole, 285.6 ft 3. 
Kevin Barr, 245.5 ft. 

HOT STREET DIESEL 
8,500 lb. class 
1. Mike Hearn, 400 ft. 2 
Nathan Cogar, 358 2 ft 3. Joe 
Colmer, 337 5 ft 

Other participants Jerry 
Phillips and J J Weimer 
MODIFIED DIESEL 

8.500 lb Class 

1. Mike Hearn, 369.7 ft 2. 
Nathan Cogar. 346 ft 3. Joe 
Colmer. 334 9 ft 

Also participating: Jerry 
Phillips and J.J Weimer 

Winners Noted 
For 2008 Stock 
Tractor Contest 

STOCK 

Winners are as follows: 

4.500 lb. Class 

1 Aaron Close, 222 ft. 2. 
Allen Strawser. 172 ft 3. Eu¬ 
gene Close, 145 6 ft 

5.500 lb. Class 

1 Robert Fabian. 189 6 ft 
2 Aaron Close, 179 9 ft. 3. 
Taylor Sines, 1712 ft 

Also participating Chas 
Custer, Nolan Marple, and Al¬ 
len Strawser 

6.500 lb. Class 

1. Robert Fabian, 267.1 2. 
Mark Sines. 235 6 ft 3 Greg 
Menser, 205.1 ft 

Also participating Chas 
Custer. Taylor Sines, Derek 
Gilpin. Josh Fratz. and Carl 
Bender 

7.500 lb. Class 

1. Taylor Sines. 234 1 ft 2 
Mike Rodeheaver, 203 ft 3 
Josh Fratz. 185 4 ft 

8.500 lb. Class 

1. John DeWitt, 299 6 ft 2 
Taylor Sines, 244 5 ft 3. Chas 
Custer. 242 1 ft 

Also participating Mark 
Sines 

9.500 lb. Class 

1. John DeWitt. full pull 2 
Michael Strawser, 284 1 ft 3 
Travis Sines, 259 4 ft 

Also participating Lee 
Custer 

11.500 lb Class 

1 Michael Strawser full 

mill r*li*e O0A 7 fl M'l"s 

DeW*' 


3. Nolan Marple, full pull plus 

190.1 ft 

Also participating: Ben Pe- 
rando. 

13.500 lb. Class 

1. Shawn Hileenbrent, full 
pull plus 282 11 ft. 2 Andy 
Mason, full pull plus 259 8 ft 
3 Ethan Carey, full pull plus 

259.1 ft. 

Also participating: Nolan 
Marple. 

15.500 lb. Class 

1. Bobby Schmidt. 246.7 
ft 2 Ben Powell, 240 6 ft 3 
Mark Dumeyer, 221 ft 

Also participating Mark 
Miller, John DeWitt, Ethan 
Carey, and Jason McCroskey 

17.500 lb. Class 

1. Bobby Schmidt, full pull 
2 Andrew Rodeheaver. 246 5 
ft 3 Ethan Carey, 221.2 ft 

19.500 lb. Class 

1. Bobby Schmidt, full pull; 

2 Jesse Merrill, 236 1 ft.; 3 
Andrew Rodeheaver, 219.7 ft. 

HOT STOCK 

Winners of the 2008 Hot 
Stock Tractor Pull were as 
follows 

4.500 lb. Class 

1 Charlie Lambert. 210 4 
ft 2. Ryan Miller, 208.5 ft. 3. 
Chase Ashby, 129.8 ft. 

5.500 lb. Class 

I. John Ruddle. 291.2 ft. 2. 
Mark Miller, 236.8 ft. 3. Charlie 
Lambert, 206 1 ft 

6.500 lb Class 

1 Roger Hay, full pull plus 
208 3 ft 2 Travis Sines, full 
pull plus 184 4 ft 3 John 
Ruddle. 289 5 ft 

Also participating: Robert 
Miller 

7.500 lb Class 

1 Roger Hay, full pull 2. 
Travis Sines. 272 2 ft 

8.500 lb Class 

1 Ray J Wilt, 246 ft. 2. 
Roger Hay, 211.6 ft 3. Jason 
Merrill, 147.1 ft 

9.500 lb Class 

1 Ray J Wilt, 246 1 ft. 2. 
Tim Miller. 244 4 ft 3. Jason 
Merrill. 161 ft 

II. 500 lb Class 

1. Tim Miller, full pull 
13.500 1b Class 
1. Shawn Hileenbrent, full 
pull 2 Michael Ray. 255 11 ft. 

3 Bobby Schmidt, 219 8 ft 

M > n iriinnatino Nathan 


Winners Listed 
For Mud Bog 

The mud bog competition 
included a total of 70 entries. 

STOCK DIVISION 
1 Zeke Sisler 2. Kevin Di- 
dawick 3. Mike Barland 

Also participating: Greg 
Sisler 

SUPER-STOCK DIVISION 

1. John Gerstner 2 James 
Savage 3 Codie Hook 

Also participating: David 
Rhodes 

4-WHEELER DIVISION 

1. Joe Hardesty 
MODIFIED DIVISION 

1. Bill Shoemaker 2. Jason 
Snyder 3. Ed King 

Also participating: Jason 
Evans 

SUPER MODIFIED 

1. Brandon Michaels 2. 
Doug Beitzel 3 Billy Wood 
Also participating: Andy 
Witt 

DASH 4 CASH 

Four couples competed 
in the Dash 4 Cash contest. 
The couples needed to crawl 
through a long stnp of mud and 
beat all the others to the end. 

The winning couple was 
Darin Kile and Courtney Shil- 
lingburg 

Demolition Derby 
Results Released 

Results of the Demolition 
Derby were as follows: 

4-CYLINDERS 
Winner: Brad Nestline 
Heat 1 

Crowd's choice: Chad 
Tasker 

Also participating: Mike 
Armstrong and Ron Roach 

Heat 2 

Crowd's choice: Eric Be¬ 
itzel 

Also participating Vicki 
Friend and Brad Nestline 
6-8 CYLINDERS 
Winner Joey Ashby 

Heat 1 

Crowd's choice Brett Niner. 
Also participating Chad 
Friend and C.J Marple 
Heat 2 

Crowd's choice Hank 
Friend 

Also nartlcinatina Joev 

Ashby and Jared Hostetler 
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Additional 
Fair C hampions 


GRAND CHAMPION MARKET LAMB - From left: 
Andrea Steyer, farm queen; Sharon Jackson, human 
resources manager for Vindex Energy Corporation, buyer; 
and Ethan Broadwater, recipient. The lamb also received 
the champion heavy weight title. 





RESERVE GRAND CHAMPION LAMB - Matthew 
Fitzwater's lamb received the titles of reserve grand 
champion, reserve champion heavy weight, county 
bred grand champion, and county bred champion heavy 
weight. From left: Justin Fitzwater, representing buyer 
David Martin Championship Rodeo; Andrea Steyer, farm 
queen; and Matthew Fitzwater, exhibitor. 


RESERVE GRAMD CHAMPION MARKET SWINE - 
Above, from left: Jordan Grove, reserve grand champion, 
champion heavy weight, county bred reserve grand 
champion, and county bred champion heavy weight; 
Robert Zimmerman of Garrett County F.O.P. Lodge #99, 
buyer; Colton Grove; and Andrea Steyer, farm queen. This 
was Jordan's first year in showing swine. 


COUNTY BRED RESERVE GRAND CHAMPION 
- Lane Savage's goat received the titles of county bred 
reserve grand champion, county bred reserve champion 
medium weight, and reserve champion medium weight. 
Pictured from left are Don Adams of Sweet Rewards 

Farm Ktiwar Qavano AnHraa Q tee wear farm n« • as ears ■ en/l 

Pam Adams of Sweet Rewards Farm. 



COUNTY BRED GRAND CHAMPION - From left: Sara Holler, county bred grand 
champion, champion medium weight, county bred champion medium weight; Carl 
Barth, buyer; and Andrea Steyer, farm queen. 



A GROUP OF FARMALL TRACTORS passed through the fairgrounds during the 
parade. Pictured above is Tracy Bowman on a 1941 A model owned by her dad, Ken 
Bowman. The tractor won second place in the parade. Ken also owns a 1940 Farmall 
M and a 1950 Farmall H, which won the best of show award in the antique tractors 
division and first in the parade. 



COUNTY BRED RESERVE GRAND CHAMPION - From left: Larry Sisler, buyer; 
Annie Fratz, county bred reserve grand champion and county bred champion heavy 
weight; and Andrea Steyer, farm queen. 



RESERVE GRAND CHAMPION MARKET STEER - From left: Ashley Rodeheaver, 
winner; Clyde L. Mostoller, field associate of Southern States; Andrea Steyer, farm 
queen; and Tom Hart, manager of Southern States, Oakland, buyer. 








BEST IN SHOW in the photography competition at 
the fair was won by Christine Welch, whose prize-winning 
photo appears above bedecked with her blue ribbon. 


The staff of The Repub¬ 
lican newspaper sincerely 
thank the following busi¬ 
nesses and individuals for 
helping us make this supple¬ 
ment possible 

•Garrett County Exten¬ 
sion Service 

•Garrett County Live¬ 
stock Association 

•Garrett County Fair 
Board 

•All who contributed 
photographs 

• The m a nv evhihltnr 
their families, and friends. 


A CLOSE RELATIONSHIP is always an Important part of raising animals. Evidence 

le <■ X . .IJ Ue §AtMM 4 If* ~ «4 »t> » L — —•• «t« AKmMI 


RECYCLING BEST OF SHOW - This doll by 
Angela LaMastus received the Best of Show award In 
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bonds with her market goat Ziggy and her market lamb Freckles. Photo by Tammy Holler folding the pages of an old hymnal. 


GRAND CHAMPION MARKET GOAT - Nicole Pysell’s 
goat received the titles of reserve grand champion market 
goat, medium weight champion, county bred grand 
champion, and county bred champion medium weight. 
Pictured from left are Don Adams of Sweet Rewards Farm, 
buyer; Pysell; Pam Adams of Sweet Rewards Farm, buyer; 


ART BEST OF SHOW - This painting by Angela 
Maust received the Best of Show award in the art category. 
It depicts Charlie Bowser of Accident, who was well- 
known and liked in the community, where he delivered 
eggs and enjoyed Ford vehicles. 


COUNTY BRED RESERVE GRAND CHAMPION 


LAMB - Ryan Fitzwater's lamb received the titles of 
county bred reserve grand champion, champion medium 
weight, and county bred champion medium weight. From 
left: Justin Fitzwater of Triple Play Farms, buyer; Andrea 
Steyer, farm queen; and Ryan Fitzwater, exhibitor. 


Special 

Thanks 


RESERVE GRAND CHAMPION RABBITS - From left: 
Shane Turner of Gambill Amusements, buyer; Amanda 
Beitzel, winner; and Andrea Steyer, farm queen. 


PRETTY IN PINK - Just because you happen to be 
a cow doesn't mean you can't be fashionable, too. Farm 
queen Andrea Steyer's cow sported a pink halter during 
her time at the fair. So far, she hasn't found any hoof 
polish in a girly shade that suits her. 
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A TRANSITION OF COLORS - The cheery yellow 
■of the black-eyed Susan is becoming the color of 
the season, as the more brilliant and fresh hues of 
summer begin the transition to those more muted, 
but no less lovely, shades of autumn. The maples 
are already starting their yearly change, and brown 


leaves are beginning to flutter down. But the air is 
still warm and the days are bright, as summer glides 
into fall. Hurricane Hanna may drop some rain on t 
he area this weekend, dampening the opening of sev¬ 
eral sporting activities. Photo by Shane Yoder. 


Local Residents 
Win Garrett Co. 
Refuse Permits 

The Garrett County Solid 
Waste and Recycling Divi¬ 
sion, General Services De¬ 
partment, has announced 
the winners of the 2009 
Residential Refuse Permits, 
selected by random drawing 
during the Garrett County 
Fair 

They are Hannah Hos- 
tutler, Delmos Warnick, 
Ruth Knotts, Joe Nasif, and 
Shan Miller, all of the Oak¬ 
land area, and Bonnie Wilt, 
Grantsville 

“The recycling booth at 
the 2008 Garrett County 
Fair was very successful,” 
said Kimberly Madigan, re¬ 
cycling coordinator. “Thou¬ 
sands of Garrett County 
residents and visitors took 
advantage of the free recy¬ 
cling information we handed 
out including: brochures, 
magnets, reusable shopping 
bags, pens, pencils, work¬ 
books, and crayons. Many 
others stopped by with re¬ 
fuse permit questions or to 
discuss the future of recy¬ 
cling in Garrett County.” 

A recycling container, 
donated by Earl Williams 
of Perry’s Solid Waste Dis¬ 
posal, was set at the fair for 
cardboard collection again 
this year. Vendors partici- 
Continued on Page A-4 


Garrett County Fair Board 
Awarded $20,000 State Grant 


Gov. Martin O’Malley 
announced Friday that the 
state has approved a $20,000 
grant to help fund a strate¬ 
gic economic development 
study of the Garrett County 
Fairgrounds. 

“Agriculture, is an im¬ 
portant part of the county’s 
economy and a big influence 
with regard to our heritage 
and culture,” said Denny 
Glotfelty, chairman of the 
Board of Garrett County 
Commissioners. “This grant 
will help sustain and pro¬ 
mote interest in agricul¬ 
ture-related activities and 
businesses throughout the 
county.” 

Awarded through the 
Maryland Department of 
Business and Economic 
Development (DBED), 
the grant is being used in 
conjunction with match¬ 
ing funds from the Ap¬ 
palachian Regional Com¬ 
mission (ARC) and $8,600 
from Garrett County gov¬ 
ernment and the Fair 
Board. 

The study will help deter¬ 
mine if the fairgrounds and 
its buildings are being fully 
utilized, while maintaining 
its main function as an ag¬ 
ricultural and community 
center 

“The board is pleased 


the study is being funded 
by DBED, ARC, and Gar¬ 
rett County,” said Debra 
Friend, president of the 
board of directors of the 
Garrett County Agriculture 
Fair Inc. “We recognize that 
increasing the utilization 
of the fairground facilit¬ 
ies will contribute to the 
continued viability of the 
fair itself, as well as make 
space available to county 
residents and businesses in 
which to hold a variety of 
events.” 

The five-month study is 
being conducted by HOK 
Smith Forkner, Knoxville, 
Tenn., which has been re¬ 
sponsible for the planning 
and design of over 180 
fairgrounds throughout the 
U.S., including the Mary¬ 
land State Fair, Montgom¬ 
ery County Agricultural 
Fair, and the state fair of 
Virginia 

"This grant represents a 
continuing commitment to 
support rural Maryland’s ag¬ 
ricultural industry by maxi¬ 
mizing the opportunities the 
Garrett County Fairgrounds 
can offer to residents and 
businesses," said O’Malley 
"We are pleased to leverage 
state funding with ARC and 
our local partners for this 
important study." 


Man Arrested By 
MSP Following 
A 7-Mile Chase 

A Maryland State Police, 
McHenry Barrack, deputy 
arrested a man on drinking 
charges following a 7-mile 
chase in Grantsville. 

TFC Whitaker attempted 
to stop a 2000 Pontiac for a 
speeding violation on Inter¬ 
state 68 at New Germany 
Road, Grantsville. when the 
operator failed to stop and a 
chase ensued The operator, 
identified as Zachary Wayne 
Rogers, 18, accelerated with 
speeds reaching 120 mph at 
times. 

The chase ended after 
the operator lost control on 
the westbound ramp from 
1-68 to U S. Rt. 219. Rog¬ 
ers was placed under arrest 
on charges of drving under 
the influence, driving while 
impaired, and fleeing and 
eluding police Several other 
traffic violations were issued 
as well. 

Northern Garrett Rescue 
Squad and Grantsville Fire 
Department responded to 
the scene for injuries. 

Man Arrested For 
Vehicle Theft And 
Drinking Charges 

A Mtn Lake Park man 
was arrested by Garrett 
County sheriff's deputies 
Saturday for vehicle theft 
and several other charges. 

A complaint was called 
into the Garrett County 
Sheriff's Office concerning 
the theft of a motor vehicle. 
Upon investigation, it was 
learned that Kenneth Allen 
McCrobie, 27, had taken a 
1999 Jeep Cherokee Limited 
from a residence in Mtn. 
Lake Park without the own¬ 
er's consent 

McCrobie was later lo¬ 
cated and placed under ar¬ 
rest and charged with driv¬ 
ing under the influence of 
alcohol, driving while im- 
Continucd on Page A-4 


ATHERTON EXHIBIT "FLOAT" ON DISPLAY AT OARRETT COLLEGE - The Art 
Gallery of Garratt College la currently boating an exhibition titled "Float” by Natalie 
Atherton, a aculptor and prlntmaker. The exhibit la a aeriea of mono-prlnta made by the 
artlet with non-toxic aoy-baaed Inka applied directly with a roller, or through atenclla, 
or onto folded paper objecta lying on Plexlglaa platea. The platea then have to be run 
through a printing preaa In order to tranafer the Image to paper. See atory on today'a 
arta page. The public la Invited to a reception for Atherton on Saturday, Sept 20, from 
6 to 9 p.m. The ahow opened on Sept. 2 and will run through Sept. 30 at the Garrett 
College Art Gallery. The Gallery la open Monday through Friday from 9 a m to 9 p.m., 
and during apeclal eventa on weekenda and evenlnga. 
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Garrett County sheriff’s 
deputies arrested a Charles 
County man yesterday after 
receiving a report of a per¬ 
son in the area of Lost Land 
Run Road, Potomac State 
Forest, who had taken mul¬ 
tiple persons hostage The 
report stated that the suspect 
had threatened to kill the 
hostages, while brandishing 
several pistols and assault- 
style rifles. 

Garrett County Sheriff’s 
Office deputies received the 
call at approximately 4:40 
p.m When they arrived near 
the scene, they learned that 
the suspect, identified as 
Christopher Conrad Slough, 
38, Indian Head, had fired 
numerous shots at a vehicle 
thait Lad fled from the area. 
Members of the GCSO Spe¬ 
cial Response Team, in ad¬ 
dition to a GCSO hostage 
negotiator, responded to the 
immediate scene and lo¬ 
cated an armed individual 
threatening himself as well 
as responding deputies. 

Sheriff’s office personnel 
secured the scene to pre¬ 
vent Potomac State Forest 
visitors from unknowingly 
entering the proximity of 
the armed suspect, as well 
as to keep the suspect from 
escaping the area and tak¬ 
ing other visitors hostage 
The hostage negotiator was 
able to open an avenue of 
communications with the 
suspect, and after nearly two 
hours of negotiation, the 
suspect surrendered without 
further incident 

Deputies recovered a to¬ 
tal of 13 weapons and over 
several hundred rounds of 
ammunition at the scene. 
The weapons seized includ¬ 
ed four semi-automatic as¬ 
sault weapons, one 12-gauge 
pump-action shotgun, one 
pump-action rifle, one bolt- 
action weapon, one large 
caliber revolver, and five 
large caliber semi-automat¬ 
ic handguns. A number of 
these weapons have been 
identified as having been 
reported stolen. 

Slough was charged with 
four counts of first degree 
assault, four counts of reck¬ 
less endangerment, four 
counts of second degree as¬ 
sault, and two counts of 
false imprisonment. The in¬ 
vestigation is continuing, 
and additional charges may 
be filed. 

Southern Garrett County 
Rescue Squad and Maryland 
State Police Trooper 3 also 
responded to the scene 


An Oakland man was 
killed Saturday when he 
wrecked his 4-wheeler while 
participating in an ATV 
Poker Run to benefit Relay 
for Life. 

The midday accident oc¬ 
curred when Mark Ryan 
Kight, 22, was traveling 
south on Route 28, Pres¬ 
ton County, W.Va., local¬ 
ly known as Orr-Cuzzart 
Road. He lost control on the 
unimproved dirt road, ran 
off the roadway, and was 
thrown from the vehicle into 


Kight died en route to 
Preston Memorial Hospital. 
An investigation into the 
accident is ongoing. Any 
rider involved in the Poker 
Run that may have wit¬ 
nessed the accident is asked 
to contact DFC J.H. Bryan 
at the Preston County Sher¬ 
iff’s Department at 304-329- 
1611. 

A complete obituary for 
Mark R Kight can be found 
on Page A-6 of this week's 
issue. 


13 WEAPONS RECOVERED FROM SCENE OF HOSTAGE SITUATION - Garrett 
County eheriffs deputies received a report of a several hostages being held captive by 
a man with numerous assault weapons In the Lost Land Road area of Potomac State 
Forest. Christopher Conrad Slough, 38, Indian Head, was found to be In possession of 
13 weapons, Including rifles, shotguns, and revolvers, as well as hundreds of rounds 
of ammunition. He was arrested on assault and Imprisonment charges, with additional 
charges pending investigation. See story for details. 

Pa. Man Receives Young Oakland Man Dies In 
Six Years In DOC A TV Accident During Poker Run 

For Drug Charge An Oakland man was a nearby creek bed. 

A 45-year-old Salisbury, 

Pa., man was sentenced this 
week in Garrett County Cir¬ 
cuit Court to six years in 
the Division of Corrections 
fer a charge of possession 
with intent to distribute co¬ 
caine. Brian Keith Brown 
was fined $5,000 by Judge 
Jim Sherbm. 

Brown had pleaded guilty 
to the charge in July, and a 
pre-sentence investigation 
report was ordered at that 
time. 

In February, officers 
with the Garrett County 
Narcotics Task Force ex¬ 
ecuted a search warrant at a 
Grantsville-area hotel after 
gathering information about 
on-going activities of two 
persons, identified as Brown 
and Nancy Louise Reed 
Approximately 10 ounces of 
cocaine, with various kinds 
of drug paraphernalia and 
small quantities of marijua¬ 
na were found, according to 
state’s attorney Lisa Thayer 
Welch. 

The cocaine had a po¬ 
tential street sale value of 
$28,000. Brown’s vehicle 
was also seized and forfeit¬ 
ed. 

Reed had pleaded guilty 
to possession of cocaine and 
is serving 18 months in the 
Garrett County Jail. 

In other Circuit Court 
proceedings, Kevin Ray 
Bittinger, 30, Meyersdale, 

Pa., pleaded guilty to felony 
theft in two cases. Sherbin 
sentenced Bittinger to three 
years in the Division of Cor¬ 
rections for each case, to run 
consecutively to a sentence 
he is currently serving in 
Pennsylvania. 

Bittinger was identi¬ 
fied by officers with the 
Garrett Bureau of Inves¬ 
tigation as one of five per¬ 
sons who broke into res¬ 
idences in Frostburg and 
Lonaconma (both Garrett 


County) in December 2005. 
Property stolen from each 
of the houses was recover¬ 
ed at Bittinger’s residence 
when a search warrant, 
obtained by Pennsylvania 
State Police, was executed 
in 2006. 

An arrest warrant was 
then issued, and Bittinger 
was recently brought to Gar¬ 
rett County from Pennsyl¬ 
vania through the interstate 
agreement of both states. 

In an unrelated case, 
Jeffrey Vincent Corby, 40, 
Cumberland, was sentenced 
by Sherbin to three years in 
the Division of Corrections 
for a charge of conspiracy to 
commit robbery. 

Corby and two other 
adults were arrested and 
charged by officers with the 
Garrett County Sheriff’s Of¬ 
fice after the trio were identi¬ 
fied as the persons who en¬ 
tered an Oakland residence 
last September, assaulted a 
male occupant, and stole 
cash from him. 

One co-defendant, Jamie 
Dee Stanton, has previously 
pleaded guilty to the same 
charge and is serving a sen¬ 
tence in the Garrett County 
Jail. The third defendant, 
Holly Marie Anderson, 
pleaded guilty to theft and 
is on probation, the state’s 
attorney said. 

Also in Circuit Court 
this week, Kristopher Todd 
Upole, 30, Oakland, entered 


an Alford plea of guilty 
to second-degree assault. 
With that plea, Upole did 
not admit guilt, but ac¬ 
knowledged the state has 
sufficient evidence to gain a 
conviction. 

After hearing the facts 
presented by the state’s at¬ 
torney, Sherbin found 
Continued on Page A-4 

Two Injured In 
Cycle-Pedestrian 
Crash Sunday 

A pedestrian was struck 
by a dirt bike Sunday eve¬ 
ning and sustained seri¬ 
ous injuries in the impact, 
according to reports. Rod¬ 
ney McKenzie, age un¬ 
known, was struck by a dirt 
bike reportedly being driv¬ 
en by a juvenile Both were 
injured. 

The accident happened at 
about 7:50 p.m along Lower 
New Germany Road. 

McKenzie was transport¬ 
ed to Cumberland Memo¬ 
rial Hospital and later trans¬ 
ferred to the Shock Trauma 
Unit in Baltimore, according 
to a family friend. The juve¬ 
nile was flown to Morgan¬ 
town, W.Va., according to 
reports. 

The Northern Rescue 
Squad and Grantsville Vol¬ 
unteer Fire Department re¬ 
sponded to the scene. The 
Maryland State Police is 


LOCAL PADDLER FARES WELL IN NAT'LS - 
Among the competitors In last weekend's U S National 
Whitewater Champlonahlpe, held at the Wlap Whitewater 
course In McHenry, was Jesse Shlmrock of Accident who 
finished a respectable 11th place In the alngle kayak (K-1) 


event. Racers from all over the nation, Including several 
U.8. Olympic taam members, competed for gold, sliver, 
and bronae medala In varloua single and double paddler 
events. See the back page of this section for more photos. 
The photo above waa taken by Michael Reed. 


GCSO Responds To 
Hostage Situation 
In Pot. State Forest 
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The Lodestone Golf Club 

The Lodestone Golf Course currently under 
construction and designed by three-time U.S. Open 
Champion Hale Irwin will be accompanied by 
a stunning multi-level Clubhouse that will feature fine 
and casual dining, a bar, men’s and women’s locker 
rooms as well as a fitness center and outdoor pool. 


The Alpine Club 

The Alpine Club will offer members Five-Star 
service and world class amenities including Ski Valet 
and Concierge, valet parking and a private Clubhouse 
featuring a dining room, bar, children’s area, lockers, 
and storage facilities to make a day on the slopes 
seamless and stress-free. 


The Lakeside Club 

On the shores of Deep Creek Lake your family can 
experience all the fun and relaxation of lakeside living, 
including private docks, boat rentals, dining, cabanas, 
kayaks, and infinity edge swimming pool. 


Wisp Resort announces a release of an exclusive Founders Club membership for only 30 buyers of select premium 
Wisp homesites. This one-time ottering allows you the opportunity to own a custom homesite and become a 
lifetime member of up to three private clubs at Wisp Resort: The Lodestone Golf Club, The Alpine Club and The 
Lakeside Club on Deep Creek Lake. 1 hese exclusive properties represent the best on Wisp s mountain 
including view lots on the Lodestone Golt Course, as well as ski access homesites. 


Call Today for a Private Tour of the Wisp Real Estate and the New Lodestone Golf Club 
at (866) 526-9477 or email us at realestate@WispResort.com for details about our 

Exclusive Founders Club 
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REAL ESTATE 

Wup Keanrt Development. In. • I >ecp Creek ljikc • McHenry. Maryland 11541 • WiapKealEalare com 

Obtain the Property Report required by federal law and read It before .lining anything No federal agency haa fudged tin- merit* or value, tl any. ol this property lhla ia not an oiler to resident* of California. New York or New Jeraev or any atate where prohibited by law 
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BOK To Hold 
Monthly Meeting 

The Garrett County 
Board of Education will 
hold its regular monthly 
meeting on Tuesday, Sept 
9, beginning at 4 p m. Fol¬ 
lowing public comment at 4 
pm, the board will meet in 
closed session until 5:30. 

Public agenda topics will 
include action on the Capi¬ 
tal Improvement Plan, a 
preliminary report on the 
general financial audit, and 
discussion on MSA/SAT 
10 data for 2007-08. Also 
to be covered are the revi¬ 
sion of policy — Admini¬ 
stering Medicines to 
Students; revision of pro¬ 
cedure - Guidelines for the 
Administration of Medica¬ 
tion in Schools and Vision/ 
Hearing Screening; and the 
establishment of a new pol¬ 
icy - Vision/Hearing 
Screening Information re¬ 
garding the 2009 Master 
Plan synopsis will be dis¬ 


cussed, and recognition will 
be given to Alice Eary and 
Jean Grose, authors of 
Garrett County Schools of Yes¬ 
teryear 

Time is set aside at 4 and 
7 p m for public comment 
and participation on any 
topic Fhe public is invited 
to attend 

Men Arrested 
On Drinking And 
Driving Charges 

Several drivers were ar¬ 
rested by Garrett County 
sheriffs deputies on drink¬ 
ing and driving charges this 
past weekend. 

Deputies made a traffic 
stop at the Deep Creek fire 
hall parking lot at approxi¬ 
mately 1:43 Friday The 
driver was contacted and 
identified as Patricio Re¬ 
galado Jr., 42, Pembroke 
Pines, Fla. An odor of alco¬ 
hol was detected about his 
person, and he was asked to 
perform field sobriety tests. 

After not performing 


SALEM SPONSORS RECOGNIZED - Officials at 
Maryland Salem's Children's Trust Inc. recently recog¬ 
nized two sponsors of the recent OutSpokin' for Kids’ 
Sake fundraiser. Pictured above, from left, are Donna 
Brenneman, development director for Salem; and 
Nancy Beall, who was named a platinum sponsor. 
Brenneman is pictured below with Howard Strauss, 
DDS, PA, who was named a gold sponsor. 


A Community Prayer 
Service will be held on 

Tuesday, September 9, 
at 7:00 p.m. at the 
Oak Grove Church of 
the Brethren 
on Sang Run 
Road. 

We will be lifting up 
our nation and our 
military in prayer. 
Please come out and 
join us. 


them to the satisfaction of 
tile deputy, RegciiitJu Wds 
placed under arrest and 
charged with driving under 
the influence, driving while 
impaired, negligent driving, 
failure to drive right of cen¬ 
ter, and failure to dim his 


Unfinished 

Business 

Temporarily closed 
for remodeling 

September 8 - October 1 

114 S. 2nd St. • 301-533-4495 


headlights. 

He was taken to the 
Garrett County Detention 
Center to await a bond 
hearing. 

In an unrelated incident, 
Kevin Francis Wehling, 31, 
Annapolis, was stopped on 
Rt 219, south of Glendale 
Road, for failing to drive 
right of center. He was 
charged with DU I, DU1 per 
se, DWI, and failure to 
drive right of center. 

Wehling was later re¬ 
leased on his own recogni¬ 
zance. 

John Aric Wilkinson, 20, 
Frederick, was stopped by a 
GCSO deputy early Sunday 
morning for an equipment 
violation at the intersection 
of Center and Third streets, 
Oakland Upon contact 
with Wilkinson, the deputy 
noticed the odor of alcohol 
and conducted a field sobri¬ 
ety test 

He was placed under 
arrest as a result of his per¬ 
formance on the tests He 
was charged with DU I, 
DWI, and violation of an 
under 21 alcohol restriction. 
He was transported to the 


Garrett County Sheriff’s 
Office, and was later re¬ 
leased pending a bond hear¬ 
ing 

Time Management 
Class To Be Held 
At Garrett College 

"Time Management for 
Managers and Supervisors" 
will be offered on Thursday, 
Sept. 18, from 1 until 4:15 
p.m. at Garrett College by 
the Continuing Education 
and Workforce Develop¬ 
ment Division. Small- 
business consultant Sarah 
Wilt is the instructor. 

This course is designed 
for anyone who manages a 
staff and answers to a 
higher authority. 

"Participants will learn to 
be more productive through 
improved time efficiency," 
said a college spokesperson. 

The four keys to effective 
time management that will 
be emphasized are organiza¬ 
tion, delegation, follow up, 
and evaluation. 

"Participants will learn to 
declutter their offices, or¬ 
ganize daily and weekly 
responsibilities, and handle 
interruptions like a pro," 
said the spokesperson. 

To register or to obtain 
more information, persons 
may contact Continuing 
Education at 301-387-3069 
or Julie Yoder at julic.- 
yoderfa garrettcollege.edu. 

Cindy's Fund 
Poker Run Set 

A poker run to benefit 
Cindy's Fund, a non-profit 
organization that funds 
early cancer detection pro¬ 
grams in Garrett County, 
will take place on Saturday, 
Sept. 13, beginning at JG's 
Pub, located at the corner of 
Mayhew Inn Road and 
Garrett Highway, near 
Deep Creek Lake. 

Registration will begin at 
noon, and the ride will start 
at 1 p.m The entry fee is 
$20 per person. As to what 
vehicles are to be used, 
"anything with wheels 
goes," a spokesperson said 

Entertainment and food 
will follow the run at JG's 
Pub For more information, 
persons may call 301-387- 
6369. 

Course For New 
Supervisors To 
Begin Sept. 23 

The Garrett College 
Continuing Education and 
Workforce Development 
Division will offer "Step¬ 
ping Up to Supervisor" on 
Tuesdays, starting Sept. 23, 
from 6 to 8:30 p.m. on the 
McHenry campus. Vickie 
Wilt will be the instructor. 

This six-week course is 
designed to help up-and- 
coming supervisors, or 
those being considered for 
management positions, to 
smoothly transition into 
their new roles 

The course will cover the 
basic skills of being an effec¬ 
tive supervisor. Participants 
will be instructed on deter¬ 
mining the differences in 
being the supervisor, estab¬ 
lishing authority, and mak¬ 
ing decisions 

The "nuts and bolts" of 
employee relationships will 
include communication, 
asserting oneself, dealing 
with conflict, working with 
others, evaluating perform¬ 
ance, handling discipline 
and terminations, and build¬ 
ing an effective team 


Potential or new supervi¬ 
sors will learn techniques 
that will better prepare them 
for dealing with stress, how 
to plan projects and activi¬ 
ties, time management, 
training, staffing, and much 
more, according to a college 
spokesperson 

For more information or 
to register, persons may 
contact Continuing Educa¬ 
tion at 301-387-3069 or 
julie.yoder/a garrettcollege - 
edu. 

Customer Service 
Course Scheduled 
By Garrett College 

Garrett College's Con¬ 
tinuing Education and 
Workforce Development 
Division will offer "Custo¬ 
mer Service with a Smile" 
on Thursdays, Oct. 2 and 9, 
from 1 until 4:15 p.m., so 
participants do not have to 
miss a whole day at the of¬ 
fice. This six-hour course is 
geared for those who inter¬ 
act with customers on a 
regular basis. 

Students will learn how 
service impacts customer 
satisfaction and loyalty; 
how to determine if they 
offer good customer service 
now; how to build customer 
rapport; and the elements of 
effective phone skills 

The core of the course 
will address skills for deal¬ 
ing with difficult people; 
how to get to the heart of a 
problem, and the eight-step 
process for handling angry 
customers. 

Participants will learn 
how to turn customers' 
problems into opportunities 
for a better relationship with 
the business 

Small-business consult¬ 
ant Sarah Wilt will instruct 
this hands-on interactive 
course 

To register or to obtain 
more information, persons 
may contact the Continuing 
Education office at 301-387- 


Julie 

julic.yoderfa garrettcollege - 
edu. 

Accident Caused 
By Wet Roadway, 
Excessive Speed 

A vehicle accident oc¬ 
curred last Thursday on 
Swallow Falls Road, ap¬ 
proximately 0.2 mile from 
Oakland Sang Run Road, 
when a man lost control of 
his vehicle. 

The operator of the 2007 
Subaru sedan was identified 
as Corey Ray Stonesifer, 18. 
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Te had been traveling north 
on Swallow Falls Road and 
lost control while negotiat¬ 
ing a curve in the roadway. 
The accident was attributed 
to excessive speed, poor tire 
tread, and wet road surface. 

Stonesifer was trans¬ 
ported to Garrett County 
Memorial Hospital by 
Northern Rescue Squad for 
apparent minor injuries 
Oakland Volunteer Fire 
Department assisted at the 
scene. 

No charges were filed by 
the Garrett County Sheriff’s 
Office 
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Alpine Lake 

700 W. Alpine Drive, Terra Alta, WV 
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Located 23 Miles from Deep Creek Lake. MD 

www.alpinelake.com 

Sponsored by the Alpine Lake Properly Owners Committee 
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The Republican 

(LISPS 462-240) 
Postmaster Undeliverable 
copies or change-ot-addrcss no¬ 
tices are to be sent to The Repub¬ 
lican, P.0 Box 326, Oakland, 
MD 21550-0326. 

DONALD W SINCELL 
Editor 

LISA ROOK 
Advertising Manager 
ELLIE PAUGH 
Circulation Manager 
The Republican was established 
in 1877 It is the oldest newspaper 
published in (iarrett County 

Entered at the Post Office at Oak¬ 
land , Maryland 21550, as second class 
mail matter 

The Republican is published by 
the Sincell Publishing Co Inc , every 
Thursday at The Republican Build¬ 
ing, Oakland, at the follow ing rates of 
subscription 

l.ocal /.ones I and 2 
One copy, one year $23.32 

One copy, 6 months $1643 

One copy, 3 months $13.25 

(Includes Mary land Sales Tax) 
Postal/.one3and Beyond 
One copy, one year $24 50 

One copy, 6 months.$1800 

One copy, 3 months.$15 50 

Armed Korces Personnel 
One copy, one year $22 50 

Remittances may be made by credit 
card, bank draft, money order or per¬ 
sonal check to the above mailing ad¬ 
dress 

IMPORTANT When changing 
address, send the old address as well 
as new, allow two weeks for first copy 
to reach new address. 

ADVERTISING DEADLINE: 5 
p m Tuesday Rates made known upon 
application Phone 301 -334-3963 

l etters to the Editor policy: All 
letters to the editor must be signed, 
and must be 400 words or fewer. The 
editor reserves the right to choose 
which letters will be published, and/or 
to require further identification of the 
writer Libelous letters will not be 
printed 

The Republican assumes no fi¬ 
nancial responsibility for typographi¬ 
cal errors in advertisements, but will 
reprint that part ol an advertisement 
in which the typographical error oc¬ 
curs Errors must be reported at once 
Editorial news or advertising mat¬ 
ter originating in The Republican may 
not be reproduced by photographic or 
other means without prior written ar¬ 
rangement with the Sincell Publish¬ 
ing Co Inc 

TELEPHONE 301-334-3963 
FAX 301-334-5904 

e-mail: 

newsruonxu thcrepublicannews.com 
advertisings therepublicannewscom 
Visit our web site at: 

thcrepublicannews.com 
GRANTSVILLE OFFICE 
Telephone & Fax 301-746-8223 
Closed Saturday & Sunday 


members," said Lydia 
Woods, Maryland Humani¬ 
ties Council Grant and 
Community Outreach coor¬ 
dinator. "We look forward 
to receiving applications 
from organizations across 
the state." 

Organizations interested 
in applying for a PNC 
Foundation grant may go to 
www mdhc.org or contact 
Lydia Woods at lwoods@- 
mdhc.org or 410-685-0303. 

For more information 
about the PNC Legacy Pro¬ 
ject, one may go to https:// 
www.pnc.com/legacy/ 
index.html. 


at select PNC Bank 
branches, offering visitors 
insight into bank operations 
of the past and reveals the 
intrinsic relationship be¬ 
tween the banks and the 
local community. 

"This new grant program 
will amplify the stories be¬ 
ing told at the banks, by 
bringing in other voices 
from the community to add 
their perspectives on the 
heritage of their communi¬ 
ties and to develop public 
programs that will stimulate 
discussion among a broad 
audience of community 
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It was announced recently that a relatively large 
group of university/college presidents are advocat¬ 
ing that the legal age for the consumption of alco¬ 
holic beverages be changed from 21 to 18. It is their 
opinion that drinking on college campuses is so ram¬ 
pant anyway among those ages 18 to 20, and that it 
is so difficult to regulate, that the reduction in the 
drinking age seems logical. It is, in some sense, 
throwing in the towel on the issue and hoping that, if 
it is no longer prohibited, maybe students will be¬ 
come more responsible. 

However, other university presidents, including 
Frostburg State University president Dr. Jonathan 
C. Gibralter, feel strongly that such a move would 
absolutely be a mistake, and not in the best interest 
of students. And for that stand, and all of his work 
on the problem of the abuse of alcohol on college 
campuses, Dr Gibralter learned this week that he is 
one of just 18 university presidents in the country 
who has been nominated to receive the $50,000 
Presidential Leadership Award. 

According to the news release about his selection, 
Dr. Gibralter has demonstrated active leadership on 
the issue of high-risk drinking since his presidency 
began at FSU in 2006. The release explains that, by 
re-conceptualizing the way in which his campus 
views the issue of alcohol abuse, he has facilitated 
effective partnerships with students, staff, faculty, 
city residents, and city officials. He has provided 
support for student-led initiatives and was personally 
involved in bringing together on- and off-campus 
law enforcement agencies that has led to a dramatic 
improvement in the sharing of information. 

"As a result, the alcohol issue is no longer viewed 
as a constant source of contention between the uni¬ 
versity and the city of Frostburg. Instead, commu¬ 
nity leaders now actively partner with University 
officials to change the culture of alcohol abuse at 
both the campus and community levels,” said the 
release. 

In this effort, Gibralter created a campus-wide 
Alcohol Task Force that meets twice each semester 
to address various areas of concern. The release goes 
on to say, “By clearly communicating to students 
that he is genuinely concerned about their safety, by 
engaging student leaders in the conversations about 
alcohol, and by dedicating both human and fiscal 
resources to develop programs that will improve 
campus life. President Gibraltar is effectively chang¬ 
ing the culture of alcohol at Frostburg State Univer¬ 
sity.” 

The problem of alcohol consumption on college 
campuses is, in some ways, more serious than ever. 
The National Institute on Alcohol Abuse and Alco¬ 
holism cites more than 1,700 alcohol-related deaths 
among college students each year, with another 
500,000 injuries, 70,000 sexual assaults, and 159,000 
first-year student dropouts because of alcohol and 
other drugs every year. 

These arc the numbers with the legal drinking at 
age 21. It seems that they would only increase if the 
age were reduced by three years. So we extend con¬ 
gratulations to Dr. Gilbralter for this recognition, 
and we thank him for his work in addressing this all- 
important — in some cases, life and death — prob¬ 
lem. 
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rights were severely vio¬ 
lated, and the punishment 
for this crime is not nearly 
as important as what it is 
labeled for her sake and 
how she inteiprets her own 
worth in the future. Instead 
of comforting her, assuring 
her that this is not the way 
others feel in our commu¬ 
nity, and that this behavior 
was deplorable and unac¬ 
ceptable, this incident was 
not taken seriously. This 
made the victim feel like she 
was punched and kicked all 
over again. 

Several people dropped 
the ball here Shame on 
you! 

Ellie Paugh 
Oakland 

Man Arrested 

Continued from Page A-l 

paired, driving with a re¬ 
voked license, driving a ve¬ 
hicle with alcohol in his 
blood in violation of a court 
order, and taking a vehicle 
without the owner’s consent 
with the intent to deprive 
the owner He was taken to 
the Garrett County Deten¬ 
tion Center to await a bond 
hearing The vehicle was 
returned to the registered 
owner. 

Wins Permits 

Continued from Page A-l 
pated by depositing the ma¬ 
terial into the container for 
recycling Perry’s also pro¬ 
vided containers for the col¬ 
lection of aluminum cans. 

Madigan also noted that 
the 2009 Residential Refuse 
Permits will be available to 
the winners and to the pub¬ 
lic for purchase on Oct 1 

For more information 
about the free recycling pro¬ 
gram in Garrett County, 
persons may call 301-387- 
0322 or visit online at gar- 
rettcounty org 

Man Receives 

Continued from Page A-l 

Upole guilty. Upole was 
then sentenced to 18 
months in the Garrett 
County Jail, with six of 
those months suspended 

He will then be on super¬ 
vised probation, with condi¬ 
tions that include paying 
restitution of almost $2,000. 
to the victim for medical 
expenses. 

Upole was arrested and 
charged by Garrett County 
sheriffs deputies in May 
after identifying Upole as 
the person who struck the 
victim while outside an 
Oakland-area business, 
causing injury to the vic¬ 
tim's mouth and teeth 

In an unrelated case, Mi¬ 
chael Christopher Auvil, 27, 
McHenry, admitted to vio¬ 
lating his probation The 
six-month sentence that was 
previously suspended was 
reimposed by the judge 

Auvil had pleaded guilty 


in March to a second-degree 
assault and was placed on 
probation, with conditions 
that included completing 
substance abuse and anger 
management counseling at 
the Garrett County Health 
Department 

Probation officers, how¬ 
ever, determined that Auvil 
had failed to attend sessions 
of both on numerous occa¬ 
sions 

William Henry Green, 
22, Swanton, pleaded no 
contest to violating his pro¬ 
bation and was sentenced to 
60 days in the Garrett 
County Jail Green origi¬ 
nally pleaded guilty and 
was sentenced in June 2007 
for charges of second-degree 
assault and perverted sexual 
practice. Two six-month 
sentences were imposed but 
suspended in favor of proba¬ 
tion Conditions of proba¬ 
tion included having no 
contact with the victim in 
the case 

In March, Maryland 
State Police investigated a 
complaint that Green was 
having contact with the vic¬ 
tim and confirmed the infor¬ 
mation. 

In other Circuit Court 
proceedings this week, Brett 
Anthony Bartlett, 33, Mc¬ 
Henry, pleaded guilty to 
fourth-degree burglary and 
destruction of property 
(DOP) Sherbin then sen¬ 
tenced mm to one year in 
the Garrett County Jail for 
the burglary charge and to a 
consecutive 60 days in the 
Garrett County Jail for the 
DOP charge 

Both sentences were sus¬ 
pended. and Bartlett was 
placed on probation, with 
conditions that include pay¬ 
ing a fine of $500 and resti¬ 
tution to the victim 

Bartlett was charged by 
Maryland State Police in 
April when the owner of a 
business in Friendsville 
found Bartlett inside his 
building. 


Grant Partnership 

Continued from Page A-l 1 

the banks that made up the 
Mercantile Bankshares 
Corp. through displays 
showcasing distinctive arti¬ 
facts, graphic images, and 
videotaped oral histories. 

"Hundreds of individual 
artifacts and rare papers 
have been assessed, creating 
a "cohesive, and meaningful 
collection," said a PNC 
spokesperson "Through 
oral history, the PNC Leg¬ 
acy Project is archiving the 
voices and experiences of 
long-time employees, cus¬ 
tomers, and community 
leaders." 

In addition, museum- 
quality displays are installed 


Care Center, Pythian St., 
Oakland Weigh-in is at 
5:30 p.m., with the meeting 
immediately following. 
New members are welcome. 

Alcoholics Anonymous 
meets every Saturday and 
Sunday at 10 a.m., Monday 
at 6 p.m. and 8 p.m.; Sun¬ 
day, Monday, Thursday, 
Friday, and Saturday at 8 
p.m.; Wednesday at noon 
and Tuesday at 7:30 p.m., 
at the Liberty Club, 125 
Liberty St., Oakland; 
Wednesday at 8 p m. at St. 
Mark's Lutheran Church, 
Oakland; Thursday at 6 
p m at St. Peter's Catholic 
Church, Fourth St., Oak¬ 
land. The McHenry chapter 
of A A meets Tuesdays at 8 
p m. at the Deep Creek 
Baptist Church along Rt. 
219 across from Uno's 

Alcoholics Anonymous 
meets every Thursday and 
Sunday at 8 p.m. at the 
Bayard (W.Va.) United 
Methodist Church, located 
along Rt. 90. For more in¬ 
formation, persons may call 
240-321-3128 and ask for 
Charlie. 

Alcoholics Victorious 

will meet every Thursday at 
6 p.m. at the Liberty Club 
on Liberty Street in Oak¬ 
land. For more information, 
persons may call 301-501- 
1238. 

Al-Anon Family Group 

meets at 125 Liberty Club, 
Oakland (use side entrance), 
every Monday at 8 p.m 
Brucejon Al-Anon Family 
Gfoup meets at Bruceton 
United Methodist Church 
Thursdays at 7 tr.m 

Narcotics Anonymous 
(NA) meets every Wednes¬ 
day at 8 p.m. at the 125 Lib¬ 
erty Club along Liberty St., 
Oakland, 301-334-1298. 

CHURCH 

The White United 
Methodist Church Home¬ 
coming will be held on Sun¬ 
day, Sept. 14 Sunday 


MEETINGS 

The board of trustees for 
the Ruth Enlow Library 

will meet at the Accident 
Library on Thursday, Sept. 
18, at 4 p.m. The public is 
invited to attend. 

The Ladies Auxiliary 
VFW Post 6735 will hold 
its regular monthly meeting 
at the Post Home in Mt. 
Storm, W.Va., on Tuesday, 
Sept. 9, at 7 p.m. All mem¬ 
bers are encouraged to at¬ 
tend 

The Beacon, a peer out¬ 
reach and support service 
for individuals with mental 
illness, meets every Friday 
at Harvey House from 9 
a.m until 5 p.m. 

The TOPS Club Chapter 
379 meets Monday evenings 


at Mtn. Glade Adult Day 

Senior Citizens' Menus 

Community Action's Area Agency on Aging Senior 
Nutrition Program menus for the week of Sept. 8-12 are 
as follows: 

Monday - Grape juice, Salisbury steak, butter beans, 
steamed carrots, pears, whole-wheat bread, 1% milk 

Tuesday - Salad (chefs choice), baked chicken breast, 
rice pilaf, chefs vegetable, fruit cocktail, bran muffin, 1% 
milk 

Wednesday - Pineapple Waldorf Salad, breaded pork 
chop, whipped potatoes, kidney beans, broccoli, kiwi/ 
fruit in season, 1% milk. 

Thursday Tossed salad with low-fat ranch dressing, 
liver and onions, noodles, California blend vegetables, 
bread, fruited Jell-O, 1% milk 

Friday Waldorf salad, cabbage rolls w/ground meat, 
mashed potatoes, mixed vegetables, banana, roll, 1% 
milk. 

Coffee or tea served with all meals. 

Reservations for meals are required Meal reservations 
and cancellations are to be made at the nutrition site or 
senior center prior to the next service day. Reservations or 
cancellations may be made no later than 9 a m on the 
service day if absolutely necessary Individuals who are 
able to give the full cost of the meal are encouraged to do 
so; however, all contributions are welcome Days of con¬ 
gregate meals and telephone numbers of individual sites 
follow: Grantsville Senior Center, Grantsville, Tu, W & 
Th. 301-895-5818; Kitzmiller Community Building, Kitz- 
miller, W, Th & F, 301-453-3445, Mary Browning Senior 
Center, Oakland, M, W & F, 301-334-9431, ext 134; Old 
Mill Restaurant, Gorman, Tu, Th & Sa, 301-334-4865, 
Swanton Community Building, Swanton, M & Tu, 301- 
387-9191; Friendsville Community Building, Friendsville, 
M, Tu & W, 301-746-5300. 

Please note that home-delivered meal clients receive 
the same menus Menus subject to change. Check with 
your site manager if necessary. 

For more information about the Senior Nutrition Pro¬ 
gram, persons may call 301-334-9431, ext. 137. 


School, 10 a.m.; worship, 
11 a.m.; covered dish picnic 
at noon with an afternoon 
program at 1:30 p.m. Sev¬ 
eral special guests will pro¬ 
vide music. All are wel¬ 
come 

MISCELLANEOUS 
The Garrett Area Ladies 
Society (GALS) will hold a 
tea luncheon at Cornish 
Manor Restaurant on Satur¬ 
day, Sept. 13, from noon to 
3 p.m The cost is $20 per 
person, and the RSVP dead¬ 
line is Sept 8. For reserva¬ 
tions, persons may go to the 
GALS web site at www.the- 

t als.org or call Maggie 
cott-Lemak at 301-387- 
7800. 


should not be treated as 
child’s play, and should not 
be labeled as such for the 
dignity of the victim. 

While our country allows 
us the privilege to have dif¬ 
ferent opinions, it also pro¬ 
tects those whose civil rights 
have been violated A hate 
crime is meant to send a 
message to an entire group 
of people, not just to the 
victim While 1 believe both 
the victim and the perpetra¬ 
tor require a healing pro¬ 
cess, acknowledgment must 
be the first step Are we 
afraid of the message this 
crime sends to tourists or 
how it may affect county 
funding, or do we just not 
want to acknowledge that 
we have a problem? 

The oasis from which all 
of our children must drink is 
our school system We 
should utilize this resource 
and make a stronger effort 
to teach them from the be¬ 
ginning to respect all living 
things, and what the conse¬ 
quences are for those who 
choose not to, regardless of 
what they learn at home 
This young lady's civil 


To the Editor: 

On May 5 a young lady 
was followed and brutally 
attacked while walking from 
Southern High School to 
Browning’s Foodland after 
school. The motive for this 
horrible crime was pure 
hate, based on race. 

For the last four months 
I have read and heard in our 
local news countless ac¬ 
counts of juveniles involved 
in accidents, juvenile situa¬ 
tions resulting from poor 
choices, and investigations 
into criminal activities per¬ 
formed by juveniles, but I 
have yet to hear or see one 
single word about this 
crime. There wasn't even a 
police report submitted for 
publication in the newspa¬ 
per, as is usual police proto¬ 
col. 

Even after extensive and 
conclusive evidence proving 
the motive was "hate” was 
made clear to the sheriff's 
office, there was still no 
report released The punish¬ 
ment for a juvenile crime is 
so inconsequential anyway, 
but a crime of such extreme 
hate is very dangerous It 
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On A Bamboo Bike Built For Three, 
Pastors Aim To Ease World Hunger 


by Mary Sincell McEwen 

A unique effort is being 
undertaken by three Lu¬ 
theran pastors, and Garrett 
Countians will be able to 
take part in their quest, or 
rather a "prologue" of their 
quest, on Sept. 15. The 
"Tour De Revs” involves 
three pastors of the West 
Virginia/Westem Maryland 
ELCA (Evangelical Lu¬ 
theran Church in America) 
Synod who are out to make 
a difference, partly by tak¬ 
ing world hunger on as a 
rectifiable problem, and to 
encourage wellness to the 
members of the country's 65 
Lutheran synods. 

Pastors David Twedt of 
Capon North River Lu¬ 
theran Parish, Wardens- 
ville, W Va., Ron Schlak of 
Trinity Evangelical Lu¬ 
theran Church in Charles¬ 
ton, W.Va., and Fred Sol- 
tow of Shepherdstown 
(WVa) Lutheran Parish, 


all bicyclists and lifetime 
athletes, are preparing for 
the ride of their lives, with 
some important goals. In 
May of 2009, the three will 
embark on a three-month, 
cross country, 13,000-mile 
odyssey, riding together on 
a specially made bamboo 
bicycle for three, called a 
"triplet." 

The men will "put foot to 
pedal and seat to saddle" to 
travel across the United 
States and into Puerto Rico, 
working every mile to 
spread awareness of the 
millions of hungry people in 
the world, raise money to 
combat the problem, and 
encourage the people they 
meet to embrace a healthful 
lifestyle. The team of rever¬ 
ends plans to make stops at 
each Lutheran synod in the 
country, as well as make an 
appearance at the 2009 Lu¬ 
theran Youth Gathering in 
New Orleans, La., and Fin- 




Pharmacy Notes 

GREGG'S Pharmacy 

/ppjp\ 20 N. Third St.. 

Oakland. MD 21550 


301 - 334-2197 


Ernest J. Gregg, Jr., PD. • Owner 

Computenzed RX Service • Patient Counseling 
"Your Health Is Our Business" 

Hours Mon -Fri 8:30 a m. lil 9:00 p.m. 

Sat 8:30 a m. til 9:00 p m • Sun & Holidays 6 p.m lil 9 p.m 

Shingle Treatments Reduce Symptom Severity 

Shingles is an infection causes by the varicella zoster virus 
(VZV). a herpes virus The infection typically causes a painful 
red rash. This is the same virus that causes chicken pox, and 
may become active again later in life in persons who have 
previously had chicken pox Symptoms of shingles could 
include tingling, blistering of the skin, itching, fever, and 
headache A rash on only one side of the body is characteristic 
This condition occurs more commonly in older adults, as well 
as persons with weakened immune systems. Decreased 
immunity to infections due to aging may be a contributing factor. 
Although shingles is not contagious, the virus may be 
transmitted to persons who have not previously been infected, 
and could cause chicken pox in the exposed individuals. 

Treatment may consist of antiviral drugs, anti-inflammatory 
medications, and pain relievers. Oral antivirals, such as 
acyclovir, valacyclovir, and famciclovir may be prescribed to 
help decrease the duration and seventy of symptoms. A 
corticosteroid, such as prednisone, may be prescribed to 
decrease inflammation. A herpes zoster vaccine is available for 
prevention of shingles. It is recommended that persons over 60 
receive the Zostavax vaccine. 
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Community, Recreation, Outreach, Winners 

Saturday, Sept. 6 


Art & Wine Festival - Saturday’s festival 
features beautifully handcrafted works by local 
and regional artisans, wine tasting from over 200 
Maryland and national wineries, live music, 
children’s activities and more. For more 
information, please call 888.387.5237. 

Saturday. Sept. 6 


Johnny Staats and the Bluegrass Brand - 

Garrett College, 7.30 pm. Johnny and his group 
perform instrumental and vocal bluegrass. You 
don’t want to miss this performance. $. Contact 

301-387-3082. 

Sunday. Sept. 7 


3-D Archery Shoot - Potomac-Garrett State 
Forest, 7:00 am - 3:00 pm. You pick the time 
that’s best for you and come compete in the 
various classes and get your bow ready to go. $ 
contact 301-334-2038. 

Monday Sept. X 


Film Screening - Join the Garrett County League 
of Women Voters, Garrett College, and public 
health expert Dr. Cynthia Saunders for a 
screening and discussion of Critical Condition, a 
"Point of View" film to be aired later in 
September on PBS. The film is about health care 
systems and cost, access and quality. 

Light refreshments will be available. Call 301 - 
387-3069 or 301-334-9597 for more information. 


What would you like to CROW about? 

'Something to CROW about' is a promotion of 
the Garrett County Chamber of Commerce. To 
submit information, contact Katie Kimraei 
at 301-387-4386 ext. 10 or 
katl e^garrettchamber.com 
Listen to WKHJ, the Train & WMSG 


ish at the ELCA Church¬ 
wide Assembly in Minnea¬ 
polis, Minn., in August of 
next year 

To test out their bamboo 
triplet, as well as their pres¬ 
entation and strategy that 
will be the basis of their 
national message, the pas¬ 
tors are making the 8-day 
prologue trip beginning 
Monday, Sept. 8, in Weir- 
ton, W Va. They plan to 
visit all the churches in the 
West Virginia/Western 
Maryland Synod As several 
Lutheran churches in 
Garrett County belong to 
the synod, the pastors will 
make several local stops on 
Sept. 15 and 16. 

Members of the churches 
will be greeting the pastors, 
providing food, and allow¬ 
ing time for presentations. 
All other interested persons 
may greet the pastors as 
well, or even ride along 
with them for part of their 
Garrett County journey. 

The pastors will reach 
Garrett County on Sept 15 
at approximately 10:45 
a m., when they arrive at St. 
John's Lutheran Church in 
Swanton. They will proceed 
on to Emmanuel Lutheran 
in Bittinger at about 11:30, 
then to Zion in Jennings 
(12:45), and then on into 
Accident. 

At this point, the Shep¬ 
herd of the Hills Lutheran 
Church along with High 
Mountain Sports is encour¬ 
aging local bicyclists to 
meet up with the pastors at 
St. Paul's Lutheran Church 
in Accident They should be 
there at approximately 3 
p.m. The local riders, who 
should be experienced in 
riding on the road, are in¬ 
vited to join the pastors for 
the leg from St Paul's to 
High Mountain Sports, lo¬ 
cated along Garrett High¬ 
way at Deep Creek Lake 
(This is also the location of 
the church office of Shep¬ 
herd of the Hills) 

Those not interested in 
biking the 7-mile trek are 
invited to greet the bikers at 
4:30 p.m. at High Mountain 
Sports 

Members of the commu¬ 
nity are asked to bring 
canned and dry goods to the 
store for the Garrett County 
Food Bank on the day of 
the ride Shepherd of the 
Hills members will then 
deliver the donations to the 
food bank. (For more infor¬ 
mation about the ride- 
along, persons may call 
Beth Johnson of Shepherd 
at 301-387-8547 or Steve 
Green, High Mountain 
Sports, at 301-387-4199) 

The Tour de Revs will 
then continue on into Oak¬ 
land, stopping at St Mark's 
Lutheran Church for din¬ 
ner The pastors will present 
their short hunger relief pro¬ 
gram at St Mark's as well 
Persons who would like to 
attend the dinner and short 
talk may do so by calling St. 
Mark's office (no later than 
Sept 12) at 301-334-2668 
There is no charge, but do¬ 
nations will be accepted for 
Tour De Revs and/or 
World Hunger Relief 

The pastors will then 
move on St John's Lu¬ 
theran Church at Red 
House, where they will stay 
the night in the parsonage 
They will move on Tuesday 
morning, to St John's in 
Aurora and on through 
West Virginia, ending the 
prologue in Morgantown on 
Sept. 16. 

The pastors' inspiration 
for their unusual trek came 
some years ago, when in 
1999 the national ELCA set 
a fundraising goal of $25 


Lutheran World Relief (LWR) is a non¬ 
governmental organization founded in 1945 to re¬ 
spond to the needs of communities devastated by 
World War II. Since then, it has evolved from a re¬ 
lief agency, shipping material resources to war-tom 
Europe, to an agency that works with partners 
worldwide to respond to emergencies, seek lasting 
solutions to rural poverty, and work for peace and 
justice for all. LWR works to promote equity, 
strengthen organizational capacity, and empower 
communities to have a voice in decisions that affect 
their lives, while continually learning to increase our 
impact. Headquartered in Baltimore, LWR works to 
reduce poverty and injustice by helping communities 
increase and expand the resources they need to live 
productive, healthy, and empowered lives. 


THE PASTORS AND THEIR TRIPLET - A trio of pastors whose average age 
will be 60 next year is embarking on a journey of a lifetime. The Tour De Revs will 
tackle world hunger while riding a specially made bicycle, pictured, called a 
"triplet." As a prologue to their national tour, the pastors, whose congregations are 
members of the West Virginia/Western Maryland ELCA (Evangelical Lutheran 
Church in America) Synod, will make a "prologue” tour of all the churches in their 
synod, which include several Garrett County congregations. As part of the two- 
week prologue, the Tour de Revs will travel through Garrett County on Sept. 15 and 
16. See story. The pastors' goal is to help the National ELCA reach a $25 million 
goal for World Hunger Relief. The Tour de Revs are pictured above. From left are 
Pastor Fred Soltow, Connie Twedt (a manager of the tour), Pastor Ron Schlak, and 
Pastor David Twedt. The men will be accompanied by a support van, Twedt noted. 
"We're not going for any Guinness World Record here, but we are indeed going 
where no Lutherans have gone before," Pastor Twedt said, laughing. 


million for its mission, 
World Hunger Relief. 

Pastor Twedt said that 
was also around the time 
that he was involved in the 
ELCA sending of a delega¬ 
tion to Madagascar He 
helped raise money to pur¬ 
chase bicycles for that ef¬ 
fort. 

As all three pastors are 
physically active, they be¬ 
gan to discuss the idea of 
biking across the U.S., "and 
while we do it, we thought 
we could throw out facts 
and figures about poverty 
and hunger issues," Twedt 
said. "There are 854 million 
hungry people in the world 
And it's not just in Third 
World countries There are 
36 million in the United 
States who deal with hunger 
issues every day. We want 
to raise awareness about 
those facts." 

Lutheran World Relief is 
a 63-year-old organization 
with the aim of not only 
relieving the suffering of 
people, but also providing 
sustainable remedies to 
world problems (See inset) 
So far, the Lutheran 
churches have achieved $20 
million of their 1999 set 
goal to tackle world hunger 

"We thought we might 
just be able to finish up that 
remaining $5 million," said 
Pastor Soltow, "and maybe 
even raise more." 

The triplet bike was spe¬ 
cially made for Tour de 
Revs by Craig Calfee, who 
built his first bamboo bike 
11 years ago as a novelty for 
a bike exposition. The trip¬ 
let he is designing for the 
Tour de Revs will be the 
first triplet bicycle made out 
of bamboo 


According to the Tour de 
Revs' web site, bamboo is a 
"readily available, self¬ 
generating, renewable re¬ 
source that leaves no carbon 
footprint " The drive-train 
and components on this 
triplet will be Shimanc- 
Ulterga. designed for dura¬ 
bility and dependability. 
The wheels will be custom 
built to carry the 600 lb. 
payload over the 13,000 
miles of the 2009 tour. 

The message the rever¬ 
ends will deliver to the 
thousands of people they 
visit next year will chiefly 
be that world hunger can be 
eradicated. One-fifth of the 
world's population currently 
consumes 86% of the 
planet's resources, a fact 
that will be repeated by the 
pastors. 

"We are not looking for a 
one-time donation from the 
people we meet," Twedt 
said "We are hoping to 
encourage lifestyle changes. 
Not big ones, though. Even 
if a person would give up 
one fast food meal a month 
and donate that money to 
hunger relief; think of a 
million people doing that, 
every month Millions 
would be raised." 

In the vein of Lutheran 
World Relief, the pastors 
wish to instill change that 
will become habit, to inspire 
wellness among the ELCA 
population, and to encour¬ 
age consistent giving to the 
less fortunate of the world. 

"Ending world hunger is 
an attainable goal," said 
Pastor Soltow. 

In the pursuit of this 
goal, the pastors are setting 
forth the Tour de Revs Do- 
mestique Challenge 


G. Fred Hazelwood DPS 

Family Dentistry 

We are celebrating 25 
years of service. 
Thank you to our 
loyal patients and 
friends. We appreciate 
your confidence in us! 

-Dr. Fred, Sharon, and Deborah 


"A domestique is a bicy¬ 
cle road racer who works 
solely for the benefit of his 
or her team and its leader," 
said Pastor Twedt. "The 
French domestique literally 
translates as 'servant.' 
Uniqqe among athletes, the 
domestique's own perform¬ 
ance is considered unimpor¬ 
tant as long as he/she can 
help the leader achieve a 
better position in the race." 

Although the Tour de 
Revs is not a road race, the 
"revs" said they consider 
themselves domestiques, 
"servants of the One who 
has sent them on this adven¬ 
ture." Therefore, they are 
inviting all who so desire to 
become a domestique and 
enter into a covenant rela¬ 
tionship with them and 
those they intend to help; 
the 854 million people who 
lack adequate food and wa¬ 
ter, clothing, and shelter. 

According to the pastors, 


the Domestique Challenge 
has three expectations: 1 
that the domestique make 
an ongoing monthly contri¬ 
bution of $10 or more to the 
ELCA World Hunger Ap¬ 
peal or a charitable organi¬ 
zation of his or her choice. 
The purpose of the organi¬ 
zation should be to alleviate 
the pain and suffering of 
hunger and poverty, and 
assist in the establishment of 
sustainable lifestyles for 
those served, 2. Commit to 
securing three more people 
within 30 days who will 
promise to do the same; and 
3. Work with advocacy 
groups dedicated to reliev¬ 
ing hunger and poverty is¬ 
sues. 

"Such a commitment 
should not be burdensome 
nor consume an unreason¬ 
able amount of time," Pas¬ 
tor Twedt said. "In fact, it 
should be anticipated with 
enthusiasm knowing that 
one's efforts, when com¬ 
bined with those of family 
and friends, can produce 
results far exceeding initial 
expectations It should also 
be anticipated with confi¬ 
dence knowing one does 
not enter into the challenge 
alone, but is supported not 
only with the help of a fel¬ 
low domestique, but also 
God." 

The pastors have already 
been moved by the response 
to their work, as several of 
the W.Va./W.Md synod 
churches have pitched in to 
support the trip monetarily. 
The congregations were 
invited to host the tour on 
the basis of $1 per mile 
Many are doing so. 

The reverends were espe¬ 
cially touched last June at 
Camp Luther, a weeklong 
camp for the synod's youth 
that is held every year in 
Cowen, W.Va. The camp¬ 
ers were challenged to give 
up one soda or one candy 
bar during the week and 
give that money to Lu¬ 
theran World Hunger Re¬ 
lief The goal was $500. By 
the end of the week, how¬ 
ever, the children, who 
ranged in age from 9 to 18, 
plus the staff, had donated 
to $1,515 40. Thriven! for 
Lutherans matched $500 to 


that amount, making the 
entire donation just over 
$2,000 When the total was 
announced on the last day 
of camp, the pastors were 
moved to tears. Several chil¬ 
dren from Garrett County 
were in attendance. The 
pastors told the campers 
that when they are riding 
across the country next 
year, they will remember 
and be energized by Camp 
Luther 08. 

"When Fred, David and 
I first talked about this ride 
for Lutheran World Hun¬ 
ger, 1 saw it as a wonderful 
event through which we 
could help the Evangelical 
Lutheran Church in Amer¬ 
ica reach its goal of $25 mil¬ 
lion to alleviate hunger," 
said Pastor Schlak "Since 
then 1 have learned a few 
things about hunger. 1 have 
learned that we actually 
have the resources to end 
world hunger in our own, 
lifetime. 1 have learned that 
hunger is around the globe - 
but also in my town of 
Charleston I can ride for 
people on the other side of 
the world, but I can also 
work with and for a food 
bank right here in Charles¬ 
ton. 

"And, I have come to 
appreciate the fact that 
many people my age can no 
longer ride a bike at all, let 
alone make a 12,000 mile 
journey on such a vehicle,” 
the pastor said "Fred, 
David, and I are not riding 
for ourselves, but we are 
riding on behalf of a lot of 
people - people who don't 
have ample food and people 
who don't have ample 
health It is a privilege and 
honor for me to take this 
ride." 

Local persons may do¬ 
nate to Tour De Revs 
through the web site 
(tourderevs.org), or via any 
Garrett County Lutheran 
church. All are invited to 
greet the pastors as they 
travel through the county 
on Sept. 15 


NEED A LIM0 
301-501 -LIM0 

deepereek times com/ll mo 


Your Authorized Comfort Zone Dealer 

1859 Hutton Road, Oakland 
301-334-0762 

Open Tuesday thru Friday 10 to 5 and Saturday 10 to 2 


Come see the Comfort Zone Infrared Heaters and 

Register to Win a 1000 Watt Heater 

Drawing will be held October 31, 2008 Need not be present to win. 


# Infrared Heat is Therapeutic 

Reduces Energy Consumption by 35-50% 
0 Promotes Healthier, Cleaner Air 

The heat exchanger in a Comfort Zone destroys 
bacteria, virus, mold, mildew, and other airborne pathogens 
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Fla , Sharon Jean Nelson, 
Baltimore, Pamela Sue 
Treadaway, Conway, and 
Elizabeth Ann Hargett, 
Chambersburg, Pa ; one 
brother, Joseph Robert 
Kiser, Davidsonville, 18 
grandchildren; and 15 great¬ 
grandchildren 

Friends were received at 
Newman Funeral Home, 
Friendsville, where a service 
was conducted on Wednes¬ 
day, Sept 3, with the Rev. 
Dennis Dawson officiating. 

Interment was held in 
Maryland State Veterans 
Cemetery, Rocky Gap 


OBITUARIES 

BECK, Beatrice M„ 90, 
Bayard, W Va 

BERNARD, Jeremy D., 
20, Oakland 

CASTEEL, Jack N., 86, 
Bayard, W.Va 

GEOGHAN, Agnes A , 
84, Conway, S C. 

GEORGE, Twila D, 
91, Cumberland. 

KIGHT, Mark R . 22, 
Oakland. 

LANDON, Eva L., 72, 
Prince George 

L1NDEMAN, Charles 
W. Sr., 72, Jacksonville, 
Fla. 

LUCAS, Mary F., 79, 
Mtn Lake Park. 

McMANIS, Ray V., 
Calais, Maine. 

MURPHY, Marvin R . 
63, Grantsville. 

SAVAGE, Thomas E., 
78, Oakland 

SHUGARS, Samuel D 
Jr., 85, McHenry. 

SMITH, Madelene C., 
Rockville. 

WILLIAMS, Ralph, 82, 
Bayard, W.Va. 

CHARLES W. 

LINDEMAN SR. 

Charles William "Bill" 
Lindeman Sr., 72, Jackson¬ 
ville, Fla., died Sunday, 
Aug. 31, 2008, at WMHS 
Braddock Campus, Cum¬ 
berland. 

Born Aug. 16, 1936, in 
Meyersdale, Pa., he was a 
son of the late John W. and 
Maggie Mae (Fate) Linde¬ 
man He was also preceded 
in death by three brothers, 
Clyde, Paul, and John Lin¬ 
deman; and three sisters, 
Alberta Brown, Mary Lin¬ 
deman, and Betty Durst. 

He was a truck driver for 
Jacksonville Water Co. 

He is survived by two 
sons, Charles W. Lindeman 
Jr., Salisbury, Pa., and 
Roger Lindeman, Boynton, 
Pa.; one daughter, Rebecca 
Broadwater, Grantsville; 
five grandchildren; and six 
great-grandchildren 

Friends were received in 
Newman Funeral Home, 
Salisbury, Pa., where a ser¬ 
vice was conducted today, 
Thursday, Sepr.. 4, with the 
Rev. Alan Birkby officiat¬ 
ing 

Interment was held pri¬ 
vately. 



manfuneralhomes.com. 
(Paid Obituary) 


— Worth the Drive — 

OLD TAVERN 

ANTIQUES 

4 mi. We»t of Terra Alla, WV 
10-5 Dally: 12-5 Sun S Mon. 
Closed Wad - 788-6002 


MARK R. KIGHT 

Mark Ryan Kight, 22, 
Oakland, died Saturday, 
Aug 30, 2008, at Preston 
County Hospital, King- 

wood. 

Born Sept. 20, 1985, in 
Oakland, he was a son of 
Carl and Marilyn (Colville) 
Kight 

Mark worked at Garrett 
Mine Supply. 

In addition to his par¬ 
ents, he is survived by one 
brother, Steven Aric Kight 
and wife Alisha, Oakland; 
two nieces, Kristen and Ab- 
bigale, Oakland; maternal 
grandmother Lorraine Col¬ 
ville, Oakland; and paternal 
grandfather Sheridan Kight, 
Kitzmiller. 

Friends were received at 
David A Burdock Funeral 
Home, Oakland, where a 
service was held on Tues¬ 
day, Sept. 2, with the Rev 
Donald E Matthews offici¬ 
ating. 

Interment followed in 
Pleasant Valley Cemetery 
(Paid Obituary) 

AGNES A. GEOGHAN 

Agnes A. Geoghan, 84, 
Conway, S.C., and formerly 
of Friendsville and Terra 
Alta, W.Va., died Friday, 
Aug 29, 2008, at Conway 
Medical Center 

Bom Jan. 16, 1924, in 
Glen Allen, Va., she was a 
daughter of the late Charles 
Robert and Grace Gertrude 
(Bellam) Kiser She was 
also preceded in death by 
one brother, Roger Walter 
Kiser; and one sister, Doro¬ 
thy Hope Taylor. 

She was a homemaker 
and member of Laurel Run 
Church of God 

She is survived by her 
husband, Rev Philip Joseph 
Geoghan Jr.; three sons, 
Philip Joseph Geoghan III, 
Myrtle Beach, S C., Charles 
Patrick Geoghan, Keameys- 
ville, W.Va., and Timothy 
Earl Geoghan, Baltimore; 
four daughters, Donna 
Joyce Fournier, Crestview, 






INCREDIBLE 

SWEET CORN 

$4.00 Dozen or $13.50 Bushel 

CALL AHEAD TO ORDER 
BUSHELS FOR FREEZING! 
301 - 501-7649 

301-387-6524 or 301-501-7647 


THOMAS E. SAVAGE 

Thomas "Woody" El- 
wood Savage, 78, Oakland, 
died Thursday, August 21, 
2008, at his residence. 

Born July 28, 1930, in 
Sang Run, he was a son of 
the late Thomas Ward and 
Della Ann (Rodeheaver) 
Savage. He was also pre¬ 
ceded in death by his wife, 
Juanita R "Teed" (Friend) 
Savage, an infant daughter, 
Juanita Marie; three broth¬ 
ers, William, Ward and 
Robert Savage; and one 
sister, Leota Ward 

Mr Savage was a bridge 
foreman for the Garrett 
County Roads Department 
and a member of the As¬ 
sembly of God 

He is survived by three 
sons, Dennis Savage and 
Eric D. Savage and wife 
Tracy, all of Oakland, and 
Steven Savage and wife Val¬ 
erie, Swanton; three daugh¬ 
ters, Connie L. Simmons 
and husband Dave, Mtn 
Lake Park, Diane E. White 
and companion Shawn 
Strawser, Oakland, and 
Teresa A. Hamilton, Swan- 
ton; two brothers, Samuel 
G and Donald L Savage, 
both of Oakland; two sis¬ 
ters, Della Jean Barillo and 
Martha Jane Lawton, both 
of Oakland, 11 grandchil¬ 
dren, Johni, Jaime, Jay, 
Josh, Stephanie, Jonathan, 
Kati, Chelsea, Lane, Brynn, 
and Kade; 12 great¬ 
grandchildren, Zack, Olivia, 
Luke, lan, Eli, Sophie, Jor- 
dyn, Justyn, Jimmy, Jack- 
son, Tucker, and Colton; 
and a very special compan¬ 
ion, Louise Peck 

At his request, his body 
was cremated 

A memorial service will 
be held on Friday, Sept. 5, 
at 7 p m at Newman Fu¬ 
neral Home, Accident/ 
McHenry, with the Rev 
Randy Tichnell officiating. 

Friends may call at the 
funeral home one hour prior 
to the service 

Condolences may be sent 
to the family at www new- 


TWILA D. GEORGE 

Twila Delight George, 
91, Cumberland, formerly 
of West Salisbury, Pa., died 
Monday, Sept. 1, 2008, at 
Golden Living Center, 
Meyersdale, Pa. 

Born Feb. 18, 1917, in 
the Cove, she was a daugh¬ 
ter of the late Harry and 
Reba (Smith) Bowser She 
was also preceded in death 
by her husband, Robert 
George; one son, John; one 
step-grandson; two brothers, 
Charles and Ernest Bowser; 
and one sister, Freda Rei- 
chenbecher. 

She was a seamstress for 
Salisbury and Meyersdale 
garment factories. She was 
a member of the State Line 
United Methodist Church. 

She is survived by two 
sons, Duane George, Wa¬ 
tertown, Conn., and Del 
mas George, Salisbury; two 
daughters, Mary Albright, 
Salisbury, and Wanda Shu¬ 
maker, Cumberland; one 
brother, Merle Bowser, 
Grantsville; three sisters, 
Edith May Yommer, Addi¬ 
son, Pa., and Donna 
Walker and Gloria Reckner, 
both of Salisbury; 18 grand¬ 
children; two step-grand- 
sons; 32 great-grandchild- 
dren; and four great-great¬ 
grandchildren 

Friends will be received 
on Friday from 2 to 4 and 7 
to 9 p m at Newman Fu¬ 
neral Home, Salisbury, 
where a service will be con¬ 
ducted on Saturday, Sept 6, 
at 10 a m., with the Rev 
Scott Shumaker officiating. 

Interment will be in Ad 
dison Cemetery 

Expressions of sympathy 
may be directed to State 
Line United Methodist 
Church or a charity of 
choice 

BEATRICE M. BECK 

& JACK N. CASTEEL 

A joint inurnment service 
was held at Bayard Ceme¬ 
tery on Tuesday, Sept 2, 
2008, for Beatrice M Beck, 
90, Bayard, who died 
Wednesday, Aug 6, and 
Jack N. Casteel, 86, Bayard, 
who died Sunday, Aug 3, 
both at the Oakland Nurs¬ 
ing and Rehab Center, Oak¬ 
land. 

Military honors for Mr 
Casteel were accorded at 
the cemetery by members of 
the various veterans’ organi¬ 
zations in southern Garrett 
County and a detachment 
from Camp Dawson, King- 
wood, W.Va. 

The Fredlock Funeral 
Home, Piedmont, W Va., 
was in charge of arrange¬ 
ments 


HAVE YOU HEARD THE NEWS? 
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Dr. Margaret Kaiser will be joining the staff at 
Mountain Laurel Medical Center. Dr. Kaiser will start 
on September 8, 2008 and will continue to see existing 
patients. Some familiar faces from her office will also 
be joining us. 

To book an appointment with Dr. Kaiser, please 
call the office between the hours of 8:30 am and 
5:00 pm Monday through Friday. 


Family health care for all ages 
Evening hours on TUESDAY 
Discounts based on Income and family size 
Uninsured patients welcome 

888 Memorial Drive, Lower Level 
Oakland, MD 21550 

( 301 ) 533-3300 
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MADELENE C. SMITH 

Madelene "Billy" Cutch- 
all Smith, died on Monday, 
Sept. 1, 2008, in Rockville. 

She was preceded in 
death by her husband, Cpt 
Philip C. Smith Sr. 

She was the loving 
mother of surviving children 
Janey Byram and fiance Jeff 
Gwinn, Philip C. Smith Jr., 
and Richard B Smith. She 
is also survived by 12 grand¬ 
children, Thomas and 
Robert Baker, Barbara 
Vasquez, Christine Byram, 
and Stacy, Jessica, Lisa, 
Chuck, Katie, Michelle, 
Kyle, and Jennifer Smith; 
nine great-grandchildren; 
and one great-great- 
granddaughter. 

A service was held today, 
Thursday, Sept. 4, at 
Snowden Funeral Home, 
Rockville. 

Interment was private. 

(Paid Obituary) 


quest, his body will be cre¬ 
mated 

A gathering to share re¬ 
membrances with family 
and friends will be held at 2 
p m on Saturday, Sept 6, 
at the Mt. Storm fire hall, 
Mt. Storm 

David A. Burdock Fu¬ 
neral Home, Oakland, is in 
charge of arrangements. 

(Paid Obituary) 



ents, Jeremy is survived by 
two sisters, Lisa and Kari, 
and one brother, Kevin, all 
at home; maternal grand¬ 
parents George and Freda 
Rexroad; paternal grandpar¬ 
ents John and Norma Ber¬ 
nard; and many aunts, un¬ 
cles, cousins, and dear 
friends. 

Friends and relatives 
were received at David A. 
Burdock Funeral Home, 
Oakland. 

A funeral service was 
held today, Thursday, Sept. 


4, at the Bernard residence 
on Smouse Road, Oakland 
Jeremy's soul is with 
God - his final resting place 
will be in Garrett County 
Memorial Gardens, Oak 
land. 

Memorials may be made 
in Jeremy's name to the 
Rosenbaum Family House 
of Ruby Memorial Hospital 
or the Leukemia Founda¬ 
tion 

(Paid Obituary) 
Continued on Page A-7 
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RALPH WILLIAMS 

Ralph Williams, 82, 

P Bayard, W.Va., died 
Monday, Sept. 1, 
2008, at his home. 
Born Sept 2, 1925, 
in Fairmont, W.Va., he was 
a son of the late Adolph 
and Mary (Martin) Wil¬ 
liams He was also preceded 
in death by one son, Tho¬ 
mas Williams. 

Mr. Williams worked as 
a lineman for the B&O 
Railroad for 18 years and 
for the Dobin Coal Com¬ 
pany, Bayard, W.Va., for 
the past 30 years 

He proudly served his 
country in the U S. Army 
from 1942 to 1945 

He is survived by his 
wife, Carolyn Williams; 
two sons, Alexander Ralph 
Williams, Uniontown, Pa., 
and Russell Jonathan Wil¬ 
liams, Baltimore; five 
daughters, Rose Mary 
Elizabeth Ruiz, Stafford, 
Va., Sharon Denise Kowal- 
koski, Bayard, Lisa Mi¬ 
chelle Williams, Elkins, 
W.Va., Belinda Lynn 
DeWitt, Keyser, W.Va., 
and Melinda Ann Smith, 
Mt. Storm, W.Va.; two sis¬ 
ters, Nellie O'Callaghan, 
Glen Burme, and Lcatha 
Gee, Kill Devil Hills, N.C.; 
several half brothers and 
sisters; eight stepchildren; 
15 grandchildren; and seven 
great-grandchildren 

At. Mr. Williams' re- 


JEREMY D. BERNARD 

After a valiant battle with 
leukemia, Jeremy Douglas 
Bernard, 20, Oakland, went 
home to be with the Lord 
on Aug. 31, 2008, while 
hospitalized at Ruby Me¬ 
morial Hospital, Morgan¬ 
town, W.Va. 

Bom April 22, 1988, he 
was a son of Doug and 
Vickie Bernard, Oakland. 

After graduating from 
Southern High School in 
2006, Jeremy began an 
automotive technology pro¬ 
gram at Allegany College of 
Maryland and took classes 
at Garrett College. 

He attended Bethel 
United Methodist Church. 
Jeremy loved outdoor ac¬ 
tivities and farming and 
enjoyed going to antique car 
shows and restoring trac¬ 
tors. 

In addition to his par- 


4W*b Preston County Inn 

Iggg wr Since 1 857 

Tine Food, Spirits and Lodging 

LUNCH: Moiulay-Saturday 11:00-2:00 ♦ Banquet Facilities 

♦ Off Site Catering 

♦ Patio Dining 

Monday: 1 1 Price Any Bottle of Wine w/purchase of 2 Entrees 
Tuesday “Surf & Tiirf” 8 oz. Top Sirloin & 12 Shrimp S1S.9S 
Wednesday: Senior Citizens' Night - Vi Price Entree for Seniors 
Thursday: All-You-Can-Eat Snow Crab Legs 121.95 

Phone 304-329-2220 Fax: 304-329-4630 

112 West Main Street, Kingwood, WV 

Jean-Manuel & Deborah Guillot, Proprietors 


DINNER Monday-Saturday 5:00-9 00 
SUNDAY BRUNCH BUFFET: 10:00-2:00 


TRI STATE 
MEMORIAL CO. 


Main office in Piedmont, WV 

1-800-924-6701 

1 wtl J AM ! J 

Area Kepresentauves: 

Marsha Swauger 
Grantsville, MD 

301-895-5764 





ARFD 






Amy Custer 
Oakland, MD 

301-334-1139 


Tbp quality Granite, Marble, 8t Bronze 
Personalized Memorials -- Duracolor Etchings 

Expert Design & Superior Workmanship 


Patty Zimmerman, 
Consultant 

Custom 
Draperies 

Blinds 

Shades 

Bedcoverings & 
Accessories 

Free In-Home 
Shopping Service 

301-689-9009 

1-800-427-7900 




Decor 

Fabric (f Home Furnishings By: 

Ralph Lauren * Martha Stewart 
Robert Allen * Duralee 
Waverly Home Fashions & Fabrics 
Carole/Van Roberts 


38 Broadway, Frostburg, MD 
Mon.-Fri., IO a.m. - 5 p m. 
Saturday by appointment only 


VISA 


with 

the 


u I y ve got a 

banker 

power 

niWdone.” 


My Bank actually took time to learn about my business -- so 
when I need something they're already a step ahead. I get 
smart ideas and the right answers... fast! 

My banker is Julie Peterson, Commercial Lender, 
and My Bank is First United. 


Dr. Jim Jones, Optometrist 
Regional Eye Center 

My Bank First United Customer Since 1983 


y, / / 

tflu&ct' 1 */ 

7 DELIVERS 

SOLUTIONS 


My Bank Delivers SOLUTIONS 1 
... Does Yours? 


'^rWaFIRST UNITED 



( 301 ) 334-9471 

www.mybank4.com 

Oakland | Mid Towns | My Bank Express 
Deep Creek Lake | Friendsville | Grantsville 
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^Register V. 
) to win a 

QUEEN SIZE 
MATTRESS 
^ SET! r- 


Wear your pajamas & 
receive BIGGER savings! 

" Garrett County's Largest Mattress 


uiana tentrall 


OBITUARIES 

Continued from Page A-6 


SAMUEL D. 
SHUGARS JR. 

Samuel David Shugars 
’ 85, McHenry, 

died Saturday, Aug 
30, 2008, at Garrett 
County Memorial 
Hospital, Oakland. 

Bom April 26, 1923, in 
Shippensburg, Pa., he was 
the son of the late Samuel 
David Shugars Sr. and 
Anna Zinn Shugars. He was 
also preceded in death by 
one son, Forrest Shugars; 
two sisters, Virginia S. Grif¬ 
fin and Helen Spence; and 
one sister-in-law, Gladys 
Wood. 

Mr Shugars grew up and 
attended school in Han¬ 
cock. He served in the 
Army Air Force, 302nd 
Fighter Squadron, as a staff 
sergeant and air traffic con¬ 
troller in Iwo Jima He also 
was a swim instructor while 
stationed in Hawaii 

He worked for 42 years 
as an engineer for Penn 
Central & Conway Railroad 
while living in Hagerstown 
After retiring from the rail¬ 
road, he moved to Deep 
Creek Lake, Oakland, in 
1987. From 1987 until 2002, 
he was the property man¬ 
ager at Red Run & Ski Har¬ 
bor condominiums He 
loved to dance and travel 


He was a member of 
Christ Reformed Church, 
Hagerstown, the VFW Post 
695, Redmen, the Eagles 
Club Inc , the Brotherhood 
of Locomotive Firemen and 
Engine Men, and the 
United Transportation Un¬ 
ion. 

He is survived by his 
wife, Goldie M (Wood) 
Shugars; one daughter, 
Susan M Langenstein and 
husband Chuck, Hagers¬ 
town; one stepson, Mitchell 
Forsyth and wife Diane, 
Havre, Mont.; three grand¬ 
daughters, Tammy S. Ar¬ 
nold and husband Rusty, 
Hagerstown, and Ashley 
Forsyth and Jennifer For¬ 
syth, both of Havre; one 
great-grandson, Logan M 
Arnold, Hagerstown; two 
brothers-in-law, James 
Wood, Hagerstown, and 
Robert Wood, Frederick; 
niece Veronica (Ronnie) 
Eighelberger; and four 
nephews, Paul Steven Grif¬ 
fin, David Ragan Griffin, 
David Spence, and Jeff 
Spence. 

Friends were received at 
David A Burdock Funeral 
Home, Oakland, and the 
Minnich Funeral Home, 
Hagerstown, where a ser¬ 
vice was held this morning, 
Thursday, Sept 4, with the 
Rev. Greg Meserole officiat¬ 
ing 

Interment with military 
honors was held at Cedar 
Lawn Cemetery 

(Paid Obituary) 

MARY F. LUCAS 

Mary Frances (Streets) 
Lucas, 78, Mtn Lake Park, 
died on Wednesday, Aug 
27, 2008, at Oakland Nurs¬ 
ing and Rehab Center 

Bom on Sept 8, 1929, in 
Bloomington, she was a 
daughter of the late Delbert 
and Barbara Streets She 
was also preceded in death 
by an infant sister in 1931; 
and two brothers, Delbert 
Jr. in 2000 and Richard 
Lee, in 2006. 

She was Protestant by 


Trailers! Trailers! Trailers! 


ATV Trailers, Utility Trailers ef all sites! 
HORSE AND LIVESTOCK 

DUMP TRAILERS & ENCLOSED TRAILERS 

We service what we sell! 

GARRETT AUTOMOTIVE LLC 
301-387-6148 

Trailers!_ JYaHers!_ _TraUers!^ 


Come Join Us! 




Ccifc 


Sowr«t°9' w 

S 5-.00-8-.30 <*•«*• ^ 

Featuring a Live DJ, Karaoke, 
and Fun For All Ages at the 

Kitzmillcr Company Store 

Kitzmiller, MD 


For questions contact us 
ot 301-453-3377 


Adorable 

Adoptables 


RAY V. McMANIS 

A memorial service will 
be held for Ray V. "Rick" 
McMams, Calais, Maine, 
on Friday, Sept 12, at 4 
p.m. at St Matthew's Epis¬ 
copal Church, Oakland 
Come to remember, be 
with friends and family, and 
please dress in whatever 
feels comfortable 

(Paid Obituarv) 

Subscribe lo The Republican 


Obituary Policy 

The Republican reserves 
the right to edit obituaries to 
conform to the guidelines 
established by the editorial 
department The publishing 
of obituaries is a compli¬ 
mentary service. 

Those individuals wish¬ 
ing to have an unedited obi¬ 
tuary published may do so 
for a per-column-inch 
charge. 
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DOGGEDLY WAITING FOR HOMES - The male 
beagle pictured above left was picked up along 1-68 
near exit 64 still wearing his electronic collar. His 
owners may claim him at the Garrett County Animal 
Shelter. If not, he will be available for adoption. Sev¬ 
eral other canines are also at the shelter, including the 
small brown one pictured above right. "This mix breed 
would give you lots of love in a small package, if you 
have the time and energy to take care of him," said a 
Humane Society spokesperson Below left is Ozzie. a 
male black Lab mix. His owners gave him up because 
he likes to chase cars and bikes. "He's a nice boy who 
would benefit from a fenced-in yard or a leash," said 
the spokesperson. Also looking for a home is a female 
black Lab mix that was picked up in Pleasant Valley 


without any identification tags. She is said to be sweet 
and gentle. "These and other dogs and cats are avail¬ 
able at the county shelter this week," noted the 
spokesperson. "For the last two weeks, many, many 
dogs have been brought in or picked up by Animal 
Control. The shelter can only accommodate 12 dogs, 
so please make sure your dog has a rabies tag and 
dog license so it can be traced back to you as soon as 
possible. The shelter was so full last week that HART 
took several dogs to rescue in order to save their 
lives. There are several nice young cats waiting to be 
adopted as well." Open Monday through Friday, the 
animal shelter is located along Oakland Sang Run 
Road. For more information, persons may call 301- 
334-3553. 
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f*arm Credit has great people with 
service on their mind and a smile 
on their face. 

We've been providing financing to 
Oakland farmers and homebuyers 
for more than 90 years. 


F.J. Grady 
Loan Officer 
fjgrady@agfirst.com 


Much more than good rates... 


We Make Loans For: 

□ Home* 6c Estates 
□ Farms 6c Farmettes 

□ Land 6c Construction 
□ Livestock 6c Equipment 

□ Bams 6c Facilities 

mt I Hi. 


_ 


Call or tlop 
by today. 
We're here 
to auist 
you with 
at! your 

financial 

TJ{* • HE 

*1 


4XFarm Credit 

Country Mortgages f ’ 

301-3.34-8542180(V2%4554 

fnrmrr«lilnfvirainia« rnm 


GRANTSVILLE 

STOCKYARDS 

Market report for Satur¬ 
day, Aug. 30, 2008. 

Stock Steers and Bulls 
(200-500 lbs), $70-101. 
Stock Heifers, $50-88 
Slaughter Steers, good to 
choice, up to $85; medium 
to good, $55-83.50. Holstein 
Steers, good, $54-70; light, 
up to $65. Slaughter Heif¬ 
ers, good to choice, up to 
$83; medium to good, $55- 
76. Bulls, heavy, $60-62.50; 
light, $60-80. Cows, utility 
(Hoi-steins), $55-60; can- 
ners, $45-54; culls, $44 and 
down. Bob Calves, $50 & 
down Holstein Bull Calves, 
return to farm (90-120 lbs ), 
up to $55. Holstein Heifer 
Calves, return to farm, up to 
$200. Beef Cross Calves, 
return to farm, up to $85. 

Hogs top quality up to 
$63; heavy, up to $62; light, 
$20-60; feeder pigs, by head, 
up to $45. Sows, up to $49. 
Male Hogs, $3-25 

Lambs (70-85 lbs ), up to 
$115; (85-125 lbs ), up to 
$110; (30-60 lbs.), up to 
$121; culls up to $60. 

Sheep, up to $50; fat 
sheep, up to $35 

Goats, large, by head, 
$60-100; medium, by head, 
$25-60; small, by head, $10- 
40. 


FRIEND’S 

STOCKYARD INC. 

Market report for Mon¬ 
day, Sept. 1, 2008. 

Stock Steers and Bulls 
(200-500 lbs), $75-104; 
Stock Steers (700-850 lbs ), 
$80-96; Stock Heifers, $60- 
91 Slaughter Steers, good 
to choice, $94-98; medium 
to good, $82-93.50; heavy 
choice (over 1,450 lbs ), 
$75-85 Holstein Steers, 
heavy choice, $62-83; light 
(500 to 600 lbs.), up to $72. 
Slaughter Heifers, good to 
choice, $90-97; medium to 
good, $80-89; utility, 
$55.75-74.50. Bulls, heavy, 
$57-70; light, $50-64. Cows, 
utility, $50-61; commercial 
to good, $42-54; culls, $44 
and down Veals, good to 
choice, $50-94.25; medium 
to good, $50-67. Bob 
Calves, $50 and down. 
Holstein Bull Calves, return 
to farm (85-120 lbs ), up to 
$80. Holstein Heifer Calves, 
return to farm (85-120 lbs ), 
up to $425. Beef Cross 
Calves, return to farm, up to 
$98. 

Hogs, top quality, up to 
$57. Sows, up to $38.50. 

Lambs, choice, up to 
$107 

Goats, choice (by head), 
$25-75 

Livestock prices are all 
given per hundredweight. 


faith. 

She is survived by her 
children, Janet Sanner, At 
lanta, Ga., James Lucas, 
Grapevine, Texas, Thomas 
Lucas, Somerset, Pa , and 
Robert Lucas, Moorefield, 
W.Va ; two sisters, Alice 
Magruder, Midland, and 
Shirley Perando, Old Fields, 
W.Va.; 11 grandchildren, 
and six great-grandchildren 
Friends were received at 
Boal Funeral Home, Wes- 
ternport, where a service 
was conducted on Saturday, 
Aug. 30. 

Internment was held in 
Bloomington Cemetery, 
Bloomington 
MARVIN R. MURPHY 
Marvin Russell Murphy, 
63, Grantsville, died 
Sunday, Aug 31, 
2008, in his home. 
Born Feb 17, 1945, 
in Swanton, he was a son of 
the late Glen and Grace 
(Handwerk) Murphy He 
was also preceded in death 
by one brother, Alvin 

He was a tire builder for 
Kelly Springfield Tires and 
a custodian for the Garrett 
County Board of Education, 
from which he retired He 
was a U S. Army veteran, 
having served in the Viet 
nam War He was a mem¬ 
ber of the Church of God 
He is survived by his wife 
of 42 years, Beverly Ann 
(Sines) Murphy, whom he 
married on Nov 26, 1966, 
two sons, Marvin Glen 
Murphy and Michael Sean 
Murphy, both of Frederick; 
and one sister, Thelma 
Brant, McHenry 

Friends were received at 
Newman Funeral Home, 
Grantsville, where a service 
was conducted on Wednes¬ 
day, Sept 3, with the Rev. 


Owen H Preston official 

mg 

Interment was held in 
Murphy Cemetery. 

EVA L. LANDON 

Eva L. Landon, 72, 
Prince George, widow of 
Frederick W Landon, Sr . 
passed away on Thursday, 
Aug. 28, 2008. 

Born in West Virginia, 
she was a daughter of the 
late Russell P. and Gladys 
Gibson Skidmore. 

She was a member of 
First Baptist Church in 
Hopewell, W Va 

Mrs Landon is survived 
by one son. Frederick W 
Landon Jr and wife Con¬ 


nie, Prince George; one 
daughter, Pamelia S Henry 
and husband David, Prince 
George; seven grandchil¬ 
dren, Jennifer Landon- 
Neubauer and husband 
Jens, Germany, Jonathan F 
Landon Sr. and wife Kim¬ 
berly, Samantha J. Landon, 
Jessica C. Reiter, David 
R Henry Jr., and Angela 
J. Henry, all of Prince 
George, and Jeremy W 
Reiter, Hopewell; three 
great-grandchildren. An¬ 
drew Landon Sundbeck, 
Henrico, and Jonathan F 
I andon Jr and Ian P. 
Landon, both of Prince 
George; one sister, Hazel 
Nazelrod. Newport News, 


W Va.; three brothers, Pat¬ 
rick Skidmore and wife 
Vonda, West Virginia, Rus¬ 
sell P Skidmore Jr. and 
wife Doris, Newport News, 
and Ronnie Skidmore and 
wife Darlene, Maryland; 
nephews Patrick and Rich¬ 
ard DeWitt, Newport 
News; nieces Robin Clutter 
and Amy Thomas, Mary¬ 
land; and numerous other 
nieces and nephews 

A celebration of her life 
and "A Time to Remember" 
were held on Sunday, Aug. 
31, at Greenfield Senior 
Living. Petersburg, Va. 

Condolences may be sent 
to www.jtmorri.ss.com. 

(Paid Obituary) 
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CATTLE SALES 


FRIEND'S STOCKYARD 

376 Stockyard Rd., Accident, MD 

(Exit 14A. off 1-68,1 mile S on Rt 219, turn right onto Stockyard Rd 

Saturday, Sept. 20 
& Saturday, Oct. 18 

SALE STARTS AT 7:00 P.M. 

We will accept all types of cattle, 
calves and yearlings at each sale 
CATTLE MUST BE IN STOCKYARD BY 5 p.m. 
Either buying or selling, t hese will be 
the s ales you won’t want to mis s! 

For more information, call 

301 - 746-8178 
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MATTRESS mqjc 


301-387-7810 

Market Square, McHenry, MD 

Next to Foodland Fresh 
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Social 


Mi. Mdtcxy Wedi M%. :Uivmtuf 
Jtt .Hvi'pci .' JiCand Cexetnony 



Regina Cheryl Hillery 
and Herbert "Fuzz" Harvey 
were united in marriage on 
April 12 at the home of 
Pamela and Phillip Jones in 
Fishing Creek on Hooper's 
Island The ceremony was 
conducted by Pastor Joseph 
Kelly. 

The bride is the daughter 
of Harold B Hillery, King- 
wood, W.Va., and the late 
Wilda Eagle Hillery. The 
groom is the son of the late 
Albert and Ruth Wrights- 
man Harvey. 

Cheryl graduated from 
Kingwood High School in 
1975; Garrett Community 
College in 1990, with an 
associate's degree in busi¬ 
ness; Allegany College of 
Maryland in 1992, with an 
associate's degree in nurs¬ 
ing; and the University of 
Phoenix in 2003, with a 
bachelor's degree in nursing 

She has been employed 
at Garrett Memorial Hospi¬ 
tal for 16 years, working as 
a staff nurse, a clinical coor¬ 
dinator, and, currently, in 
the Intensive Care Unit 

Fuzz graduated from 
Southern High School in 
1967. He is a shop foreman 
for Mettiki Coal Corpora¬ 
tion LLC, where he has 


been employed for 29 years. 
The groom is a certified 
electrician and a member of 
the Masons and Elk Lodge. 

Attending the couple's 
wedding ceremony were 
Pamela and Phillip Jones, 
who served as matron of 
honor and best man, and 
their daughter, Coty L 
Jones, who was the photog¬ 
rapher Also at the event 
were Mark and Teresa 
Flowers, Jacqueline and 
Allen Smith, and Cheryl 
and George Snyder. 

The bride carried a nose¬ 
gay that Pamela made from 
her flower garden All wed¬ 
ding arrangements were 
made by Pamela and Cheryl 
Snyder 

The newlyweds were 
honored with a complimen¬ 
tary dinner at Ole Salty's 
Restaurant by the Joneses 

Following the dinner, the 
Snyders hosted a reception 
at their cottage. The wed 
ding cake was brought by 
boat from Smith Island by 
Allen Smith 

After the reception, Fuzz 
and Cheryl spent their hon¬ 
eymoon night at the Snyder 
home The couple are plan¬ 
ning an extended honey¬ 
moon at a later date. They 


reside in Pleasant Valley 

The newlyweds have five 
children Brenda Sue More¬ 
land (husband Paul More¬ 
land) and Jason Edward 
Harvey (Alicia Dewitt Har¬ 
vey), Oakland; and Julia 
Lynn Pyles (Junior Pyles), 
Jason Scott Keller (Caroline 
Sypolt Keller), and Lori 
Beth Keller, Kingwood. 

The Harveys also have 
10 grandchildren 

Marriage Permits 
Recently Issued 

Six couples recently ap¬ 
plied for their marriage li¬ 
censes, according to Son- 
dra R. Buckel, clerk of the 
Garrett County Circuit 
Court. 

Adam Lynn Brenneman, 
24, Swanton, Katie L.ynn 
Sweene, 24, Mt. Savage. 

David James Capps Jr., 
27, and Jessica Elizabeth 
Bittner, 25, both of Freder¬ 
ick. 

Joseph Henry Brenne¬ 
man, 25, Rochelle, Va., and 
Michelle Renee Yoder, 24, 
Grantsville. 

Neil Clark Delaney, 33, 
Horse Shore Run, W.Va., 
and Rachel Ellen Vance, 20, 
Swanton. 

Brendon Craig Perry, 33, 
and Lisa Marie Line, 35, 
both of Carlisle, Pa. 

Michael Wayne Penning¬ 
ton, 27, Mt Storm, W.Va., 
and Stephanie Mae Win¬ 
field, 23, Hyndman, Pa. 



New Arrivals 


The births of twin babies 
were announced this week, 
a girl and a boy. 

Twins, Kane Richard, a 
boy, and Peyton Grace, a 
girl, were born to Steve and 
Morgan (Rodcheaver) Ed¬ 
wards, Oakland, on Aug. 27 
at Garrett County Memo¬ 
rial Hospital. 


FRIENDSVILLE NEWS 


BLOOMING ROSE 
UNITED METHODIST 
CHURCH 

The Brotherhood will 
meet at the Blooming Rose 
Church next Tuesday, Sept 
9, at 6:30 p.m. 

On Saturday, Sept 13, 
Blooming Rose Church will 
be holding a yard sale and 
bake sale at the church from 
9 a m to 3 p.m. All dona¬ 
tions of yard-sale items, 
homemade crafts, or baked 
goods will be appreciated 
FRIENDSVILLE 
UNITED METHODIST 
CHURCH 

Confirmation classes will 
be held this Sunday, Sept 7, 
at the parsonage from 6:30 
to 8:30 p.m. 

A charge worship service 
will be held Sunday, Sept 
14, at Friendsville Commu¬ 
nity Park, beginning at 
10:30 a m. A covered-dish 
dinner will follow at noon. 

Bible study will begin 
Monday, Sept. 15, at the 
parsonage at 7 p.m., and 
will be held again on Tues¬ 
day, Sept 16, at 9 a m. The 
study will center on the 
book of Ezekiel 

The women of the 
church will hold a meeting 
next Monday, Sept. 8, at 7 
p m at the church. 

The women of the 
church and their guests will 
be going to Santa Fe Grille 
next Wednesday, Sept 10, 
at 6 p.m. Those planning to 
attend are asked to let Carol 
Frazee know by Monday, 
Sept. 8, so that reservations 
can be made. 

SOUP SALE 

The Friendsville United 
Methodist Church will hold 
a homemade soup sale on 
Friday, Sept 19, at the 
church at 5 p.m. The soup 
of the month is vegetable 
soup and the meal consists 
of soup, bread, and dessert 
Persons may eat in or take 
out. Soup will also be sold 
by the pint or quart. Noon¬ 
time deliveries will be made 
upon request. 

MEMORIAL SERVICE 
SET 

Woodmen of the World 
Lodge 45 will host its an¬ 
nual 911 memorial “In 
Honor and Remembrance" 


ceremony next Thursday, 
Sept. II, beginning at 6 
p m at Friendsville Com¬ 
munity Park The public is 
invited to attend Refresh¬ 
ments will be served follow¬ 
ing the ceremony. 

DRUG PROGRAM 
SLATED 

Garrett County’s Today 
is the Day for parents to talk 
to their children about drugs 
will be held Friday, Sept. 
12, from 7 to 9 a m. in front 
of S&S Market Everyone 
involved will be asked to 
take a stand against drugs in 
the community. For more 
information, persons may 
contact Kecia Smith at 301 - 
746-5230 

GRANDPARENTS 

CELEBRATION 

The Friendsville Com¬ 
munity Watch will host its 
annual Grandparents Cele¬ 
bration on Friday, Sept 19, 
beginning at noon at the 
Friendsville Community 
Park pavilion. The event 
will include a free chicken 
dinner, games, door prizes, 
and fellowship Those plan¬ 
ning to attend are asked to 
telephone Sharol at 301- 
746-5601 or Kecia at 301- 
746-5230. 

VANSICKLE REUNION 
HELD 

The VanSickle reunion 
was held Sunday, Aug 31, 
at the Macedonia Farm, 
with 130 family and friends 
attending. A picnic lunch 
was shared. 

Samuel VanSickle had 


five grandsons named for 
him, four of whom were 
present and presented a pic¬ 
ture of them with their 
grandfather taken many 
years ago Many prizes 
were awarded Lloyd Jack 
VanSickle was the oldest 
man present. I he oldest 
woman present was Loretta 
Zirkle Patrick Sines re¬ 
ceived the 12-16-year-old 
award Amber Lowdermilk 
received the "little kids" 
award. The youngest girl 
present was Olivia Riden¬ 
our. 

David Thomas won the 
quilt and the rocking chair. 
Mary Jane Yoder donated 
two family-tree photos, 
which were auctioned by 
David Griffith and Lloyd 
VanSickle Highest bidders 
were Ruth Ann Fox and 
Betty Frantz. 

There are three of the 
Samuel VanSickle children 
living 1 hey are Amanda 
Lowdermilk, Lloyd Jack 
VanSickle, and Ray Samuel 
VanSickle All three still 
reside in the local area and 
were in attendance. 

The 2009 reunion will be 
held on Labor Day Sunday. 

Sept. 11 Dinner 
Set In Bittinger 

Woodmen of the World 
Lodge 68 will host an 
"honor and remembrance" 
pot luck dinner on Thurs¬ 
day, Sept 11, at 6:30 p.m. 
at the Bittinger fire hall. 

A short program will 
follow the dinner. 


THANK YOU 
ACCIDENT GARAGE 

for purchasing my 
2008 Market Swine. 

It was greatly appreciated. 
Hope to see you next year! 


Thanks to my back-up bidders! 



HUSKY 


YEARBOOKS AVAILABLE 

Students who graduated last year may pick up their 
yearbooks after school in the library on Wednesdays from 
3:30 to 6 p.m, starting Sept. 10. Current students may 
also pick up yearbooks for graduates during lunch this 
week or in Room 216 before school. There is also a lim¬ 
ited number of extra yearbooks, which may be purchased 
for $72.08, including tax 

COLLEGE-BOUND JUNIORS 

The PSAT test will be given on Wednesday, Oct 
15, to interested, college-bound juniors. This is the same 
test that sophomores are given each year as part of the 
career development program. Juniors may choose to re¬ 
take the test. Students are reminded that this test can be 
used as practice for the new SAT test, and scores from the 
student’s junior year only are eligible for participation in 
the National Merit Scholarship Competition programs. 
(Scores from the sophomore year are not eligible.) To re¬ 
take this test, juniors must register by paying a $13 test fee 
in the Counseling Center This is a fee charged directly by 
College Board. Checks may be made payable to Northern 
High School. The deadline for juniors to register for the 
PSAT is Wednesday, Oct. 8. 

DANCE 

The senior class is holding a casual dance after the 
football game on Friday, Sept. 12, from 9 to 11 p.m. The 
cost is $5 for admission. 

GIRLS’ VARSITY 

Any senior or junior who has earned her letter in a 
fall, winter, or spring sport and would like to join girls’ 
varsity should see Mrs. Umbel before Monday, Sept. 8. 



RYAN 

DOERR 


THANK YOU 

Glotfelty Enterprises and 
Deer Park Sportsman’s Club 

Each donated half a 
beef to the Deer Park 
Community Volunteer 
Fire Department. 

Your generosity 
is greatly appreciated! 























GA6661473R 


GA6852403R 


GA6842618R 


301 - 387-2000 


PRICE CHANGES 


NEW OFFERINGS 


#1 Gfarrdt Conn 


PERGIN FARM 

350' lakefront, 2 private docks, 
guest house ♦ more 
GA6849578R $3,200,000 


HAZELHURST LAKEFRONT 

3 BR. 3 Bath, level lakefront, 
oversized garage & more 
GA6843073R $924,900 


LAKEFRONT 

You will love the pnvacy of this . D 

level wooded lot with tree lined GA6852244K 
drive 5 bedroom/3 Bath home 
with 3 Acres & 307' lakefront 
Home in excellent condition. 

Large screened porch to add to 
your outside space 
GA6855250R $2,950,000 


NORTH GLADE HILLS 

Located in the south-eastern 
part of beautiful Deep Creek 
Lake, this 3 acre wooded 
homesite offers you pnvacy & 
lake access with boatslip Perc 
approved 4 ready to build! 
GA6849308R $249,900 


COMMERCIAL/RESIDENCE 

Three bedroom home on 4 7 
acres with 526' of frontage on 
219 Possible commercial use 
and/or business location 
Small barn, public water and 
just minutes from 68 Survey 
completed August 2008 
GA6858164R $479,000 

GA6858183R $479,000 


LAKE FRONT HOME 

Level lakefront with excellent 


$889,000 


PRITTS ROAD LAKEFRONT 

One level 5 Bedroom cottage 
with 100 feet of Lake frontage 
GA6843080R $749,900 


ABOVE AND BEYOND 

This 6.500 square foot home is 
above 4 beyond in every way 
Filled with custom features, 

,i't ‘ h'cathtHkmq Like 

views lush landscaping, a 
detached carnage house for 

plenty of garage MANY POSSIBILITIES 
space for toys 4 bedroom home on 16 acres 

GA6855678R $1,599,000 with many possibilities 

GA6788890R $650 000 

50 AC ON STOCKSLAGER 

50 Acres as a pnvate estate or 

develop THE WILLOWS 

GA6844858R $1,225,000 One of the most desirable 

condominiums on Deep Creek 
Lake Park like lake front 
setting Single boat slip 4 
pavillion 3 Bedroom/2 5 Bath 
Located within walking 
distance to restaurants 
Fireplace 4 2 decks 
GA6854146R $589,000 




WOODED 4BR LAKEFRONT BOULDER RIDGE 

4 Bedroom 100'Lakefront with Premier ’ski-out" lot close to 
2 Masters, fireplace, hot tub Whitewater course 1 

r,Ar,ft 4 H«iHfiR *1 150 000 GA6843138R 


LAKE/SKI SLOPE CONDO 

Villages of Wisp Lake 4 Ski 
Access Townhome #13 
Winding Way has a very nice 
private setting In the summer 
time enjoy the dedicated Lake 
Access area Excellent tum 
key condition with recent 
upgrades! 

GA6850772R $335,000 


CARMEL COVE 

Spacious 5 bedroom home 
with assigned boat slip 
GA6844428R $449,900 


VALUE MEETS QUALITY 

Everything you need for a fun 
filled vacation home 
GA6852978R $425,000 

GREAT LOCATIONI 

Within walking distance to 
ASCI's Whitewater Course 
GA6846103R $395,000 


COZY CHALET 

Cozy chalet with filtered water 
view! 

GA6846769R $269,900 


THE SIMPLE LIFE 

Tranquil log home peacefully 
nestled in a low maintenance 
resort community Enjoy total 
relaxation less than 10 minutes 
from lake 4 ski activities 
Picture perfect home with a 
picture perfect setting 
GA6857265R $374,900 


LAKE AREA LOT 

12 94 acre lot with lots of 
$550,000 potential for development 


READY FOR YOUI 

13 acres that stretch down to 
Bear Creek trout stream. This 
lot has the potential for some 
great mtn views Perked for a 4 
bedroom home 4 located in a 
quiet community with easy 
access from Rte 219 
GA6849032R $234,900 


3 BEDROOM HOME 

3 bedroom house with a 2 car 
garage situated on 1.61 acres 
in Walnut Nut Bottom Two 
miles from Jennings Randolph 
Lake boat ramp Located close 
to Oakland. Deep Creek Lake 
and the Wisp Resort 
GA6846525R $129,900 


HIGHLAND ESTATES LOT 

0.46 acre lot in Highland 
Estates in Oakland. 
GA6843090R $54,900 

GREAT LOCATION 

1.71 partially wooded acres on 
Accident-Friendsville Road 
Private 4 quiet location close to 
Deep Creek Lake 4 many state 
parks This level lot has a 3 
bedroom perk rate 4 is ready 
for your new home 
GA6850895R $49,900 

5 AC-SOUTHERN PINES 
Beautiful wooded % Acre lot in 
Southern Pines!! 

GA6838581R $47,000 


MARSH RUN COVE CONDO 

Wonderful 3 bedroom, 3.5 bath 
condo across the street from 
the Wisp Proven rental history, 
hot tub. private rear deck 
Great location for all lake and 
Wisp activities 

GA6854243R $324,900 

FAIRGATE ROAD 

Water view lot overlooking 
McHenry Cove 4 Wisp! 

Lot 2 GA6847497R $275,000 
Lot 5 GA6847505R $225,000 
Lot 6 GA6847513R $225,000 
Lot 7 GA6847518R $225,000 


RENTAL INVESTMENT 

Rental investment with 
convenient town location 
GA6798803R $189,900 


TRADERS LANDING UNIT 

Comfortable 2 bedroom unit 
with vaulted ceilings, loft and 
wood burning fireplace keeps 
things simple so you can enjoy 
all the area has to offer 
Minutes from Ski Slopes/Golf 
Course/Adventure Sports 
Center 

GA6856869R $189,000 


E G L O N 

This well kept 4 bedroom home 
has a beautiful country setting 
with mountain views Within 
minutes of State Parks and 
National Forest All one level 
living 

PR6844398R $119,000 

HOLIDAY HILLS 

Level lot approved for a 3 
bedroom perc 

GA6839362R $114,900 

CLOSE YET REMOTE 

Wooded community bldg lot 
ready for your vacation log 
home with paid sewer tap 
Peaceful area located close to 
all lake and Wisp amenities 
Perfect get-a-way with 
convenience 

GA6857310R_$99,900 


VERY AFFORDABLE! 

Affordable housing or business 
opportunity! A 2 unit apt near 
Potomac River located in 
Bayard, WV Fully furnished 
with Washer 4 dryer on each 
level Public water 4 sewer 
Furniture 4 cookware convey. 
GT6849880R $34,900 


PRICE CHANGES 


LEVEL LAKE FRONT 

Level lake front, multiple living 
areas. 6 bedroom. 
GA6485439R $959,000 


ONE OF A KIND 

3 Bedroom/3 Bath cottage with 
big water views Type-A”dock 
GA6793510R $929,000 


LAKEFRONT-HERON COVE 

5 BR/4 BA 320' LF on private 
cove 3 car garage-turnkey 
GA6685270R $1,149,500 


FRONT AND CENTER 

Spacious home on 18th tee at 
Wisp Turnkey rental. 
GA6409039R $475,000 


GREAT LAKE VIEWS!! 

4 br Roman Ridge Home @ 
Traders Landing Must See! 
GA6538802R $459,000 


NEXT TO WISP! 

Enjoy all Wisp activities from 
this 5 Bedroom duplex 
GA6576261R $415,000 


EXCELLENT LAKEFRONT! 

Well maintained, 4 Bedroom, 2 
Bath, with pnvate dock! 
GA6492238R $699,000 


LAKE ACCESS CHALET. 

3 Bedroom, 2 Bath Updated in 
06 Finished Basement 
GA6369141R $329,000 

SANDY SHORES HEIGHTS 
Building lot at Wisp Mtn near 
new golf course! 

GA6292579R $225,000 


STAY AND PLAY 

Enjoy this custom built home 
located in a gated community 
that is like a resort with in a 
resort Home features stone 
fireplace, open floor plan, 
custom kitchen with breakfast 
bar, wrap around porch 4 
more 


THREE BEDROOM HOME 

This home is just outside of 
Accident Many recent 
upgrades have been made to 
the plumbing, electric, kitchen 
and bath Fenced In back yard 
and partially covered back 
deck One car garage 

titoonn 


1 LEVEL. EASY LIVING 

1 level living 4 convenient 
location on 0.73 acres 
GA6829215R $98,900 

CLOSE TO EVERYTHING 

3 55 acres with mountain views 

4 conveniently located 

GA6826658R $69,900 

BEAUTIFUL 5 AC LOT 

5 acres adjacent to Savage 
River State Forest Beautiful 
views!! Located between I 68 
4 Deep Creek Lake with State 
Forest surrounding most of the 
area Ideal for a mountain get 
away, or year round home 


NEW CONSTRUCTION! 

5 BR, 5 BA, 2.3+/- Acres with 
lake 4 mountain views! 
GA6471550R $649,900 


7 MIN TO DEEP CREEK 

4 Bedroom 2 Bath rancher on 
7 5acres'7minutes toLake' 
GA6712562R $189,900 

PENN POINT ROAD 
INCREDIBLE VIEWSI 184 wooded acres perfect to 
b Bedroom 5/, Bath log home Wa|k )o w R eS0 rl from this 3 launch your kayak! 
with many amenities _in,ihh n m.i GA6424873R $162 500 

GA6803202R $1 


LAKEFRONT LOG HOME 
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Endometrial Biopsy 
■D&C; Hysteroscopy 
•Laprascopic Tubal 
Sterilization 

■Abdominal & 
Vaginal 
Hysterectomy 
■Female Bladder 
Control Surgery 
•Oophorectomy 
•Breast Exams & 
Surgery 


SUNDAY BINGO 

Paper Package Deal—Sept. 7 

Regular Games Pay $50.00 

60 Players • Games Pay S60 Mm 

70 Players • Games Pay $70 
80 Players - Games Pay S80 

Doors open If.-30 a.m.. tarty Bird 12-55 p.m.. Regular Games t.-OO 


This Week s 9ackpots^ 

* (gonanza <gingo (51 Nos ) $571.00 

•Progressive 'game (52 Nos ) $599.00 

Jlystery Jtumber $171.00 * *• 

55 ^lumber 'game $500.00 


Kpfrcshmpnt* A 
(lOiul I noil lirfl/dblc 

PLENTY OF SEATS 


For more information call 301-334-1119 
\# .ulmiwion until r ,ij»r IH Spnn%orctl hi II 1*111 MJ4H1 


Agnes Paugh Named Health Facilities 
Association's Employee Of The Year 


DINNER SCHEDULED 

The Swanton Commu¬ 
nity Center will serve a 
baked-steak dinner on Sat¬ 
urday, Sept. 13, starting at 4 
p m The cost is $8 for 
adults, $4 for children over 
5, and free for children 5 
and under. Everyone is wel¬ 
come 

CHURCH NEWS 

There will be a ministry 
team meeting held next 
Monday, Sept 8, at 6:30 
p m. at Otterbein United 
Methodist Church. 

The United Methodist 
Women will meet next 
Tuesday, Sept 9, at the 
Swanton Community Cen¬ 
ter at 1:30 p m All women 
are invited 

There will be a Faithful 
Investing meeting for all 
churches held Tuesday, 
Sept. 9, at 7 p.m at St. 
Paul’s UM Church in Oak¬ 
land 

There will be a meeting 
for acolytes held Saturday, 
Sept 13, at 10 a m. at the 
church They wish to obtain 
some white graduation 
robes Persons who have 
any to donate are asked to 
telephone Jom at 301-387- 
6332 

Otterbein’s annual home¬ 
coming will be Sunday, 
Sept 21, starting with Sun¬ 
day school at 9:45 a.m., 
followed by worship at 11 
am. a covered-dish lunch, 
and special music and sing¬ 
ing at about 2 p m Prizes 
will be awarded Everyone 
is welcome to bring a cov¬ 
ered dish to share Meat, 
rolls, and beverages will be 
provided. 


Agnes Annalee Paugh 
was recently named the 
Dietary Employee of the 
Year during the Health Fa¬ 
cilities Association of Mary¬ 
land’s (HFAM) annual em¬ 
ployee and volunteer of the 
year luncheon Paugh was 
recognized for her contin¬ 
ued dedication to the resi¬ 
dents of the Oakland Nurs¬ 
ing & Rehabilitation Center 
(ONRC) 

"We nominated Agnes 
because she is a hardwork¬ 
ing and devoted employee 
who has proven herself time 
and again throughout her 
years of service to the facil¬ 
ity," said Kristine Miller, 
ONRC administrator "She 
is truly deserving of this 
distinction." 

Paugh was ONRC's No¬ 
vember 2007 employee of 
the month Her name was 
combined with other em¬ 
ployee of the month nomi¬ 
nations throughout the year 
to choose an employee of 
the year, who then became 
the center's nomination to 
HFAM 

This year there were 17 
nominations to HFAM for 
the dietary category and a 
total of 163 nominations 
received from 42 nursing 
and assisted living centers 
throughout Maryland 

Other employee of the 
year categories included, 
administrative support, an¬ 
cillary services, department 
head, environmental/ 
maintenance, and nursing - 
licensed and unlicensed An 
impartial panel selected a 
winner in each category, 
provided that he or she 
works at least 22.5 hours 
per week at an HFAM/ 
MCA! member facility and 
presents a positive image as 
an employee of the facility 
and long-term care 

"We're all very proud of 
you and all the work you do 


to make it a great dietary 
department," Jeff Grillo, 
CEO. Mid-Atlantic Health¬ 
care LLC, ONRC's parent 
company, told Paugh dur¬ 
ing a luncheon held this 
week in her honor at the 
facility. 

Paugh, 76, has lived in 
Garrett County since 1934. 
She worked as a waitress at 
Loch Lynn Restaurant, 
where she met her husband 
John "Burl," before marry¬ 
ing him in 1960. 

She joined the staff of 
ONRC as a cook in 1971. 

"I've been asked if I'm 
going to retire, and I tell 
them not 'til they kick me 
out,” Paugh said. 

She resides in the Mtn 
Lake Park area, has three 
children, six grandchildren, 
15 great-grandchildren, and 
one great-great-grandchild 

HFAM is an information 
and education source for the 
long-term care industry in 
Maryland and represents 
the largest number of pro¬ 
prietary and non-proprietary 
nursing homes, sub-acute 
facilities, assisted living pro¬ 
grams, and continuing care 
retirement communities in 
the state Their members 
collectively have more than 
20,000 beds, according to 
an ONRC spokesperson. 

Back-To-School 
Block Party Set 
In Kitzmiller 

The Kitzmiller Mayor 
and Town Council will 
sponsor a back-to-school 
block party on Saturday, 
Sept. 13, from 6 to 9 p.m. It 
will be held on West Centre 
Street 

The evening will feature 
a variety of food, clowns, 
demonstrations, and activi¬ 
ties for all ages. Persons 
may telephone 301-453- 
3449 for more information. 


76-YEAR-OLD NAMED EMPLOYEE OF THE YEAR - Agnes Paugh, 76, was 
named Dietary Employee of the Year during a recent luncheon hosted by the 
Health Facilities Association of Maryland. Paugh joined the staff of the Oakland 
Nursing & Rehabilitation Center as a cook in 1971. She resides in the Mtn. Lake 
Park area. See story for details. Pictured, left to right, are Dr. Scott Rifkin, presi¬ 
dent/CEO, Mid-Atlantic Health Care (parent company to ONRC); Vickie DeWitt, die¬ 
tary director; Paugh; Linda Brown, dietitian; and Kristine Miller, ONRC administra¬ 
tor. 


tion about the suites, per¬ 
sons may contact Sabrina at 
1 -800-711-1719 or sabrinac- 
@deepcreek.com 

To RSVP for the dinner 
or to obtain more informa¬ 
tion, persons may contact 
Michelle (Kisner) Lambert, 
class of 1992 treasurer, at 
mlambert@quik.com or 
757-729-0283 

Garrett College 
Slates Child Care 
Workers Course 

Garrett College's Con¬ 
tinuing Education and 
Workforce Development 
Division will offer a 90-hour 
training of child care work¬ 
ers course at the Southern 
Outreach Center in Oak¬ 
land beginning Sept 8 Ses¬ 
sions will be held Mondays, 
Tuesdays, and Wednesdays 
from 6 until 9:15 p.m., with 
the last class scheduled for 
Nov. 24. 

This course is required 
by Maryland for persons 
seeking employment at 
child care centers, as senior 
staff for Head Start pro¬ 
grams, or as directors of 
small centers 

The topics will include 
safety and health, promo¬ 
tion of physical, cognitive, 
social and emotional devel¬ 
opment, family interaction, 
and program management 

Currently, ten guaran¬ 
teed full scholarships with 
no special requirements are 
available to students. 

The Southern Outreach 
Center is located at 14 
North Eighth Street. For 
more details or for registra¬ 
tion information, interested 
persons may call Patricia 
Baer at 301-334-8304 

Grandparents' Day 
Service Scheduled 
By UM Ministries 

The Deep Creek United 
Methodist Ministries of 
Hoyes and Paradise will 
celebrate Grandparents' 
Day this Sunday, Sept 7, 
with a worship service at 
the McHenry Lions' Club 
Park, located along Bumble¬ 
bee Road The public is in¬ 
vited. 

Worship will begin at 11 
a m and will feature sing¬ 
ing, scripture lessons, a chil¬ 
dren's message, and a mes¬ 
sage for all by Rev. Sam 
Wachtcr 

Grandparents will be 
honored with a special gift 
from the United Methodist 
Women 

The public is also invited 
to bring a covered dish to 


We provide the following 
Gynecologic Services: 


contact: 

Charles A. Walch, M D, F.A.C.S 
■kJB GARRETT 31 1 N. 4th St., 
SURGICAL Suite 4, 

^ JW group Oakland, MD 

301-334-8282* Toll Free 1-888-476-8432 
www.garrettsurgicalgroup.com 


SWANTON NEWS 


APPLE BUTTER TIME 

Apple peeling time in 
preparation for apple butter 
making at the Burlington 
Children’s Home is sched¬ 
uled for Saturday, Sept. 27, 
at 8 a.m. The Apple Harvest 
Festival is scheduled for 
Sept 29 through Oct. 5. at 
the home Help is needed 
every day for peeiing ap¬ 
ples, stirring the apple but¬ 
ter, and other related jobs. 

Burlington Children’s 
Home is located along U S. 
Route 50 in Burlington 
W.Va. Thursday Oct 2, is 
Swanton Otterbein UM 
Church’s day to help with 
the butter making; however 
persons may go any day to 
help. 

Apple butter will be 
available for purchase 
throughout the festival 
There will also be crafts and 
baked goods available that 
weekend 

BIRTHDAYS 

Among Swanton area 
residents celebrating birth¬ 
days this week are Jamie 
Beeman, Freda Teets, 
Nicole McClosky, and Opal 
Fazenbaker, 

A card shower is fcing 
held by the family of Opal 
Fazenbaker, who will turn 
85 on Sept 8 Her address is 
514 Green Glade Road, 
Swanton, MD 21561. 

COMMUNITY YARD 
SALE 

There will be a commu¬ 
nity yard sale held Satur¬ 
day, Sept 20, at the Swan¬ 
ton Community Center 
Everyone is welcome to 
bring a table to set up for 
the day. The center will be 
selling refreshments at that 
time to benefit Operation 
Christmas Child 


SHS Alumni To 
Reunite During 
Autumn Glory 

The Southern High 
School classes of 1988-1993 
will come together on Fri¬ 
day, Oct. 10, during the 
Garrett County Autumn 
Glory Festival. This is a 
coordinated effort by offi¬ 
cers and alumni of the six 
classes. 

Dinner and drinks will be 
served at Silver Tree Inn, 
located along Glendale 
Road, beginning at 7:30 
p.m. Attendees will have a 
choice of five entrees, along 
with a fully stocked bar 

A block of suites is being 
held for out-of-town guests 
at the Suites of Silver Tree 
for the reunion. The last 
date to book a suite is Mon¬ 
day, Sept. 29, at which time 
the rooms will be released 
to the public. For informa- 


Call Me About 
Our Home and Auto 
Discounts! 


Representing ERIE* Insurance 
and other fine companies 

301 -334-1159 

2000 Thayer Center 
Oakland 


Kendra T. Simpson, Agent 


american 

insurance 

center 


share in a picnic luncheon 
immediately following the 
worship service. Meat, bev¬ 
erage, and table service will 
be provided. 

There will also be time 
for recreation and games 
following lunch 

There will be no worship 
service at Hoyes or Paradise 
chapels of the Deep Creek 
United Methodist Ministries 
this Sunday. 

Yoder Reunion 
Slated Sept. 13 

The annual reunion of 
the Harvey and Annie 
Yoder family will be held 
on Saturday, Sept. 13, at the 
pavilion on Kenneth 
Yoder's farm in Grantsville. 

A meal will be held at 
noon All are asked to bring 
food to share. Paper prod¬ 
ucts and utensils will be 
furnished. 

CDL Training 
To be Offered 
In Grantsville 

Garrett College is accept¬ 
ing applications for its next 
series of courses geared to¬ 
ward training individuals to 
obtain a commercial driver’s 
license (CDL). Weekday 
classes will start Sept. 29, 
with weekend classes set to 
begin Nov. 1 at the Moun- 
taintop Truck Driving Insti¬ 
tute, Grantsville 

The course is all inclu¬ 
sive, offering classroom, 
yard skills, and over-the- 
road training. The program 
consists of 320 hours of 
training over a 15-week pe¬ 
riod for weekday students 
and a 20-week time frame 
for those choosing the 
weekend option 

"This training will qual¬ 
ify students for entry level 
positions as a driver in over- 
the-road or local driving 
vehicles,” said a college 
spokesperson. "Government 
grants, tuition reimburse¬ 
ment and student loans may 
be available to qualifying 
individuals." 

For more information or 
to register for this course, 
persons may contact Terry 
Beachy, institute director, at 
301-895-4700 or tbeachyia- 
garrettcollege edu 



LOCH LYNN HEIGHTS 

The Planning Commission meeting is scheduled for 
Monday, Sept. 15, at 6 p m 

All scheduled meetings are conducted at the town hall 
and are open to the public. 



ELAINE L. MCDONALD 

REALTOR* 

brep Creek Lake Office 
23789 Garrett Hwy., Suite 2 
McHenry, MD21S41 
Office: (301) 3874700 
Mobile: (301) 616-7723 
Re*: (301) 3874 772 

E Mail: elainejncdoraM(n Ion pndfoUfrroni 
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Thank You 

Railey Mountain Lake 
Vacations 

for donating 
Alex Beitzel's 
market hog to the 
Bittinger 4-H Club. 


-\ 


J 



1.) $500 Coverall in 55 nos . 

2.) Progressive Bonanza $500 Coverall in 55 nos. 
3.) Mystery number game $311 + attendance 

Refreshments! 

Sponsored by Southern Band Boosters 

COMPUTERIZED BINGO SYSTEM W/VERIFICATION 

No one under 18 will be admitted. , 


Deer Park Yol. Fire Dept fire Hall 


StiioKe 

free’. 


Firfldlsi^ 



Studies prove a better mghrs sleep can * Proper Spinal Alignment 

improve your life For healthier, more refreshed • Low Pressure Sleep Surface 
days, sleep on a Kingsdown Sleep set tonight. • Allergy Free 


Bristol Belmonte 


$ 499 95 

Twin Size Set 

Full Size 
Queen Size 
King Size 

$599 95 set 
$649 95 set 
$849 95 set 

® 899 95 

Twin Size Set 

Full Size 
Queen Size 
King Size 

$999 95 set 
$1.099 95 set 
$1,399 95 set 

Bradford 



Abington 



$54985 

Twin Size Set 

Full Size 
Queen Size 
King Size 

$649 95 set 
$749 95 set 
$999 95 set 

$ 1 , 099 95 

Twin Size Set 

Full Size 
Queen Size 
King Size 

$1,199 95 set 
$1.299 95 set 
$1 799 95 set 

Andover Pillow Top 

Bellingham Pillow Top 

$ 699 95 

Twin Size Set 

Full Size 
Queen Size 
King Size 

$799 95 set 
$899 95 set 
$1.199 95 set 

$ 1 , 249 95 

Twin Size Set 

Full Size 
Queen Size 
King Size 

$1,399 95 set 
$1 499 95 set 
$1,899 95 set 


Brookheaven 


Brighton 


$70095 Fu,IS,re M99 95 set 

| Queen Sue 1999 95 set 

Twin Size Set King Sue $1.299 95 set 


$ 1 , 599 95 

Twin Size Set 


Full Sue 
Queen Size 
King Size 


$ 1.699 95 set 
$1,799 95 set 
$2 199 95 set 
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Tickets Remain 
For Johnny Staats 
Concert Saturday 

Tickets are still available 
for Johnny Staats and the 
Bluegrass Brand concert on 
Saturday, Sept 6, at the 
Garrett College auditorium 
The show will begin at 7:30 
p.m 

Tickets will be available 
at the door, or persons may 
call the Garrett Lakes Arts 
Festival box office at 301- 
387-3082. Tickets are $17 
for adults, $7 for students of 
all ages, and free for youth 5 
and younger (but a ticket is 
still required). 

Singer and songwriter 
Staats has been called a 
"mandolin savior," balanc¬ 
ing a number of styles rang¬ 
ing from straight ahead 
bluegrass to Celtic reels to 
lullabies to folk. He and the 
Bluegrass Brand are from 
West Virginia, and have 


been featured in the New 
York Times and People, as 
well as on CBS and NBC. 

The sponsor partner for 
this GLAF event is Jim 
O'Connell 

OTT To Hold 
Auditions For 
Inherit The Wind 

Our Town Theatre will 
host auditions for the play 
Inherit the Wind on Sunday, 
Sept. 7, from 2 to 5 p.m., 
and on Monday, Sept. 8, 
from 7 to 9 p.m The show 
will be presented Nov. 5 
through 9. 

"This is the play that has 
as its genesis the events of 
the famous Scopes trial," 
said Jane Avery, artistic 
director of OTT. "One of 
the most outstanding dra¬ 
mas of our time, the portrait 
it draws of an explosive epi¬ 
sode in American culture, 
vigorously written by 


yy rite T Guild i° 

downtown , J 
Cumberland 


SATURDAY 
ARTS WALK 


301-777-ARTS www.alleganyartscouncil.org I doepcreektimes com/umo 


l The 


You’ll be smiling 
when you advertise with us! 


The 

Republican 

^newspaper 

www.thcrepublicannews.com 

Oakland 301 334 3963 
Grantsville 301 895 5827 
advertisings therepublicannews.com 


Alta Schrock 
Mem. Concert 
Slated Saturday 


Jerome Lawrence and 
Robert E. Lee, remains as 
fresh as it ever was." 

John Scopes, a high 
school teacher, was charged 
on May 5, 1925, with teach¬ 
ing evolution from a chapter 
in a textbook which showed 
ideas developed from those 
set out in Charles Darwin's 
book On the Origin of Species. 
The trial pitted two of the 
pre-eminent legal minds of 
the time against one an¬ 
other Three time presiden¬ 
tial candidate and former 
secretary of state William 
Jennings Bryan headed up 
the prosecution, while 
prominent trial attorney 
Clarence Darrow spoke for 
the defense. Inherit the Wind 
is based on these events 
For more information or 
to schedule an audition at a 
different time, persons may 
call 301-334-5640, ext 3 
Numerous roles including 
walk-ons, are available, 
Avery said. 



Meet Wednesday 

The Wednesday Writers' 
Guild will meet Sept 10 
from 7 until 9 p.m in the 
Oakland Town Hall meet¬ 
ing room 

The group meets the sec¬ 
ond Wednesday of each 
month Members critique 
each others' poems, short 
stories, and works-in¬ 
progress New writers and 
members are always wel¬ 
come 

For more information, 
persons may e-mail Tom 
Pessim at tpessini(<i qcol net 


NEED A LIM0 
301-501-LIMO 


CONRADTAO 

Music at Penn Alps will 
present the 2008 Alta 
Schrock Memorial Concert 
on Saturday, Sept. 6, at 7:30 
p.m in the Great Hall at 
Penn Alps The featured 
guest at this year’s event will 
be young musician Conrad 
Tao. 

This annual concert me¬ 
morializes the life and work 
of Dr Alta E. Schrock 
(1900-2001), co-founder of 
Music at Penn Alps, Spruce 
Forest Artisan Village, Penn 
Alps Restaurant and Craft 
Shop, and numerous other 
philanthropic organizations 

Tao, 13, was born in Ur- 
bana, 111. He was found 
playing children's songs on 
the piano at about 18 
months of age He started 
violin lessons at age 3 and 
formal piano lessons at 3Vi. 
At age 8, he made his con¬ 
certo debut with the Utah 
Chamber Music Festival 
Orchestra, performing Mo¬ 
zart’s Piano Concerto in A 
major, and at age 10, he 
was featured on the Na¬ 
tional Radio program From 
the Top as both pianist and 
composer. He has per¬ 
formed as a featured soloist 
with orchestras across the 
U S., and made his debut in 
Italy last summer. 

Tao is the winner of both 
the Juiiliard Pre-College's 
Gina Bachauer Piano Com¬ 
petition and the 2006 Pro¬ 
kofiev Concerto Competi¬ 
tion He is also a four-time 
winner of the ASCAP Mor¬ 
ton Gould Young Com¬ 
poser award and has given 
two recitals in New York 
City featuring 11 of his 
original compositions 

In February 2007, the 
young musician's new com¬ 
position, Duet for Erhu and 
Violin, a commissioned 
work by the Art Institute of 
Chicago, had its world pre¬ 
miere at the Art Institute of 
Chicago's Midwest Meets 
East concert His first piano 
concerto, The Four Ele¬ 
ments for Piano and Or¬ 
chestra, was commissioned 
by the ProMusica Chamber 
Orchestra of Columbus, 
Ohio, and premiered in Oc¬ 
tober 2007. 

Conrad has been a recipi¬ 


ent of the Stradivari Society 
violin for the past three 
years and currently plays a 
7/8 size Gagliano from 
1750. He is enrolled in Juil- 
liard's Pre-College Division, 
and he studies composition 
privately. 

The program will in¬ 
clude: Piano Sonata No. 23 
in F minor, Op. 57 
(Appassionato) by Ludwig 
van Beethoven; Andante 
Spianato and Grande Polo¬ 
naise Brillante, Op. 22, com¬ 
posed by Frederic Chopin; 
Etude Fantasy by contempo¬ 
rary composer John Corigli- 
ano; Six Moments Musicaux, 
Op 16 by Sergei Rachman¬ 
inoff; and Rhapsodie Espag- 
nole, S. 254, by Franz Liszt. 

The performance is a 
presentation of the Schrock 
Memorial Fund, with addi¬ 
tional support from the 
Penn Alps Restaurant and 
Craft Shop. After the con¬ 
cert, the audience is invited 
to meet the artist at an infor¬ 
mal reception 

Music at Penn Alps is a 
non-profit organization 
dedicated to presenting clas¬ 
sical music and American 
traditions. The organization 
offers 10 chamber music 
and two American music 
concerts annually during the 
summer months. 

Creative Writing 
Course Slated At 
Garrett College 

Local resident lorn Pes- 
sini, author of the novel 
Traitor in the White House, 
will teach an eight-week 
creative writing course on 
Mondays, Sept. 22 through 
Nov 10, at Garrett College 
from 5:30 until 8:30 p.m. 

The course is designed to 
teach the craft of creative 
writing through a command 
and understanding of the 
elements of fiction 

"Aspiring authors and 
those who want to learn 
more about the craft and 
publication process will be 
well-served by this course," 
said a college spokesperson 

Students will delve into 
the development of plot, 
characterization, conflict, 
action, and suspense Other 
topics will include how to 
use dialogue to advance the 
story and plot, crafting at¬ 
tention-grabbing begin¬ 
nings, page-turning middles, 
and endings that will leave 
readers wanting more. 

Pessmi will instruct stu¬ 
dents how to construct 
meaningful settings and 
engrossing scenes, as well as 
how to use strategies and 
themes in the short story 
and novel 

The course will cover 
publication, agents, and 
query letters The difference 
of how to use a hook, pitch 
and lead will also be ad¬ 
dressed 

Students will be required 
to write two short stories 
and three chapters of a pos¬ 




sible novel plus critique the 
work of their peers 

To register or for more 
information, persons may 
contact the Continuing 
Education office at 301-387- 
3069 or Julie Yoder at 
julie.yoder(agarrettcollege - 
edu. 

Atherton Exhibit 
On Display At 
Garrett College 

The Art Gallery of 
Garrett College has an¬ 
nounced an exhibition titled 
"Float" by sculptor and 
pnntmaker, Natalie Ather¬ 
ton The show opened on 
Sept. 2 and will run through 
Sept. 30 at the Garrett Col¬ 
lege Art Gallery 

The Gallery is open 
Monday through Friday 
from 9 a m. to 5 p.m, and 
during special events on 
weekends and evenings 
The public is invited to a 
reception for the artist on 
Saturday, Sept 20, from 6 
to 9 p.m. The gallery will 
also be open Saturday, Sept 
6, from 6 to 9 p.m. in con¬ 
junction with the Garrett 
Lakes Arts Festival blue¬ 
grass concert 

Atherton has a degree in 
sculpture, and is a self- 
taught printmaker. She took 
a printmaking woikshop 
from Cumberland artist 
Jean Barnes-Downs two 
years ago and has concen¬ 
trated on mono-printing 
ever since. 

”1 make art by arranging 
and re-arranging a limited 
vocabulary of images that 
can introduce a conversa¬ 
tion," said Atherton "By 
using recognizable images, 
such as houses, origami 
forms, and grids, I think it's 
easy for the viewer to be 
engaged with this work on a 
literal level But then, look¬ 
ing at the placement of the 
objects and colors in a cer¬ 
tain print and the juxtaposi¬ 
tion of the different pieces 
in the show, the viewer may 
find a metaphorical thread, 
a suggestion about how 1 
look at the world." 

"Float" is a new series of 
mono-prints, which were 
started in New Mexico this 
summer and completed in 
Cumberland at Graphicus, 
a printmaking studio and 
gallery on Baltimore Street 

The artist uses non-toxic 
soy-based inks applied di¬ 
rectly with a roller, or 
through stencils, or onto 
folded paper objects lying 
on the Plexiglas plates. The 
plates then have to be run 
through a printing press in 
order to transfer the image 
to paper. 

"Working with large bed 
presses in New Mexico and 
Cumberland allowed me to 
make much bigger pieces," 
she said "Because of the 
size, this work may seem 
less intimate, but in some 
ways it is more private than 
the work I showed last year 


«V 


www.garrettarts.com 


at The Gallery in Oakland ' 

Atherton has been living 
in Garrett County for al¬ 
most five years, although 
she has spent vacations here 
since 1972. She holds de¬ 
grees in sociology, educa¬ 
tion, and art from the New 
School for Social Research 
in New York, University of 
New Mexico, and Univer¬ 
sity of the Arts in Philadel¬ 
phia, respectively. She has 
taught English and ceram¬ 
ics, as well as developed 
educational programs for 
homeless adults and chil¬ 
dren, immigrants, and refu¬ 
gees, and non-profit arts 
organizations She also 
writes fiction. 

"Right now in this 
world," Atherton said, "I 
can see order or chaos, ac¬ 
tivity or silence, light or 
darkness. And I can be 
comfortable or not, make 
this life complicated or not. 
I can choose what 1 see and 
I can choose my reaction. 
Often I may be tempted to 
tly (or fight), but in the end 
I want to choose to float." 

This exhibition is made 
possible in part by grants 
from the Garrett County 
Arts Council and the Mary¬ 
land State Arts Council 

For more information, 
persons may contact the GC 
art department at 301-387- 
3024, or by e-mail at ron - 
sk id more(2u garret tcol lege.- 
edu 

Subscribe to The Republican 


Henry VTo Be 
Performed At 
Frostburg State 

Frostburg State Univer¬ 
sity's Department of English 
will host the Cambridge 
American Stage Tour 
(CAST) presentation of 
Shakespeare's Henry V on 
Wednesday, Sept 17, at 
7:30 p.m. in the Performing 
Arts Center's Pealer Recital 
Hall. 

The tale of Henry V en¬ 
compasses betrayal and 
conspiracy as well as ro¬ 
mance and conquests. 

The talents of the CAST 
members will make the pro¬ 
duction a pleasure to lovers 
of Shakespeare, young and 
old," said an FSU spokes¬ 
person. "CAST continues to 
present Shakespeare with 
the finest talent from Cam¬ 
bridge University in Eng¬ 
land This production, like 
the others before it, is di¬ 
rected and produced en¬ 
tirely by members of the 
Cambridge student body." 

Ticket prices are $5 for 
students and $10 for the 
general public For informa¬ 
tion or reservations, persons 
may call 301-687-4145. 

CAST information is 
available online at cas- 
tonline.org. 

This event is supported 
by the College of Liberal 
Arts and Sciences, the office 
of the provost, and the FSU 
Foundation Inc 



BANGKOK DANGEROUS,, 


FRI 440 700 920 

r» SAT-SW 1200 2 30 4 40 700 920 
M0N-THURS$2S 740 


TRAITOR 


Archw .anpte 

FRI 425 6 SO 926 

fr&ui SAT-SUN 11X 200 425 6 50 925 
M0 N-THURSSoo 7X 


TROPIC THUNDER 


OB 


FRI 500 720 940 
SAT-SUN 1210,235,500 720 9 40 
MON-THURS$X ?r 


I 750 


DEATH RACE 

S3 


FRI 945 
SAT SUN 945 
M0N-THURS 756 


MAMMA I 


MIA FRI 510 725 


BEER FOR MY HORSES 

T<*y KMtl 

FRI5107X9X 


HOUSE BUNNY 

Anna Fart* 


FRI 420715950 
SAT SUN 1140 210,420 715 9 50 
MON-THURSS50 SlO 


DISASTER MOVIE 


___ FRI 450 706 935 

QgiS SAT-SUN 12X.240 450 705,936 
M0N-THURS 5 40 &05 


BABYLON A D 


FRI 4X 710 915 
SAT-SUN 1215 225 4X 710 915 
M0NTHURS S10 7 45 


Showtimes Available at www.garrett8cincma.cor 
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SATURDAY, Sept. 6 

• Johnny Staats and the Bluegrass Brand in conjunction with the Deep Creek Lake 
Art and Wine Festival, Garrett College auditorium, 7:30 p.m Tickets: $17 for adults, $7 
for students, free for those 5 and younger. Sponsored by the Garrett Lakes Arts Festival 
Information: 301-387-3082 or www artsandentertainment org 

• Deep Creek Lake Art and Wine Festival at the Garrett County Fairgrounds The 
day will feature wine tasting, a wine shop, and the work of more than 30 artisans and 
crafts people who will display and sell their art. Noon to 6 p.m Tickets: adults, $25; non- 
drinking adults, $5 Proceeds will benefit the Western Potomac Chapter of the American 
Red Cross Info www decpcreekwinefest.com 

• 2008 Alta Schrock Memorial Concert, at 7:30 p.m. in the Great Hall at Penn Alps, 
Grantsville, featuring 13-year-old pianist Conrad Tao. Music at Penn Alps presents this 
annual concert as a tribute to the late Dr. Alta Schrock, founder of Penn Alps 
SUNDAY, Sept. 7 

• Rehearsals begin for the Garrett Choral Society's Dec. 13 and 14 production of 
Handel's Messiah, under the direction of Julie Turrentine. Rehearsals are held each Sun¬ 
day in the basement of St Paul's Methodist Church in Oakland at 6:30 p m. Singers are 
not required to audition for the group, but are asked to regularly attend rehearsals and to 
learn the music. A complete rehearsal schedule will be available at the first practice. 

• Auditions for the play Inherit the Wind at Our Town Theatre from 2 to 5 p.m. In¬ 
formation: 301-334-5640, ext 3. 

MONDAY, Sept. 8 

• Auditions for the play Inherit the Wind at Our Town Theatre from 7 to 9 p m In¬ 
formation 301-334-5640, ext 3 

• The Oakland Volunteer Fire Department Oktoberfest Oom-Pah Band rehearsals 
will begin at 7 30 p m at the Oakland fire hall and continue each Monday until the Au¬ 
tumn Glory Festival, with the performance slated for Thursday, Oct. 9, at the annual 
Oktoberfest Celebration New members encouraged to join 

EXHIBITS 

Through Sept 12: "Transition." an exhibit of watercolor, monotype prints, and col¬ 
lage by Sue Amson, at the Gallery, 206 E Alder Street Oakland, Monday through Sat¬ 
urday, 10a.m. to 5 p.m Info 301-334-6580 or www gaiTettarts com 

Serving the Garrett County Arts Community Since 1976 

Garrett County Arts Council 
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Johnny Staats 

« and the Bluegrass Bram 

* Saturday, September 6, 2008 
at 7:30 p.m. 

Garrett College Auditorium 
(in cooperation with the 
Deep Creek Lake Art &t Wine Festival) 

Adults $17 • Students $7 

FREE for children 5 years and younger 

(but children need a ticket) 

0 , UPS Driver by day Master Mandolin Player by nightN 
/ ey > 'His playing is daz/iingly fast but always precise and nev- 
// er showy His voice is sweet and warm and lends itself to 
easy harmonies He has a classical music ear for arrang 
ing pieces and varying the theme; and he composes his 
own instrumentals, programmatic pieces that tell stories 
of traveling and hunting " New York Times. August 2008. 
Johnny has been on CNN. NBC's Today Show, CBS Eve¬ 
ning News and Grand Ole Opry, and has been in Peop0 
Magazine and Country Music Magazine 

Sponsor Partner: Jim O'Connell 

GLAF Season Sponsors: Colowell Banker Deep Creek Realty. Firsts. 
United Trust and Investments Garrett County Chamber of Commerce. 4 
Merbe 1 I Leighton, MD Smcell Publishing Company. Total Be 
Futfillmem and W sp Resort Large gifts and grants have been given 
by Audrey and Howard Naylor The Garrett County Ads Council. The 
ylano State Arts Council Mid Atlantic Arts Foundation National 
pent for the Arts and Pennsylvania Performing Arts on Tour 


7 wW-Z^Pz/fJ ~7r t fj 
" 1 GLAF 2008 

301-387-3082 

Tickets available online. 


www.artsanaentertainment.orq 













































Rally Day To 
Take Place At 
St. Mark’s Luth. 

St. Mark's Lutheran 
Church in Oakland will 
hold its official opening of 
Sunday School with the 
annual Rally Day on Sun¬ 
day, Sept 7. Sunday School 
will begin at 8:45 a m in 
the downstairs area of the 
church, which is located at 



the corner of Second and 
Center streets The church 
service will follow at 10 
am. 

The day will include the 
introduction of teachers, 
special music, an overview 
of the curriculum, and re¬ 
freshments. Rev. Dr. C. 
Scott Robinson, pastor of 
the church, will rehearse a 
song with the children in 
Sunday School in order to 
present it during the church 
service. 

There are classes for tod¬ 
dlers through adult A nurs- 


/r 

PEAK 

REHAB, INC. 

1477 Maryland Highway 
Mtn. Lake Park, MD 

301 - 533-1010 


Comprehensive 
Rehabilitation Services 


Physical Therapy 
Occupational Therapy 
Speech-Language 
Therapy 

"The small clinic with the 
one on-one therapeutic services 
you deserve!" 

PEAK REHAB, INC. 

is a Medicare certified outpatient laahty 
Most insurance companies accepted 


STOREWIDE , 

SAVE NOW! 

ALL FOOTWEAR 

25% OFF 

or MORE! 

In stock tootmear only No special orders 
layaways refunds or exchanges An sales final 





-Clothes lor yourFeetr 

1429 Maryland Hwy.. Mtn. Lake Park 

301-334-6112 

lues thru Fri 10-5 30, Sat 10-3 



SCOUT VETERANS RECOGNIZED - The Potomac Council, Boy Scouts of 
America recently presented veterans awards to three long-time Scouting veterans 
at its recent annual recognition program. From left are Janet Householder, Wes- 
ternport, 20 years of service; Brian Westfall Cumberland, 35 Years; and Paul 
Shogren, Oakland. 70 years. 


THANK YOU 

Thomas & Thomas 

Construction 

for purchasing my 
2008 Market flog. 

Justin Shaw 



PERSONAL INJURY 

Family law 

PROPERTY 

CRIMINAL 


LAW OFFICES OF 


//ULC 


Admitted in 

Maryland &. first Virginia 


301 334 3522 

Three South Third Street Oakland MD 21550 

angelahlythea reri20m.net 


ery is available for children 
5 and younger during the 
church service. The service 
will include Holy Commun¬ 
ion and special music by the 
choir of St. Mark’s All are 
invited to attend. 

St Mark's is a member of 
the ELCA (Evangelical Lu¬ 
theran Church in America). 
For more information about 
Sunday School or other 
aspects of St. Mark's, per¬ 
sons may contact the 
church office at 301-334- 
2668 

Humanities Council 
Announces PNC 
Grant Partnership 

The Maryland Humani¬ 
ties Council announces a 
new grant program in 
Maryland made possible by 
the PNC Foundation As 
part of the PNC Legacy 
Project, organizations may 
apply for funding to develop 
public programs that honor 
and preserve the history of 
local communities in the 
state of Maryland 

The Maryland Humani¬ 
ties Council will manage 
the grant program. Applica¬ 
tions are available at 
wwwmdhc.org/grants; 
Letters of Inquiry are due 
Wednesday, Oct. 15, and 
organizations invited to 
submit an application must 
do so by Saturday, Nov 15 

Grant funds will be avail¬ 
able for projects beginning 
after Jan 1, 2009, to sup- 


AITonlahle Custom Ituilt Homes 



mi &tx tn n ^^ 
erit 

HOME IMPROVEMENTS, LLC 

Additions Alterations Garages 

MHIC 301-387-8040 MHBB 

69938 Call Today for your Free Estimate 4977 


Smith's 



£.n&lander* 

Antiques S Collectibles 

A must visit on your trip to Drop Creek Cuke 


Over 6,000 square feet of furniture, china, 
heirloom jewelry, tools and much more. 

Full-time, courteous staff available while you browse. 

Open Mon. - Sat.; 8:30-5:00. Sunday 8:30 - 4:00 

'Dottie s (fountain ^ Grrill 

e »t ' ? se Where friends, old and new. meet and celebrate 
f ull breakfast and lunch service available. 

Daily lunch specials and outstanding milkshakes! 



L 


Enjoy a real Garrett County breakfast! 
Genuine buckwheat cakes & sausage. 


301 5330000 • Open T day* a weeh at 8:30 a.m. 

206 Alder Street at Second Street in downtown Oakland 



port public programs that 
have high impact and high 
visibility, are open to the 
public, and use the humani¬ 
ties as the central resource 
to engage diverse audiences 

The initiatives should 
examine local social history, 
local economic history, 
and/or the intersection of 
the two. These projects may 
use technology in presenta¬ 
tion: computer, film, web¬ 
sites, as well as more tradi¬ 
tional presentation tech¬ 
niques, such as the lecture 
or group discussion, or any 
combination of these 

Ihe FNC financial Ser¬ 
vices Group Inc., which 
merged with Mercantile 
Bankshares Corporation in 
September 2007, developed 
the PNC Legacy Project to 
honor the history of Mer- 
cantile-aftiliated banks, the 
employees and officers who 
guided them through the 
years, and the communities 
they serve 

"Banking traditions and 
the local relationships estab¬ 
lished over the years cre¬ 
ated, in a very real sense, 
the communities as we 
know them today," explains 
Lou Cestello, regional presi¬ 
dent PNC Bank "The PNC 
Legacy Project helps con¬ 
nect organizations that 
value the history ^nd heri¬ 
tage of their community." 

The Maryland Humani¬ 
ties Council promotes hu¬ 
manities programs through¬ 
out Maryland, encouraging 
dialogue that promotes hu¬ 
man values, strengthens 
communities and connects 
them to the wider world 
Since 1973, the Maryland 
Humanities Council has 
provided grant funding to 
organizations across the 
state to support humamties- 
based programs in commu¬ 
nities large and small 

"We are pleased to be 
working with the Maryland 
Humanities Council on this 
project," said Mia Hallett 
Bernard, PNC Foundation 
executive director "Their 
experience in providing 
grants to organizations in 
Maryland that present pub¬ 
lic programs in communi¬ 
ties across the state assures 
us that our grant dollars will 
result in high-quality pro¬ 
grams that educate and en¬ 
gage the public in exploring 
the heritage of their com¬ 
munities " 

"The PNC Legacy Pro¬ 
ject is a wonderful opportu¬ 
nity for the Maryland Hu¬ 
manities Council to partner 
with a corporation that has 
pledged to honor the legacy 
of the community and to 
support local organizations 
that are stewards of that 
legacy," said Phoebe Stein 
Davis, Maryland Humani¬ 
ties Council executive direc¬ 
tor. 

Over the past year, the 
PNC Legacy Project has 
been telling the stories of 

Continued on Page A 4 


MT. TOP 

MONUMENT CO. 


623 TOWER STREET OAKLAND, MD 

(On hill behind Elks Lodge) 

Granite, Marble, A Bronze Memorials 
for all cemeteries. 

-Expert design A Superior Workmanship- 
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301 - 334-1139 
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VISIT OUR 

rtIQDI AV 


For more information or Education office at 301-387- 
to register, persons may 3069 or julie yoderfd garrett- 
contact the Continuing college.edu 


TRACKSIOE CREAMERY 

308 S. 2nd Street, Oakland 

Ice (ream conet (hand-dipped and soft serve), 
sundaes, flurries, (hakes and specialty ice cream treats 



"HVACR Exam 
Prep" Course To 
Be Held At GC 

"HVACR Exam Prep" is 
a new class being offered 
through the Continuing 
Education and Workforce 
Development Division of 
Garrett College on Friday, 
Oct. 3, from 8 a m to 5 
p.m 

"Upon completion of the 
class, students should be 
able to pass the Maryland 
State HVAC License Ex¬ 
amination," said a college 
spokesperson 

This customized voca¬ 
tional training has been de¬ 
veloped to prepare students 
for the HVACR License 
Examination, using review 
of test topics and mock 
tests 

Safety, electrical motors 
and controls, piping, refrig¬ 
eration, air conditioning, 
and heating will be dis¬ 
cussed. Other topics to be 
covered include variable air 
volume (VAV) boxes, intro¬ 
duction to manual J calcula¬ 
tions, and information on 
Section 608 of the Clean Air 
Act 

Mock tests will be ad¬ 
ministered and references to 
study materials will be used 
in conjunction with the 
questions. 

To register or to obtain 
more information, persons 
may contact the Continuing 
Education office at 301-387- 
3069 or julie yoderfii- 
garrettcollege edu 

Hetrick Family 
Holds Reunion 
In Grantsville 

The 26th Jonas Hetrick 
reunion was recently held at 
the Oak Grove Mennonite 
Church, Grantsville. The 
event began with music pro¬ 
vided by the Maple City 
Bluegrass Band and a 
prayer led by Mirion Berk¬ 
ley. 

Thirty-one persons at¬ 
tended the reunion, which 
included a covered-dish 
luncheon 

Minutes and the secre¬ 
tary's report were read and 
approved Officers will re¬ 
main the same for 2009 

One birth announcement 
was made: Isiah Nicholas 
Perry, son of Jason and 
Missy Perry and grandson 
of Harry and Esther Durst 

Food baskets were won 
by Missy Faidley and 
Mirion Beckley. Door 
prizes were won by Esther 
Durst and Norma Smitlcy 

Jack Shifflct served as 
auctioneer for the event 

The reunion concluded 
with a group prayer and 
more bluegrass music 

The 2009 Jonas Hetrick 
reunion will be held on the 
third Sunday in August at 
the same location 

Subscribe to The Republican 
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Communication 
Class For Couples 
Slated In McHenry 

The Continuing Educa¬ 
tion and Workforce Devel 
opment Division of Garrett 
College will offer "Com¬ 
munication for Caring Cou¬ 
ples," beginning Wednes¬ 
day, Oct. 1, from 7 to 8:30 
p m. on the McHenry cam¬ 
pus. 

This four-session course 
is geared to address the 
most common communica¬ 
tion problems with signifi¬ 
cant others and not in¬ 
tended to provide personal 
counseling. 

Couples will identify 
communication habits need¬ 
ing change and learn tech¬ 
niques to promote "healthi¬ 
er, more productive" results. 

The first and last sessions 
will include joint discussion 
for the couples. The second 
and third sessions will be 
"men only" and "women 
only," respectively, in order 
to discuss gender-specific 
communication habits. 

The instructor for this 
course is Sherry O'Shell, a 
licensed certified clinical 
social worker in a private 
practice. 


Craig 8 Associates 

(Pergin Farms) 

8 Mettiki Coal 

For purchasing our 1 

2008 Market Lambs . JC ^ > Tbuse4^ia^ 


Hilltop Inn 
Restaurant 
& Lounge 

Route 40 

2 miles cast of Grantsville 
301-895-5168 



Friday Specials 


All You Can F.at Fish Fry, 
includes choice of Potato or 
Vegetable & Salad Bar S10.29 
Fried Fish or Clams, 
includes choice of Potato or 
Vegetable and Salad S8.79 


Roast Prime Rib, 

Baked Swiss Steak. 
Creamed Chicken over Biscuit or 
Stuffed Green Peppers, includes 
Choice of Potato or 
Vegetable and Salad Bar 


Mi- will be closed 
September 13 - 22 and 
re-open at II a.m., Sept. 23 


Hours: 

lues. - Tliurs. I I -7 
Fri. A: Sat. 11 -8:.'t0 
Sun. 11 -fi 



Aeroquip 

Hydraulic Hose 
and Fittings 

HYDRAULIC HOSES 
MADE WHILE 
YOU WAIT! 

• 1. 2, 4 and 6 Wire Hose from 
3/i6- to r 

John Deere O-Ring Face Seal 
Fittings 

. Split Flange Cd6l and Cd62. 
Kamalsu, Metric, JlC. Pipe 
0 Ring, Cnmp Fittings 
• Quick Disconnects 
Power Swivels 
«* ■ Hydraulic Suction 

• Push Lock Hose and Fittings 

• Truck Hose and Reusable Fittings 
. Air Brake Hose and Reusable 

Fittings 

■ Stainless Steel/Tellon Hose 
and Fittings 

Crimp Machines and Bulk Hose 
Programs 

•Two Convenient Locations • 

104 Commerce Drive 
Mtn. Lake Park 

301-334 4136 

3030 Earl L Core Road 
Morgantown, WV 

304 296 4639 


Garrett industrial 
Supply Inc. 

Oakland, MD and Morgantown, WV 

WWW.GARRETTINOUSTRIALSUPPLY.COM 
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GRS has the areas ONLY 
aquatic therapy pool!!! 


— 


Did you know you 
don’t have to be 
able to swim to 
benefit from 
aquatic therapy? 
301-334-1863 

6500 Thayer Center 

Oakland, Md. 21550 

www.garrettrehab.com 


301 - 334-1863 

Did you also know ... 

Aquatic therapy will increase.. 

• Circulation 

• Range of motion 

• Strength and endurance 

• Balance and coordination 

• Relaxation 

• Flexibility 

• Muscle tone 

Aquatic Therapy also... 

’ Protects joints during exercise 

• Reduces stress 

• Decreases swelling 

Aquatic therapy is great for... 

• Pregnancy 

• Post-operative weakness 

• Arthritis/ Joint replacement 

• Athletic injuries 

• Neck and back pain 

• Scoliosis 
. Chronic Pain 
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l With computers and the 
Internet influencing a 
large part of our 
everyday lives, how can 
you afford not to 
advertise your business 
online? With today s 
technology, your 
message can be out 
and in the public eye in 
seconds, to be seen by 
thousands of viewers to 
help increase your 
sales 

The bottom line is: We 
have a guaranteed 
number of visitors a 
- day*, and you can be 
sure they all will see 
your ad 


Get Known. Advertise Online. 

Call today and ask about our affordable rates, high exposure, 
and how easy it ran be to advertise online! 

The 

Republican 

-^newspaper 

• ON'LIN'E- EDITION^ 


The Republican 
P.O. Box 326 
108 South Second Street 
Oakland, MD 21550 
www.therepublicannevvx.com 
ahiUbPtherrpubUcannewx.com 

301-334-3963 


•Numbers figured using Google s Online Analytics tool Average visitors/month 14.600 
Average page-viewsrmontn U.O OO Average pages per visit, b I nal means in a ween. 

^our < ad i was seer^lmo8^20 1 00^imet M hjumber^orVHi^CalModajt an^ i getJjinown^ 
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Rams Young, But Hopeful; 
To Open Friday At Allegany 


“No more mister nice 
guy" is the approach that 
third-year Southern High 
School varsity football 
coach Steve Savage says he 
has decided to employ this 
season, hoping that it will 
help turn around the Ram 
piogram and result in sig¬ 
nificant improvement in the 
win-loss columns. 

The Rams finished a 
rather dismal 2-8 last sea¬ 
son, with one of those victo¬ 
ries being recorded against 
winless Hampshire. They 
will open their 2008 cam¬ 
paign this Friday with an 
enormous test, traveling to 
Cumberland to take on area 
champion and always tal¬ 
ented Allegany. 

Claiming he has become 
more vocal" and “more in¬ 
tense” this year, Coach Sav¬ 
age enters this season with 
about 50 players; however, 
only 14 of them are juniors 
and seniors. 

“This will obviously be 
another challenging year for 
us, but we have the best 
sophomore class we’ve had 
in a very long time," he 
said "We will be counting 
on them to produce now, 
and it also bodes well for 
our future." 

Savage noted that his 
10th graders have played 
the game of football to¬ 
gether since their peewee 
league days, through youth 
league, and so will come 
into the program with many 
y<jars of experience. 

Savage said that another 
change this year is that he 
has placed his offensive unit 
almost exclusively under the 
leadership of former SHS 
and West Virginia Univer¬ 
sity standout Brad Palmer 
plus Jay Stewart, also a for¬ 
mer Ram 


Southern Varsity 
Football Schedule 


Date 

Opponent 

Loc. 

9/6 

Allegany 

A 

9/12 

Boonsboro 

A 

9/19 

Hampshire 

H 

9/27 

Fort Hill 

A 

10/3 

T ucker 

A 

10/10 

Petersburg 

H 

10/17 

Keyser 

H 

10/24 

Mtn. Ridge 

H 

11/1 

Bishop Walsh 

A 

11/7 

Northern 

H 


Palmer, who is familiar 
with the spread offense after 
being coached for four years 
by now-Michigan coach 
Rich Rodriguez, is incorpo¬ 
rating some of those 
schemes this season, with 
the quarterback being the 
major key to both the run¬ 
ning and passing game. 

Senior Ryan Wamick (6- 
0, 180), who played that 
position much of last season 
after Jason Ashby was in¬ 
jured, will be that major 
key. 

"Ryan is built more like 
a fullback than a quarter¬ 
back,” Savage said, “but he 
has a real good pre-season, 
is getting comfortable with 
the shotgun, and has the 
size and ability to run the 
ball.” 

Backing him up will be 
sophomore Jakob Scheffel 
(5-9, 160), and junior 

George Scheffel (5-6, 150), 
a two-time state wrestling 
champion, at the fullback 
spot. 

Juniors Brandon Pritt (5- 
8, 160), Tyler Sanders (5-10, 
165), and Derek DeWitt (5- 
10, 175), and sophomore 
Kody Sanders (5-9, 160) 
have all been vying for the 
halfback position, with Pritt 
and Kody Sanders likely to 
start. 

Jakob Scheffel will also 
likely see time in one of the 
halfback spots 


SUBARU 
Parts & Service 

PM Inspections - All Models 

@®CP(KB&G &Q0G<sXKD®Q8^ 

301 - 387-6148 


Real 
Estate 
Eacts by... 
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Jeff Hovis 


READY TO OPEN UP? 


There's been discussion among professionals in the 
real estate business for years now regarding the value of 
holding open houses. The National Association of 
REALTORS* conducted a survey last year that revealed 
80 percent of buyers used the Internet for properly 
searches, but only 42 percent visited open houses. What 
gives, and are open houses a waste of everyone's time? 

The answer varies according to whom you ask, and 
there are good arguments on both sides. Some agents feel 
that truly serious buyers do their searching well in 
advance, and choose to make appointments to see the 
homes that really excite them 

Other agents have learned that buyers enjoy the 
freedom of seeing properties without an appointment and 
without the company of a representative when they visit. 
Sellers, on the other hand, sometimes expect agents to host 
open houses to show that they’re working hard for their 
compensation. 

Real estate agents often begin developing 
relationships with buyers through open houses. By 
learning the needs of particular buyers at an open house, 
the agent may be able to direct those buyers to another 
home that's better suited to their needs perhaps yours! 

In a nutshell, both sides can be equally argued, but 
why eliminate any sector who may become interested in 
youi house The real estate agent's job is to expose your 
property to the largest number of people possible to enable 
you to get the most money possible for your investment. 
Discuss the potential benefits of an open house with your 
real estate agent If you arc thinking of buying or selling a 
home but feel "out of touch" with real estate, give me a call 
today. 



DEEP CREEK 
REALTY 
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301 -387-5303 
800-252-7335 
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SHS CHEERLEADERS NAMED ALL-AMERICANS - Five Southern High 
School cheerleaders recently earned All-American honors, as designated by the 
National Cheerleaders Association (NCA) during a summer camp at North Glade 
Inn near Swanton. The All-American designation is the highest awarded given by 
the NCA. Persons who receive this honor are entitled to attend several other NCA 
activities during the coming year. Pictured, left to right, are award recipients Olivia 
Gaither, freshman; Brittany Harvey, senior; Alayna Gaither, senior; Jennifer Feas- 
ter, freshman; and Paige Carr, junior. Alayna is a four-time All-American, while this 
is the third such designation for Brittany. The local camp was sponsored by the 
NCA, the oldest and the largest organization of its kind in the country, according to 
SHS coach Harry Biggs. He said attending the local camp is one of the highlights 
of the cheerleading year. During the recent event, the coaching staff received in- 
depth training from the NCA staff, and the cheerleaders received training in several 
key areas, including chanting, cheer, dancing, and stunting. Biggs's wife Angie is 
the SHS assistant coach. This is the couple's ninth year as squad leaders. The jun¬ 
ior varsity coach is Marci Biggs, the couple's daughter. She is a 2003 graduate of 
Southern, where she was a four-year member of the cheerleading team. She is also 
a former squad captain and an All-American recipient. This is Marci's third year as 
JV coach. 


Sophomore Derek Papa 
(5-10, 165) will likely start 
at one of the tight end spots, 
while senior Brian Hutton 
(5-10, 150) and sophomore 
Bryson Knox (6-0, 195) are 
battling for the other end 

Anchoring the offensive 
line are two returning start¬ 
ers at the tackle positions, 
senior Aaron Mullenex (6-3, 
240) and sophomore Ryan 
Bennett (6-0, 200) 

Junior Andrew Brenne- 
man (6-1, 190) returns to 
start at one of the guard 
positions, while senior J.B 
Gnegy (6-1, 210) will likely 
get the nod for the other 
guard position Gnegy 
started there as a sopho¬ 
more, but did not play last 
year. 

Also expected to see ac¬ 
tion on the line are senior 
Billy Donne (6-0, 185) and 
sophomore Dale Marple (5- 
9, 185). 

Working hard to win the 
starting spot at center are 
senior Chris Noble (5-10, 
270) and sophomore An¬ 
thony Cervi (6-1,205). 

Coach Savage has taken 
charge of the defense, and 
intends to go from a 4-4 to a 
five-man front. 

“We want to position 
ourselves to be more aggres¬ 
sive with our blitz," Savage 
said. 

Expected to start in line¬ 
backer positions are Kody 
Sanders, Pritt, Papa, and 
Jakob Scheffel. 

Donne will start in the 
nose tackle position, with 
tackle spots occupied by 
Bennett, Mullenex, Noble, 
and junior Matt Broadwater 
(6-1, 260). Brenneman, 

Gnegy, and Knox are the 
candidates for the defensive- 
end positions 

The secondary will likely 
be filled by George Scheffel 
at one corner, and Hutton 
most likely at the other, 
while Sweitzer will till the 
safety position, even though 
Coach Savage would prefer 
to keep him just at quarter¬ 
back Junior Matt Sloan (5- 
6, 140) will also see action 
in the secondary. 

Out with an injury for up 
to eight weeks is sophomore 
Tyler Alt (5-10, 200) 

Other assistant coaches 
this season, besides Palmer 
and Stewart, are Josh Hme- 
baugh, Seth Tressler, Ryan 
Savage, Greg Tressler, Re¬ 
gis Marucci, John Nazel- 
Continued on Page A-16 



LABOR DAY WEEKEND AND THE 
COMMODORE’S CUP REGATTA 
by Dan Muss 

The weekend started off with a slow-moving line of 
thundershowers that rolled through about 11 a m. The 
weather radar map, however, showed no activity after the 
front, so the PROs for this regatta — the two commodores 
from the Deerhaven and the Turkey Neck yacht clubs — 
postponed for a while and then wisely sent the racers to 
lunch with a start at l p m and two races to be sailed 
back-to-back. It was a cool and cloudy day, but they got 
two races off without incident. In our one race, my crew, 
Fearless Marilyn Filemyr, and 1 got a great start and led 
for a while, but lost the lead on the first weather leg to 
finish second, while Kemp won handily 

Both Sunday and Monday, however, were "Chamber 
of Commerce” days, with sunshine, temperatures in the 
high 70s, and nice wind for racing 

On Sunday we had, again, a good start, but Peters took 
us on the first beat On the second beat we had closed the 
gap so that we crossed Peters on port as he was approach¬ 
ing the windward mark It was very close, but we were 
enough ahead so that 1 could bearAff and pull my stern 
around as he held his starboard tack course We then 
over-stood the mark by another few boat-lengths because 
the wind was so shifty, and were able get around while 
Peters had to pinch up and lose speed 

On Monday we again took the lead at the start, only to 
have Peters take us on the first beat to windward At the 
last downwind leg, Muss, Peters, Rissell, and Miller were 
all close together, but masterful spinnaker handling by 
Fearless Filemyr took us first around the leeward mark to 
win the race and the regatta. 

In the Challenger Fleet, Schubert dominated the rac¬ 
ing, as he skillfully tacked to find the wind along the 
shoreline on every beat. So it was Tuel and Holloway 
battling for second place During the second race on Sun¬ 
day, Holloway's main sail suddenly dropped as they at¬ 
tempted to adjust it upwind Holloway, always prepared, 
had an extra wrench in his pocket. He was able to raise 
the main again and keep second place. 

There is one more race this Saturday, but it is too long 
for my old bones, so this is my last column for this season; 
I’ll be back next spring! 

RACE RESULTS (skipper/crew) 
Commodore’s Cup Regatta 
Lasers 

1 Anne Graham, 2. Gordy Clefton, 3. Steve Wilson 

Flying Scots 

Championship/Gold 1 Harry Carpenter/Josh Bul¬ 
lock, 2 Joni Palmer/Dorita Cough, 3 Bruce Spinnenwe- 
ber/Layne Seelig, 4 Charles/Sarah Buffington 

Championship/Silver: 1. Mark/ Lauren Schaefer, 2. 
Nate/Rachael Coraor, 3. David/Brian Bertsch 

Flying Scot Masters: 1 Dan Muss/Marilyn Filemyr, 2. 
Ted Rissell/Carol Muss, 3 Ed Peters/Dan Wamick 

Flying Scot Challenger: 1 Gary Schubert/Alice Ro- 
sanski 2 Ned Holloway/Karen Brassfield, 3. David/ 
Dorothy Tuel 

2008 July-August Series 
Lasers 

1. Darrell Van Hutten, 2. Kris Van Hutten, 3. Peter 
Frey. 

Flying Scots 

Championship/Gold: 1 Bruce Spinnenwebcr/Layne 
Seelig, 2. Charles/Sarah Buffington, 3. Dick Gregory/ 
Will McGill 

Championship/Silver: 1. David Bertsch/Debbie Me- 



$100 Golf Foursome Coupon 


‘Redeem this coupon Monday thru Thursday anytime, Saturday & Sunday after 11am, advance toe 
times required, based on availability, 1 coupon per foursome, must present coupon at time of check in, 

of 2008 Coif Season. 


expire} end of 2008 Coif Season. 

#■ * 

Experience 4 New Golf Holes & Re-routed Course at 
the Wisp Resort Golf Course! * v ' 


wispresorf.com 


Combs, 2. Sally Ericsson/Tom Garwin, 3. Spenser/Marie 
Deakin. 

Masters: 1. Dan Muss/Marilyn Filemyr, 2. Ed Peters/ 
various crews, 3. Ted Kemp/Mike Belmonte. 

Challenger 1. Patti/Dale Copeland, 2. David/Dor¬ 
othy Tuel. 

End of Season Awards 
Fleet Champions 

Lasers - Darrell Van Hutten 

Championship/Gold - Bruce Spinnenweber/Layne 
Seelig 

Championship-Silver - John Frank/crew. 

Masters - Ed Peters/various crews. 

Other Awards 

Kennicott Participation - Ryan Schubert 

Filemyr Most Improved - Patti/Dale Copeland 

Rookie of the Year - David/Dorothy Tuel. 

Wednesday Night Races - Dave Mahan. 

Sportsman of the Year - Harry Carpenter. 


3-D Archery 
Shoot Slated At 
P-G State Park 

A "hunters' special" 3-D 
archery shoot will be held at 
Potomac-Garrett State For¬ 
est, located at 1431 Poto¬ 
mac Camp Road, on Sun¬ 
day, Sept. 7, from 7 a m. to 
3 p.m. 

The fee is $7 person. 

"Come out and take your 
best shot at 30 3-D targets 
set in realistic surround¬ 
ings," a spokesperson said 

For more information, 
persons may call 301-334- 
2038 

3,300 Seek Bear 
Hunting Permits; 
Only 220 Available 

Only 220 permits are 
available in Garrett and 
Allegany counties that will 
allow applicants to harvest 
bears in the upcoming 
month. Over 3,300 hunters 
have applied for a chance to 
obtain permits 

Hunters paid a non- 
refundable fee and submit¬ 
ted applications throughout 
the month of August. The 
drawing was held today, 
Thursday, by computer at 
Spherix, Frostburg, with a 
list of winners and alter¬ 
nates drawn by the push of 
a button Spherix has had 
the contract for the drawing 
since the bear hunt was re- 

Subscribe to The Hepub/ican 


TRACWIDE 
CREAMERY 

t Hand-dipped & soft serve- 

ICE CREAM 


sumed in 2004, as there was 
no bear hunting in Mary¬ 
land since 1953. 


The winners of the draw¬ 
ing will be announced 
online by 5 p m tomorrow 
Hunters received a number 
at the time of application, 
which will be the order that 
they are announced. Appli¬ 
cants should go to www.- 
blackbear dnr maryland - 
gov to find the outcome of 
the drawing 

According to Harry Spi- 
ker, Maryland Wildlife Ser¬ 
vices lead bear biologist, 
this is a record number of 
applicants, with last year's 
at 2,804 Wildlife officials 
have established a harvest 
quota of 55 to 75 bears for 
the hunt, which is sched¬ 
uled for the week of Oct. 20 
-25 in both Garrett and 
Allegany counties 


A TTENTION HUNTERS!!! 




DEER PROCESSING!!! 


Featuring 

llend«>r’« 

Kologna recipvi! 
hour Kinds 

• Regular • Hot • Sweet Hickorey • SH/liot 



•35^ 

am 

AfW fit 


• Fully Refrigerated Facility «Cut, Wrap & freeze 

• FREE TENDERIZING!* TAXIDERMY SHOP 


Accepting Deer and Bologna Meat 
Starting September 2, 2008! 

Call before you come! Closed Sunday ’ s! 

Visit us on the web! www ejstaxidermv-mcats com 
(301)245-1409 — (301)245-4403 • 11,tfinger, Maryland 





/ 


S# >138 

Bucket of 6 
Domestic Beers (canTKnly)] 
& Dozen Wings 

Goat nights^ $15 

Excluding Weekends 


+ tax 


September ENTERTAINMENT 

Scpl 5, FRIDAY - The Groove DocTor (dining 

room) »i 

Seph 6, Saturday - Ronnie B. 

Sept. 13, Saturday - Floyd Cowger 


Bradley Lane 
Oakland 


MOONEYS 
PUB# 



Hours: 11 a.m. - 9 p.m., Serving Food 
PUB opens at 3 p.m., MON-SAT 


I?tooTO8sEbSoojg Hkms? fflaxnxs I?axp ®ots cp 

<33 Y&fflUS 

•Sealy • Ashley 


Roderick 

Quali y Leaves No Regrets 

203 Main St. 
Westernport, MD 

Open Mon., Wed.. Fri. 10-8; 

Tues. & Thurs. 10-5; Sat. 10-4 
Closed Sunday 

301-359-0451 www.rodcrickoutlet.com 


• Berkline •Flexsteel 

• La-Z-Boy 

• Benchcraft 

• Broyhill 

•Free Delivery 
•12 Months Same As Cash 


All major credit cards accepted 


Northern Garrett County 
Rescue Squad 



3rd ANNUAL 
GUN/CASH BASH 


Saturday, September 20 
Garrett County Fairgrounds 

Gates open at Noon 

Ticket donation: $25.00 

Drawings every 15 minutes from 1-6 p.m. 
Grand Prize drawing at 6 p.m. 

2008 Arctic Cat 500CC Auto 4x4 ATV 

FOR MORE INFORMATION VISIT www ngcrs.com 

rQI lickttt* &uii. ioi-Ov5-5i2u wuiliuui uuy Koftiutfiift nuawug iTituiTtuCt 
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Huskies Numbers Small, But 
Hope To Capitalize On Speed 


When the Northern High 
School varsity football team 
takes the field in its season 
opener at Smithsburg this 
Friday evening, fans may 
experience some deja vu, as 
once again the team consists 
of only about 30 players and 
just four of them weigh over 
200 pounds. 

However, 12-year head 
coach Phil Carr believes 
that the speed and quick¬ 
ness that the 2008 squad 
possesses will keep the Hus¬ 
kies in the game, and could 
lead to improvement in last 
year’s 4-6 record. 

Among those gone from 
that squad via graduation 
are one of the area’s most 
outstanding backs in Blair 
Silbaugh, who amassed just 
under 1,200 yards of rush¬ 
ing and nine touchdowns 
last season. Also moving on 
were Garrett Gulledge, 
Matt Mason, Steven Taylor, 
Justin Rosenberger, and 
Ben Diehl 

On the positive side, 


Stough, Jared Rodeheaver, 
and Bobby Wingrove, along 
with juniors Josh 
Duckworth, Adam Moran- 
duzzo, and Tyler Opel. 

Wiley (5-7, 155) and 
Fratz (5-10, 170), who 

missed most of last year 
because of injury, will likely 
start at the halfback posi¬ 
tions in the Huskies’ veer 
and wishbone sets 

Duckworth (5-9, 145) is 
currently tagged to be the 
starting quarterback, while 
Wingrove (5-7, 140) will 
start at the flanker spot, but 
also be utilized at wing, 
slot, and halfback. 

Gillum will be the starter 
at split end, and Rode¬ 
heaver (6-1, 190) has been 
moved from a tackle spot to 
tight end. 

Also likely to see some 
time in the offensive back- 
field are senior Jason Green 
(5-8, 155) at quarterback, 
and sophomore Jake Bosley 
(5-8, 155) as a running back. 

When the offense is in a 


HUSKIES TO OPEN AT SMITHSBURG - The 2008 high 
school football season will open for the Northern High School 
varsity this Friday evening at Smithsburg. Pictured above are the 
members of both the varsity and junior varsity squads. From left, 
front row, are: Kenyan Williams, Bobby Wingrove, Ed Lytle, Dus¬ 
tin Stough, Ryan Evans, Jared Rodeheaver, Zach Fratz, J.P. Law, 
Ryan Klein, Kyle Gillum, Josh Duckworth, and Jason Green. In 
the second row are: Aaron Klein, Trevor Tombley, Adam Moran- 
duzzo, Dylan Miller, Tyler Opel, Alex Smith, Cameron Barone, Dy¬ 
lan Day, Alan Wingrove, Andrew Sisler, Teddy Linton, James 
Barnhard, and Garrett Rayner. In the third row are: Dom Dolan, 
Alex Ruff, Bobby Hay, Dan Uphold, Jake Bosley, Austin Tombley, 


Matt Thomas, Guy Vignoli, Ryan Doerr, Mark Miller, Carlos How¬ 
ard, and Adam Brenneman. In the fourth row are: Sean Kamp, 
Zach Merrill, Cody Savage, Josh Bittinger, Justin Durst, Zach 
Friend, Travis Martin, Sam Knox, Levi Slovak, Talon Garner, and 
Joey Layton. In the fifth row are: Tyler Owens, Cody Rodeheaver, 
Patrick Sines, Kyle Rosenberger, Dan Sisler, Bryan Ferrell, Derek 
Yoder, Connor Lloyd, Toby Groves, Josh Mason, Chris Murdock, 
Bubba Meyers, and Alex Baker. Members of the coaching staff 
are pictured below. From left, front, are head coach Phil Carr, 
Bob Moranduzzo, and Scott Jones. In the back row are Frank Ew¬ 
ing and Mike Fike. Not present for the photo was assistant coach 
Jamie Workman. 


though, among the 

return- 

three-back set, either junior 

ees is senior receiver Kyle 

Dylan 

Day (5-8, 

170) or 

Gillum (6-1, 170), who led 

senior 

Ryan Evans (5-8, 

the area in receptions last 

175) will assume 

the full- 

season with 37 catches for 

back 

position. 

Juniors 

724 yards and six 

touch- 

Teddy Linton (5-5, 145) and 

downs. 


Alex Smith (5-3, 

140) will 

Other experienced play¬ 

be back-ups for 

halfback 

ers back are seniors Randy 

spots. 



Wiley, Zach Fratz, 

Dustin 

When the play calls for a 

Northern Garrett High School 



Football Roster 



Player 

Year 

Ht. 

Wt. 

Position 

Kenya Williams 

12 

5’10” 

160 

FL7DB 

Jason Green 

12 

5'8” 

155 

HB/DB 

Teddy Linton 

11 

5'6” 

145 

HB/DB 

Dylan Miller 

11 

6'1" 

170 

TE/DE 

Josh Duckworth 

12 

5’9" 

145 

QB/FS 

Alex Smith 

11 

5'6" 

140 

HB/LB 

Jake Bosley 

10 

5’8" 

155 

QB/SS 

Dylan Day 

11 

5'8” 

170 

HB/LB 

Alan Wingrove 

11 

5'7” 

130 

SE/DB 

Bobby Wingrove 

12 

57“ 

140 

FL/DB 

Andrew Sisler 

11 

5'6" 

135 

SE/DB 

Zach Fratz 

12 

SHI¬ 

170 

HB/DB 

Randy Wiley 

12 

S’?" 

165 

HB/LB 

Ryan Evans 

12 

5’8" 

175 

HB/LB 

Adam Moranduzzo 

11 

5'8" 

150 

G/LB 

Dustin Stough 

12 

5'9" 

170 

G/DE 

J.P. Law 

12 

5’8" 

180 

T/DT 

Cameron Barone 

11 

5'H" 

180 

G/DT 

Garrett Rayner 

10 

6’1" 

205 

T/DT 

Eddie Lytle 

12 

57" 

155 

G/DT 

Ryan Klein 

12 

6’0" 

180 

G/DT 

Aaron Klein 

11 

6'0" 

205 

T/DT 

Mark Miller 

10 

6’0" 

220 

T/DT 

Trevor Tombley 

11 

6'3“ 

190 

T/DT , 

Tyler Opel 

11 

6'2" 

235 

C/DT 

Kyile Gillum 

12 

6'1" 

170 ' 

SE7FS 1 * 

James Barnhard 

11 

6'0” 

185 

TE/DE 1 

Jared Rodeheaver 

12 

6'1" 

190" 

TE/DE 1 


second tight end, along with 
Rodeheaver will be junior 
Dylan Miller(6-1, 170). 

There will be experience 
at the center position, where 
junior Tyler Opel (6-2, 235) 
will return after starting 
there all last season 

The starting guard posi¬ 
tions will be occupied by 
Stough (5-9, 170) and 

Moranduzzo (5-8, 150), 

with junior Trevor Tombley 
(6-3, 190) and senior J.P 
Law (5-8, 180) expected to 
start at tackle. Sophomore 
Garrett Rayner (6-1, 205) 
will also likely see consider¬ 
able action in one of the 
tackle spots. 

Other Huskies vying for 
time on the offensive line 
are seniors Ed Lytle (5-7, 
155) and Ryan Klein (6-0, 
180), and junior Aaron 
Klein (6-0, 205). 

“We believe that if our 
linemen can open some 
holes, even for an instant, 
our backs will have the 
speed to pick up yardage,’’ 
CarT said 

. Defensively, Carr also 
hopes to better utilize his 
team’s speed, with more 


Northern Varsity 
Football Schedule 


Date 

Opponents 

Loc. 

9/5 

Smithsburg 

A 

9/12 

Williamsport 

H 

9/19 

Keyser 

H 

9/26 

Frankfort 

A 

10/3 

Bishop Walsh 

H 

10/10 

Mtn. Ridge 

H 

10/17 

Chestnut Ridge 

A 

10/24 

Fort Hill 

H 

10/31 

Allegany 

A 

11/7 

Southern 

A 

blitzing and stunting 



runs from an 1-formation 
with a slot and wing most of 
the time. They are led by 6- 
3, 180-pound quarterback 
Kyle Orndorf, whose top 
target is senior tight end 
Alan Reed (6-2, 175). 

Another offensive leader 
is junior tailback Billy Law¬ 
rence (6-0, 160). 

Lawrence ahs excellent 
speed, and we are going to 
have to figure out some way 
to contain him to have a 
legitimate chance," Coach 
Carr said. 

The Leopards' 4-4 defen¬ 
sive unit, which likes to 
blitz, is led by senior line¬ 
backers Alex Akers (5-11, 
180) and Jesse Thompson. 

"They are very quick and 
athletic on defense," Carr 
noted. 

“1 think if we do not turn 
the ball over and really limit 
the usual first-game mis¬ 
takes, it will be a good 
game,” said Carr. 

Assisting Carr again this 
year are long-time defensive 
coordinator Frank Ewing, 
Bob Moranduzzo, Scott 
Jones, Jamie Workman, 
and newcomer Mike Fike, 
who played for the Huskies 
and at Glenville State under 
coach Rich Rodriguez. 

After the Huskies’ opener 
this Friday night, they will 
host Williamsport the fol¬ 
lowing week Four of their 
first six games will be 
played at the Cove. 




Moranduzzo, who re¬ 
corded 114 tackles — includ¬ 
ing six sacks — last season 
as a defensive end, will start 
at middle linebacker Day 
and Wiley will start at the 
outside linebacker spots. 

The starting defensive 
linemen will be Opel and 
Tombley at tackle, and 
Stough at defensive end. 
Sophomore Mark Miller (6- 
0, 220) will also see action 
at tackle 

A three-year starter in the 
secondary will be Fratz at 
one of the corners, along 
with Green at the other cor¬ 
ner, Bosley at strong salVtv, 
and Bobby Wingrove at free 
safety Juniors Alan Wih- 
grove (5-7, 130) and Cam¬ 
eron Barone (5-11, 180), 
and senior Rodney Schroyer 


(5-9, 130) will be back-ups 
in the secondary 

Gillum will also handle 
the kicking and punting 
chores again this season 
Carr said that last sea¬ 
son’s schedule was "the 
toughest we’ve ever 
played,” but said that this 
year’s slate is even a bit 
more difficult, with the ad¬ 
dition of Chestnut Ridge 
(Pa.) in place of Hancock. 

"Plus Allegany, Frank¬ 
fort, Keyser, and Fort Hill 


are all as good as or better 
than they were last year,” 
he said. 

“Staying healthy and 
controlling the ball will be 
crucial for us this year,” he 
said "Our goal is to be 
competitive against every¬ 
one on our schedule ” 

This Friday’s contest vs. 
Smithsburg will be a huge 
challenge for the Huskies, 
as the Leopards return 31 
players from a team that 
went 9-1 last season and 


reached the regional final. 
Offensively, Smithsburg 


GARRETT 

AUTO RENTALS INC 


U-SAVE 

AUTORENTAL 


LOW DAILY RATES 
INSURANCE REPLACEMENTS 
CARS VANS 15 PASS. VANS 


locally owned l Operated far It Tears! 
Rt. 219 Deep Creek Loke 

Major Credit Cords Accepted 


HOME ENERGY AUDITS 


THERMAL IMAGING SERVICES! 


For Pricing and Details See: 


www.hotshotzinspections.com 


240 - 321-5050 

Certified Infrared Thermographer #7244 


Countryside town Equipment 

301 - 334-3550 

1158 Shady Dell Road (Pleasant valley). Oakland 
Mon.-Frl., 7 a.m. - 5 p.m; Sat., 8 a.m. - Noon 


•lonsered 


Moiu-Frl.. 7 a.m. • 5 p.m; Sat.. 8 a.m. - Noon 


old only by professional authorized servicing dealers. 


Lemley/McHenry 
Golf Tournament 

Hosted by the 

Oakland/Mtn. Lake Park Lions Club 


Registration: 

11:30 a.m. - 12:30 p.m. 


BAG IT, DRAG IT, 
BUT NEVER 
JUST TOSS IT 

JONSERED has a better idea 


While supplies last. Hurry In! 


AMERICAN 


The New Elettrit 
48V 


UTVs 


Friday, September 12 


Prizes: Oakland Golf Club Gift Certificates 

1st Place Low Gross - $400 1st Pace Low Net - $400 
2nd Place Low Gross - $200 2nd Place Low Net - $200 

3rd Place Low Net - $100 

Closest to the Pin, Longest Drive and many other 
prizes will be offered. 


Entry Forms are available at: 
Gregg's Pharmacy, 3rd Street in Oakland, 
or contact: Bill Ashby 301-616-0372, 
or Sherwin Teagarden 301-334-8536, 

ioi iMoie infoimdiion. 


Our friends are gone, but their dreams live on. 

j n memor y Q j our d ear friends, Al & Jeanie 


rO Lemley and Jim, Helen & Mike McHenry, the 
Oakland/Mtn. Lake Park Lions Club will host 
this year's golf tournament with all proceeds benefiting local Lions 

Club charities. 


Lions Club Chicken BBQ dinner following the event at the new 
Lions Club Glades Pavilion on Liberty Street. Non-playing guests 
attending the dinner- $ 15.00 per dinner. 

•-- 

The tournament will be held at 

the Oakland Golf Club. 


Format: 

Scramble - with 
Modified Buick Handicap 

Cost: 

$100 per individual 
$400 per team 
$100 hole sponsors 


END-0F SEASON PRICING ON 
IN-STOCK JONSERED STRING TRIMMERS! 


ON IN-STOCK MOWERS 


ZTR 


oi non 


SAVE Don't trash that old chain saw into 
$ 125 + a landfill. Bag it or drag it in to us 
On CS 2I59C and well recycle it - safely. 

And, you'll get big SAVINGS 
toward the purchase of a brand new JONSERED 
that runs cleaner and safer than ever before. 


-0R- 

Save $150 On: Turbo Model (S 2165 * Save $150 On: Turbo Model (S 2171 
Save $100 On: Turbo Model CS 2152C 
’With trade-in Choin Sow must be complete, with oil ports intact See us for details. 
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ntF-*#* 1 SEASON - The 


han, Kaitlyn Walker, Nikki Diehl, Chelsi Kling, and 


seniors Thomas Holtschnei- 
der, Aaron Valentine, and 
Wil Herpei, and junior Tay¬ 
lor Nicklin. Expected to 
start in the goal will be sen¬ 
ior Travis McFarland. 

“We have some very 


Time: I:()() pm - 4:00 pm 
Where: Loch Lynn Soccer Field 

Rain date September 13, 200R 
same time <Sc same place 

& #2481 

100 Elk Street 
I IV Oakland, Ml) 2l.'>u 


Anyone wishing to bowl in this league 
should be at the meeting. 

Bowling will start Sept. IS at 3:45 p.m. 

Any children/youth from ages 5 thru 21 as 
of Aug. 1, 2008, birth date may sign up. 

F.ofcgftocft informaiiatf f,r ». 

call Coach Janet at 301-334-9763 or 
Par-Matt Lanes at 301-334-3040. 


NHS BOOTERS TO OPEN CAMPAIGN - The 2008 
soccer season wilt open Saturday for the Northern 
High School varsity, which will host Keyser in a 7 p.m. 
match. The varsity team, coached by Lynn Lais, is 
pictured above. In the front row, from left, are: Tho¬ 
mas Holtschneider, Wil Herpei, Aaron Valentine, Tylor 
Kamp, Travis McFarland, Jeremy Beitzel, Zac Lips¬ 
comb, Dan Boyland, Daniel Warnick, and Trevor De- 
Vore. In the back row are: Frankie Moravetz, Andrew 
Beitzel, Dylan Beitzel, Carson Kamp, Ryan Beiler, 

is also returning from a 
highly successful 2007 cam¬ 
paign Last year’s 9-2 team 
established a school record 
for most wins, with all nine 
victories coming via shut¬ 
outs. 

First-year coach Melanie 
McFarland hopes to build 
on the team’s success by 
focusing on the basics. 

“Sound defensive tactics, 
along with an aggressive 
attacking game, are two of 
our team goals for the sea¬ 
son” McFarland said. “Our 
,-arc excited about 
the season and show a lot of 


Continued on Page A-15 


Huskies Lose Key Players To 
Graduation, But Optimistic 


Brian Johnson, Taylor Nicklin, Steven Holtschneider, 
Cody Brenneman, and Alex Daniels. The NHS junior 
varsity players are pictured below. From left, front, 
are: Jaymes Kelly, Brody Fike, Jeffry Trautwein, 
Cooper Corley, Ryan McCann, Kyle Herring, and Eric 
Moser. In the back row are: Aaron Beitzel, William 
Thatcher, Justin Shaw, Dylan Beitzel, Andrew Beitzel, 
Brian Johnson, Cody Brenneman, and Alex Daniels. 
See story. 


The goal of returning to 
the 1A West Region cham- 
DkinshiD match will be 
SMJfet of a tall order for 
Cdarh Lynn Lais and the 
Northern High School boys’ 
varsity soccer team, which 
recorded the best-ever re¬ 
cord in school history last 
season Their 2007 cam¬ 
paign did not come to an 
end until the Huskies fell to 
Poolesville, 3-1, in that re¬ 
gion final They concluded 
w/Jh an overall record of 15- 
2 

However, eight members 
of that team, including sev¬ 
en starters, were lost to 
graduation 

“We have some rebuild¬ 
ing to do and have lots of 
question marks,” Lais said 
"If our seniors step up we 
should do okay." 

One reason the Huskies 
may well “do okay” this 
season is that the four re¬ 
turning starters were among 
the top players in the area 
They include the Offensive 
Player of the Year, Zac 
Lipscomb, who was the 
runner-up in scoring for the 
area 

Also back are All-Area 
first-team members Daniel 


gresses,” Lais said. “Barring 
key injuries, I think we are 
capable of doing well again 
this fall We will need to 
take things one match at a 
time. We have a lot of work 
to do, but we hope to be in 
the regional final again in 
November.” 

Assisting Lais this season 
are Craig Warnick and 
Dean Daniels. 

As for the most challeng¬ 
ing opponents, Lais said, 
“We expect them all to be 
tough. But the program at 
Mountain Ridge is at the 
top in the area, so that 
match will be a measuring 
stick for us." 

The Huskies' first three 
matches will be played at 
home After Saturday’s 
opener against the Golden 
Tornados, they will host 
Southern next Monday and 
Trinity next Thursday 

There will be no junior 
varsity match with Keyser, 
so the varsity clash is slated 
to kick off at 7 p m On 
Monday against Southern 


c/km SHayifeal 

m Witlwid iDonhom 

who will be celebrating his 
90 * birthday on Sept. 12, 2008. 
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It IS FREE. no 
soccer shoot is 
age groups 


This 
the listed 


Northern Garrett 


Boys' Soccer 

Date 

9/6 
9/8 

9/11 Trinity H 

9/18 Allegany A 

9/20 Hampshire A 

9/23 Mtn. Ridge H 

9/25 Frankfort A 

9/30 Bishop Walsh H 

10/2 Allegany H 

10/4 Keyser A 

10/7 Mtn. Ridge A 

10/8 Southern A 

10/14 Fort Hill A 

10/15 Salisbury H 


Warnick, who was fourth in 
the area in scoring, and tal¬ 
ented defensive midfielder 
Jeremy Beitzel 

The fourth starter back is 
senior Aaron Valentine, 
who is expected to be 
among the anchors on de¬ 
fense. 

The Huskies will open 
their season this Saturday 
when they host Keyser. 
Likely starters for that are 
strikers Warnick, junior 
Frankie Moravetz, and sen¬ 
ior Tylor Kamp In the mid¬ 
field will be Lipscomb, Beit¬ 
zel, and sophomore Steven 
Holtschneider Starting at 
defensive positions will be 


Try our Want Ads They Pay. 


lippil) De-Dab 
lippity Day 
}bu might be7C 
Did we If ve yea 
anyway. 

September 1 


the junior varsity match will 
get under way at 6 p.m., 
and the varsity contest will 
follow at 7:30. Next Thurs¬ 
day’s match will also fea¬ 
ture just the varsity and will 
kick off at 7 p.m. 


Northern Garrett Varsity 
Boys' Soccer Roster 
Player Year Pos 

Travis McFarland 12 GK 
Cody Brenneman 10 Mid 
Aaron Valentine 12 Def 
Tylor Kamp 12 Mid 

Dylan Beitzel 11 Def 
Warnick 12 Fwd 
12 Mid 
Def 


10 
12 
12 
11 
12 
12 
12 

Holtschneider 
Andrew Beitzel 11 

Jeremy Beitzel 12 

Carson Kamp 11 

Ryan Beiler 11 

Frankie Moravetz 11 

Steven 10 

Holtschneider 
Alex Daniels 10 

Zac Lipscomb 12 

Wil Herpei 12 

Daniel Boylan 12 

Taylor Nicklin 11 

Brian Johnson 11 


Def 

Def 

Mid 

Mid 

Fwd 

Mid 

Mid 

Fwd/ 

Mid 

Def 

Mid/ 

Fwd 

Def 

Def 


NEED A LIM0 
301-501 -LIM0 

cl«epcrookWme$.com/Hmo 


Northern High School girls’ soccer teams will open 
their 2008 season at Allegany next Tuesday, Sept. 9. 
The NHS varsity, under new head coach Jeff Graham, 
finished last year with a record-setting 14-3-1 mark. 
Pictured above is the varsity squad. From left, kneel¬ 
ing, are: Megan Kinsinger, Meghan. Voelkel, Kelsey 


Jones, Justine Harvey 
and Kara Savage 
Shaffer, KaWynn Fra 


,-Amber Kling, 
(Allen, Jenny 
in Brosni- 


Sydney McFarland. The NHS junior varsity players are 
pictured below. In front is Brittany Mallow. Kneeling, 
from left, are: Addi Varndell, Tonya Becker, Lisa Um¬ 
bel, Kiersten Butler, Tara Goff, Karina Deniker, and 
Whitney Murphy. Standing are: Jocelyn Williams, Alex 
Diehl, Haley Margroff, Kayley Green, Coach Melanie 
McFarland, Cara Stough, Rachel Herfttiberger. Monica 
Keller, and Chelsea Ukebl. No* present for the photo 


Northern Garrett 
Girls’ Soccer 
Opponent 

Allegany 
Mtn. Ridge 
Southern 
Hampshire 
jjishop Walsh 


was Reewnery Ro 


Date 

9/9 

9/11 

9/16 

9/20 

9/22 


1071 

iow 

10/9 

10/16 

10/18 

10/21 


jgrpwj 

mm " x ' a 

Preston A 

Mtn. Ridge H 

Bishop Walsh A 

Fort Hill H 


Graham, sophomore Jenny 
-4 i-. 


Coach Graham Finds "Lots Of 
Enthusiasm” On Husky Squad 


Jeff Graham, first-year 
head coach of the Northern 
High School girls' varsity 
soccer team, is finding it 
hard to contain his squad's 
enthusiasm. 

"These girls were ready 
to push go about two weeks 
ago" said Graham. “After 
last year's loss in the Mary¬ 
land atate semi-finals, most 
of these athletes have had 
one thing on their mind: 
How do we get back to An¬ 
napolis?" 

That seems to be the 
question for the Huskies this 
year After last year's school 
record setting 14-3-1 season, 
the Huskies are looking for¬ 
ward to testing their skills 
again this year. They wiu 
open their 2008 campaign 
next Tuesday at Allegany. 

After the departure of 
three-year head coach John 
Milbourne and the loss of 
five seniors from the 2007 
squad, Graham knows that 
the Huskies have their work 
cut out for them Among 
those lost were two four- 
year starters in Brittany 
Stein and Sarah Voelkcl 

Stein was the school’s 
leading goal scorer, with 45 
career goals, and Voell(?l 


holds the school's career 
assist record with 24. Each 
finished their high school 
careers with an identical 
104 total points. 

The team also lost three 
important defensive players 
to graduation in Amy Lan¬ 
der, Abby Sherrard. and 
Devan Yoder. 

"We knew early on that 
wc had a lot of ground to 
make up, but with seven 
seniors on this year’s team 
and 11 total returning play¬ 
ers, I'm confident that we 
can get it done,” Graham 
said. 

Graham is no stranger to 
the team, having coached 
ihef^^^ptarsiiv lor the last 
four and worked 

with the 16 varsity players 
through the youth recrea¬ 
tion programs in the com¬ 
munity. 

.“.Inland of decided dur¬ 
ing our first training session 
what wc wanted the season 
tdTldtik like this year. The 
players set our team objec¬ 
tives, to be able to play 
faster with better quality 
first touches on the ball,” he 
said. “They now know what 
the game looks like at the 
so far, have 


Youth 


| Come ;tnd test ball. 

Contestants are in 4 age groups. 


Age 5.6. & 7 
Age 8 & 9 
Age 10 & 11 
Age 12 & 13 
Age as of 
Proof of age is 


There will be a I winner for 

boys and a 1st, 2nd^WJ^B»SMIImier for girls 
in each age group. Trophies will be awarded to the 
winners and all contestants will receive a 
certificate of participation from the Oakland Elks. 


put forth maximum effort at 
practice to reach those ob¬ 
jectives." 

Senior goal keeper 
Justine Harvey returns as a 
three-year starter, holding 
the school career record for 
most saves at 190 and high¬ 
est save average at 871 
“Justine is the area’s 
most solid goal keeper," 
Graham said “She plays 
fearlessly in between the 
posts and is frequently off 
her line to collect anything 
sent into the box." 

Playing out of the back 
for the Huskies will be sen¬ 
iors Kelsey Jones and Am¬ 
ber Kling, and juniors Kait¬ 
lyn Walker, Nikki Diehl, 
and Brittney Allen. 

“These girls bring a lot of 
experience to our defending 
line," said Graham "They 
are fast and have the ability 
to get forward in the attack 
when wc need them Kelsey 
kind of anchors things back 
there for us and is a two- 
time All Area/Conference 
selection." 

In the midfield, Graham 
looks for seniors Meghan 
Voelkel, Megan Kinsinger. 
and Megan Wiley to control 
the tempo of each match 
with precision passing and 
combination play Sopho¬ 
mores Kaitlynn Fratz and 
Chelsi Kling will add to the 
depth of these positions. 

“kaitlynn a a r*W»U$t 
All-Confercrtifl seTaSwif, 
and along wjth Lhdt^yaa 
out-husHe amvone 
field,” said Graham 

Morgan Brosmhan serves 
as the team’s back-up goal 
keeper and is expected to 
contribute significantly to 
the midfield as well. 

Forwards include senior 
Kara 


m£ndous amount of speed 
up top, along with Jenny 
and Sydney’s ability to beat 
defenders, find attacking 
space, and finish on shots," 
said Graham 

However, one of North¬ 
ern's best returning weap¬ 
ons will be Adria Graham 
at the striker position. The 
area’s Co-OfTensive Player 
of the Year for the 2007 
season holds the school re¬ 
cord for career points as an 
incoming junior with 110. 

“Adria has proven that 
she can find the back of the 
net, but perhaps her greatest 
attribute is her ability to find 
teammates off the ball,” 
stated Graham 

She led the area last year 
in goals and assists, which 
Graham says is a tribute to 
her ability to distribute the 
ball to teammates 

"Many teams try to mark 
her during games, only to 
be frustrated, as other play¬ 
ers step up and finish their 
shots as well,” added Gra¬ 
ham 

The varsity team knows 
it will be a difficult season 
"Right now, we have a 
target on our backs and ex¬ 
pect every match to be a 
tough one,” said Graham 
"This conference has a lot 
of strong teams, with South¬ 
ern, Allegany, and Mtn 
a few. As 


onjlhe team ob- 


The junior varsity squad 
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I Lake Access 
Baths 6366 
center hall Be 
w towering ee 
window wall 
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on the deck 

I screened p< 
fireplaces Fm 
w/6 bedro 
(4000+-sq t 
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it Enter the 
to great room 
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I’lay at lake 
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i ozy up to 
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Hatch Autumn (Jlory Parade 
From Your Front Porch! 

6742766 Gorgeous Victorian 
home located in Oakland's 
Histone Distnct with unbeliev¬ 
able character! Original 
woodwork, stained-glass 
windows, hardwood floors, 
gourmet kitchen complete with 
stainless steel appliances, wine 
cooler, wet bar, and Cohan 


.46 Acre Lot In Yough Mtn. 
Resort 6841168 Non- 
buildable access lot. HOA 
membership required to fully 
enjoy membership privclagcs 
Miles of roads for ATV's, 
snowmobiles, hiking, hunting, 
and fishing in designated areas 
Located minutes from Swallow 
Falls, Hemngton Manor, and 
Deep Creek Lake Call to find 
out about other planned 


Perfect Log Home Close to All 
Garrett County has to OfTer! 

6152614 Log Home in perfect 
rural setting A few minutes 
from Deep Creek Lake, and 
close to State Parks Many 
upgrades, and built-ins with 
Maple hardwood flooring, 
custom fireplace, and handicap 
access. Filtered view of 
surrounding hills and country¬ 
side $249,000 


Home on 5 Acres! 

6829399 Located in a tranquil 
park-like setting Walk across 
the bridge to the Gazebo. Work 
from home in the home 
office den on main level 2-Car 
detached garage for Atv's, 
recreational vehicles. 
Additional acreage available, 
call for details Timber on 
property valued at $30,000. 
$259,000 


Gorgeous Home With 
Character Galore! 6020715 
Lots and lot of rooms -could 
even be 8 bedrooms if you 
choose Il'iNtl WARRANTY 
INCLUDE i)' Enclosed sun 
porch. 3 w her dryer hookups, 
hardwood imors.built indeskin 
kitchen, h wmdov s, french 
doors - ' I many xtras to 
name’! S' i.OOO 


DEEP CREEK 
REALTY 


Each Office is Independently 
Owned and Operated 

Visit us soon at www .DeepCreekRealty.com 
or stop by our office 

24439 Garrett Highway, McHenry. MD 21541 
(in McHenry Plaza) 

8:30 AM-6:00 PM 
7 Days a Week 

301 - 387-5303 • 800 - 252-7335 


PROPERTY MANAGEMENT AND RENTALS 

•Vacation Rentals — a wide variety of homes, chalets, and condos. 
•Long-Term Residential Rentals — in town or country 
•Property Management — professional management for your 

recreational or residential property. 


Chalet In Coveted Sky Valley!! 

6857335 Comes with HOME 
WARRANTY A EXTRA 
COVERAGES, beautiful 
double-sided stone fireplace, 
thermal pane windows & 
constructed with 2x6's. 
Surrounded by common area A 
comes with an extra building lot. 
Lake access with boat slips per 
availability through HOA! 
$349,000 


Commercial Office Building! 

6684537 6 office building in a 
great location! Building also has 
bathroom, small kitchen and 
common room Front and back 
porch entrances Renovated in 
1993. High speed internet 
available in the area $119,900 


Your New Deep Creek Lake 
Waterfront Home for Summer 
Fun A Winter Delight! 

6791785 Call for details on this 
•ure to please lakelfont home 
loaded with neat features. 
$779,000 


READY FOR THEIR SOCCER SEASON to open 
this Saturday at Bishop Walsh are the members of 
the Southern High School varsity and junior varsity 
teams. Pictured above is the varsity teem, coached by 
Sara Shaffer. Kneeling, from left, are: Kaitlin McDade, 
Brooke Baler, Gina Stuck, Claire Wilkinson Lora Ash¬ 
by, Joanna Guy, and Madi Storey. Standing are: Coach 
Shaffer, Abby Wildesen, Kayla Petrella, Moro• n Ander¬ 
son, Kelsey Lear, Erin King, Destinee Fulk, auJ assist¬ 
ant coach Randy Storey. Not present for the p'-oto was 


Holly Logsdon. The junior varsity squad Is pictured 
below. From left, kneeling, are: Kylle Beckman, Claire 
Bishop, Lindsay Crabtree, Katie Anderson, Vicki Ste¬ 
vens, Ayla Fulmer, and Courtney Swearengen. Standing 
are: Coach Shaffer, Leah Mowbray, Chloe Ander¬ 
son, Emily Huxford, Samantha Thayer, Mikaels Bar¬ 
nard, Jordyn Llvengood, Kristen Yant, and Coach 
Storey. Not present for the photo was Brittany Per¬ 
ron. The Rams' first home match will be played next 
Tuesday against Frankfort. 

Southern Garrett 
Girla' Soccer 

Date Opponent Loc. 

9/6 Bishop Walsh A 

9/9 Frankfort H 

9/11 Fort Hill A 

9/16 Northern A 

9/18 Mtn. Ridge A 

9/22 Preston H 

9/23 Hampshire A 

9/25 Allegany A 

9/30 Northern H 

10/2 Bishop Walsh H 

10/7 Mtn Ridge H 

Fort Hill H 

10/18 Keyser A 

10/21 Allegany H 


RAM BOOTERS TO OPEN VS. ALCO - The Southern 
High School boys’ varsity and Junior varsity squads 
will open their 2008 seasons this Saturday by hosting 
Allegany. Pictured above la the 8HS varsity. Kneeling, 
from left, are: Nixon Malcolm, Sean Rollman, Aryne Rllay, 
Jake Bramanda, Royce Wamlck, Adam Calhoun, Nicholas 
Brant, Conor Forrester, and Brian Bramanda. Standing 
art: assistant coach Rick Tasker, John McGettlgan, Chris 
Schad, Derek McDonnell, Kody Lewis, Andrew Mowbray, 
Andrew McCreary, A.J. Storck, Michael Koalar, Cory 

Southern Garrett 
Boys' Soccer 
Date Opponent 

9/6 Allegany 

9/8 Northern 

9/9 Frankfort 

9/11 Preston 

9/16 Allegany 

9/20 Fort Hill 

9/23 Hampshire 

9/25 Mtn Ridge 

10/1 Keyser 

10/7 Fort Hill 

10/8 Northern 

10/13 Preston 

10/15 Mtn Ridge 

10/20 Bishop Walsh 


Murphy, assistant coach Ban Friend, and head coach 
Eric Malcolm. The Southern Junior varsity la pictured 
below. From left, kneeling, art: Jamas Stanley, Joey 
Ketterman, Nick McQettlgan, Jasper Tasker, Andrew 
Cvatnlck, George Klmmell, Josh Nesselrodt, and Seth 
Ingram. Standing ara: Coach Tasker, Bryan Wilkinson, 
Wyatt McBee, Tyler Colaw, Taylor Gosnell, Jaxon Schwab, 
Colton Forrester, Coach Frtend, and Coach Malcolm. The 
Rama will travel to Northern on Monday, host Frankfort 
on Tuesday, and travel to Preston next Thursday. 


Loc 


Coach Graham 

Continued from Page A-14 
promise in terms of our 
team's depth." 

Goal keepers lor the JV 
Huskies will be junior Brit¬ 
tany Mallow and freshman 
Alex Diehl 

"Brittany brings a lot of 
experience to the position 
and has accep d a role as 
one of the team's key lead- 
said McFarland 


Defending back - include 
junior Kayley Green, soph¬ 
omores Tonya Becker, Chel¬ 
sea Diehl, Cara St. >ugh, and 
Lisa Umbel, and freshman 
Addi Varnde!' 

Diehl, Stough, and Um¬ 
bel arc returning players 
from a team that allowed a 
total of only five goals for 
the entire season. 

Midfielders include soph¬ 
omores Rachel Hershberger 
and Monica Keller, and 


freshmen Kiersten Butler, 
Haley Margroff, and Rose¬ 
mary Rosser 

“Monica has demon¬ 
strated that she is a quality 
midfielder, and we are ex¬ 
tremely excited about some 
of our freshmen being able 
to be impact players out of 
the midfield as well,” Mc¬ 
Farland said. 

Forwards include juniors 
Karina Deniker and Tara 
Goff, sophomore Whitney 


Murphy, and freshman Joc¬ 
elyn Williams. 

“Karina and Tara are ex¬ 
ceptional leaders on this 
team, and Whitney brings 
a tremendous amount of 
speed to the game. I look 
for exciting things from our 
athletes up top this year," 
said Coach McFarland.” 

Following Tuesday’s 
opening match at Allegany, 
the Huskies will travel to 
Frostburg State University 
next Thursday to play Mtn. 


Ridge. The Huskies will be 
celebrating "10 Years of 
Girls’ Soccer" at their home 
debut on Tuesday, Sept. 16, 
against Southern. 

All former players from 


the last 10 years are invited 
to come out and be recog¬ 
nized at halfrime on Sent. 16. 

Kick-off times for the above 
matches are 6 p.m. for the 
junior varsity clash, and 7:30 
p.m. for the vanity contest. 


DENIED SOCIAL SECURITY? 

CALL 

KIRKWOOD & ROGERS, P.A. 

Experience You Can Trust 

KEYSER CUMBERLAND 

304-788-8080 301-759-4040 

♦ SERIOUS PERSONAL INJURY 

♦ WORKERS' COMPENSATION 


C ?UMri£4^rUrl^/ 

Glendale Assembly of God 

on Glendale Road 

Sunday, Sept 14 at 10 a.m. 

Covered dish dinner at the church at noon. 

Special sinqiny at 1:50 p/M. uuih 

Saved H If ^Jiace EVERYONE WELCOME! 


CrS 


www. DeepCreekRealty. com 


Character! 6780462 Beautiful 
oak woodwork A hardwood 
floonng hiding under carpet. 
Home hai been completely 
rewired A up to 2007 GFI code, 
new ceilings, totally repainted, 
gas line installed for future 
fireplace, prewired for cable, 
brand new hot water heater 
Roof replaced A new windows 
installed within last 5 years 
$199,000 


OPEN HOUSE 


Ideal Country Setting for Working Out of Your Home! 

Listing and Hosting Agent: 
Pat McLaughlin 
Saturday, September 6, 
Noon to 3pm 


6781323 Renovated 15x23 professional office with plenty of 
work space, built-in shelves, and skylights. Listed price 
includes 2 parcels totaling 6.88 acres! $232,500 

Directions to 4188 Craneivllle RD: Rt. 219S, Rt on Mayhew 

Inn Road, Lt onto Oakland Sang Run Road, Rt onto Swallow 
Falls Road, Sharp Rt onto Cranesville Road. 3.1 miles house is 
on Rt with CBDCR sign on property. 


Warm 
Access lli.. 
the pc. 
Deep < ij 
charmn 
bedroom 
access 
Creseen 
Neck i.i 
theviev . 
the she 
home 
$559,0 


1 Inviting Lake- 

nc 676 28 F.njoy 

nd tr juility of 
Lak. from this 
II ma Mined four 
hree hath, lake- 
icalion home at 
shores nn Turkey 
in the encry and 
thelak. is you stroll 
Itstance from your 
your boat slip 


Vacation Getaway or Full 
Timr Residence 6750793 
Features 4-5 bedrooms. 2 full 
baths, large living room, day 
room and Florida room Open 
floor plan in living room dining 
and kitchen area Twos free 
standing gas burning fireplace 2 
car detached garage with 
storage Includes 2nd lot. total 
acreage 44 $149,500 


s ortnn-DAY SALES EVENT 


Immaculately Landscaped, 
Constructed & Maintained! 

6841474 This home is high 
quality and radiates warmth and 
comfort. Contractor built for 
personal use with attention to 
every detail Situated on the 
lakelfont. close to the commu¬ 
nity beach Slid boat house. 
Enjoy the in hole golf course, 
indoor pt .i, lodge and many 
other amenities A rare find for 
the discerning buyer $585,000 


Coming Soon! 

Prices Greatly Reduced! October 10"’-19 m 

Bringing mom buytrs and tollort togathor. 


£1997 Coldwell Banker Corporation. An Equal Opportunity Company. ^Equal Housing Opportunity. Each office is an independently owned and operated member of Coldwell Banker 
Real Estate Corporation. In Canada, each office is an independently owned and operated member broker of Coldw ell Banker Affiliates of Canada, w ww.coldwellbanker.com K 


independently ow ned and operated member broker of Coldw ell Banker Affiliates of Canada. 
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THE WATER WAS WHITE and the competition was intense at the 2008 Whitewater 
Slalom National Championships, which were hosted Saturday by Adventure Sports 
Center International (ASCI) at the Wisp resort in McHenry. Athletes from all over the 
country, including most members of the U.S. Olympic team just recently back from 
Beijing, competed men's K1 (kayak), women’s K1, men's Cl (canoe), women's Cl, men's 
C2, women’s C2, and C2 mixed. The competition is the largest Whitewater racing event 
in the United States. Pictured above is Jeff Larimer, who captured a silver medal in the 
men's Cl race, and teamed with Tad Dennis to win the bronze in men's C2. Pictured 
below are a pair of local racers. Isaac Levinson, Oakland, is captured as he tries to 
avoid touching one of the gates in the men's K1 race, in which he placed fifth. At the 
bottom is Brian Homburg, a resident of Mtn. Lake Park and an ACSI staff member. 
Maneuvering through a gate in the photo above right is U.S. Olympian Heather Corrie 
of Grandy, Minn., who captured the gold medal In the women's K1 race after placing 
eighth in the recent Olympics in China. Preparing to go through a gate in the photo 
below right is another U.S. Olympian, Rick Powell of Parkesburg, Pa., who placed fourth 
in the men’s Cl and won the gold medal with teammate Casey Eichfield in men's C2. 
Photos by Karlo Gesner. 
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Southern Golfers T 

Top Mtn. Ridge, 

Tucker County 

The golf team of South¬ 
ern High School recorded 
a pair of victories this past 
week, crushing Mountain 
Ridge last Wednesday, 193- 
268, on the Oakland course, 
and topping host Tucker 
County at Canaan Valley 
last Thursday, 176-185. 

In the win over Mtn. 

Ridge, Brady Donaldson 
paced the Rams with a low 
score of 46, a dozen strokes 
ahead of the Miners’ Elexis 
Gaughan 

Donaldson carded a 40 to 
lead Southern against Ruck¬ 
er, while teammates Tyler 
Ewing and Reece Duncan 
finished with a 42 and a 44, 
respectively. 

Ethan Slaughbaugh was 
the top performer for the 
Mountain Lions, tying Don¬ 
aldson with a 40. 

The Rams will entertain 
Northern this afternoon, 
will host the AMAC Tour¬ 
nament on Monday, and 
will play in a quadrangular 
meet next Thursday on the 
road against Tucker County, 

Tygarts Valley, and Poca¬ 
hontas. 

Southern Garrett 
Golf Schedule 
Date Opponent Loc. 

9/4 Northern H 

9/8 AMAC H 

Tournament 

9/11 Tucker/Tygarts A 

Valley/Pocahontas 
9/15 Mtn Ridge/ A 

Fort Hill 

9/17 Moorefield A 

9/18 Preston/Upshur/ A 

Northern/ 

Buckhannon 

9/22 Northern A 

9/24 Tucker/Preston H 

9/30 Regionals A 

Husky Duffers 
Place Second 
In Triangular 

The Northern High 
School golf team finished 
second in a triangular meet 
which the Huskies hosted at 
the Wisp Resort course in 
McHenry on Wednesday. 

Preston High School won 
the match with a team score 
of 183, while the Huskies 
and Fort Hill tied for second 
with scores of 200. Then 
Northern edged the Senti¬ 
nels in a playoff hole involv¬ 
ing the top-seeded players on 
each team 

Austin Doerr led the Hus¬ 
kies and tied with Preston's 
Jordan Schneider for in¬ 
dividual honors, as each 
•carded a 41 Pacing Fort 
Hill were Drew Morgan and 
Nick Meneghini, who each 
finished with a 47. 

The Huskies will travel 
to Oakland today to take on 
county rival Southern. They 
will return to the Oakland 
course on Monday to vie in 
the AMAC Tournament. 

Northern Garrett 
Golf Schedule 
Date Opponents Loc. 

9/4 Southern A 

9/8 AMAC Champ A 

9/18 Preston A 

9/22 Southern A 

9/25 Fort Hill A 

9/30 Region 1 A 

Tournament 

Rams Young 

Continued from Page A-12 
rod, and George Scheffel 

The Rams will play their 
first two games, and four of 
their first five, on the road 
this season, and four of 
the final five games will be 
played at home 
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“We’re working very hard 
right now, and I feel we are 
headed in the right direc¬ 
tion, both mentally and with 


our efforts," Savage said. 
"Overall we are a pretty 
young team, but the future 
looks bright ” 
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A heart full of furniture. 

Store Hours: 
Monday 10-5 
Tunday-Saturday 10-8 
Sunday 12-5 

1-79 Morgantown, Exit 152 
Phone: (.104) 292-7621 
Web: www.chuekifurnlture.com 
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Im-T-Box 
Hr oy hill 
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guide to all 
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Autumn Glory 


Festh/all 


THANK TOU 


The family of Ken "Fuzz" Shaffer wishes to express our 
heartfelt love uiul gratitude to family and friends for the kindness 
expressed through prayers, cards, food, flowers, gifs utul memorials 
during fits pussituj on Auijust 22, 2008. 

A special "thanks" to Pastor Ed Calhoun for the wonderful 
sendee atul to Laura Hartley and the staff at Dennett Road Manor 
for the special c are exteiuled to Mother. 

Atul "thanks” to all our "special friends" (you know who you 
are) who have always 6een therefor us. _ 

We will always remember the kindness, love and 
etuoimujement shown us during this most untimely and™^® 
very difficult time. 


(M. 


Sincerely, 

Barbara, Robin , Randy, Hannah and Madison 


Thousands 0/ visitors come to Garrett 
County every year to enjoy the five JUn-fllled 
days 0/ the Autumn Glory Festival. The 
Republican newspaper publishes a special 
supplement the week before the festival filled 
with Informative articles on where to go and what 
to see. 

Welcome the visitors and let them know what 
your business has to offer by placing an 
advertisement In this special supplement, which 
Is also hand-delivered to area stores, restaurants, 
and points of Interest during the week of the 
festival. 




1 


Oakland Office 
301 - 334-3963 

advertising@therepublicannews.ccm 

Grantsville Office 
301 - 895-5827 

marlar@therepublicannews com 
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GHS CLASS OF 1948 REUNITE - The Grantsville High School class of 1948 
recently held its 60-year reunion at Penn Alps Restaurant in Grantsville. Fourteen of the 
original 37 class members were in attendance. Most of the class members attended the 
Grantsville school for the entire 11 years (the number required in those days) of their 
primary and secondary education. Pictured, left to right, in the front row are Kathleen 
Beachy Yommer, Hollie Beitzel Fazenbaker, Helen Stanton Dice, Mary Jane Robeson 
Parr, Margaret Michael Harless, Donna RecknerGlotfelty, Mary Miller Aronhalt, and Betty 
Stahl Durst. In the second row are James Minick, Samuel Downey, Joe Yommer, Joe 
Glotfelty, Paul Baum, and James Pope. Not in attendance at the reunion were Wanda 
Resh Brewer, Jane Bender Garletts, Margorie Gortner Harrington, Anna Jean Miner 
Heston, Jack Jenkins, Loretta Yoder Nealis, Joyce Turner Stegmier, and Mary Turbin. 
Pope was the master of ceremonies for the reunion, and Minick presented the opening 
comments. Paul Baum gave the invocation. Yommer presided over the memorial 
service, honoring the 15 deceased class members: Sherman Beachy, Donald Beitzel, 
Maxine Buckel Legeer, Lucinda Brown Brees. Wayne Folk, Walter Michael, Harry Pope, 
Buford Resh, Kenneth Resh, Robert Smith, Byron Snyder, David Stahl, Paul Wagner, 
Edwin Bright Warnick, and Jack Yommer. 


Story Tails Prog. 
Scheduled At 
REL Branches 

Ruth Enlow Library will 
hold StoryTails: Children 
Reading to Dogs at the Oak¬ 
land blanch on Wednesday, 
Sept. 10, from 4 until 5:30 
p m. and at the Accident 
library on Wednesday, Sept. 
24, from 3:30 until 4:30 
p.m. 

This program is designed 
to help children develop con¬ 
fidence in reading Each 
child reads to a dog for 15 
or 20 minutes, with the dog’s 
handler sitting nearby to 
give reading assistance if 
necessary All dogs are certi¬ 
fied by Therapy Dogs Inter¬ 
national. 

For more information, 
persons may call the Oak¬ 
land library at 301-334-3996, 
ext. 115, or the Accident 
branch at 301-746-8792. 

A listing of all REL 
events is available online at 
relib.net 


Film About Health 
Care System To 
Discussed At GC 

The League of Women 
Voters of Garrett County 
and Garrett College will 
host a screening and discus 
sion of the PBS “Point of 
View" film Critical Condi¬ 
tion on Friday, Sept 8, from 
6 until 8 p.m. in the college 
auditorium. Admission is 
free. 

Created by veteran docu¬ 
mentary filmmaker Roger 
Weisberg, the film chroni¬ 
cles the lives of uninsured 


individuals and their-expe¬ 
riences with the health sys¬ 
tem. The film is scheduled 
to be broadcast the week 
of Sept 30 on local PBS 
stations. 

Following the viewing at 
Garrett College, Dr. Cyn¬ 
thia Saunders, a Columbia 
University trained public 
health expert on access to 
care, will facilitate a dis¬ 
cussion about the health 
system and the tradeoffs 
among cost, access, and 
quality. 

For more information, 
persons may contact Bar- 
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For hauling Firewood, 

Coal and Miscellaneous Materials 
WE SERVICE WHAT WE SELL! 

GARRETT AUTOMOTIVE LLC 

301 - 387-6148 


bara Briggs, LWVGC presi¬ 
dent, at 301-334-9597 or 
Saunders at cynthiamsaun- 
ders^a msn.com. 

Applications For 
2008 AG Parade 
Are Due Sept. 16 

Applications are due to 
the Garrett County Cham¬ 
ber of Commerce from orga¬ 
nizations wishing to partici¬ 
pate in the Autumn Glory 
Grand Feature Parade. They 
must be turned in by Friday, 
Sept. 19. 

Completed applications 
may be faxed, e-mailed, or 
delivered to the chamber 
office at the Visitors Center, 
McHenry, by 5 p.m that 
Friday. Those organizations 
that turn in applications ac¬ 
cepted after the deadline will 
be added to the end of the 
parade line-up. 

"The annual Autumn 
Glory Grand Feature Par¬ 
ade not only offers busi¬ 
nesses the opportunity to 
celebrate the beauty of the 
county, but it also gives lo¬ 
cal companies a wonder¬ 
ful opportunity to gam ex¬ 
posure in the community," 



FRANK CUSTER DRIVE DEDICATED - The Garrett 
County Habitat for Humanity has given the main 
street of Phase 4 of Hopeland Village the name of Frank 
Custer Drive, located east of Oakland off Broadford 
Road. The late Frank Custer was a Habitat board 
member and treasurer for many years. He also served 
on numerous committees, including the Building Com¬ 
mittee. Pictured, left to right, at the recent dedication 
for Frank Custer Drive are Bill Rock, Doug Riley, Pat 
Whitemoore, Shirley Brandes, Ida Maust, Bill Riley, 
Kathy Savage, Lorena Custer, Sherry Pelton, Randy 
Sisler, Bonnie and David Custer, Tom Browning, and Bob 
Gray. Phase 4 of Hopeland is a 26 home development, 


which will feature modest Habitat homes. The agency 
is building the infrastructure for Phase 4 this fall and 
the first two homes for this section this fall. The entire 
Hopeland Village development will have 37 workforce 
type homes for Garrett County residents. Habitat is 
accepting applications for homes to be built in 2009. 
Built to Habitat International specifications, the 1,092- 
square-foot houses will have three bedrooms and two 
baths. For more information, persons may contact 
Doug Riley, Habitat executive director, at 301-533-0600 
or driley@garrettcac.org. The Garrett County Habitat for 
Humanity office is located at 360 West Liberty Street, next 
to the Oakland Oil Company. 


said Charlie Ross, chamber 
president and CEO. "With 
a colorful fall expected, 
we invite parade partici¬ 
pants to take part in this 
wonderful celebration of 
autumn.” 

The annual parade will 
be held on Saturday, Oct. 
11, at 1 p.m. ui downtown 
Oakland. This year’s parade 
is sponsored by First United 


Bank & Trust. 

Participants can be drill 
teams, (police or military), 
majorettes, drum and bugle 
corps, and marching and 
stationary musical units. 
Professional, commercial, or 
amateur floats are also wel¬ 
come. vehicle deeeas passes 
to the parade route will be 
issued to parade partici- 
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Pheasant Hunting 
at Its Best! 
301-746-8868 

Accident, MD • Minutes 
from Deep Creek Lake 


Hunting Retreat: Oct. - March 
Sporting Clays & Skeet & Double 
Wooble Trap: Year Round 
3-D Archery: Spring - Late Fall 



3-D Archery-30 Targets Walk Through 

Call for details: 301-895-5054 or 301-707-0081 


Directions From Interstate 60 going west Take exit 14A, 219 South approx 4 5 
miles, turn right onto Bear Creek Road (road bears left along creek) follow for 2 3 
mites, turn right onto Everfy Road (stays right and straight) follow 1 miletotopofhllt. 
park as convenient and follow signs/arrows near Pavilion to 3-D Archery Range 




pants. should contact Jessica Stul- sica@garrettchamber.com. 

Those interested that did lenbarger at 301-387-4386, ~ “ “ ~ 

not receive an application ext. 16, or by e-mail at jes- ‘ U — S - LTI c Ul —'! lf>u 11 
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(304) 735-3017 


Made in the USA! Support America! 

Get Attached... 

Get It Done !! 


FROM A TO Z, 
COMMERCIAL 
OR 

RESIDENTIAL. 
SPRING, SUMMER, 
FALL OR WINTER, 

TO GET IT DONE... 

Get A Ventrac 



BETTER FINANCING 

FOR TOUGHER PRODUCTS 


LT 1045 

LAWN TRACTOR 


<LT 1042 shown) 


• 46” heavy-duty triple-blade mowing deck 

• 20 HP’ Kohler* Courage"" engine 

• Automatic hydrostatic transmission 

• 3-and-5 year warranty*** 


r i 

LOW 

INTRODUCTORY 

PAYMENTS 

- i 

AS LOW AS 

fc*T/MONTH* 

SALE *1,599** 


www.cubcadet.com 


100% SERVICE AND SUPPORT. EXPECT IT WHEN YOU VISIT YOUR INDEPENDENT DEALER. WHO WORKS HARDER FOR YOU - BECAUSE YOU DO ENOUGH HARD WORK ALREADY 


NAYLOR’S ACE HARDWARE 

ESTABLISHED 1884 
32 S. 3RD ST. • OAKLAND. MD 21550 
(301) 334-3923 


GT 2550 

HEAVY-DUTY GARDEN TRACTOR 

• Heavy-duty shaft drive with cast-iron transmission 

• 50" heavy-duty triple-blade mowing deck 

• 22 HP" Kohler. Command. V-Twin 0HV engine 


SLT 1554 

SUPER LAWN TRACTOR 

• 54" heavy-duty triple-blade mowing deck 

• 27 HP' Kohler. Courage' V-Twin 0HV engine 

• Deluxe high-back seat with arm rests 


LOW 

INTRODUCTORY 

PAYMENTS 


LOW 

INTRODUCTORY 

PAYMENTS 


60 


AS LOW AS 

/MONTH' 


AS LOW AS 

/MONTH" 


SALE ‘3,999 


SALE *2,699 


3 si m 




ZTT 46 

ZERO-TURN TRACTOR 

• Zero-turn maneuverability with traditional 
tractor steering 

• 46" heavy-duty twin-blade 3-in-1 mowing deck 

• 20 HP* Kohler. Courage' 0HV engine 

• Award winner for innovation axcallence 

ZTT 42 with 42* dpek also available atarting at 12.699 


RZT 50 

ZERO-TURN RIDER 

• 50" floating triple-blade 3-in-1 mowing deck 

• 22 HP - Kawasaki* V-Twin OHV engine 

• Pivoting front axle and floating deck 


LOW 

INTRODUCTORY 

PAYMENTS 


LOW 

INTRODUCTORY 

PAYMENTS 


*45 


AS LOW AS 

/MONTH" 


AS LOW AS 

/MONTH" 


SALE *2,999 


SALE ‘2,999 


STORE HOURS: 
MON-SAT 7:30AM-8:00PM 
SUN 9:00AM-4:00PM 
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YOU CAN'T GET ANY BETTER 
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Commissioners Dub m,nutcs 
Sept. 7-13 Suicide 
Prevention Week 

The Garrett County Sui¬ 
cide Prevention Commit¬ 
tee has recognized suicide 
as a public health problem 
and suicide prevention as a 
county responsibility, with 
the county commissioners 
signing a proclamation des¬ 
ignating the week of Sept. 

7-13 as "Suicide Prevention 
Week in Garrett County ” 

According to the Garrett 
County Core Service Agen¬ 
cy, the following are some 
major facts about suicide: 

•Suicide is the 11th lead¬ 
ing cause of all deaths in the 
United States and the 3rd 
leading cause of all deaths 
among individuals between 
the ages of 15 to 24. 

•One person completes 
suicide in the U S. every 16 


•A total of 21 people 
have died by suicide in Gar¬ 
rett County between 2000 
and 2005. 

•It is estimated that 5 
million people in the United 
State are survivors of at¬ 
tempted suicide. 

•Experts estimate that at 
least 70% of suicides are a 
result of untreated depres¬ 
sion. 

The stigma associated 
with mental illness and 
suicidal tendencies works 
against suicide prevention 
by discouraging persons at 
risk for suicide from seeking 
life-saving help and further 
traumatizes survivors of at¬ 
tempted suicide. 

Organizations such as the 
American Association of 
Suicidology and the Garrett 
County Suicide Prevention 
Committee are dedicated to 
reducing the frequency of 



SUICIDE PREVENTION WEEK DECLARED - The 
Garrett County commissioners recently signed a 
proclamation designating Sept. 7-13 as Suicide 
Prevention Week in Garrett County. In the front 
row, from left, Commissioners Ernie Gregg, Den¬ 
nis Glotfelty, chairman, and Frederick Holliday. In the 


back row are Garrett County Health Department 
representative Linda Sanders, Core Service Agency 
administrative assistant; GC Core Service Agency 
executive director Frederick Polce Jr.; and adult 
coordinator Diana Boiler. 


The Bethel United Methodist Women 

512 Dave Turney Street 
Mountain Lake Park, Md 


present a 

c Wame4v & c Reiieab 

Love That Stoops 

A weekend in the book of I Peter 

r ,C ie set lied, (xif 

c Yflauly*i s4ndete& 

Marilyn Anderes of Bowie. 

Maryland, and Deep Creek Lake 
is a nationally known speaker and 
writer. She graduated in 1966 
from the University of Wisconsin 
with a B.S. degree in education. Marilyn is the author of 
several books, including .4 Workshop on Self-Giving, 
Zondervan, 1989; From the Heart of the Word, Bristol 
House. 1998; The Great Encourager. Bristol House. 
1999; Shaped By God's Love, contributor. Worldwide; 
and More - The Four Dimentions of Intimacy with God. 
She has written articles for Decipleship Journal: 
Decision Magazine, etc. and is a Contributing Editor for 
"Good News" Magazine “From the Heart" column. 

Friday, Sept. 5, & Saturday, Sept. 6 

r>. \ 



Retreat Schedule 

Frid ay, September 5 
6:00 p.m. - 6:30 p.m. Registration 
6:30 p.m. - 8:30 p.m. Session I 

Topic: “Whats on Peter’s Mind and Heart” 

Sat urday, September 6 
9:00 a.m. - 9:30 a.m. Registration 
9:30 a.m. - 11:30 a.m. Session II 

Topic: “Grace's Encouragement" with 
(a)The l iving Hope (b)The Living Word 
(c) The Living Stones 

Satu rday, September 6 
1:00 p.m. - 3:00 p.m. Session III 

Topic: Grace's Reward: Restoration 


Marilyn is coming for her fourth time to Bethel, and we've 
found her presentations to be very inspiring All women are 
invited to join us at Bethel for this weekend. 

Lunch will be provided. 

Registration fee of $5.00 

For more information please contact: 

Marv Lee Moore at 301-334-5791 


suicide attempts and death, 
as well as the pain of survi¬ 
vors affected by suicides of 
loved ones, through educa¬ 
tional programs, research 
projects, intervention ser¬ 
vices, and bereavement ser¬ 
vices. 

The Garrett County Sui¬ 
cide Prevention Committee 
meets on the second Tuesday 
every other month from 1:30 
to 2:45 p.m. in the Garrett 
County Health Department 
conference room. Those 
seeking further information 
regardmg suicide prevention 
and referral to mental health 
services may contact the 
Garrett County Core Service 
Agency at 301-334-7440. 

The Garrett County Sun¬ 
rise Support Group for sur¬ 
vivors meets the first Thurs¬ 
day of each month from 
6:30 to 8 p.m., with times 
subject to change Notice of 
meetings will be announced 
on local radio stations and 
in newspapers. Those seek¬ 
ing further information and 
location of meetings should 
call 301-359-0177. There is 
also a toll free 24-hour Crisis 
Hotline at 1-800-422-0009. 

The New Valley 
Four To Perform 
At MLP Church 

The New Valley Four 
quartet is coming to Moun¬ 
tain Top Christian Assembly 
on Sunday, Sept. 14, at 10:30 
a.m. The church is located at 
2655 Maryland Highway, 
Mtn. Lake Park. 

The Valley Four has been 
singing publicly since 1967, 
and they have approximately 
30 recording. The group has 
toured extensively through 
the central East Coast, as 
well as to New Mexico, Can¬ 
ada, and the Bahamas. 

They have performed in 
Constitution Hall in Wash¬ 
ington, DC., and appeared 
on the Grand Old Opry in 
Nashville, Tenn. The group 
dissolved in 1996, but then 
reorganized in 2005 under 
the new name The New Val¬ 
ley Four. 

Pastor Helton and con- 


Making Your Business Our Business 

For 58 years, we have been serving the 
community with quality services and 
excellence. 

Whether you need a home, auto, or 
personal loan, we are here for you. 

Our friendly, helpful staff has one goal in 
mind: to give our customers the best 
service possible. 



•Checking/Savings/WEPCO Visa 
•Home/Business/Auto/ATV/Boat/Personal Loans 
•Four convenient locations & ATMs to serve you 
•Free Online Banking 

C uMomrn mmt be member* nf WEPCO Federal CJrrdil Uru/m 


Coming Soon: 

LaVale Branch 

on 12511 
Winchester 
Road, 
LaVale 


204 North Branch Ave • PO Box 157- Bloomington. MD 21S23 
301 359 3081 -800 292 8139-Fax 301 3S9 3683 


^ ^ ^ MAIN 
OFFICE 

OAKLAND 12826 Garratt Highway • PO Box 614- Oakland. MD 21S50 
^ WtPCO ° mCE 301 334 1431-877 334 1431-Fax 301 334 IS44 

US Route 220 South-PO Box 818-Keyser, WV 26726 
304 788 530S - 866 788 S30S • Fax 304 788 S398 


f€Of cacor UNION 

www wcpcofcu com 


KEYSER 

OFFICE 


gregation invite the public 
to attend the performance, 
where a freewill offering will 
be taken. 

Traffic Deaths 
Caused By DUI 
Decline In ‘07 

New federal government 
data show that the number 
of traffic fatalities caused 
by motorists driving under 
the influence (DUI) with a 
blood alcohol concentration 
(BAC) of .08 g/dl or above 
in 2007 was down nation¬ 
wide by 493 deaths, from 
13,491 to 12,998, nearly a 4 
percent drop, compared to 
those in 2006. The decline 
came through decreases in 
32 states, including Mary¬ 
land, which experienced a 
5.3 percent drop, from 189 
to 179 deaths. 

However, nationally, the 
number of traffic fatalities at¬ 
tributed to alcohol-im-paired 
motorcyclists increased in 
2007 by 7.5 percent, or 113 
deaths, from 1,508 to 1.621 
deaths compared to the prior 
year In Maryland, traffic fa¬ 
talities attributed to impaired 
motorcyclists increased by 
nearly 9 percent, from 23 
to 25 deaths, compared to 
those in 2006 

“It’s encouraging to see a 
nationwide decrease in the 
number of alcohol-related 
traffic fatalities, which vali¬ 
dates work that many in the 
law enforcement and safety 
communities do every day; 
however, it is disconcerting 
that traffic fatalities involv¬ 
ing impaired motorcyclists 
have actually increased,” 
said Ragina C. Averella, 
manager of public and gov¬ 
ernment affairs at AAA 
Mid-Atlantic. 

"In this day and age, you 
wonder why anyone would 
drink and drive," she con¬ 
tinued “Clearly there is still 
work remaining to educate 
drivers on the dangers of 
driving drunk and the conse¬ 
quences, so that all 50 states 
will one day see a decline in 
DUI-related fatalities.” 

Overall, the 25-34-year- 
old age group had the high¬ 
est percentage - 26 percent 
- of drunk drivers involved 
in fatal crashes, compared 
to those of all other age de¬ 
mographics. 

Not surprising, the high¬ 
est percentage of impaired- 
driver-involved fatal crashes 
occurs on the weekend (57 
percent), with the largest 
percentage of these fatal 
crashes (28 percent) occur¬ 
ring during the hours of 
midnight to 3 a m. Men 
make up the largest percent¬ 
age (83 percent) of alcohol- 
impaired drivers involved in 
fatal crashes. 

The downward trend in 
DUI-related deaths follows 
the overall trend in road fa¬ 
talities, which also dropped 
nearly 4 percent in 2007 
compared to the year be¬ 
fore, from 42,708 deaths 
to 41,059, according to the 
federal government 

AAA Mid-Atlantic attri¬ 
butes the overall downward 
trends to various reasons, 
including: 

•Ubiquity of the "Don't 
Drink and Drive” message 
in all media from advocates, 
government, and law en¬ 
forcement; 

•Motorists taking an ac¬ 
tive role in safe driving/ us¬ 
ing designated driver: 

•Increased penalties un¬ 


der the law; and 

•Increased vigilance by 
law enforcement for drunk 
drivers. 

Amateur Radio 
Operators Will 
Assist Triathlon 

The Garrett County Am¬ 
ateur Radio Emergency Ser¬ 
vice (ARES) and the Moun¬ 
tain Amateur Radio Club of 
Cumberland will join forces 
in support of the Savageman 
Triathlon on Sunday, Sept. 
71, in Garrett and Allegany 
counties. 

The triathlon btking/run- 
ning courses lead through 
heavily wooded areas and 
deep valleys from which cell 
phone coverage fails. Radio 
hams will fill in with high¬ 
er power stations, located 
where cell phones cannot get 
through. 

The amateur radio opera¬ 
tors will relay through two 
repeaters, one at Deep Creek 
Lake and the other on Dan’s 
Mountain, that are linked 
together to form a single 
system. The net control 
station for the amateurs will 
be in the Garrett County 
Mobile Command Center, 
wlyich vyjJI be located at 
Deep Creek Lake State Park 
headquarters. 


Presently, 10 locations 
will require amateur radio 
support: one at the com¬ 
mand center, two along 
Spring Lick Road, three 
along Savage River Road, 
and four along Westernport 
Road. 

Radio equipment for the 
10 stations is available from 
the two organizations; how¬ 
ever, there remains a need 
for additional ham radio 
operators, according to an 
ARES spokesperson. 

Licensed amateur radio 
operators who wish to par¬ 
ticipate are invited to call 
Bill Shomo at 301-334-2997, 
or Bill Tucker at 301-729- 
6167. 

The Garrett County 
Amateur Radio Emergency 
Service will meet at the Oak¬ 
land Red Cross office (next 
to Pizza Hut) on Monday, 
Sept. 8, at 7 p.m. 
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Chamber To Hold 
“Vacation Guide” 
Launch Event 

The Garrett County 
Chamber of Commerce will 
welcome its new "2009-2010 
Vacation Guide” publisher, 
Great State Publishing, on 
Wednesday, Sept. 10, from 
5 until 7 p.m. at the Visitors 
Center in McHenry. Great 
State creates and publishes 
Maryland Life magazine. 

In-county chamber mem¬ 
bers are welcome to stop by 
to pick up this year's “Va¬ 
cation Guide” advertising 
media kit and enjoy hors 
d’oeuvres and cocktails and 
musical entertainment by 
Jimmy Flanigan. 

Guests can also enter to 
win a free Maryland Life 
ad, a free Maryland Life 
gift basket, and discount¬ 
ed “2009-2010 Vacation 
Guide” advertising. 

In-county members are 
eligible to advertise in the 


“Vacation Guide.” The pub¬ 
lication is a magazine-style 
book that acts as a vehicle to 
attract new vacation/tour¬ 
ism dollars and serves as a 
year-round resource guide 
for visitors to the area 

The advertising media 
kit will also be mailed to all 
in-county chamber members 
this month. 

To attend the chamber’s 
launch event, members are 
asked to contact Jessica at 
301-387-4386, ext. 16, or 
Jessica@garrettchamber- 
com to RSVP. 

Daughters Of Zion 
To Meet Sept. 13 

The Daughters of Zion, 
a Christian women’s fellow¬ 
ship, will hold its monthly 
meeting on Saturday, Sept. 
13, at the Deer Park Com¬ 
munity Center at 10 a.m. 

The featured speaker for 
the meeting will be Brenda 
Harvey, Oakland. All wom¬ 
en are invited to attend. 
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Cimaglia Foot Care 

Dr. Cathy Cimaglia, Podiatrist, is pleased to serve the 
Oakland community in all their foot care needs. 

• Heel Pain • Warts 

• Ingrown Toenails • Diabetic Foot Care 

• Nerve Pain • Diabetic Shoes 

69 Wolf Acres Drive, Oakland, Md 
(behind old Treasure Island) 
301-334-3647 



Have your 
home and decks 
protected! 


Interior & Exterior Painting ■ Staining - Power Washing 
Decks & Houses - Lawn Trims - Mowing Services * Mulching 
■ Yard Cleanup - Gutter Cleaning - Snow Plowing 

301-533-0854 & 301-50M883 


Garrett County WIC Program 

we offers: ■ 


•Healthy Foods 

•Breast Feeding Education and Support 
Health Screening and Growth Checkups 
•Nutrition Education 
•Information on Other Services 




Better Nutrition 
For 

A Brighter Future 


You can participate if you: 

Are pregnant, breast feeding, recently had a 
, baby or have an infant or child under 5 yrs. old 
Live in Maryland and meet nutrition and 
income guidelines 

(or qualify for another program such as Medical Assistance 
or Energy Assistance) 


j Income Eligibility Guidelines for Maryland }V!C Program Henejits 


Family Size Annual Income Monthly Twice Monthly Bi-Weekly Weekly 


1 

$19,240 

$1,604 

$802 

$740 

$370 

2 

$25,900 

$2,159 

$1,080 

$997 

$499 

3 

$32,560 

$2,714 

$1,357 

$1,253 

$627 

4 

$39,220 

$3,269 

$1,635 

$1,509 

$755 

For each 

additional fam. 
member add 

+ $6,660 

+ $555 

+ $278 

+ $257 

+ $129 


Call WIC for an appointment at: 301-334-7710 
Grantsville area: 301-895-3111 
Statewide call: 1-800-242-4942 
www.mdwic.org 

The Garrett County Health Department is an equal opportunity provider and employer. 


Help* 


WIC 
Helps Kids 
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The 
Everyday 


Scientist 


THE MRI 

Q. I am amazed that small details inside your body show 
up on an MRI image. How does MRI work? What is it that 
happens inside your head? 

A Magnetic resonance imaging (MRI) is a truly wonder¬ 
ful advance in medical diagnostics, and has made "explor¬ 
atory surgery" a term of the past. With MRI, doctors can 
see the images of the insides of your body from vantage 
points that they could never reach via surgery. 

The actual physical process of measurement uses nu¬ 
clear magnetic resonance , but decades ago they discovered 
that the word “nuclear" scared people off, so the name 
was changed to magnetic resonance imaging. It was strict¬ 
ly for public-relations purposes that the word “nuclear” 
disappeared. 

This entire process begins with the fact that in every 
atom there is a nucleus, and every nucleus has a charac¬ 
teristic that makes it interact with a magnetic field We 
think of the nucleus as a tiny globe that spins around on 
its axis. This is analogous to the way Earth spins on its 
axis, and has both north and south poles — that is called a 
magnetic moment. It is the magnetic moment of the nucleus 
that interacts with a magnetic field applied from the out¬ 
side 

Under normal conditions, the countless nuclei in your 
body have magnetic moments that point randomly in all 
different directions In an MRI machine, a very strong 
magnetic field is created, and that has only one purpose: 
to line up all the nuclei so they “point" along the mag¬ 
netic field A nucleus can point either with or against the 
direction of the magnetic field, but not in any other direc¬ 
tion. 

The big round chamber that scares some people is 
nothing but a large solenoid , used to produce a magnetic 
field that is both strong and steady. Usually that involves 



William A. Saltvsiak 

General Practice of Law 
24 years of Trial Experience 

^DWI & Criminal Defense 
Divorce & Family Law 
Personal Injury —Civil Litigation 

301-334-0900 • 323 E. Oak Street, Oakland, MD 


BINGO 


WEDNESDAYS 

St. Peter’s Social Hail 

Comer of 4th and Oak St. 301-334-2202 

Doors open at 5:30 p.m. Games start at 6:30 p.m. 

$ 500 Jackpot 

‘Mystery number ‘Winner take all ‘Refreshments 
NO admission under 18. 


a superconducting magnet, but neither the hospital staff nor 
the patient needs to know anything about how the magnet 
works. The typical MRI magnet has a field strength of 
about 1 or 2 tesla, which is really quite strong (For com¬ 
parison, the magnetic field of Earth is about 0.00005 
tesla.) Lying inside the cylindrical magnet, you would 
never know that the nuclei in the atoms inside your brain 
were pointing either along or against the direction of the 
magnetic field 

The interesting step comes when an additional small 
magnetic field is introduced This is not a steady field, but 
a rapidly varying one (at radio-frequency, and it's called an 
rffield). If a nuclear magnetic moment is pointing toward 
the direction of the main magnetic field, it can be 
“Hipped” to point in the opposite direction, against the 
magnetic field direction But it takes a small amount of 
energy to flip it That eneigy is provided by the additional 
small magnetic field, the rf field. Normally the apparatus 
is “tuned" to look only at hydrogen atoms The exact fre¬ 
quency of the rf field is contrived to coincide with the ex¬ 
act amount of energy needed to flip a hydrogen atom’s 
nuclear magnetic moment. The other atoms in your body 
(carbon, oxygen, etc.) don't participate in the process be¬ 
cause the frequency is not "tuned” for them 

It is not hard to detect that some energy has been lost 
from the rf field. If a nucleus flips back again (from against 
to along the magnetic field), it will give off some energy as 
it transitions to a lower energy state, and that can also be 
detected These are very small signals, but the detection 
apparatus is very precise. Each measurement of a tiny 
energy loss makes one data point. 

Detectors are positioned so as to look carefully at one 
place at a time A single MRI scan is made up of a collec¬ 
tion of a large number of individual data points. Each 
scan generates an image that is like slicing along one par¬ 
ticular line, through your brain, your knee, etc. Many 
scans combine to give one image. That is where much of 
the noise comes from during an MRI test Repositioning 
the direction in which the detectors are pointing causes 
the clack-clack-clack sound 

Once the data are received by the detectors, it’s all just 
mathematically downhill from there on All the data are 
fed into a computer, combined with information about 
locations, and swiftly turned into a complete image, repre¬ 
senting one plane. The images presented on the screen 
can slice through your head vertically or horizontally — 
the computer doesn’t care. One standard view is looking 
from the side, but the computer allows you to look from 
the back, showing both ear canals, your sinus cavities, 
your eyes. You can look at pictures that cut right through 
both eyeballs, if you like. 

Additional features also make use of nuclear magnetic 
moments. During an MRI test, patients are often injected 
with a chemical containing the element gadolinium, 
which serves as a contrast agent Gadolinium has a nu¬ 
cleus with a strong magnetic moment, and therefore it 
"lights up” really well in an MRI test, and thus generates 
further useful information. 

Dr Sheahen is a physicist who was educated at MIT He 
lives at Deep Creek Lake and has taught physics at Garrett Col¬ 
lege Persons wishing to submit questions for this column may e- 
mail them to newsroom a therepublicannews.com. 


DREAM DEISIT/XL 

Let us give you the smile you’ve always dreamed of.. 


Dr. William Savage & Dr. Lindsay Rhodes 


Welcoming new 
Evening, Saturday and 
Emergency Appointments 

Call us today for your 
“SPRING CLEANING” 


323 East Oak Street, Oakland, MD 3"1 -334-3435 
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Veterans Urged To Take Advantage 
Of New Post 9/11 Education Act 


On the 63rd anniversary 
of the day (Sept. 2) that Ja¬ 
pan surrendered to the 
United States, officially end¬ 
ing World War II, Higher 
Education Secretary James 
E. Lyons Sr. is encouraging 
veterans to take advantage 
of the newest incarnation of 
the G.I. Bill - the Post-9/11 
Veterans Education Act of 
2008 - sponsored by Sena¬ 
tors James Webb (D-Mary- 
land) and Chuck Hagel (R- 
Nebraska), and recently 
signed into law by President 
Bush. 

The Maryland Higher 
Education Commission is 
the state’s approving agency 
for the program 

“1 am pleased that 
MHEC will be actively in¬ 
volved in something so 
worthwhile,” Secretary Ly¬ 
ons said. "This new legisla¬ 
tion will greatly benefit the 
men and women who have 
served this country so admi¬ 
rably and want to pursue 
higher education opportuni¬ 
ties.” 

The original G.I. Bill, 
signed into law by President 
Franklin D Roosevelt, pro¬ 
vided returning soldiers of 
the “Greatest Generation” 
payment for a college or 
vocational education, and 
housing benefits It has been 
called one of the most im¬ 
portant pieces of legislation 
affecting higher education 
in the nation’s history 
Through the years, the 
original Roosevelt bill has 
been altered and reautho¬ 
rized by Congress, some¬ 
times, according to MHEC, 
to the point of watering 
down some of the most im¬ 
portant and effective com¬ 
ponents of the original legis¬ 
lation 

Many veterans and law¬ 
makers are calling the 
Webb-Hagel bill “the most 
significant piece of legisla¬ 
tion in the past 10 years." 

The new law is a benefit 
providing educational assis¬ 
tance to individuals who 
served on active duty on or 
after September 11, 2001 
Governor Martin O'Malley 
showed his support of the 
bill by joining in a bi¬ 
partisan effort with 27 gov¬ 
ernors across the nation 
sending a strong letter of 
support for the legislation to 
Congress 

Post 9/11 GI Bill bene¬ 
fits are payable for post-sec¬ 
ondary education costs be¬ 
ginning on or after August 
1, 2009. To be eligible for 
the benefit, military person¬ 
nel must have served at 
least 30 days of continuous 
active duty service after 
September 10, 2001, and 

•Be honorably dis¬ 
charged from the armed 
forces; 

•Be released from the 
armed forces with service 
characterized as honorable 
and placed on the retired list 
or temporary disability re¬ 
tired list, or transferred to 
the Fleet Reserve or the 
Fleet Marine Corps Re¬ 
serve; 

•Be released from the 
armed forces with service 
characterized as honorable 
for further service in a re¬ 
serve component; or 

•Be discharged or re¬ 
leased from armed forces 
for EPTS (Existed Prior to 


Service); HDSP (Hardship); 
or CIWD (Condition Inter¬ 
fered with Duty); or con¬ 
tinue to be on active duty. 

Veterans will receive a 
percentage, as determined 
by their length of service: 

•Amount of tuition and 
fees charged 

•Monthly housing allow¬ 
ance. Yearly books and sup¬ 
plies stipend, up to $1,000 
per year paid to the veteran. 

Veterans are eligible to 
participate in the Veterans 
Education Assistance Act of 
2008 for 15 years from their 
last period of active duty 
service of at least 90 con¬ 
secutive days. They may al¬ 
so transfer their entitlements 
to their dependents if they 
are members of the armed 
forces on August 1, 2009, 
and the Department of De¬ 
fense (DoD) may offer 
benefits to spouses or defen¬ 
dant children The DOD 
and the military services are 
expected to issue the policy 
on use of transferability 
soon. 

For more information 
about the Post-9-11 Veter¬ 
ans Education Assistance 
Act, persons may visit 
MHEC's web site at 
www mhec.state md us and 
access the ' Veterans Bene¬ 
fits” link. 

The Maryland Higher 
Education Commission is a 
12-member coordinating 
board responsible for estab¬ 
lishing statewide policies for 


Maryland public and inde¬ 
pendent colleges and uni¬ 
versities, and private career 
schools. It serves as an ad¬ 
vocate for more than 
326,000 college students in 
Maryland, for the state and 
its needs, and for business 
and industry in Maryland 

St. Peter's To 
Host Day Of 
Prayer On 9/11 

St. Peter the Apostle 
Catholic Church in Oak¬ 
land will host a day of 
prayer on Thursday, Sept. 
11, from 9 a.m. until 11 
p.m. The public is invited. 

"We will come together 
to remember and pause on 
the anniversary of the Sept 
11, 2001, tragedy," said a 
church spokesperson 

Those interested may 
come to the church anytime 


throughout the day for per¬ 
sonal prayer and stay as 
long as they wish 

St. Peter's is located near 
the comer of Oak and 
Fourth streets For more 
information, persons may 
call the church office at 301- 
334-2202. 

Accident Library 
To Host Program 
About Recycling 

Kimberly Madigan will 
present a program about 
recycling at the Accident 
Library on Wednesday, 
Sept. 17, from 6 to 6:45 
p.m. Madigan is the recy¬ 
cling coordinator for the 
Garrett County Division of 
Solid Waste and Recycling. 

The program is free and 
open to the public. For 
more information, persons 
may telephone Janet Otto, 
branch manager, at 301- 
746-8792. 


Robert O. Kazary 

Attorney At Law 

Real Estate • Estates • Business 
• Personal Injury 


Grantsvillc Office 

Phone: 301-895-3138 


Cumberland Office 

Phone: 301-777-8822 


What's the difference between a good lawyer and a great lawyer? 
\ good lawyer cnows (he law. a great lawyer knows the judge! 


Extra 

Attic 
Storage 



Self Storage Units 

10’xlO’ & 10’x20’ 

Units Renting Now 


814-662-2822 


101 Sherman Alley 
Salisbury, PA 
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Lou DiCarlo 

The Stained Glass Man” 

l 4 i Si Mtn I aka Pork, Maryland 

30 I-334-82212 
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Premier In-Home Core Since 1987 

Tender Loving Home Care 

Dependable and Qualified 


IN 


HOME ASSISTANCE WITH DAILY ROUTINES 
MEAL PREP - LIGHT HOUSEKEEPING - PERSONAL CARE 

4-24 WUES- f try 7 VA^S A TOSSX 

TENDER LOVING HOME CARE IS YOUR PROVIDER FOR. 

Health Watch ™ 

PERSONAL MEDICAL RESPONSE SYSTEMS - CALL FOR DETAILS! 


State Licensed 
Bonded & Insured 


1-301-678-5080 
Toll Free: 1-888-876-4967 


A HEALTHY MOUTH FOR YOUR BABY 



The American Academy of Pediatric Dentistry recommends a 
child s first exam be at 12 months of age Call our office 
today to give your child the healthy start he or she deserves 

Garrett County Health Dept. Dental Care Center 
301-33H-1660 or 301-895-3111. ext. 1660 


new 


The 


WildWood Athletic Club 

12 North Bradley Lane Oakland, Maryland 21550 

Sr health and fitness leader I 


cc l Vital s/ c /€af2f2^Un^f < ~Exxryie ^)oa+i c l/<s . 
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8 Sessions, every 


Monday &Wtdn«»diy 


PILflTES 


Mon Sept. 8, ending ttd., Oct. 1, 

$50/8 SESSIONS 


PRE-REGISTRATION REQUIREO 

Designed to help sculpt the body and strengthen the body's core 


Every Tuesday & Thursday 

beginning Tues., Sept. 9 & 
continuing thru Spring 

4:15 p.m. - 5:00 p.m. 

Coat: Free to Wildwood members, $5.00 for walk-ins 

A fun class that challenges the major muscle groups 
with cardio & light-weight exercises. 





Garrett County 
Memorial Hospital 

Healthworks: 

Wednesday, Oct. 15 

Wellness Bloodscreening 
Includes: 

Cholesterol Level Check 
-Blood Pressure Monitoring 
-Body Mass Index Evaluation 
-Administer Flu Shots 
-Open to the public: 
Pre-registration is required 
-Cost for the program: 

Blood screening $30 
Flu Shots $17 
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APOSTOLIC 

Apostolic Church of Oakland 

Rev Aaron Phillips. Pastor. SS 10 
am: Wor 11 am; Bible Study Wed, 7 
pm. 

New Beginnings Fellowship 

Church Oakland, Pastor Russell 
and Jeanne Liller Sunday 10 am & 

6 pm: Wed 7 pm 2nd & 4th week; 
youth serv Call 301-334-9638 tor 
directions 

ASSEMBLY OF GOD 
Cornerstone Assembly of 

God, US 219, Boynton. Pa., Pastor 
Thomas Twigg. 814-662-4235. SS 
9:30 am; Wor 10:30 am; Sun. eve 
ser 6 pm: Wed fam night & Bible 
study 7 pm 

Crellin Assembly of God, Rev 

Pete Miller. Pastor SS 9:45 am; 
Wor 10:45 am and 6 pm, Prayer 
meet Mon. 7 pm; Prayer and Bible 
study. Missionettes and Royal 
Rangers PowerSource Youth 
Minist. Wed 7pm. 

Glendale Assembly of God 
Church David P Goldizen, Pastor 
SS 10 am; evening Wor 6 pm; 
Thurs evening wor. 7 pm. 

Good Tidings Assembly of 
God, Location Rd , St George. WV. 
Iris V Skipper Pastor. SS 10 am; 
Wor 7 pm & Fri. 7:30 pm; Cottage 
Prayer Meet Tues. 7:30 pm 

Hiway Assembly of God, Rt 
38. Kitzmiller. 304-693-7249 Rev 
John Friend. Pastor SS 10 am; 
Sun eve ser 6 pm; Wed night ser 

7 pm 

Kitzmiller Assembly of God 

Rev Lee R Robertson. Pastor SS 

10 am; Wor 11 am; Eve Wor 7 
pm Prayer A Praise ser Wed 7 

pm 

Lakeside Assembly of God 

Rev Robert W Collette Sr.. Pastor 
S3 3.30 aiii, Wor. 10.3C am, 
Evang ser Sun. 6:30 pm; Bible 
Study Wed 7 pm. 

Maple Grove Assembly of 
God Horse Shoe Run, WV.. Rev 
Shaun Roberts Pastor. SS 9:30 
am: Fam. Wor 10 30 am and 6 30 
pm Wed Bible study 6:30 pm. 
Choir 7:30 pm. 

Maranatha Assembly of God, 

176 Springs Rd , Grantsville, 301- 
895-5300 Pastor John J. Munley 
SS 9:30 am Sun. Worship 10:30 
am & 6 pm 

Mt. Top Christian Assembly 

2655 Md. Hwy Oakland SS 9:30 
am: Wor and Children s Church 
10:30 am. Evening worship 6 pm; 
Wed Bible Study 7 pm. Rev 
William E Helton 

Rocky Drean Assembly of 
God, Bray School Rd Rev William 
C Skipper. Pastor SS 9:45 am: 
Wor 10 45 am & 7 pm; Wed ser 7 
pm 

Terra Alta Assembly of God 

Rev Robert Travis Pastor SS 10 
am Wor & Child s Church 11 am; 
Evang ser 7 pm Adult Bible Study 
A Youth ser Wed 7 pm 

Walnut Bottom Assembly of 
God Rev George Tichinel SS 10 
am evening Wor 6 pm and Wed 7 
pm 

BAPTIST 

Deep Creek Baptist Church 

Dr Ben J Lahay. Pastor SS 9:45 
am Wor ser 11 am and 6 pm: Bible 
Study A Prayer Wed 6 pm. 
www deepcreekbc com 

Ferndale Baptist Church Rt 
219.3 mi N. of Oakland Child's SS 
9 am; Wor ser 10 am 

Harvest Baptist Church off Rt 
495. Jennings Rd Alan Birkby. 
Pastor phone 301-895-5556 SS 
9 30 am; Wor and children's 
church, 10 30am 

Little Meadows Baptist 
Church, Grantsville Pastor 
Michael Lashbaugh. 301-895- 
4200 SS9 30am Wor 10 45 am & 
6 pm Bible study by Darlene 
Mealy Wed 7 pm 

Mtn.'Lake Independent 
Baptist Church 1005 Broadford 
Rd Dennis L Leatherman. Pastor; 
www mlibc org SS 9 45 am. Wor 
ser 10 45am & 7 pm & Wed 7pm. 

New Testament Baptist 
Church 710 Dung Hill Rd., 
Grantsville 301 895-4001. Tony 
Wilburn Pastor SS 10am; Worship 

11 am and 7 pm; Wed Eve Bible 
study 7 30 pm 

Pleasant View Baptist 
Church 2 mi S of Oakland. Rt 

219 Wa'iy Weeks. Pastor Mark 
Weeks Wor Pastor 301-334-8515 
Sun Wor 10 15 am: Bible Study 9 
am Family Minist Wed 6 pm. 

Rush Baptist Church, 1985 

Old Morgantown Rd West, near 


ANOTHER APPOINTMENT 


Friendsville Rev Ray Perkins 
Pastor SS9:45am; Wor 11 am 
Victory Baptist Church. 3 
miles W of Oakland, Rt 39. near 
Crellin SS 10 am: Wor 11 am & 7 
pm & Wed 7 pm 

BRETHREN 

Asher Glade Church of the 
Brethren, Rt 42. N of Friendsville 
Edwin Moore Pastor 1-724-425- 
9792 SS 10am; Wor 11 am 

Bear Creek Church of the 
Brethren, Brethren Church Rd , 

Accident Pastor Kevin Staggs SS 
9:30am; Wor. 10:30 am 

Bethesda Church of the 
Brethren, Rt. 495, Grantsville SS 
9:30am; Wor ser 10:30am 

Brookside Church of the 
Brethren, Rt 50. Aurora, WVa 
Rev Scott Rush. Pastor SS 10 am, 

Wor 11 am 

Cherry Grove Church of the 
Brethren, 3992 Chestnut Ridge 
Rd , Grantsville, Tom Wegman, 

Pastor, 814-662-9311. SS 9:30 am; 

Wor ser 10:30am. 

Fairview Church of the 
Brethren, 4 mi off Rt 50 David C. 

Moon Pastor SS 10 am; Wor 11 
am 

Gortner Union Church of the 
Brethren-Mennonlte. Rev Steven 

Sauder. Pastor SS 9:30 am; Wor 
ser 10:30 am 

Grace Brethren Church, 3 mi. 

S of Accident on Bumble Bee Rd 
SS 10 am; Wor. 11 am 

Laughlin Church of the 
Brethren, Amish Rd . Grantsville 
SS9 30am; Wor 10:30am 

Laurel Glen Church of the 
Brethren. Old Mill Rd., Cranes- 
ville Berma and Carol Yerkey. 

Pastors. SS 10 am; Wor 11 am. 

Maple Grove Church of the 
Brethren Maple Grove Rd 
Worship 10:30 am. 

Maple Spring Church of the 
Brethren SS 10 am; Wor 10:45 
am. 

Markleysburg Church of the 
Brethren Mam St., Markleysburg. 

Pa., 724-329-8155. SS 10 am; 

Worship 11 am. 

Mt Grove Church of the 

Brethren Rev. Curtis Ketterman, 

Pastor. Wot. ser. 10:30 am. 

Oak Grove Church of the 
Brethren, Sang Run Rd Pastor 
Philip Matthews 301-334-1248; 
church 301-387-7502 SS 10 am; 

Wor. 11 am 

Oak Park Church of the 
Brethren. 110 Church Lane. 

Oakland. Rev Mel Menker Pastor 
301-334-2243 SS 9:30 am; Wor 
8:15am, 9:30am A 10:45am. 

Pine Grove Church of the 
Brethren, Swallow Falls Don 
Matthews, Pastor SS 10 am; Wor 
11 am. 

CHURCH OF CHRIST 
Oakland Church of Christ. 

1300 Memorial Dr, Oakland. 301- 
334-1501. SS 9:30 am; Wor 10:30 
am A 6 pm A Wed 7 pm 

EPISCOPAL 

Emmanuel Episcopal 
Church 301 S Mineral St.. 

Keyser. WV 304-788-4475 The 
Rev Joe Mackov, Rector Holy 
Euch A sermon 10 am Sun ; Wed 
Healing ser. 10:30 am 

St. John's Episcopal Church. 

Rev Chip Lee, Rt 135, Deer Pk 
SS & Holy Euch 9 am 

St Matthew's Episcopal. 2nd 
A Liberty St Oakland "Church of 
Presidents ' Holy Euch Sun 8 & 

10 45 am Rev Chip Lee. Rector 
St. Michael's Episcopal 
Church. 107 McDonald St. 

Kmgwood. WV Rev Alan Jenks. 

Vicar Holy Euch ser 10am 
EVANGELICAL FREE 
Faith Evangelical Free 
Church, 1009 MD Hwy Mtn Lake 
Pk., 301-334-4172 SS 9:30-10:30 
am, Wor ser 10:45 am; Pioneer 
Club during sch yr Wed Jr A Sr 
High 6:45-8 pm at the church 
Wed pr meeting 7 p m 

GOSPEL CHURCH 
Full Gospel Church, Blaine. 

WV Rev George Tichinel. Pastor 
SS 10 am; Sun Night ser 6 pm; 

Wed Bible study 6:30 pm 

Independent Full Gospel 
Revival Center Loch Lynn Hts 
SS 10 am; Wor ser 6 pm; Wed 
Wor ser. 6:30 pm 

Savage River Full Gospel 
Church, Rev Charles Braithwaite. 

Pastor. SS 10 am; Sun ser. 6:30 
pm; Wed ser 7 pm 

CHURCH OF GOD 
Bayard Church of God, 

cS&. £s«or Re ss ioa a :: W >M’S FLORISTS PROMISE SHOP 
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re you caught in the same old grind? Stuck in a rut? 
.Overscheduiea without enough time to relax? 

Why not make one more appointment? “One more 
appointment?” you say. “I have too many now. That’s my 
problem!” 

There is an appointment available that can change your 
life. A regular visit to God’s house each week w ill sustain you 
with the strength you need to function most effectively and 
efficiently. You will have a fresh perspective to deal with 
those daily pressures. It will he the most positive 
commitment of a lifetime! 


Sunday 

Matthew 

I324-S6 


Monday 

Matthew 

15 . 1-20 


Tuesday 

Matthew 

20 . 1-34 


Wednesday 

Matthew 

22 . 1-33 


Thursday 

Matthew 

25 . 1-30 


Friday 

Matthew 

25 . 31-40 


Saturday 
I Corinthians 

1 . 1-17 


Scriptures Selected by The American Bible Society 
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SISLER LUMBER CO„ INC. 

“Buyers of Standing Timber” 

PO Box 40. New Creek, WV 26743 304-788-7590 

HELBIGS RT. 560 CARPET 

and carpel cleaning 

301 -334-9598 Rt. 560, Oakland 

STEWART FUNERAL HOME 

Bradley A Stewart. Owner 
32 S. 2nd St., Oakland 301-334-2166 

PRECISION OPTICAL of OAKLAND 

J.V. Jones. O.D. 

888 Memorial Dr., Oakland 301-334-1016 

G&W LUMBER 

Kitchen i Bath Center 
Rt. 219. Accident 301 -245-4288 


ser 11 am; Sun & Wed ser 6:30 
pm; Prayer meet Thurs 6 pm 
The Church of God of 
Prophecy, 25 Back Street, Deer 
Park 301-533-3227, John 
Osborne , Pastor SS 10 am; mom 
wor 11 am; eve wor 7 pm; Wed 
eve ser 7 pm 

Fresh Fire Church of God Rt 

219 & Rt 50.301 -334-6500 Tom & 


Full Service Ftohst 
701 W State Ave., Terra Alta, W.Va. 
304-789-4899 

CURVES 

The Power To Amaze Yourself 


GLOTFELTY ENTERPRISES, INC. 

Distributors ot Cooper. B F Goodrich, 
and Michelin Tires 

Rt. 219 N„ Oakland 301-334-3911 

FARMERS' MARKET 

Open 7 Days a Week. Year Round 
219 North, Oakland 301-334-9146 

THE FLOOR STORE 

Carpet - Vinyl - Tile Sales & Installation 
36116 Garrett Hwy., Accident 301-895-3955 

WESTERN MARYLAND TIN SHOP 

Sheet Metal - Duct Work - 
Fabrication Heating Systems 
171st Ave , Loch Lynn 301-334-0670 

HOME MONUMENTAL WORKS 

All types of Monuments & Markers 
608 W State Avenue 
Terra Alta. W.Va 
304-789-6053 

EAST PRESTON TIRE 

Complete Auto Service Center 
Rt 7 W.. Terra Alta, W.Va 

SOUTHERN SPAS AND BILLIARDS 

A division ot Tub Tech. LLC 


MELANIE S FAMILY RESTAURANT 

Across from Cathedral State Park 
Rt. 50. Aurora, WVa 304-735-3219 


12433 Garrett Hwy., Oakland 


301-533-0331 147 Service Center Drftre 

Oakland, Md 301-334-6226 


RUDY S 

Specializing in quality Clothing to fit your Lifestyle 

115 S. 2nd St., Oakland 301-334-2654 

MARK IV OFFICE SUPPLY 

Office & Computer Supplies • Education Items 
214 E. Alder St., Oakland 301-334-4900 

ALLEGHENY WELDING & MACHINE, INC. 

Rt. 219 S. Oakland 301-334-8181 

CORNISH MANOR 
Restaurant & Lounge - Lunch & Dinner 
830 Memorial Dr.. Oakland 301 -334-6499 

HOPEMONT AUTO REPAIR 

Ma/or S Minor 

Rt. 7, Terra Alta. W Va 304-789-2352 

SUCCESS FLOOR COVERING. LLC 
108 E. Liberty St.. Oakland 301-334-2203 
D&E AUTO SALES 
Rt. 7 1 mile East of Hopemont 
Terra Alta. W.Va. 304-789-6223 
VISIBLE CHANGES 
301 S. 2nd St., Oakland 301 -3344473 


Bromelain and Inflammatory 
Bowel Disease 

Bromelain is a mixture of enzymes that break down 
proteins. The mixture is derived from the stems of 
pineapples. Bromelain reduces levels of chemicals 
involved in the body's inflammatory response. The 
n i xture has been studied for its potential to treat cancer 
arid other inflammatory diseases. Inflammatory Bowel 
Disease (IBD) is thought to occur when a genetically 
predisposed person's immune system overreacts to 
bacteria in the gut This generally leads to symptoms of 
bloody diarrhea and abdominal pain. 

One recent study evaluated bromelain’s ability to 
decrease the amount of inflammatory substances 
present in colon cells from people with IBD. Scientists 
took small samples of colon cells in persons with and 
without IBD. They added bromelain to some of the 
colon samples, placed them into a test tube, and 
measured amounts of inflammatory substances 
present in the cells The scientists found that bromelain 
reduced the amount of inflammatory substances 
present Studies in humans are needed to evaluate 
whether or not bromelain has the potential to become 
an effective treatment for IBD 
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Sandy McGinnis, pastors SS 10 
am, Sun. Wor 11 am & 7 pm 
Prayer serv Tues , 7 pm 

Gorman Church of God, at 
7301 GW Hwy . Oakland 301- 
3344110 William Rhodes, pastor 
SS 10 am; Church ser 11 am; 
Eve ser 6 pm; Tues Bible study 7 
pm. 

Jennings Church of God, 

Rev George Plants, Pastor SS 10 
am; Preach 6 pm; Sat Prayer 
meet 6 pm; Wed Bible study 6 
pm 

Laurel Run Church, 

Fnendsville, SS 10 am. Wor ser 
10:45 am. Wed prayer & Bible 
study 7 00 pm 301-746-5320 Lay 
Pastor Craig Bolyard 

Loch Lynn Church of God 
Revs Ivan and Cindy Ackerman, 
Pastors SS 9 45 am; Wor 8 & 11 
am and 6 pm; Wed service 7 pm 
Sand Spring Church of God. 
Fearer Rd . Friendsville. 301-746- 
5675, Nevin Umbel, Int Pastor SS 
9 am; Wor ser 10:15 am. Bible 
Study Wed 7 pm; Women's 
Minist 1st Wed 10 am Choir 
practice Wed 6 pm 

INDEPENDENT 
Creation for Christ Min. 301 
334 3133, Rt 219 S Glenes 
Dumlre Pastor Sun Wor 7:30 pm; 
Wed prayer meet. 7:30 pm 

Crossroads every Sunday at 
Garrett 8 Cinemas. 9:15 am. 
Interactive worship Children's 
Church is available for nursery 
through age 10 Dave Marsh, 
pastor 304 599-2341 

First Christian Church. 
Fnendsville Galen Beitzel. Evang 
SSlOam.Wor A Com 11 am 
Freedom Chapel Bear Creek 
Rd near Friendsville Pastor Phil 
Smith. 301 746 5172 SS 10 am; 
Wor ser 11:15 am. Bible study 
uni. on .Cunt 

Grace Bible Church, 28099 


Garrett Hwy , Accident Larry 
Glotfelty, Pastor, 301-746-8635 
SS 10 am; Wor ser 11 am & 7 00 
pm; Prayer Meet & Bible study 
Wed 7:30 pm 

House of Love 104 E Center 
St.. Oakland Pat & Libby Malone, 
301-707-0272 Gath Sun 10 am 
home mtg Thurs. 7 pm 

Mercy Chapel. Pastor Day- 
mond Schmuck, 902 Mill Run Rd , 
5 mi. N of Friendsville Wor ser 
Sun 10:30 am, Bible study 

New Life Christian Church 
Roger Kitzmiller, Pastor 3 mi N of 
Oakland, off Rt. 219 on Nest Lick 
Acres Rd SS 10 am, Wor ser 11 
am; Prayer Meet 7 pm Wed 

Sang Run Christian Center, 
Sang Run Rd , Joe Spiker, Pastor, 
301 387-6142 SS10 am. wor 11 
am; Bible study every 3rd Wed 7 
pm 

St. John's Christian Church 

Grantsville Pastor Jerry Rogers. 
301 895 5256 SS 9 am. Coffee 
time 10am. Wor ser 10:30am 
St. Paul's Wilhelm Church. 
531 Rock Station Rd , Meyersdale. 
PA Pastor Tommy Holliday, 814- 
6624555 Wor 9am;SSI0am 
Western Md. Christian 
Center. Mike Robinson. Pastor 
827 1st Ave , Friendsville 301- 
746-5715 Sun Fellowship & 
Children's C L U B house 10 am, 
Eve Wor Sun 6 pm. Disc A 
Youth( 13 18) Wed 7 pm 

World Lighthouse Worship 
Center Grantsville Dewayne 
Johnson. Pastor. 301-895 3868 
Sun wor 10 am A 6 pm; Tues 
w/youth A teens 7 pm Nursery 
avail 

JEHOVAH'S WITNESSES 
Kingdom Hall of Jehovah’s 

Witnesses. 325 Weber Rd . 
Oakland 301 334 8301 Delmus 
Evans piesioing. dun. iu am 
Public lacture; 10 50 am 


Watchtower study; Tues. 7:30 pm 
Bible study; Thurs 7:30 pm 
Ministry School; 8:25 pm Service 
meeting 

LATTER-DAY SAINTS 

The Church of Jesus Christ 
of Latter-Day Saints 1022 John 
Dr , Oakland Contact Gary 
Galloway, home 304 259-5565 
office 301-334-9552 Sacrament 
meet 10 am 

LUTHERAN 

Accident Evangelical 
Lutheran Parish Roland E Nairn 
III, Pastor St. John's Cove Wor 
8 30 am; SS 9 30 am: Grace 
Friendsville, SS 9 am. Wor 9 45 
am; St. Paul's Accident, SS 9:30 
am; Wor 11 am 

Blttlnger Lutheran Parish, 

Randolf Richardson, Pastor 301- 
2454202 St. John's Meadow 
Mt.. Wor 8:30 am Emmanuel 
Bittinger. Wor 10am; SS8 45am; 
Zion Jennings. Wor 11 30 am 

Christ Lutheran Church 180 
Main St . Grantsville David E 
Fetter, Pastor Wor ser 11 am; 
Holy Euch 7/20 A 8/17. 

EvangelicalLutheranChurch 
2706 Greenville Rd Meyersdale. 
Pa David E Fetter, Pastor Wor 
ser 9:45 am. SS 8:45 am; Holy 
Euch 7/13 A8/10 

St. John's Lutheran Church 
104 Union St, Salisbury, Pa David 
E Fetter, Pastor Wor ser 8.30am, 
SS 11 am (May only); Holy Euch 
7/6 A 8/3 

St. John's Evangelical 
Lutheran Church. (LCMS), 1065 
Cove Rd, Accident, 301-746- 
8466 Trad wor 9 am. SS A Bible 
cl 10am 

St. John's Lutheran Church, 

Red House, Rev Mar|orie E 
Lauver Pastor, phone 301-334- 
4778 SS9 45am Wnr «»r 11 am 

St. Paul s Lutheran Aurora. 
WV Rev Marjorie E Lauver 


Pastor Wor ser. 9:30 am; SS 8:45 
am. 

St. Mark's Lutheran Church. 

6 S Second St., Oakland. 301- 
334-2668. Rev Dr C Scott Robin¬ 
son. pastor SS 8:45 am; Wor ser 
10 a m; Wed Adult forum 6:15 
pm. Evening Wor 7 pm 

Shepherd of the Hills 
Lutheran Church 19741 Garrett 
Hwy , (at Garrett 8 Cinemas). 301- 
387-0400, Rev. Donald R 
Thomas Wor ser 9:30 am; SS 
10:45 am 

Zion Lutheran Church 
(LCMS), Accident Rev Keith M 
Clow. Pastor SS A Bible Class 
9:30am: Wor ser 10:30am 

MENNONITE 

Cherry Glade Mennonlte 
Church, 4 mi E of Accident on 
Accident-Bittinger Rd Barry 
Maust. Pastor; Titus Beitzel and 
Danny Tice. Assoc Pastors SS 
9:30 am; Wor ser 10:30 am 
Anthony Lehman, Youth Pastor 
SS9:30am;Wor ser 10:30am 

Glade Mennonlte Church 
Accident-Bittinger Rd A Rock 
Lodge Rd Phone 301-245 4285 
Pastor Brent Siegnst SS 9 30 am: 
Wor 10:30 am 

Gortner Union Church of the 
Brethren-Mennonlte.Rev Steven 
Sauder Pastor SS 9 30 am; Wor 
ser 10:30 am 

Maple Glen Mennonlte 

Church. Grantsville Pastor Phil 
Moser SS 9:30 am; Wor 10:30 
am 

Meadow Mountain Men¬ 
nonlte Church, Rt 495 near Dry 
Run A Glendale Rd Duane 
Frederick, Pastor SS 9:30 am; 
Wor ser 10:30 am 

Oak Grove Mennonlte Pastor 
Tim Fetterly On Zehner Rd , 3 mi 
W ot Grantsville by Rt 40 SS9 30 
cun. wot sei tu.JUam. 

Red Run Mennonlte Church 


Money Can Make Us 
Happy... If We Share It 

A recent study at the University of British Columbia found 
that when people were given money, and then told to either 
spend it on themselves or on others, those who spent it on 
others were happier In the study, college students were 
given modest amounts of money (either $5 or $20), and then 
told to either spend it on themselves or to spend it on others 
by the end of the day. Those who spent the money on others 
reported more satisfaction than those who spent it on 
themselves, and we 
would probably achieve 
similar results if larger 
amounts of money were 
involved. Indeed, in a 
national survey con¬ 
ducted by Michael Norton 
at Harvard Business 
School, when people 
were surveyed about 
their spending habits, 
those who gave more to 
charitable causes 
reported higher levels of 
happiness than those 
who spent mostly on 
themselves. We are 
social creatures, and we 
respond positively to 
helping others and 
strengthening social bonds. Having money, even large 
amounts, is not a bad thing; it is how we use our money that is 
considered good or bad. The person who hoards their wreath 
and thinks only of them self is obviously being selfish; the 
person who uses their wealth wisely to benefit others is not 
only helping others but is also helping them self in the 
process. We must remember that money, in and of itself, Is 
not good or bad, but can be considered good or bad depend¬ 
ing on how we use it. So, we should try to use our money 
wisely to benefit others and cultivate a spirit of generosity. 

For the love of money is the root of all evils; it 
is through this craving that some have 
wandered away from the faith and pierced their 
habits with many pangs. 

R.S.V. 1 Timothy 6:10 



Meyersdale Rd . 301-264-3039 
Rev. Carlos Reyos, Pastor Wor 
10:30 am; SS 9:30 am. 

NAZARENE 

Church of the Nazarene, Rev 

Art Evans, study 301-334-2251. 
207 S 8th St. Oakland. SS 9:45 
am; Wor 10:45am; Sun. eve.ser.6 
pm; prayer, praise A study Wed. 7 
pm. 

Kingwood Nazarene Church, 

125 Wellsley St., Kingwood. WV 
SS 9:45 am; wor 11 am; Sun eve 
serv. 6 pm: Caravan (Sept.-May) A 
Bible study Wed 7 pm 

PENTECOSTAL 
Calvary Tabernacle Acci¬ 
dent Rev Larry Wallbrown, Pastor. 
SS, 10 am; Evang. Ser., 6 pm A 
Wed 7:30 pm 

Friendsville'- United Pente¬ 
costal Church. Rev Marshall 
Bittinger, Pastor. SSikOam, Evang 
ser 6 pm; Mid-week Wed 7 pm 
Pentecostal Holiness, 
Corinth. WV Revs Paul and 
Cathy Snyder, Pastors SS 10 
am; worship 8:30 am,11 am A 6 
pm; Adult Bible study A youth 
serv Wed. 7 pm. 

PRESBYTERIAN 
First United Presbyterian 
Church. Terra Alta Louise 
Corbett, Pastor. Wor. ser. 8:30 
am:SS 10:30 am. 

Mt. Storm Presbyterian 
Church, Rev Paul A Smith, 304 
693-7546 Wor ser 9 am; SS 10 
a m . 

REFORMED 

Grace Reformed Church. 
Pastor Robert Bonser, 301-334- 
5635, meets at St. Matthew's 
Episcopal Church at S. 2nd and 
Liberty Sts., Oakland for 9:15 am 
worship. 

ROMAN CATHOLIC 
St. Anne's Catholic Church, 

Rt 40. Grantsville Mass Sun. 
9:30 am 

St. Peter the Apostle 
Catholic Church. Oakland Rev 
Donald J. Parson. Phone: 301- 
334-2202 Oakland Sat 5:30 
pm; Sun , 8 A 11:30 am Lake 
Mass, Courtyard of Uno's Rest¬ 
aurant. McHenry Sun , 9:30am 
SEVENTH-DAY ADVENTIST 
Mountalntop Seventh-Day 
Adventist Church. Between 
DCL A Oakland. Geoff Starr. 
Pastor, 301-387-9532. Sat Sab 
Sch 9:30am; Wor Hr. 11 am 
UNITARIAN UNIVERSALIST 
UU Fellowship of Greater 
Cumberland 211 S Lee St.. 
Cumberland Church sch A serv 
10 45 am Sun 

UNITED BRETHREN 
Crellin United Brethren In 
Christ, Ed Calhoun, Pastor, 301- 
334-1870. SS 9:45 am; Wor ser. 
10:50 am and 6 pm, Youth Gr 6 
pm Sun; prayer meet A Bible 
study 7 pm Wednesday 

Underwood United 
Brethren Church Marshall 
Woods, Pastor. 301-334-5777 
Wor ser 9 am; SS 10:15 am; 
Sun. Eve ser. 6:30 pm; Thurs 
Bible Study, 7 pm. 

UNITED CHURCH 

OF CHRIST 

St. John's United Church of 
Christ, Salisbury. Pa Wanda 
Lester. Pastor 814-662-4281 
Wor. Sen/. 9:30a m . 

Trinity United Church of 
Christ New Germany Wanda 
Lester. Pastor 814-662-4281 
Wor 11 am 

UNITED METHODIST 
The United Methodist 
Church, Garrett Highland 

Charge. Rev Joe Robinette, 
Pastor Phone 301-533 0999 
Crellin Wor ser 10 am. SS 
10 45 am. White Church Wor 
ser 11 am; SS 10am Deer Park 
Wor ser 9am. SS9:45am; Kurtz 
Chapel: Sun Wor ser 8 am 
Aurora United Methodist 
Charge. John Foy. Pastor 
Amboy: Sun 9 45 am 1st A 3rd 


Aurora: Wor. 11 amlst. 2nd, 3rd 
Sun ; 9:45 4th Sun Bethel: 9:45 
am 2nd Sun.; 11 am 4th Sun. 
Stemple Ridge: 8:30 am 1st A 
3rd Sun. 

Bethel United Methodist 

Church, Mtn Lake Park. Rev. 
Richard Hogg Jr.. 301-334-4488. 
Church SS 9:30 am to 10:30 am; 
Wor ser. 10:45 am w/Nursery 
(Infant to 5 years). 

Bloomington United Meth¬ 
odist Charge: Rev Donald 
Nelson, Pastor. Mt. Zion: Wor 8:50 
am followed by SS; Bible study 
6:30 pm Tues. Chestnut Grove: 
Wor 9:45 am; prayer meet Mon. 
6:30 pm Bloomington SS 10 am; 
Wor 11 am; prayer meet Wed. 
7:30 pm. 

Cranesville United Methodist 
Charge. Alan J Granofsky Faith 
Church: 304-789-2332. Wor 10 
am, SS 11 am; Bible study Wed. 
7:30 pm La ke Ford : Wor. 11:15 am; 
SS 10:15am 

Deep Creek United Methodist 
Ministries: Rev. R Samuel 
Wachter. Pastor. 301-387-6832. 
Hoyes Church, Hoyes Rd., Wor. 9 
am: SS 10 am; Bible study Tu. 1 
pm; UMW 7 pm 1st Th; Children's 
adv 2nd Tu. 4 pm Paradise 
Church. Sand Flat Rd. Wor. 10 am; 
SS11 am. 

Friendsville United Methodist 
Charge. Rev Sarah Snyder, 
Pastor, phone 301-746-5251. Sun. 
Morn Wor. ser Blooming Rose 9 
am; SS 10 am; Selbysport 10 am; 
SS 9 am Friendsville 11 am; SS 
10am. 

Mt. Storm Bayard Charge. 

Rev Mary Radford, Pastor Bayard 
SS 10 am, Wor ser 11:30 am Mt. 
Storm Wor 9:45 am;SS9am 
Grantsville United Methodist 
Charge Rev William Durst Pastor, 
301-895-5201 or 301-746-7049. 
Jennings: Wor 9:30 am; SS 10:30 
am; Women’s meet 7 pm 2nd 
Mon St. Paul's: Grantsville Wor 
10:30 am; SS 9:30 am; UMW. 7:30 
pm 3rd Wed State Line Wor. 8 
am; SS 9 am; Women's meet 3rd 
Mon 7 pm 

Kitzmiller Mt Bethel United 
Methodist. Rev Joyce Anderson, 
Pastor Wor 9:30 am; SS 10:30 am; 
Bible Study A Prayer meet. Wed. 7 
pm. 

McHenry United Methodist 
Church Rev Dr Earnest Watkins, 
Pastor Mosser A Bumblebee Rds. 
Parsonage. 301-387-9059 Wor 11 
am; SS 9 45 am Choir practice 
Wed 7 pm w/child care Fellowship 
dinners monthly. Call for dates of 
youth ministry events. 

Northeast Garrett United 
Methodist Charge. Rev Daniell 
Agnew, Pastor. 301-689 9835. 
Emmanuel: Pocahontas Rd A Rt. 
40 Worship9 30am; SS 10:30 am; 
UMYF 1st Sun at 6 pm: UMW 2nd 
Wed at 7 pm; UMM 7:30 am 2nd 
Saturday at the Casselman Mt. 
Zion, Route 40 A Longstretch. SS 
9:45 am; Wor ser 11 am: UMW, 1st 
Wed at 7 pm. 

Otterbeln United Methodist, 

Swanton Rev Joyce Anderson, 
Pastor SS 9:45 am; Wor ser 11 
am, Bible study A prayer meet. 7 
pm Thursday 

St. Paul s United Methodist 

Church, 4th A Oak Sts Oakland. 
Rev T Patrick Kerr, Pastor Wor. ser 
8.30 and 10.45 am. Childrens SS 
9:15am; Adult SS9:30am 

Terra Alta First United 
Methodist Church. 303 W State 
Ave , Rev Michael Daniels Pastor. 
SS9 45am, Wor 11am 

Terra Alta Wesleyan Church. 
Rev Steve White. Pastor SS 10 am; 
Worship ser 11 am A 6 pm; Bible 
study Wed. 7 pm 

Trinity United Methodist 
Church 3rd A State Sts . Terra 
Alta. WV Joanne Granofsky, 
Pastor SS 10 am. Wor 11 am; Eve 
Bible study 7 pm; Wed Bible study 
7 pm. 
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The 411 on Petersen’s acting before *CSI’ 


By Jay Bobbin 

CZapZil 


Q: I so eiyoy watching Wil¬ 
liam Petersen on “CSI: Crime 
Scene Investigation," but I 
don't recall ever seeing him 
in anything else. Could I have 
some information on him? 
-Christy Thompson. Colum¬ 
bus. Ohio 

A: You'll undoubtedly be see¬ 
ing him in other things soon, 
since he's leaving the hugely 
popular CBS crime drama 10 
episodes into its upcoming sea¬ 
son. Landing him for the series 
- on which he's also been a pro¬ 
ducer throughout its run - was 
considered quite the "get” when 
it began, since his movie career 
had been quite active Among 
his films are "To Live and Die in 
L A.," "Manhunter," "Cousins," 
"Hard Promises." "Fear" and 
"The Contender." 

On television. Petersen also 
has appeared in "The Kennedys 
of Massachusetts” (as family 
patriarch Joseph), "Return to 
Lonesome Dove," "The Beast." 
"12 Angry Men” and '"The Rat 
Pack" (as another Kennedy. 

John F). Even with all that 
film work. Petersen maintains 
a love for stage performing: 
that's why he was absent from 
“CSI" for a number of episodes 
last year, since he was doing a 
play. Expect more of that in his 
post-"CSI" career, though it’s 
been indicated that he may pop 
back up on the show from time 
to time. 

Q: Is the woman who plays 
Heather on “The idling and 
the Restless" the same actress 
who played Diane Keaton's 
daughter in “The First Wives 
Club?" -Donna Harris. Den¬ 
ver 

A: Heather is played by Vail 
Bloom, who didn't have many 
other acting credits ("Las Vegas” 
being one of them) before she 



William Petersen 


started her CBS daytime role 
last year. The "First Wives Club" 
performer in question is Jen¬ 
nifer Dundas. who actually was 
playing Keaton's daughter for 
the second time; she had done it 
previously in Mrs. Soffel." 

Q: I love watching “Sanford 
and Son.” My favorite char¬ 
acter is Aunt Esther. Can you 
tell me who plays her and give 
me some of her background? 
-W illiam Martin. Chattanoo¬ 
ga. Tenn. 

A: Cleveland-born LaWanda 
Page, who gained her biggest 
fame from the Redd Foxx-star- 
ring sitcom now repeated by 
TV Land, died in 2002. She had 
started in entertainment as a 
chorus girl, then became a stand- 
up comic, and longtime friend 
Foxx recruited her to come to 
television to play Fred Sanford's 
sister-in-law . She also appeared 
in the spinoff series "Sanford." 
and she had roles on numerous 
other sitcoms including “227,” 
“Amen." "Family Matters," 
"Martin," "The Sinbad Show” 
and “The Parent ’Hood ” 


Send questions of general interest 
via e-mail to tv pipelined tribune, 
com. Writers must include their 
names, cities and states. Personal 
replies cannot be sent. 


Dttytime Programs 


DAYTIME 

MORNING 


7:00 Qi2:0 SlThe Early Show 
O 4 Good Morning America 
O 6 (1 MCI 11 03t2 Today 
n 22 Madeline (Mon-Wed) 
Horseland (Thu-Fri) 

C) 53iPaid Program (Mon-Thu) 
Movie Reviews & Previews (Fri) 
O) t3 WordWorld 
0) 3* Martha Speaks 
ffl Changing Your World 
© The Balancing Act 
© Liberty's Kids 
ED SportsCenter (Wed-Fri) 
ffl The FSN Final Score 
ffl NCIS (Mon-Wed) Burn No¬ 
tice (Thu) Psych (Fri) 

03 The Fairly OddParents 
ffi CD ED GD Paid Program 
ED The Wiggles 
ED Third Watch 

ED Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fri) 

ED Sister, Sister 

CD Pokemon 

ffl Fox and Friends 

CD magicJack.com (Mon) Paid 

Program (Tue-Fri) 

33 Angel 

33 Malcolm in the Middle 
ffl Paid Program (Mon, Wed-Fn) 
Make Money on eBay (Tue) 

33 Monster Jam 
ED Engels Outdoor Experience 
(Mon We Live Outdoors (Tue) 
Ultimate Hunting (Wed) Bass 
Pro Shop s King ot Bucks (Thu) 
Fly Fishing the World (Fri) 

S3 Night Court 

S3 Paid Program (Mon-Thu) Ce¬ 
lebrity Ab Secrets (Fri) 

S3 Hi-5 

7:25 ED This is Emily Yeung 
7:30 O 22 3) © ffl ffl ED ffi 
Paid Program 

CDlSlJTrollz (Mon-Wed) Sabri¬ 
na s Secret Lite (Thu-Fri) 

01U Martha Speaks 
CJiUjCurlous George 
ffl Believer's Voice of Victory 
03 Get Married 
ED Hands on History 
EB SportsCenter (Mon-Tue) 

ED The FSN Final Score 
ED The Fairly OddParents 
ED Lite Today With James Ro¬ 
bison 

ED Hlgglytown Heroes 
ED Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fn) 

ED Sister. Sister 
3) PokAmon 

33 Malcolm In the Middle 
ED Wild Game Nation (Mon) 

The Hunter's Journal (Tue) The 
Next Generation (Wed) Roger 
Raglin Outdoors (Thui Trout 
Unlimited On the Rise (Fri) 

S3 Mad About You 
S3 Wilbur 

8:00 H 22 (D ffl ED Paid Pro¬ 
gram 

GD (53 Paid Program (Mon-Thu) 
RE/MAX Select Realty Home 
Show (Fri) 

01 13 Curious George 
G136)Sid the Science Kid 
S3 The Beverly Hillbillies 
03 Desperate Housewives 
ED Dogfights of the Future 
(Mon) Battle 360 (Tue) Juras¬ 
sic Fight Club (Wed) World 
Trade Center: Rise and Fall of 
an American Icon (Thu) Nazi 
America: A Secret History (Fn) 
04 SportsCenter (Wed-Frt) 

03 The FSN Finel Score 
03 NCIS (Mon-Wed) Burn No¬ 
tice (Thu) Psych (Fri) 

ED SpongeBob SquarePanta 
ED Movie (Monj "Von Ryan's 
Express' (Thui Midway' 

0) Joyce Meyer 
ED Little Einsteins 
01 Crossing Jordan 
ED Saved by the Bell (Mon-Thu) 
Saved by the Bell The College 
Years (Fri) 

ED Sabrina, the Teenage Witch 
3) Bakugan 

33 Teles From the Darkslde 
(Mon) Doctor Who (Tue) Star- 
gate SO 1 (Wed) The Twilight 
zone (Thui Dark Angel (Fri) 

33 Chermed 

33 King of the Hill (Mom The 
Bernle Mac Show (tue-Fri) 

33 NASCAR Vlctonr Lane (Mon) 
This Week In NASCAR (Tue) 
Unique Whips (Wed) American 
founder (Thu) Formula One 
Racing (Fri) 

El) Outdoor America (Mon) Jim 
Shockey a Hunting Adventure 


(Tue) Step Outside (Wed) Big 
Game Profiles (Thu) The Catch: 
Costa Rica (Fri) 

EB Designing Women 
EB Movie (Mon) 'Shaun of the 
Dead" (Tue) "A Mighty Wind" 
(Wed I "White Coats" (Thu) 
"Who's the Man?" (Fn) "Neces¬ 
sary Roughness” 

3) Bigtoot Presents: Meteor 
and the Mighty Monster Trucks 
33 The Waltons 
8:25 ED Lou and Lou: Safety 
Patrol 

8:30 0(2230) EB CD 33 Paid 
Program 

CO S3 This Is Ybur Day 
0] 13lSid the Science Kid 
(0i36)Super Why! 

03 The Beverly Hillbillies 
ED SpongeBob SquarePants 
ED Mickey Mouse Clubhouse 
ED Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fn) 

ED Sabrina, the Teenage Witch 
33 Ben 10 

3) Tales From the Darkside 

(Mon) 

33 King of the Hill (Mon) The 
Bernie Mac Show (Tue-Fri) 

3) American Thunder (Thu) 

ED Ultimate Outdoors (Mon) 
Game Trails (Tue) Inside USA 
Shooting (Wed) Track and Trail 
Adventures (Thu) Outfitter 
Journal (Fri) 

EB Cheers 

CD Is Colon Detox Hype? (Mon) 
Paid Program (Tue-Tnu) Kitchen 
Spaces "1403 (Fri) 

ED The Magic School Bus 
8:55 ED Happy Monster Band 
9:00 QDPittsburgh Today Live 
Cl 4 () 5 Live With Regis and 
Kelly 

H i ED tl 03 t2 Today 
O 22 ED EB Paid Program 
CJ 53iLife Today With James 
Robison 

(D ttlSuper Why! 

Q) 38 Clifford the Big Red Dog 
ED Bewitched 

0) The Golden Girls (Mon-Thu) 
How to Look Good Naked (Fri) 
ED Battle 360 (Tue) Jurassic 
Fight Club (Wed) 

EB SportsCenter 
ED NCIS (Mon-Wed) Burn No¬ 
tice (Thu) Psych (Fri) 

EE Newsroom 
EB Backyardigsns 
ED Movie (Tue) "North to 
Alaska" 

EB How It’s Made 
ED Handy Manny 
EB The Sopranos 
ED The Fresh Prince of Bel-Air 
ED Step by Step 
33 Johnny Test 
33 America s Newsroom 
33 Tales From the Darkslde 
(Mon Doctor Who (Tue) Star- 
gate SG-1 (Wed) The Twilight 
zone (Thu) 

33 When Stunts Go BadJMon) 
When Stunts Go Bad 3 (Tue) 
World s Most Shocking Mo¬ 
ments: Caught on Tape (Wed) 
The World's Most Dangerous 
Animals (Thu) The Ultimate 
Fighter (Fri) 

33 Charmed 

CD Spin City (Mon-Tue, Thu-Fri) 

King of the Hill (Wed) 

CD Dogs With Jobs 
33 MSNBC News Live 
CD Wind Tunnel With Deve De- 
spein (Mon) 103 Cars You must 
Drive (Tue) Llvln the Low Life 
(Wed) Pinks (Thu) 

EB Outfitters Almanac (Mon) 
Roger Raglin Outdoors (Tue) 
Journal of the American Trophy 
Hunter (Wed) Huntin' the World: 
Southern Style (Thu) Hunting 
the Country (Fri) 

EB All In the Family 
ED A Baby Story 
3) The Waltons 
9:30 fl 22 ED Paid Program 
ED)(51 (George Lopez 
0)( ft (Clifford the Big Red Dog 
EX)' IS Sesame Street 
03 I Dream of Jeannle 
ED The Golden Girts (Mon-Thu) 
ED Paid Program (Mon-Tue. 
Thu-Fri) Hair Club for Men and 
Women Free Microscopic Hair 
and Scalp Analysis (Wed) 

EB Go, Diego, Go! 

ED Movie (Fn) "Look Who'e 
Talking" 

EB How It's Made 
ED My Friends Tlgger 6 Pooh 
ED The Fresh Prince of Bel-Air 
ED 700 Club Special Program¬ 
ming (Mon Thu) Living the Life 
(Fn) 


3D Skunk Ful 

CD Tales From the Darkslde 

(Mon) 

CD Spin City (Mon-Tue. Thu-Fri) 1 

King of the Hill (Wed) 

CB Dogs With Jobs 
CD Car Crazy (Tue) SuperCars 
Exposed (Wed) Pinks — All 
Outtakes (Thu) Wrecked (Fri) 

EB Sanford and Son 

EB Paid Program (Mon-Wed. Fri) 

Is Colon Detox Hype? (Thu) 

0) A Baby Story 
10:00 Q(23Guiding Light 
Q(43Rachael Ray 
0)5 )To Be Announced 
Q(()Llve With Regis and Kelly 
Ol22)Judge Hatchett 
CD53The Morning Show With 
Mike & Juliet 


(DltflThe Ellen DeGeneres 
Show (Mon-Thu) Ellen Dege- 
i Show (Fri) 


neres Show (Fri) 

EB(123Today 
E3 13 Sesame Street 
03 Matlock 
EB Frasier 

ED Man, Moment, Machine 
(Mon) Battle 360 (Tue) Jurassic 
Fight Club (Wed) Countdown 
to Ground Zero (Thu) Ku Klux 
Klan: A Secret History. (Fri) 

03 ESPN First Take 
EB SportsCenter 
ED Paid Program (Mon-Wed, Fri) 
Hair Club for Men and Women 
- Free Microscopic Hair and 
Scalp Analysis (Thu) 

03 NCIS (Mon-Wed) Burn No¬ 
tice (Thu) Psych (Fri) 

EB The Wonder Pets! 

EB Cash Cab 
ED Imagination Movers 
EB American Justice 
ED Movie (Mon) "The Fifth Ele¬ 
ment" (Tue) “Arachnophobia 
(Wed) "Batman & Robin” (Thu) 
“Angel Eves” (Fri) "Lethal 
Weapon 2" 

ED The 700 Club (Fri) 

CD Movie 

CD Tales From the Darkside 
(Mon) Doctor Who (Tue) Star- 
gate SG-1 (Wed) The Twilight 
zone (Thu) Dark Angel (Fri) 

CD When Stunts Go Bad 2! 
(Mon) World's Most Shocking 
Moments: Caught on Tape (Tue) 
World's Most shocking Mo¬ 
ments Caught on Tape 3 (Wed) 
The World's Most Dangerous 
Animals II (Thui The Ultimate 
Fighter (Fri) 

CB ER 

CD Movie (Mon) “I, Robot" 

(Tue) "Little Black Book" (Wed) 
Rent (Ihu) "Fat Albert (Fri) 
Cheaper by the Dozen 2 
CB Wall of Death (Mon) The 
First Christians (Tue) Jesus: 
The Preacher wed) The Last 
Supper (Thu) Be the Creature 
(Fri) 

CD MSNBC News Live 
CD Pinks — All Out (Mon) 
Barrett-Jackson 2008: The Auc¬ 
tions (Tue) Super Bikes! (Wed) 
Wrecked (Thu-Fri) 

EB Archer's Choice (Mon) Hunt¬ 
er s Specialties (Tue) Paid Pro¬ 
gram Wed) American Gun Dog 
(Thu) Western Extreme (Fri) 

EB The Jeffersons 

S3 Kate & Allie 

EB The Daily Show With Jon 

Stewart 


S3 Bringing Home Baby 
(3D Little House on the Prairie 
10:15 ED Movie (Wed) " Navy 
SEALS' 


10:30 0(22>Judge Hatchett 
(01 36 .'Dragon Tales 
ED Frasier 
ED Paid Program 
EB Dora the Explorer 
ED Mad Men (Mon) 

EB Cash Cab: After Dark 
ED Movie (Mon) "Little Ein¬ 
steins: Rocket's Firebird Res¬ 
cue" 

ED Charlie & Lola Fall Special 
(Tue) Charlie & Lola (Wed-Fri) 

CB Tales From the Darkside 
(Mon) The Twilight Zone (Thu) 
CD Super Bikes! (Wed) 

Wrecked (Thu) MotorWeek (Fri) 
ED Paid Program (Mon. Wed-Fri) 
Houses For $300 (Tue) 

EB Good Times 
EB Kate & Allie 
EB The Colbert Report 
S3 Bringing Home Baby 

11:00 I) 2 O 5 'The Price Is 
Right 

Cl 4)The View 
0 4 The Ellen DeGeneres 
Show (Mon-Thu) Ellen Dege- 
neres Show (Fri) 

0 22 Cristina s Court 
Ol25iCD Paid Program 
CD(53)The 700 Club 
O tl The Doctors 
03(12)Rachael Ray 
0J| tllMIster Rogers Neighbor¬ 
hood 

(DdljWordWorld 

03 Nash Bridges 

EB Will A Grace 

ED Deep Sea Detectives (Mon) 

Battle 360 (Tue) Jurassic Fight 

Club (Wed) 

EB SportsCenter 
03 Beyond the Glory (Mon) 
Beach Volleyball (Tue) FLW 
Outdoors (Wed) Billiards (Thu) 
2Xtreem Motorcycle TV (Fri) 

03 NCIS (Mon-Wed) Burn No¬ 
tice (Thu) Psych (Fri) 

EB Ni Hao. Kal-lan 

ED Movie (Thu) "History of the 

World: Part I" 

EB Deadliest Catch 
ED Doodlebops (Tue-Fri) 

EB Cold Case Files 
ED Gilmore Girts 
CB Happening Now 
CB Tales From the Darkside 
(Mon) Doctor Who (Tue) Star- 
gate SG-1 (Wedi The Twilight 
zone (Thu) Dark Angel (Fri) 

CD Disorderly Conduct: Video 
on Patrol (Mon-Thu) The Ulti¬ 
mate Fighter (Fri) 

CB ER 

CB Shark Pit Mystery (Mon) Air 
Emergency (Tue) Secrets of the 
Viking Warriors (Wed) Impossi¬ 
ble Bridges (Thu) Explorer (Fri) 
CD MSNBC News Live 
ED American Gun Dog (Mon) 

RV TV (Tue] Dead Down Wind's 
American Archer (Wed) Out¬ 
door America (Thui Pheasants 
Forever (Fri) 

EB Good Times 
S3 Dharma 6 Greg 
EB Comic Remix (Mom George 
Wallace (Tue) Carotins Rhea 
(Wed) Gary Gulman: Boyish 
Man (Thu) Bill Burr (Fri) 

ED Jon 6 Kate Plus 8 
ED Little House on the Prairie 

11:25 ED This Is Daniel Cook 
(Tue-Fri) 

1130 >Jl22)Cristlna's Court 
(12SlPald Program 
0): H lOragon Tales 
(DlM)Csillou (Mon) Thomas 
6 Friends (Tue) Wunderklnd 
Little Amadeus (Wed) Mlffy end 
Friends (Thu) Peep and the Big 
Wide World (Fri) 

EB Will & Grace 

03 In Focus on FSN (Fri) 

EB Yo Gabba Gabba! 

ED Movie (Mon) "The Great 
Raid' 

ED Mad Men (Fri) 

ED Little Einsteins (Mon) Hlg- 
glytown Heroes (Tue-Fri) 

CB Tales From the Darkslde 

(Mon) 

CD magicJack.com (Mon) 

Select Comfort (TVie) Paid Pro¬ 
gram (Wed-Fri) 



ED Paid Program (Mon-Thu) 
Houses For $300 (Fri) 

EB Leave It to Beaver 
S3 Dharma & Greg 
EB Marc Maron (Mon) Comedy 
Central Presents (Tue) Richard 
Jeni: A Big Steaming Pile of Me 
(Wed) Lounge Lizards (Fri) 

S3 Little People, Big World 
11:45 ED Movie (Tue) “The Shoo- 
tist" 

11:55 ED Lou and Lou: Safety 
Patrol 

AFTERNOON 

12:00 Ol2)Ql5]Q 6: 

IV 25 G) tl 0.) 12.News 
tl 4:Ch. 4 Action News at 
Noon 

0(22JMaury 
GDI 53)Judge Alex 
0): 13 (Barney 6 Friends 
J0(36)Tavis Smiley 
EB Nash Bridges 
EB Desperate Housewives 
0) Mega Movers (Mon) Battle 
360 (Tue) Jurassic Fight Club 
(Wed) The Day the Towers Fell 
(Thu) Gangland (Fri) 

ED ESPN First Take (Mon-Thu) 

NASCAR Paring 

EB SportsCenter 

0) College Football (Mon) Mike 

Tomlin Press Conference Tue) 

Pro Football Report 08 (Wed) 
English Premier League Soc¬ 
cer {Thin Our Game: Latinos in 
Baseball (Fri) 

0) NCIS (Mon-Wed) Bum No¬ 
tice (Thu) Psych (Fri) 

EE Your World Today 
EB Dora the Explorer 
EB Mostly True Stories: Urban 
Legends Revealed (Mon, Wed- 
Fn) Mostly True Stories (Tue) 

ED Movie (Mon) "Wendy Wu: 
Homecoming Warrior" (Tue) 

An Extremely Goofy Movie" 

(Wed) "Get a Clue” (Thu) 

"Twitches Too" (Fri) "Smart 
House" 

EB Cold Case Files 
ED Home Improvement (Tue. 

Thu) 

EB Full House 
33 Tom & Jerry 
CB Tales From the Darkside 
(Mon) Doctor Who (Tue) Star- 
gate SG-1 (Wed) The Twilight 
zone (Thu) Dark Angel (Fri) 

CD Disorderly Conduct: Video 
on Patrol (Mon-Thu) The Ulti¬ 
mate Fighter (Fri) 

CB Las Vegas — 

CD Spin City (Thu) Malcolm In 
the Middle (Fn) V* 

CB Exodus Revealed (Mon) 
Seconds From Disaster Tue) 
Impossible Bridges Thu) Ex¬ 
plorer (Fri) 

CD MSNBC News Live 
CB NCTS Setup (Mon) FIM 
Racing (Tue) Inside Grand Prix 
(Wed) NASCAR Racing (Thu) 

SCCA Racing (Fn) 

ED American Birdhunter (Mon) 

Get in the Game (Tue) Maxi¬ 
mum Archery (Wed) Memories 
in the Field (Thu) Big Game 
Profiles (Fri) 

S3 Gunsmoke (Mon) I Love 
Lucy (Tue-Fri) 

EB Hope & Faith 
EB Rick Cleveland s My Buddy 
Bill (Tue) David Brenner: Back 
With a Vengeance (Thu) Com¬ 
edy Central Presents (Fri) 

ED What Not to Wear (Mon-Tue. 
Thu-Fri) What Not to Wear: Pag¬ 
eant Rewind (Wed) 

33 Touched by an Angel 
12:30 O 2 Cl SThe Young and 
the Restless 
0(4 Access Hollywood 
f) 6 Cl 11 Family Feud 
Q(25 Paid Program 
GD(53jJudge Alex 
03< 12 (The Andy Griffith Show 
01(0 )OnQ Magazine 
ED Penn State Football Story 
(Wed) 

EB Go, Diego, Go! 

ED Movie (Fn) "Baby Boom" 

ED Home Improvement 
EB Full House 
CB Tales From the Darkside 
(Mon) The Twilight Zone (Thu) 

CD The Bernie Mac Show (Mon) 
Spin City (Tue, Thu) Malcolm in 
the Middle (Fri) 

CB NASCAR Racing (Mon) For¬ 
mula One Racing (Wed) 

ED Watertowler TV (Mon) Jour¬ 
nal of the American Trophy 
Hunter (Tue) Paid Program 
(Wed) Hunting With Keith War¬ 
ren (Thu) Tracks Across Africa 
(Fri) 

EB I Love Lucy (Tue-Fri) 

EB Hope & Faith 

S3 Adele Givens (Mon) Susie 

Essman (Wed) Comic Remix 

(Fri) 

12:35 (0:36(Charlie Rose 
12:45 ED Movie (Wed) "Missing in 
Action 

1:00 C1H1AII My Children 
Cl(6)Today 
II 22)Jerry Springer 
III2510ji 12iDays of our Lives 
(0! 53 Divorce Court 
GK tl Who Wants to Be a Mil¬ 
lionaire 

01l 13 iCharlle Rose 
EB WGN News at Noon 
03 Movie (Mon) "Desolation 
Sound" (Tue) "For One Night" 
(Wed) "She Drives Me Crazy" 

(Thu) “I'm With Lucy" (Fri) 
Clueless" 

ED Modern Marvels 
EB SportsCenter (Tue-Fri) 

0) Pitt Football Press Confer¬ 
ence (Tue) Marshall Football 
Today (Wed) Softball 360 (Fn) 

03 NCIS (Mon-Wed) Bum No¬ 
tice (Thu) Psych (Fri) 

EB Newsroom 
EB Backyardigans 
ED Movie (Thu) "Look Who's 
Talking 

EB A Haunting 
EB CSI: Miami 
ED Home Improvement 
0} My Wile and Kida (Mon) Sis¬ 
ter. Sister (Tue-Fri) 

CD Chowder (Mon) The Marvel 
oua Misadventures of Flapjack 
(Tue) Ben 10: Allen Force (Wed) 
George ot the Jungle (Thu) Ed. 

Edd n Eddy (Fri) 
ffl The Live Desk 


CB Tales From the Darkside 
(Mon) Doctor Who (Tue) Star- 
gate SG-1 (Wed) The Twilight 
Zone (Thu) Dark Angel (Fri) 

CD World s Most Amazing 
Videos (Mon-Thu) The Ultimate 
Fighter (Fri) 

CD Without a Trace 

CD The Bernie Mac Show (Mon) 

King of the Hill (Tue-Fri) 

CB Secrets of Revelation (Mon) 
Seconds From Disaster (Tue) 
Kings and Pirates (Wed) Impos¬ 
sible Bridges (Thu) Explorer 
(Fri) 

CD MSNBC News Live 
CB FIM Racing (Tue) Racing 
Across America (Fri) 

ED In Pursuit With Greg Miller 
(Mon) Higher Ground (Tue) 
Duckmasters (Wed) Whitetail 
Freaks (Thu) Ftocky's Geared 
Up (Fri) 

EB Gunsmoke (Mon) The Bev¬ 
erly Hillbillies (Tue-Fri) 

EB Wedding Central (Mon) 48 
Hours (Tue) The Locator (Wed) 
Hope & Faith (Thu) 

EB Movie (Fri) "Only You" 

03 MADtv 

ED What Not to Wear (Mon, 
Wed-Fri) What Nut to Wear. 
Redo My Spouse (Tue) 

GD 7th Heaven 

1:30 0:2 0(53The Bold and 
the Beautiful 
GD(53JDivorce Court 
dltllFamily Feud 
ED 2008 NASCAR Sprint Cup 
Chase for the Championship 
Preview (Fn) 

EB NFL Live (Mon) 

0) Penn State Football Press 
Conference (Tue) Marshall Mag¬ 
azine (Wed) Street Heaters (Fn) 
EB Max & Ruby (Mon, Wed. Fri) 
Wow! Wow! Wubozy! (Tue. Thu) 
ED The Suite Life of Zack & 
Cody (Tue) 

ED Home Improvement 
EB My Wife and Kids (Mon) Sis¬ 
ter. Sister (Tue-Fri) 

39 Chowder (Mon) The Marvel¬ 
ous Misadventures of Flapjack 
(Tue) Ben 10: Alien Force (Wed) 
George of the Jungle (Thu) Ed. 
Edd n Eddy (Fri) 

CB Tales From the Darkside 
(Mon) 

CD The Bernie Mac Show (Mon) 
King of the Hill (Tue-Fri) 

ED Eastman's Hunting TV (Mon) 
Ted Nugent s Spirit of the Wild 
(Tue) Muzzy s Bad to the Bone 
Bowhunting (Wed) Summits 
High Places (Thu) Bom to Hunt 
(FiT) 

S3 The Beverly Hillbillies (Tue- 

Fri) 

EB The Locator (Wed) Rich 
Bride. Poor Bride (Thu) 

1:33 (0(36 Celtic Thunder (Mon) 
Pride & Passion: The Italians 
in America (Tue) Andre Rleu: 
Live in Vienna (Wed) The Jew¬ 
ish People A Story of Survival 
(Thu) Brenda Watson s H.O.P.E. 
Formula: The Ultimate Health 
Secret (Fri) 

1 35 ED The Suite Life of Zack & 
Cody (Wed-Fri) 

1:40 ED The Suite Life of Zack & 
Cody (Mon) 

2:00 Q 2 (I 5 As the World 
Turns 

Cl 4 One Life to Live 
0 6 iDays ot our Lives 
0 22iThe Steve Wilkos Show 
O 25iThe Martha Stewart 
Show 


0[ 53 Judge Joe Brown 
(II tl Today 
01 t 2 The Doctors 
01 13 Members' Favorite 
03 Homicide: Life on the Street 
ED Dogfights of the Future 
(Moni Battle 360 (Tue) Juras¬ 
sic Fight Club (Wed) World 
Trade Center Rise and Fall of 
an American Icon (Thu) Nazi 
America: A Secret History (Fri) 
ED Best of Mike and Mike in 
the Morning (Mon-Tue, Thu-Fn) 
NFL Films Presents (Wed) 

EB NFL Primetime (Mon-Tue) 
SportsCenter (Wed-Fri) 

ED WVU Football Press Con¬ 
ference Tue) Trails N Tradi¬ 
tions (Wed) Mike Tomlin Press 
Conference (Thu) Bad Boy ot 
Fitness (Fri) 

EB NCIS (Mon-Wed) Burn No¬ 
tice (Thu) Psych (Fri) 

EB Drake & Josh 

ED Movie (Tue) “Geronlmo: An 

American Legend" 

ED A Haunting 

ED The Suite Life of Zack & 

Cody (Tue-Fri) 

ED Crossing Jordan 
ED Just Shoot Me 
EB Sabrina, the Teenage Witch 
CB George of the Jungle (Mon. 
Fn) Skunk Fu! (Tue) Johnny 
Test (Wed) Ben 10: Allen Force 
(Thu) 

CB Tales From the Darkside 
(Mon) Doctor Who (Tue) Star- 

J ate SG-1 (Wed) The Twilight 
one (Thu) Dark Angel (Fn) 

CD World's Most Amazing 
Videos (Mon-Thu) The Ultimate 
Fighter (Fn) 

CB Law & Order 
33 The Bernie Mac Show (Mon) 
Malcolm in the Middle (Tue-Fri) 
CD Dog Whisperer 
CD MSNBC News Live 
33 AMA Racing (Tue) 

ED QDMA Quality Whltetails 
TV (Mon) Dream Season (Tue) 
Bow Madness (Wed Whistling 
Wings (Thui Macmillan River 
Adventures (Fri) 

EB Bonanza (Mom Gunsmoke 
(Tue-Fri) 

EB Wedding Central (Mon) 48 
Hours (Tue) Secret Lives of 
Women (Wed) 

ED The Oaily Show With Jon 
Stewart 

ED A Baby Story 
3D 7th Heaven 


2 05 ED The Suite Life of Zack 8 
Cody (Mon) 

2:30 GO 53 Judge Joe Brown 
ED 1st and 10 (Tue-Wed) Out¬ 
side the Lines First Report (Fri) 
ED MSN WVU Game Replay 
(Tue) All Outdoors with Alan 
Probsl (Wed) Inside the Big 
East (Fri) 

EB Drake 6 Josh 

ED Movie (Mon) ' Pearl Harbor" 


ED The Suite Lite of Zack & 
Cody 

ED Just Shoot Me 
EB Sabrina, the Teenage Witch 
CB George of the Jungle (Mon. 
Fri) Skunk Fu! (Tue) Johnny 
Test (Wed Ben 10: Alien Force 
(Thu) 

CB Tales From the Darkside 
Mon) The Twilight Zone (Thu) 
CD The Bernie Mac Show (Mon) 
Malcolm In the Middle (Tue-Fri) 
CB Go or Go Home (Fri) 

ED Gold Prospecting (Mon) 
Obsession Revealed (Tue) 
Monster Bucks (Wed) Engel's 
Outdoor Experience (Thu) The 
Wild Outdoors (Fri) 

EB Rich Bride. Poor Bride (Thu) 
ED The Colbert Report 
0] A Baby Story 
3:00 Qi2)Q(t)ai25)0}ltt)Dr. 
Phil 

Oi4iGeneral Hospital 
Q(5)Guiding Light 
0(22 (The Tyra Banks Show 
CDlSljJerry Springer 
Gl; 11 Days of our Lives 
(0136 (Dr. Wayne Dyer: The 
Power of Intention (Tue) 

03 The Cosby Show 
0) Wife Swap 

ED Battle 360 (Tue) Jurassic 
Fight Club (Wed) 

EB 1st and 10 (Mon, Thu) 2008 
World Series of Poker i Tue) 
Billiards (Wed) NASCAR Rac¬ 
ing (Fri) 

ED Around the Horn (Mon) 
Outside the Lines First Report 
(Tue-Wed) College FootbaM Live 

(Thu-Fri) 

0) Golf Life (Mon) Beach Vol¬ 
leyball (Wedi Rodeo (Thu) Best 
Damn Top 50 Special (Fri) 

03 NCIS (Mon-Wed) Bum No¬ 
tice (Thu) Psych (Fri) 

EB Drake & Josh 
ED Movie (Wed) “Coogan's 
Bluff’ (Thu) Baby Boom" (Fri) 
The Birdcage 
EB The FBI Files 
ED Cory in the House (Mon. Fri) 
Life With Derek (Tue) That's So 
Raven (Wed) Phineas and Ferb 
(Thu) 

ED The Sopranos 
ED Yes, Dear 

EB 8 Simple Rules (Mon. Wed- 
Fri) The Secret Life of the 
American Teenager (Tue) 

CB George of the Jungle (Mon) 
Skunk Fu! (Tue. Fri) Johnny 
Test (Wed-Thu) 

CB Studio B With Shepard 
Smith 


CB Tales From the Darkside 
(Mon) Doctor Who (Tue) Star- 
gate SG-1 (Wed) The Twilight 
zone (Thu) Dark Angel (Fri) 

CD CSI: Crime Scene Investiga¬ 
tion (Mon-Thu) The Ultimate 
Fighter (Fri) 

CD Law & Order 

CD The Bernie Mac Show (Mon) 

That '70s Show (Tue-Fri) 

CD San Quentin Unlocked 
(Mom Alcatraz (Tue) Surviving 
Alcatraz (Wed) Alcatraz: Living 
Hell (Thu) Hi-Tech Prison (Fri) 
CD MSNBC News Live 
CB Dream Car Garage (Mon) 

My Classic Car (Tue Two Guys 
Garage (Wed) Truck U (Thu) 
American Muscle Car (Fn) 

ED Gold Fever (Mon) Jim 
Zumbo Outdoors (Tue) Bass 
Pro Shop s King of Bucks 
(Wed) Wildlife Obsession (Thu) 
American Hunter (Fri) 

EB Bonanza 

ED Wedding Central (Mon) 48 
Hours (Tue) Secret Lives of 
Women (Wed) 

ED MADtv 

ED Bringing Home Baby 
3D Little House on the Prairie 


3:02 (0136(Visions of Israel 
(Thu) My Music: Country Pop 
Legends (Fri) 

3:30 (0 36)That's Amore: Italian- 
American Favorites (Mon) Great 
Performances (Wed) 

03 The Cosby Show 
ED Outside the Lines First Re¬ 
port (Mon, Thu) 

ED Pardon the Interruption 
(Mon) College Football Live 
(Tue-Wed) 

0) The Baseball Report (Mon) 
Inside Notre Dame Football 

(Tue) 

EB Drake 6 Josh 


ED Cory In the House (Mon, Fri) 
Life With Derek (Tue) That's So 
Raven (Wed) Phineas and Ferb 

(Thu) 

ED Yes. Dear 


EB 8 Simple Rules (Mon. Wed- 

Fn) 

CB George of the Jungle (Mon) 
Skunk Fu! (Tue. Fri) Johnny 
Test (Wed-Thu) 

CB Tales From the Darkside 

(Mon) 

CD The Bernie Mac Show (Mon) 
King of the Hill (Tue-Wed) That 
70s Show (Thu-Fri) 

CB Truck U 

ED Elk Chronicles (Tue) Gettln' 
Close (Wed) Ultimate Hunting 
(Thu) North American Whitetail 

(Fri) 

EB Rich Bride. Poor Bride (Thu) 
S3 Movie (Fn) "How to Deal" 

ED MADtv (Mon-Thu) 

0) Bringing Home Baby 
4:00 QlDNews 
0(4)11125)011 ttiOprah Win¬ 
frey 

QiSiJudge Joe Brown 
Cl I Ell tl Judge Judy 
•1 22 The Bonnie Hunt Show 


(DiSJiMaury 
Oil tl Arthur 

03 Funniest Pets 8 People 
EB Wife Swap 
ED Man. Moment. Machine 
(Mon) Battle 360 (Tue) Jurassic 
Fight Club (Wed) Countdown 
to Ground Zero (Thu) Ku Klux 
Klan: A Secret Hlatory (Fn) 

03 College Football Live (Mon) 
Outside the Lines First Report 
(Tue Wed) 2008 NASCAR Sprint 
Cup Chase for the Champion¬ 
ship Preview (Thu) 

ED SportsCenter: Monday 
Night Kickoff (Mon) NFL Live 
(Tue-Fn) 

ED Baseball’s Golden Age 

(Mon) In Focus on FSN Tue) 
Poker Superstars Invitational 


Tournament 06 (Wed) Beyond 
the Glory (Thu) International 
Fight League (Fri) 

03 NCIS (Mon-Wed) Burn No¬ 
tice (Thu) House (Fri) 

EB The Situation Room 
EB SpongeBob SquarePants 
EB Deadliest Catch 
ED Phineas and Ferb (Mon) 
That's So Raven (Tue) Hannah 
Montana (Wed) The Emperor s 
New School (Thu) The Suite 
Life of Zack & Cody (Fri) 

ED American Justice 
EB The King of Queens 
EB What I Like About You (Mon. 
Wed-Fri) The Secret Life of the 
American Teenager iTue) 

CB Chop Socky Chooks (Mon) 
Camp Lazio (Tue) Skunk Fu! 
(Wed) Chowder (Thu-Fri) 

33 Your World With Neil Cavuto 
33 The X-Files 

CD Star Trek: Voyager (Mon-Tue, 
Thu) The Ultimate Fighter (Fri) 
CD Movie (Wed) " Star Wars V: 
The Empire Strikes Back" 

CB Charmed 

CD The Bernie Mac Show (Mon) 
King ot the Hill (Tue-Fri) 

CB Lucked Up AUiwed iMunj 
Science of Dwarfism (Tue) How 
It Was (Wed) Secret Yellow¬ 
stone (Thu) Dog Whisperer (Fri) 
33 MSNBC News Live 
33 Chop Cut Rebuild (Mon-Thu) 
Truck LffFri) 

ED Aura 360 Ventures (Mon) 
Truth About Hunting (Tue) 
American Rifleman Wed) 

Game Trails (Thu) Prlmos" Truth 
About Whitetails (Fri) 

S3 Hogan's Heroes 
EB Wedding Central (Mon) 48 
Hours (Tue) Secret Lives of 
Women (Wed) 

ED Movie (Fri) “Stuck on You" 
ffl Take Home Chef 
© Little House on the Prairie 
4:30 Ql5)Q(6)(Dlt1iJudge 
Judy 

01' IliCyberchase 

Cl 36 Viewer Favorites (Thu) 

EB Funniest Pets & People 
© College Football Live (Tue- 
Wed) Outside the Lines First 
Report (Thu) 

03 Jim Rome Is Burning (Tue- 
Fn) 

© Amazing Sports Stories 
(Mon) Xtreme Paintball — Be¬ 
yond the Paint (Tue) 

© SpongeBob SquarePants 
© Movie (Tue) "Alexander" 

© Phineas and Ferb (Mon) 
That's So Raven (Tue) Hannah 
Montana (Wed) The Emperor's 
New School Tnui The Suite 
Life of Zack & Cody (Fri) 

© The King of Queens 
© What I Like About You (Mon. 
Wed-Fri) 

© Chop Socky Chooks (Mon) 
Camp Lazio Tue) Skunk Fu! 
(Wed) Chowder (Thu-Fri) 


© The Bernie Mac Show (Mon- 
Wed) King of ihe Hill (Thu-Fri) 

© On the Edge (Mon-Thu) 

Chop Cut Rebuild (Fri) 

ED Browning's the Best There 
Is (Tue) Shooting USA (Wed) 
Limbsaver's Addicted to the 
Outdoors (Thu) We Live Out¬ 
doors (Fri) 

© Hogan's Heroes 
EB Rich Bride. Poor Bride (Thu) 
ED Movie (Mon) "A Mighty 
Wind" (Tue) "White Coats" 

(Wed) “Who's the Man?" (Thu) 
Necessary Roughness" 

© Take Home Chef 
5:00 0J.>0l4)0(() 

0 25ED 1101:12News 

BGSlNewsChannel 5 at 5 

Ol22)Friends 

CD 53: Deal or No Deal 

01( 13 (Fetch! With Ruff Ruff man 

(0(36)Qi Gong for Beginners 

(Mon) 

EB America's Funniest Home 
Videos 

© Still Standing 
© Deep Sea Detectives (Mon) 
Battle 360 (Tue) Jurassic Fight 
Club (Wed) 

© NASCAR Now 
ED Monday Night Countdown 
(Mon) Around the Horn (Tue-Fri) 
© Beyond the Glory (Mon) 
Poker Superstars Invitational 
Tournament 06 (Tue) Interna¬ 
tional Fight League Wed) Pow¬ 
erboat Superleague Thu) Pro 
Football Preview (Fri) 
ffl NCIS (Mon-Wed) Burn No¬ 
tice (Thu) House (Fri) 

© The Mighty B! 

© It Takes a Thief 
© The Replacements (Mon) 
Cory in the House (Tue. Thu) 
The Suite Life of Zack 8 Cody 
(Wed) Wizards of Waverly Place 
(Fri) 

ED Cold Case Files 
© Seinfeld 

ffi Gilmore Girls (Mon. Wed-Fri) 
The Secret Life of the Ameri¬ 
can Teenager (Tue) 

© Johnny Test (Mon) Chowder 
(Tue) George of the Jungle 
(Wed) The Marvelous Misad 
ventures of Flap|ack (Thu-Fri) 
© America's Election HQ 
© Stargate Atlantis 
© Star Trek: Voyager (Mon-Tue. 
Thu) The Ultimate Fighter (Fri) 
© Charmed 

ffl The Bernie Mac Show (Mon- 

Tue, Thu-Fri) 

© Movie (Wed) "Big Momma s 
House 2" 

CD Locked Up Abroad (Mon) 
Science ot Gigantism iTue) 
Outlaw Bikers (Wed) Extreme 
Alaska (Thu) DogTown (Fri) 

© Hardball 
© Monster Jam 
ED World of Trucks (Mon) Hunt¬ 
ing the Country (Tue 1 Sighting 
in With Shooting USA (Wed) 
Western Exlreme (Thu) Real- 
tree Roadtrips (Fri) 

© The Beverly Hillbillies 
ffl Wedding Central (Mon) 48 
Hours (Tue) Secret Lives of 
Women (Wed) 

© Jon 8 Kate Plus 8 
© Movie (Mon) "M*A'S*H: 
Goodbye, Farewell, Amen" 

© M’A*S*H (TUe-Frl) 

5:01 (DlMiEatin Crabs: Chesa¬ 
peake Style! (Fri) 


5:15 ffi The Mighty B! 

© Movie (Wed) "The Magnifi¬ 
cent Seven” 

5:30 £1:5 (1 6 01 12 News 
tl 22 That 70s Show 
Ol2S)Access Hollywood 
GDl53)Deal or No Deal 
01(13JWishbone 
(0(34)Visions ot England (Wed) 
© Still Standing 
ffl Jim Rome Is Burning (Tue- 
Fri) 

© Pardon the Interruption 

(Tue-Fri) 

ffl The Fairly OddParents 

(Mon-Tue) The Mighty B! (Wed- 
Fri) 

© Movie (Mon) "Geronimo: An 
American Legend” (Thu) "The 
Birdcage” (Fri) “Quigley Down 
Under" 

© The Replacements (Mon) 
Cory in the House (Tue, Thu) 
The Suite Life of Zack 8 Cody 
(Wed) Wizards of Waverly Place 

(Fri) 

© Seinfeld 

© Johnny Test (Mon) Chowder 
(Tue) George of the Jungle 
(Wed) The Marvelous Misad¬ 
ventures of Flapjack (Thu-Fri) 

© The Bernie Mac Show (Mon, 
Thu-Fri) 

© Movie (Tue) “13 Going on 
30" 

ED Fisher's ATV World (Mon) 
Mossy Oak Classics (Tue) 

Guns 8 Ammo TV (Wed) Outfit¬ 
ter Journal (Thu) Guide To The 
Outdoors (Fri) 

© The Beverly Hillbillies 
ffl Movie (Thu) “How to Deal" 
© Jon 8 Kate Plus 8 (Tue-Fri) 
ffl M*A*S*H (Tue-Fri) 

5:45 ffl The Mighty B! (Wed-Fri) 
6:00 0(2 O 4 Q 5iO 6 
Cl! 25103112 News 
Ol22)The Simpsons 
©i S3 (Two and a Half Men 
01113 (0(36!The NewsHour 
With Jim Lehrer 
ffl 7th Heaven 
© Reba 

© Mega Movers (Mon) Battle 
360 (Tue) Jurassic Fight Club 
(Wed) The Day the Towers Fell 
(Thu) Gangland (Fri) 

© Around the Horn (Tue-Wed. 
Fri) College Football Live (Thu) 
ffl SportsCenter (Tue-Fri) 

© FSN Presents Nothin But 
Knockouts (Mon) Amazing 
Sports Stories (Tuei Best Damn 
Top 50 Special (Wed) Mike Tom¬ 
lin Show (Thu) The Baseball 
Report (Fri) 

© NCIS (Mon-Wed) House 
(Thu-Fri) 

ffl SpongeBob SquarePants 
(Mon-Thu) The Mighty B! (Fri) 

© Cash Cab (Mon-Thu) 10 
Deadliest Sharks (Fri) 

© The Suite Life of Zack 8 
Cody (Mon) Phineas and Ferb 
(Tue) Wizards of Waverly Place 
(Wed-Thu) Hannah Montana 
(Fn) 

ED Cold Case Files 
© Friends 

ffl The Secret Life of the Amer¬ 
ican Teenager (Mon-Tue) My 
Wife and Kids (Wed-Thu) 
ffl Movie (Fri) "Bring It On" 

© Johnny Test (Mon) Chowder 
(Tue) George of the Jungle 
(Wed) Skunk Fu! (Thu) Total 
Drama Island (Fri) 

© Special Report 
© Stargate SG-1 
© CSI: Crime Scene Investiga¬ 
tion (Mon-Tue. Thu) The Ulti¬ 
mate Fighter (Fn) 

© Law 8 Order 
© The Bernie Mac Show (Mon) 
ffl Movie (Thu) “Cheaper by the 
Dozen 2" (Fri) "Rebound" 

33 Ultimate Earthquake (Mon) 
Explorer (Tue) Taboo (Wed) Se¬ 
cret Yosemite (Thu) 
ffl Race for the White House 
With David Gregory 
© Unique Whips 
ED Dirt Trax TV (Mon) Peters¬ 
en s Hunting ADVENTURES 
Television (Tue) Hunter's 
Specialties (Wedi Bowhunter 
Magazine TV (Thu) Outdoor Ad¬ 
ventures (Fri) 

© The Andy Griffith Show 
© Platinum Weddings (Mon) 
Women Behind Bars (Tue) 

20/20 (Wed) The Locator (Fri) 

© What Not to Wear 
ffl M*A*S*H (Tue-Fri) 

6:15 ffl The Mighty B! (Fri) 

6:30 Ol4lABC s World News 
With Charles Gibson 
OiSlCBS Evening News With 
Katie Couric 

(1 6 (1 25 (II 11 01 12 NBC 
Nightly News 
ni22)Family Guy 
CD 53lFrasier 
ffl Reba 

© Pardon the Interruption 
(Mon-Wed. Fri) 

© Savran on SportsBeat 
ffl SpongeBob SquarePants 
© Cash Cab: After Dark (Mon- 
Thu) 

© The Suite Lite of Zack 8 
Cody (Mon) Phineas and Ferb 
(Tue) Wizards of Waverly Place 
(Wed-Thu) Hannah Montana 

(Fri) 

ffl Everybody Loves Raymond 
ffl My Wife and Kids (Wed-Thu) 
© Johnny Test (Moni Chowder 
(Tue) George of the Jungle 
(Wed) Skunk Ful (Thu) Total 
Drama Island (Fri) 
ffl The Bernie Mac Show (Mon) 
ED Off-Road Adventures (Mon) 
The Wild Outdoors (Tue) Inside 
USA Shooting (Wed) Summits 
High Places (Thu) In-FIsherman 
(Fri) 

ffl The Andy Griffith Show 
© Platinum Weddings (Mon) 
The Locator (Fri) 

ED RENO 9111 
ffl M*A‘S’H (Tue-Fri) 


hlarV 
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Your TV 
Channel 

Sudden Link 

Comcast 

Somerfield / QCOL, Inc. 

2 

KDKA Pittsburgh (CBS) 

KDKA-2 (CBS) 

KDKA Pittsburqh (CBS) 

3 

WGCT TV—We re Garrett Countv Television 

(Info) 

TNT 

4 

WTAE Pittsburgh (ABC) 

WTAE-4 (ABC) 

WTAE Pittsburqh (ABC) 

5 

WDTV Weston (CBS) 

WCWB-22 WB 

ESPN 

6 

WJAC Johnstown (NBC) 

WJAC-6 (NBC) 

WJAC Johnstown (NBC) 

7 

WCWB The CW 

TV Guide 

CNN 

8 

WHAG Haqerstown (NBC) 

WGN 

WWCP Johnstown (FOX) 

9 

Trinity Broadcastinq Network 

WWCP-8 (FOX) 

ABC FAM 

10 

WPGH Pittsburqh (FOX) 

WQPT36 (PBS) 

Spike TV 

11 

WPXI Pittsburqh (NBC) 

WPXl-11 (NBC) 

WPXI Pittsburgh (NBC) 

12 

WBOY Clarksburg (NBC)^ 

WNPA-19(UPN) 

TBS 

13 

WQED Pittsburqh (IND) 

WQED-13(PBS) 

WQED Pittsburgh (PBS) 

14 

WPCB Greensburq (IND) 

QVC 

Discovery Channel 

15 

Home Shopping Network 

WPCB-40 (IND) 

Disney Channel 

16 

WGPT Oakland (PBS) 

Headline News 

Arts & Entertainment 

17 

WPCS CW 

HBO 

PAX 

18 

The Weather Channel 

Trinity 

USA Network 

19 

TV Guide Channel 

Shop NBC 

ESPN2 

20 

Celebrity Shopping Network 

Hallmark 

CMT 

21 



Food Network 

22 

WGN (Chicago) (IND) 


WGPT Oakland (PBS) 

23 

Lifetime Television 

HSN 

WPCB (Wall. PA IND) 

24 

The History Channel 

EWTN 

Outdoor Channel 

25 

ESPN Classic 

CSPAN 

C-SPAN 

26 

ESPN2 

CSPAN 

Turner Classic Movies 

27 

ESPN (All Sports Network) 


The Learninq Channel 

28 

Fox Sports Pittsburgh 

PIN 

Nickelodeon 

29 

USA 

Lifetime 

Lifetime Network 

30 

CNN (Cable News Network) 

Arts & Entertainment 

CNBC 

31 

CNN Headline News 


Local Information Chan. 

32 

Great American Country 

CNN 

QVC Shopping Channel 

33 

Nickelodeon 

Fox News Channel 

Trinity Broadcastinq 

34 

American Movie Classics 

TBS 

VH-1 

35 

The Discovery Channel 

ESPN 

Great American Country 

36 

Disney 

ESPN2 

Fox Sports Pittsburqh 

37 

Arts & Entertainment 

Fox Sports Pittsburqh 

Game Show Network 

38 

TBS Superstation 

TNT 

Cartoon Network 

39 

ABC Family 

FX 

SciFi 

40 

Cartoon Network 

Animal Planet 

The Weather Channel 

41 

CNBC 

Disney 

History Channel 

42 

Fox News Channel 

Nickelodeon 

TV Land 

43 

Sci-Fi 

History 

WNPA (Johnstown UPN) 

44 

Spike TV 

MSNBC 

Home Shopping 

45 

TNT 

CNBC 

Outdoor Life Channel 

46 

FX 

Country Music TV 

Home & Garden 

47 

National Geoqraphic 

Food Network 

FX Network 

48 

MSNBC 

VH-1 

TV Guide Channel 

49 

Speed Channel 

MTV 

Speed Channel 

50 

Game Show Network 

Weather Channel 

FOX News Channel 

51 

The Outdoor Channel 

Comedy Central 


52 

TV Land 

Learninq Channel 


53 

SoapNet 

Discovery Channel 


54 

The Golf Channel 

Sci-Fi 


55 

WE Womens Entertainment 

USA 


56 

HGTV 

E! 


57 

Comedy Central 

Bravo 


58 

The Learning Channel 

HGTV 


59 


Oxygen 


60 


TV Land 


61 


Cartoon Network 


62 


Travel Channel 


63 


AMC 


64 


Court TV 


65 

MTV 

Inspiration 


66 

CMT 

Family Channel 


67 

VH-1 

PAXNET 


68 

Hallmark Channel 

Speed Channel 


69 

Animal Planet 

Outdoor Channel 


70 

Food Network 

Spike 

Golf (QCOL only) 

71 

C-SPAN 



98 


VH1 

WCWB Pittsburqh 22 

99 


Showtime 
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SATURDAY AFTERNOON 


2PM 2:30 3PM 3:30 4PM 4:30 5PM 5:30 6PM 6:30 


CBS 

0 2 
0 5 


1(11 00) U.S. Open Tennte 


Al the Wednesday Countdown 


tflNews X ICBS 
5)NewsCh- Evening 
•nnel 5 
Weekend 

Edition a 


WTAEO Movies N) Night 
X Starter 


toDTV 


Ron 

Hazelton 


[(12:00) PGA Tour Gott BMW Championshfi - Third Round From St Loos. (In 
I Stereo Live) X 


Beautiful College College Football Teams to Be Announced (Live) 

Homes- (Football 
Estates (Countdown 


(N) 
(In Stereo) 

X 


College Football San Diego State at Notre Dame (In Stereo Live) X 



"The HUIt" 12004) Rene Hager A collegian laame 

that a friend is leading a vicious gang. 


*» The Brothers Grimm" (2005. 

Damon. Traveling con men probe a 


r i nlnr V ti*ae 

rarvasy) Man 
magical myslefy 

nal Coverage - i 


.. The Hitchhiker s Guide to the Galaxy 

(2005, Science Fcbon) Martin Freeman. MosOef 1 


American Idol Rewind 

Top three remain X 


112:00) Members' Favorite 


Two and a Friends (In 

Hall Men a . | Stereo) X 


Paid 


MLB Baseball Regional Coverage - Arizona Diamondbacks at Los Angeles Dodgers. Detroit 
(at Minnesota or Phladelphia at New York Mets (In Stereo Live) X 


Pride A Passion The Italians In 

America Hist ory ot Italian peop l e X 


Visions ol Italy Rome 
1 Florence A Naples 
’Funniest ’America s Funniest 

Pets Hom e Vi deos n Stereo) _ _ 

’Movie: ♦* ‘ Guilty Heerta'12002, Cntne Drama) Treat Williams A' 
l murder suspect s mistress reveals their secret aftair X Confd 


Soul Train Run-D.M.C; 

Genobia Jeter fin Stereo) 


( 12 : 00 ) 

Gangland 


Gangland Street gangs in (Shockwave Australian 

the military X (targe explosion I 


12 00) CoNage Football Teams to Be Announced. (Uva) 


1(12:00) College Football 'earns to Be Announced (Live) 


FSPQ) 

USAS) 

CNN© 

NICK© 


Softball [Our Game: Latinos in inside- [Ft 
360 Baseball Pirates Kick. 

1(12:00) House Dr House treats a House 'V Socratv. 
House ! nun (InStereo)I ( Method' (InStereo)X 
1(12:00) [Your Money Newsroom 


Newsroom 

Sponge- *The Felrly OddParents m Stereo) X [The Mighty 
Bob - 


AMC© 

Movto 

Coat'd 

TDCffl 

Project 

Eirth 

U,„U ^ ^ 


AAE© 

TBS© 
FAM© 
TOON© 
FNCffi 
SCIFlffi 
SPIKE© 
TNT® 
FX© 
NGEOffi 
MSNBC© 
SPEED© 
OUTDRffi 
TVL® 
WE © 
COM© 
TLC© 
HALL© 


BIX 


American Soundtrack: Doo Wop s Greatest Hits A 

best-ot compilation ol doo-wop tavontes (In Stereol 


eee "Stef* and Main' (2000' Alec Baldwin A film 

crew wreaks havoc m a smal Vermont town X 


Held ol Honor " (2006, Suspense) Linda Purl. An 
reaneiy jealous w oman wants to stop a wedding X 


Shockwave a 


Shockwave 3 


Scoreboard 


Acura TL" 


American Idol 

Narrowed down to three 


Eatln Crabs 
Chesapeake Style! 

>1 Rewind 


(Thais 

Amors 


America s Funniest 

Home Videos (In Stereo) 


To Love. Honor and Obey A young woman who was 
kill ed after secretly marrying (In Stereo) X 


College Football Teams to Be Announced (Livel 


Extreme Marksmen People perform seemingly 
impossible te ats ot marksmans hi p X 


Scoreboard 


College Football Scoreboard jvei X 'College Football West Virginia at East Carolina (Live) 

College Football BYU at Washington, (Lwe) 


House Fidelity (In 
Stereo)X 


CNN Special 


House Poison 
Stereo)! 


The Mighty 

bix^h 


.»« Shenandoah"(1965 War) James Slewaii Doug McClure, 
Glenn Coitetl Rich Vi rginia farmer join s Civil Wer. 


Inside the Twin Towers 


Unit 

Back at the 
Barnyard 


P 


House DNB (in Stereol 

X 


Newsroom 


Back at the T Back at the 

Barnyard (Barnyard 


“Control" (In 

Stereo) X 


This Week In Politics 


Bob 


Sponge 

Bob 


The events ol Sept 

Thm InnraW/KUa 

I ne increciotet 


in 


(2004, Adventure) (In Stereo) I Confd 


»#*'i "The ShooUtt" (1976. Western) John Wayne, Lauren 
Bacall. James Stewart People pester old. dying gunfighter X 
Inside the Twin Towers (Tuna Wranglers X Tuna Wrangler* X "Engineering the 

The events ol Sept 11. |_ | _ _( Impossible (Pari 1 ol 2) 


Zack A 
Cody 


Pulp Fiction" {ISSA) Criminals cross 
paths m threejnterlockedjaies ol mayhem X Confd 

The Perfect Man 


Zack A 
.Cod l_ 


|e* "The Perfect Hen" 120051 Hilary Dull. A 
teen invents a secret admir ei tor her m other Cont'd 
*♦': 'SkyHigh"(2005) Michael Angarano Two 

superheroes send thee son to a training school X 

Dw* in. "r.rw__ — .i TDTi_ h 


Ben 10: (George ol George ol Mltadv of 
Allen Force (the Jungle (the Jungle Flapjack 
(12:00) America's Election HO 


That* So 
Raven 


1That's So 
Raven 


Cory in the Cory in the 
House (House! 


''BaPi«*n"(1989, Action) Jack Nicholson Premiere The 
C aped Crusade r vows to rid Gotham City ol the Joker X _ 
I eee “Saw the Lae f Ome" (2001) A white teen ’Friends (in 


tails tor a black student who also loves dance X | Stereo) X 


Hannah 
Montana 3) 


Montana 3 


Sponge- 

Bob 


TSponge- 

Bob 


♦ ♦♦ Hondo "(1953 

Western) John Wayne 


Engineering the 
Impossible (Part 2 ot 2) 


Zack A 

Cody 


The A natomy of 9111 The final 102 minutes ol the 
Wortd Trade Center X 


Sen and 
the City X 


Sei and 
the City X 


• *« Harry Potter end the Goblet ot Fire" (2005, Fantasy) Daniel RadcNfle Rupert Gnnt 
Emma Wats on VoMemprt lays a trap lor Ha rry at the Trtw tzar d Tournam ent. X 


Confd 


Weekend Live 

X 


Flapjack 


Mlaadv of Chowder (Chowder 


L 


Wicked Little Things " (2006) A widow inherits a 
house where zombie children roam the woods X 


MusdeCar Trucks 1 

(lnSterao)_ 

Movie ♦*« "Hear t 199* Cnm#Drama) Ai Pacino Ahomode 

detective mat ches wit s with a cunra ng adversary I Confd _ 

Movie * * ‘The Butterfly Effect" (2004) Ashton Kutcher A young 
man travels backjn tune to change the tutur s X Confd 


America s Election HQ 


,! (In |Xtrem*4x4|* 

X. |(ln Stereo) [Ipotbell pl ayer hopes tor a scholarship 

99* Cnme Drama) AI Pacino A homekde "Ol 


it "The Gravedancert 12006 Horror) Spirits! 

terrorize three Inends alter they drsturb a cemetery 


All the Right Moves" (1963) A talented young 


Jml Edit. 
RpL 


Everybody-[Everybody- 
Raymond Raymond 


ttt"> "floyzNfheHood"it991 Drama: Three 
boys become men in a lough L A neighborhood 


Samurai Girt Part f of 3) 
3 

Scooby- [Squirrel 
Doo Boy 
Beltway Tox News 

_Boys_[Welch_ 

Ghoet V oyege " (2008. Suspense) Strangers awake 
aboard a haunted cargo shp adrift at sea X 


UFC 66 Countdown 

Event preview (In Stereo) 


nt preview 

t Soldiers' 


Conjoined 

Twin 

Hitman 

Tapes 

tradin' 
.Paint i 
Buckmas- 
ten 

Beverly 

Hillbillies 


Science of Dwarfism 

Genetic variations 


MSNBC Investigates 
Dtegnosls Murder 
h '-" : - [NASCAR In 

.* Hu,r t N 
The Next 
^Generation 
Hogans 
Heroes 


Science of Gigantism 


tee'-r "Ofe HenT11988. Action) Bruce WANs. Alan Rickman A I 

Ne w York po liceman outwits foreign thugs n an LA high-rise X 
ee "Bulletproof Honk" (2003, Action) Chow Yun Fat Jaime Kmg 
A martial arts master finds aprotege to protect a scrol X 


Secret Yellowstone 


MSNBC Investigate* 
Vanished 


Extreme Alaska Denali 
National Park 


Twist of Fate A case o< mistaken identity 


ance 

Watertow- 

[ler TV 
Beverly 
Hillbillies 


NCTS 

Setup Hive) 

Inside USA 




Heroes 

46 Hours Dark Voyage 


46 Hour* Death ola §§ 

[Dream (In Stereo) X |(In Stereo) X 

'Movie: eee Undercover Brother' 

Eddie Griffin X Conld 


NASCAR Racing Craftsman Truck Senes - Getaway 200 From 
Madison, ill (Live) 

RV TV 


loed [Outdoor 'American 

Adventures Experience Gun Dog 
See No fvti, Heer ko «T(! 969) A deal men and 


MuatLova [Taka Home Nanny The 
( Kkfs N. I Vegas Stdtool entxa Rising Renewal'X 


eee 


iron MW"(1994, Adventure) Mackenzie Aalto Kevin 
(Spacey A leenager enters a grueling 522 mile sled dog race X 


his blind employee become involved in murder 
46 Hours Dangerous (46 Hourt Love Lost 
Reunion (In Stereo) X | Stereo) X 

teV JuwenneHerm "(2002 Comedy) An ex-NBA 

dresses to drag to join a women s league I 
Home Mede Simple Take Home [Take Home 
Handyman Handyman 


(In 


Rocky s 
Geared Up 
e*W 


Secret Yostmlte 


Love and Death 


♦ ♦♦ We Were 

War) Mel Gibson Madeleine 
... Walk the Une"(2005. 
Biography i Joaquin Phoemx I 


[Taboo Traditional riles ol 
[passage 

rVa.«SK 


NASCAR RaceD#y 


Death in the Hollywood 
|Wfc _ 


Trophy 

Hunter 


Bom to [ Wild Game [Pheasants 
Hunt Nation Forever 
Overboard" (1967 Comedy) Gokke Hewn Premiere An 
amneetec mHonatrets It duped by a cuniwg carpenter 
46 Houre Memory ot |a*. The Color Purple" [\9K, 


rder" (In Stereo) X Dreme) Whoopi G oldberg. 

World 2" (1993) Mike Myers A George Lopez 
its Wayna to organize a big concert America a Mexican 


'HHhtyJoe Young 
noble 15-fool gone rampage* fhrnogh Loa Angalaa 


.. Wayne'a 

deed rock star tells Wayne to organize a big 
Holmes on Homes A “"[Property Ladder I 

three month le'mvalkm^MMM^^^^M 

(1998 Adventure i A 


... Po/tyenne 1 1960) Hayley Mitts An orphan 
vkectious opfimism spreads throughout a town I 


Moving Up Retirees” 
leave Long Island X 

Mies An orphan s 


SATURDAY MORNING 


SEPTEMBER 6, 2008 


CBS 

O D 
0 I 

WTAEO 


l(2)News IN) |(5)Outdoor- i5lCare 
(S)Wild sman With Bears: 
America (El Buck ! Adventures 

Part 1 ol 2) McNeely |lnCere-A- 

m I (Lot x 


[News(N) 


7:30 8 AM 


(5|Strawbe- j(2)The 
rry Early Show 

Shortcake (5)Cake 

(In Stereo) "Snack 
(El) X Attack" 


Good Morning America [NewalN) 

N|X 



(S)Horsela- 
nd A new 

boy comes 
to 

Horseland. 


(5)The Eerly 

Stereo) X 


Show (N) (In 


(6)Paid 

Program 



(6K8Ki2|Todey N • 

Stereo) X 
(ll)News(N) 


■ ■ ■ 4 


|12)Wood* 

A Waters 


,(6)Pild 
| Program 
(B)T o Be 
Announced 
(12)Zula 
Patrol (In 
Stereo) (El) 


MNT O 22 


The Littles 

(El) X 


Animal 


Paid 


EimagicJa 

ck.com 

Free local 

and long 

distance 

(12)3-2-1 

Penguins 

Paid 


(6H11)Babar 
(BtJane 6 
the Oregon 
|12)Decisio- 

n Makers 


Paid 


(8)(11)Fri*n- 
d Rabbit 
(8)Zula 
(l2)Sports 
Zone 


Paid 


(2)Sushl 
Pack (In 

Stereo) (El) 
X 

That* So 
Raven The 

Four Aces 


(6KHK12M- 

ane 6 the 

Dragon (El) 

16)3-2-1 

Penguins 

(In Stereo) 

(El) 


Paid 


(2)Dino 

Squad 

"Growth 

Potential" 

X_ 

Thais So 
Raven (El) 
■ 

<6X11X12)Z- 

ula Patrol 

(In Stereo) 
(El) IK 

(El) X 


From Flushing. N Y (Live) X 


Paid 


Hannah 

Montana 

(El) I 

(6X11X12(3- 

2-1 

Penguins 

(In Stereo) 
(El) X 

(S)Pald 

Program 

Paid 


The Suita 
Lite ot Zack 
6 Cody X 


eggieTales 

(Eljx 

8)Paid 
ram 


Paid 


Ch 4 News 


PGA Tour 
Golf BMW 

Champion¬ 
ship ~ Third 
Round. 
From St. 
Louis. X 


George 


FOX© 53 

Paid 

Program 

Paid 

Program 

Sabrinas 
Secret Life 

Wild 

America 3 ) 

Di-Gata 

Defenders 

Biker Mice [Mutant 

From Mars Turtles 

Mutant 

Turtles 

Sonic X (In 
Stereo)X 

Dinosaur 

KlngX 

Kirby: 

Right 

Wlnx Club 

X 

This Week 
in Baseball 

PBS© n 

Members Favorite 

Members 

Favorite 

PBS© it 

Love of 
Quilting 

Stay Rich Forever A Ever With Ed Slott Retirement 
saving (In Stereo) X 

Happy for No Reason With Marci 
Shlmolf (In Stereo) X 

Last Lecture: Really Achieving Your Childhood 
Dreams Wlth-Randy Pausch 

Visions ot 
Italy 

WGN® 

Paid 

Program 3 ) 

Paid 

Program X 

Paid 

Program X 

Adelante 
Chicago X 

Paid 

Program 3. 

Paid 

Program 3. 

Paid 

Program X 

Paid 

Program X 

Paid 

Program 3 

Paid 

Program X 

Paid 

Program 3. 

Paid 

[Programs 

Funniest 

Pets 

LIFE© 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

tt Guilty Hearts '(2002 
Drama) Treat WiHiams. X 

, Crime 

HIST© 

History vs. Hollywood 

A Bridge Too Far" X 

Heavy Metal The 

Challenger tank. X 

American Eats Ice 

Cream" Ice cream X 

Wild West Tech Freak- 
show operators. X 

UFO Files < 

Files’" UFO s 

Secret UFO 

ghtmgs. X 

Gangland "Gangster 

City'' Chicago X 

Gangland 

X 

ESPN2© 

Whitetail 
Hunting X 

Reatree 

Outdoors 

Beat C. 
Moore 

Gel Wild 

Pro Hunter 
Journal X 

Redtish 

Cup (N) 

Bassmasters Fort 

Madison, Iowa. X 

NASCAR Now (Uve) 

SportsCenter :Live)X 

College 

Football 

ESPN® 

SportsCenter X 

SportsCenter X 

SportsCenter X 

SportsCenter (Live) X 

College Gameday (Live) X 

College 

Football 

FSP© 

Golden 

Age 

Sports 

Stories 

Baseball 

Report 

Pro Football Preview 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Football 

Report 

UlHvAIQCt 

IVIIUWcSi 

Outdoors 

Eastern 

Golf 

Endless 

Goll (N) 

Street 

Heaters 

USA© 

Law A Order: Special 
Victims Unit Head"! 

Paid 

Program 

Paid 

Program 

P90X 

Paid 
Program 
House Call 

House Pitot" (In Stereo) 
X 

House "Paternity" (In 
Stereo)X 

House Occam s Razor" 
(In Stereo) X 

House 

Maternity 

CNN© 

CNN: Special 
Investigations Unit 

CNN Saturday Morning 


Saturday 

Morn. 

Open 

House £ 

Newsroom 

Newsroom 



NICK© 

As Told by 
Ginger X 

ChalkZone 

(In Stereol 

Jimmy 

Neutron 

Jimmy 

Neutron 

'OddPar¬ 

ents 

OddPar¬ 

ents 

Sponge- 

Bob 

Sponge- 

Bob 

Back althe 
Barnyard 

The Mighty 

BIX 

Sponge- 

Bob 

Sponge- 

Bob 

Sponge- 

Bob 

AMC© 

Movie: 

Cont'd 

• 5 "Bloodon the Arrow "(1964) Date Robertson. A 
trader s wile cares lor the survivor ot an Indian attack. 

»** "The Appaloosa " (1966, Western) A cowboy 
tries to retrieve his horse from Mexican bandits X 

ttt “The Undefeated "(1969) Union c 

cattle crosses paths with ex-Rebel s gan 

olonel with 
l« 

TDC© 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

World s Strangest UFO 
Stories X 

Dirty Jobs T 

potatoes X 

urkey and 

Smash Lab Stopping a 
hijacked tractor trailer 

Project 

Earth 

DISN© 

Mickey 

Mouse 

Mickey 

Mouse 

Mickey 

Mouse 

Mickey Mickey 

Mouse Mouse 

Mickey 

Mouse 

Mickey Mickey 

Mouse Mouse 

Imag. 

Movers 

Imag. 

Movers 

Imag. 

Movers 

Imag. 

Movers 

“Incre- 

dibls" 

AAE© 

Paid 

Program 

Paid 

Program 

Flip This House The 

perfect nightmare. X 

Flip This House House 
appears to be easy flip X 

Flip This House X 

We Mean 
Business 

Sell This 
House! X 

Sell This 
House! X 

*** "Pulp Fiction" 

(1994) John Travolta ! 

TBS© 

*** Planes. Trelnt and Automobiles ’(1987. 
Comedy) Steve Martin. John Candy. X 

t*Yi Groundhog Day" (1993, Roman 
Bill Murray A TV weatherman s day keei 

ce-Comedy) 

x repeating. 

*** "In Good Company" (2004) A demoted 
workers younger boss is dating his daughter. X 

'Perfect” 

FAM© 

Paid 

Program 

Paid 

Program 

Step by 
Step! 

Step by 

Step! 

Sabrlna- 

Witch 

Sabrina- 

Witch 

Full House 

X 

Full House 

(In Stereo) 

My Wife 

and Kids X 

My Wile 
and Kids! 

That 70s 
Shows 

That 70s 
Show X 

That 70s 
Show a; 

TOON© 

The Mr. 

M#n Qhnw 

Cartoon Cartoon s 

George ot 
th# .Innol# 

Misadv. of 
Flupjarh 

Chowder 

Pokemon- 

R*ni# 

Pokemon- 

Rattle 

Ben 10: 
Alien Force 

Transform¬ 

ers 

Bakugan X 

Robot Boy 

Ben 10: 

Ali#n Fore* 

FNCffi 

The 0 Reilly Factor 

Fox and Friends Saturday 

Bulls and 

Bears X 

Cavuto on 

Business 

Forbes X 

Cashlri In 

X 

Election 

HQ 

SCIFlffi 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

[Paid 

Program 

Paid 

Program 

magicJack- 

.com 

Sightings: Heartland Ghost" (2002) A television 
producer visits a supposedly haunted house. 

Hallowed G 

ol a fanatical 

round" 12007) The rebirth 
preacher leads to evil. 

SPIKE© 

Paid 

Program 

Fast Cash 

(In Stereo) 

P90X (In 

Stereo) 

Paid 

Program 

Ten Minute 

Trainer 

Whacked 
Out Sports 

Whacked 
Out Sports 

Whacked Whacked 

Out Sports Out Sports 

Trucks! (In 

Sleraa « 

Trucks! (In 

Stereo) X 

Horse¬ 
power TV 

TNT© 

***": "A Few Good Hen" H992. Drama) Tom Cruise, Jack Nicholson, Demi 
Moore A Navy lawyer defends two Marines in a comrade's death X 

Law A Order Past 
Imperfect" (In Stereo) I 

The Closer "Split Ends' 

X 

Law A Order Divorce" 

(In Stereo) X 

Meet” 

(1995)1 

FX© 

eBay Paid 

Money Program 

The Practice We Hold 
These Truths..." X 

♦ «'r "The Family Stone "(2005) Demrot Mulroney 

A man introduces his uptight girlfriend to his family X 

» 1 . "Swtmtan " (2002) Jesse Bradford. A teenager 

learns to regret his tryst with a new classmate. X 

Butterfly 

Effect" 

NGEOffi 

eBay |Paid 

Money (Program 

Hair Club 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Be the Creature Great 
White Shark 

Reptile 

Rulers 

Reptile 

Rulers 

Do| Whisperer Dueling 

Conjoined 

Twin 

MSNBC © 

Atlanta Child Murders 

UCUnr Alaiue 1 it/a 

iMdriDL news Live 

lJ C td □ P IdAuie 1 iuA 

wijisut news Live 

MSNBC News Live 

MSNBC News Live 

MSNBC News Live 

Hitman 

Tapes 

SPEED© 

eBay [Paid 

Money Program 

MotorWeek 

(In Stereo) 

American 

Thunder 

Formula One Racing Belgian Grand 
Prix Qualifying. (Live) 

Hot Rod TV 

(In Stereo) 

Livin' the 
Low Lite 

Two Guys 

Garage 

NASCAR Racing Craftsman Truck 
Senes -- Gateway 200 Qualifying. 

OUTORffi 

Gold Fever 

Match Fish. 

ln- 

Fisharman 

Offshore 

Adventures 

Guide- 

Outdoors 

Buckmas- 

ters 

Maximum 

Archery 

Outdoor 

Adventures 

Limbsav- 
er s 

Gold Fever 

Gold 

Prospect 

TVL© 

Gunsmoke Champion ot 
the World' X 

Bonanza 'n Defense ot 
Honor' X 

Green 

Acres 

Addams 

Family 

Andy 

Griffith 

Andy 

Griffith 

1 Love Lucy 

I 

1 Love Lucy 

X 

1 Love Lucy 

X 

1 Love Lucy 

X 

Beverly 

Hillbillies 

WEffi 

Paid [Paid 

Program Program 
ten Minute ; Paid 

Trainer Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Body 

«♦' ; "Hurphy s Romance " (1985) Sally Field, James Garner A 
divorced mother loves a widowed pharmacist twice her age. 

COM© 

MADtv The Rock (In 
Stereo) X 

MADtv David Alan Gner. 
Fred Willard. (In Stereo) 

Daily Show 

Daily Show 

Daily Show [Daily Show 

1 

Scrubs (In 

Stereo) I 

Scrubs (In 

Stereo) X 

’ Under¬ 
cover Br" 

TLC© 

Paid [Paid 

Program Program 

Paid [Paid 

Program Program 

Designing Ter Mmuie 

Spaces [Trainer 

_ 

Say Yes to 
the Dress 

Rock the 
Reception 

What Not to Wear Sloppy 
tees, socks with sandals 

Who Are You Wearing? 

Melissa Rivers. 

Must Love 
Kids (N) 

HALL© 

Little House on the 
Prairie IryunKto I 

Little Houte on the 

Prairie (Part 1 o(2)I 

Little House on the 

Prairie (Part 2 ot 2) X 

Little House on the Prairie Burt Ives 
guest stars as a frightened blind man. 

"Free Willy 2: The Adventure Home (1995) The 
killer whale laces a hazardous trek to find his family 


SATURDAY EVENING 


SEPTEMBER 6, 2008 


7 PM 7:30 8 PM 8:30 9 PM 9:30 10 PM 10:30 11PM 11:30 12 AM 


CBS (2)News I 

_ (5)Entert! 

** 1 nmenl 

0 S Tonight X 

NASCAR 

WTAEO Countdown 


|2)The 

” (N) 
(In Stereo) 
X 


(2)The j U S. Open Tennis women s Final, t-rom f-lusning 48 Hours Mystery (In |(2)NewsX 
Insider(N) Meadows,NY (Uve)I Stereo)! (5)NewsCh- 

ennel5 
Weekend 
_[Edition X 

NASCAR Racing Spnnt Cup -- Chevy Rock 6 Roll 400. From Richmond International Raceway in 
Richmond, Va. (In Slereo Live) 


(2)Steetera (2)CSI. 1(5)24 

iTrivta Miami! |5.6:0( 



NBC 

O k 

O 25 

© 8 

© 12 


,(6)News 
(B)Wheei- 
! Fortune 


(l1)Jerome (IIMeopar- 


MfiTQ 22 


FOX© 51 
PBS© 'l 
PBS© 18 
WGN© 
LIFE© 
HIST© 
ESPN2© 
ESPN© 
FSPffi 
USA© 
CNN© 
NICK© 
AMC© 
TOC© 
DISN© 
A&Effi 
TBS© 
FAM© 
TOON© 
FNCffi 
SCIFlffi 
SPIKE® 
TNT© 
FX© 
NGEOffi 
MSNBC© 
SPEED© 
OUTDfl© 
TVL® 
WE© 
COM© 
TIC© 
HALL© 


Bettis 

(12)Jeopar- 

«Jy 

Family Guy 

(In Stereo) 


Perfectly 
You 

Members Favorite 


^Primeti¬ 
me Pre 
(8)Fifth Qtr 


dy 

(12)Wheel- 

Fortune 

Family Guy 

(In Slereo) 


(In 
Stereo) X 


Chuck Chuck Versus the 
Truth" Chuck meets a 
pretty woman interested 
in him. (In Stereo) X 


Law A Order: Criminal 
Intent Betrayed A 
cheating couple 
disappear (In Stereo) X 


Law A Order Criminal 
Intent Ten Count" Logan 
and Wheeler investigate 
the wortd ol amateur 
boxing. (In Stereo) X 


.. "Uptown G(rfi "(2003) Brittany Muiphy A 
carefree woman becomes a nanny to an uptight girt. 


Cope (Nil 


Cops (In ] America's Most Wanted: 

Stereo) (PA America Fights Back X 


UFC Wired With Joe 
Rogan. _ 

Channel 11 IPaid 

News jProgram 


|6X6X'2)Ne- 
ws NIX 

(11 (News 

(N) 


Paid 


Challenge (5)The 
(5)To Be Insider (N) 
Announced X 


Ch. 4 
Action 

News alii 


At the 
Movies E 


7:00AM” (In 
Stereo) X 


|2)CSI 

Miami 

Backstab- 
bers" (In 
Stereo)X 


Access Hollywood (N) 

X 


Saturday Night Live Tina Fey. Came 
Undeiwood. (In Stereo) X 


Paid 
Program 


MADtv Dave Navarro. (In 

Stereo)! 


That s Amore: Itelian- 
American Favorites 3 


Andre Rieu: Live in Vienne Andre Rieo and the 
Johann Strauss Orchestra and Choir (In Stereo) X 


MLB Baseball: Los Angeles Angels ot Anaheim at Chicago White Sox. U S 
Cellular Field. (In Stereo Live) X 


The Who at Kilbum 1977 Gaumont 
State Theatre in London (In Stereol X 


The Best ol 
Animuslc 


WGN News at Nine (N) 

(In Stereo) X 


Scrubs (In 


RENO 911' 

X 


Williams 
Show 
Talkshow 
With Spike 


One on 
One E 


Paid 

Program 


Members Favorite 


Trek 
12)Poker 
Dark 
lerome 
ittis 
Show 


(11M« 

Bettis 


My Wife 
and Kids 3 
Sex end 
the City X 


Change Your Brain. Change Your 
Lite (In Stereo) X 


RENO 911! 

X 


[24 Day 6: 3:00AM- 

[4 00AM (InStereo)! 


Army Wives Mothers A 

Wives I 

Medium ioeDay 

Afternoon (InStereo)! 

Ice Roed Truckers 

"Arctic Whiteout" X 

Ice Road Truckers 

Edge ot the Earth" X 


Ues Hy Hother Told He" (20051 Joety Richardson 
|A eon artist goes on the run w»h her dau ghter X 
r lce Road Truckers 

Edge of the Earth 1 


Tougher in Alaska 

Dangerous Roads" X 


College Football South Flonda at Central Florida (Lwe) I 


Grave Misconduct" (2008) A woman uses the 
ma nusenpt ot a dea n wnter to become t amous. X 
Ice Road Truckers Ice Roed Truckers Big 

Mechanical Mayhem I Blizzard' X 


College 

Football 


Scoreboard College Football Miami at Flonda (Live)X 


College Football Texas at Texas-EI Paso (Uve) X. 

SportsCenter (Live! X 


College Football Louisiana Tech at Kansas (Live) 


House Mob Rules (In 
Stereo) X _ 

Lou Dobbs This Week 


TtCarty (In 
Stereo) X 


[iCarly (In 

| Stereo) X 


Movie ... Hondo" 

1953. W estern) Cool’d 


The Ice 'total X 


(Zack A 

IpgffrM 


Hannah 
Montana 
I Missed Flight 93 X 


|The King of [The King of 
Queens 3 [Queens X 

1(6:00) Samurai Girt (Part 
1 of 3) X 

[Camp [Total 

Lazio [Drama 

[Fox Report 


House Heavy" (In 
Stereo)! 


CNN Special 


Unit 


ICartyrtn 

Stereo)1 


Drake A 

Josh! 


House Role Model" i In 

Stereo)! 


Larry King Live 


’The FSN 
| Final Score 

House Babies A 
Bathwater (in Stereo) X 


Pro Football Preview 


Psych Talk Deity to 
Me" I 


ICarty (In 

Stereo)X 


Drake A 

[Josh,« 


George 

[ Lopez ! 


George 

[Lopez! 


: The Alnrno" (2004, War) Denns Quad. Billy Bob Thornton. Jason Patric 
Pre miere Out numbered Texans fight to secede from Me xico X 


The Future Is Wild and the Making ot Spore |N) 


Cory In the [Phlneas 




end Ftrb X |serum turns a workaholic prosecutor into a canine 


House 

.«'. flight93"(2006. Docudrama) P 
revolt against terronst hijackers on ~ 


Man vs. Wild The 

__ | West Coast ot Ireland X 

** "The Sheggy Dog "(2006. Comedy) A top-secret 


.. “Fellure to Leunch" (2006) A man s parents 

hatch a plan to move him out ol the house X 


Samurai Girt Heaven schemes to distract her father 
so she can obtain important i nformation ( Part 2 of 3) 


... Uy Beet Friend't 

cntic seeks to sabotage her 


George ol [Chop 
the Jungle Socky 
[The O Reilly Fedor 


Naruto 


"G/K>u(l"(2008,Honor)KnstenRenton Acoilege 
student learns about her family s dark secret. X ’ 

■ T/wd—, rW't'WIC A-i^ n l Ce—. 


Todey You Die" (2005, Action) Steven Seagal A 
llhiet seeks revenge against his double-cro ssers X 

IlftWiA WWW M/o M iwrw [ w w w w ' Ceirinn Driuete 


We Were 

| Soldlen" (2 0 02) Cod'd 


Narulo 
Special Programming 


The Sopranos Members 

Only" (In Stereo) X 


College Football Final 

(Live) X 


CNN. Special 

Investigations Unit 
Home [Home 
Improve Improve 
e«« "A Fleltul otDollen 


International Fight 


Law A Order Special 
Vldlms U nit Trade X 
Larry King Uve 


Family 

Matters X 


Family 
Matters X 


(In 

Stereo) X 

Ice Roed 
Truckers s 
Scoreboard 


Sports- 
Center X_ 
Trie FSN 
Final Score 
House 
Poison" I 


Saturday 

Night 


Imp rove. 


Made 3 

Zack A 
Cody 


Made 3 


(1964. Western) Clint Eastwood An 
amoral gu nman works both side s ot a d ivided Western towrvX: 
How It's How It's The Future le Wild end the Miking ot 

[ Spore __ 

That s So Cory in the [Replace- 
Raven :w_ House X [ments 
"Flight 93'"(2006) Passengers revolt 
agamsl terrorist hijackers on Sept. 11. 


Montana X 
The Soprano* Join the 
Club" (In Stereo) X 


Wedding 

er budd£s 


(1997) A food 

nuptials X 


Samurai Girl Heaven schemes to distrad her father 

so she can obtain important inton nation (Part 2 ot 3) 

'Shin Chan 


Ben 10: [Samurai 

Allen Force [Jack 
Gereldoit Large (In 

Stereo)X 


Deeth tunnel" (2005, Honor) Five college women 
spendjhe night al a haunted sanatonum 


*' . “BeHy of the Beeet" (2003 Action) An ex-CIA 

agent musl rescue he da ughter from tenonsts 


Movie WefktheUiie"(2005, 

[Biography^Joaquin Phoenix X Confd 
| Explorer "Moment of 
[Death 

Honeymoon From Hell 
[Cheryl Milter murder 
[IHRA Nltro Jem Dreg 
[Racing Grand Bend 

[Guide- [Get In the 
Outdoors Game 


«♦♦♦ "Saving PHvete fty*n"|199B. War) Tom Hanks. Edward Bums. Tom 
Si zemor e U S troo ps look tot a mis s ing c omrade dunng World War II X _ 

~^*e" FlremeH" (2006. Suspense) Hamson Ford. Paul Bettany, 


Shark Pit Mystery Nl 


Virginia Madsen A bank security expert battles a crimin al. X 


Born In the Wrong 
Body Changt-Heeri 
IHRA Nltro Jam Drag 
Racing Grand Bend 
Western [in Pursuit 
Extreme [ 


Exodus Revealed 

Conn ections 

Lockup. Corcoran 


S muggling m contraband 


ts'i Beck to School"! 1986 Comedy) Campus 
life is turned upside down by an obnoxious tycoon 
Movie "The Color Purple ": I9fifii Based on 
iANc* Walke r s portrait ol i rural black wom an Cont'd 
Georg# [Kavln Jam#* Keith# T jj2 

[Lopez [Smell Stuft 1 


Making It Home 
Greens burg The Kerns 

UjkuIa II. ' Will.- 

KOVW rOWrlflflK 

|1960 Drama)!Conld 


Flip That 
Hous eX 

The Perenl 


Secrets of Revelation 


Lockup: Corcoran 



JmiEdlt. 

I 


[Bleach 

Beltway 

Boy* 


tt "The Perfect Hen" (2005) A teen 

invents a secret admirer for her molher 


Freeh 

Prince 

Code 

Geass 


Fresh 

Prince 
To Be 
Announced 


[Geraldo at Large (in 

| Stereo) X 


(2005) Edward Furlong. Four unlucky 
fnends encounter deadly creatures in tunnels 

TNA IMPACT" 


Vnre tt" 

(20061X 
Trucks! (In 

Stereo) X 


... 4/r Force One"H997 Suspense) Hamr 

Oldman. Glenn Close. Terrorists hijack the president’sjtlane I_ 

Rescue Me 

Cycle .* 


Freeh 
Prince 
Death Note 

(In Stereo) 


The Lin»- 


Coefficient of 


The Shield 

Dr ag X 

Shark Pit Mystery 


Born In the Wrong 
Body Change-Heart 
Unique Whips 


Rescue Me High X 


Exodus Revealed 

Connections 


Secrets of 
Revelation 


AMA Racing Motocross 
- Steel Cily Export, Pa. 

Ultimate 'Outfitters Ultimate JlmZumbo 

Almanac Outdoors j Outdoors 


Lockup Corcoran 

Smu ggling in contraband 

NASCAR Victory Lena 

From Richmond, Va 


The Cosby 
Show f 


The 
Locator (Nj 


I Insanity The 


Jett Dunham Spark ot 
comic performs X 
Hope tor (The Real Eetete Pros 
Your Home ( unpaid rert X 


Hunting 
The Cosby 
Show X 

John Edward Cross 

Country ( N)_ 

Brttn Regan The 
Epitom e ot Hyperbole 3 
Holmes on Home* 
Snake Oil Salesman X 


Extreme Mekeover 
[Home Edition (In Stereo 


ttt 

Natasha Richardson 


Comedy) Lindsey Lohin, Denrx* Quito, 
twm girts try to get thee parents beck together I 


John Edward Cross 

Country _ 

Gerry Dee No Reeding 
Ahead X 

Flip Thai 'Hope tor 
Houee 3 Your Home pa id rant. X 

♦** "AmKe" 11999) Victor Geib*r”6***d on the 
Broadway musicel about a precocious orphan I 


ol the 

Orid 

Scrub* (in 
Stereo) X 

The 
Locator 
Steve Byrne s Heppy 
Hou r! 

The Real Eitat* Pro* 


Monster 
Bucks 
Scrubs l In 

Stereo)! 

The 

Locator 


Corcoran 

Unique 

Whip* 

Whistling 

Winge 

M-A-S'H :i 

[John 

Edwsrd 
Comedy- 
Roast 
Holmes on 
Homes X 
Texas 









































































































































































































































































































































































































































































































































































































































































MN'Q22 


SUNDAY MORNING 


SEPTEMBER 7, 2008 


8 AM 8:30 9 AM 9:30 10 AM 10:30 11AM 11:30 12 PM 


CBS (Wayes- 
Fn 


Freeland 

(S)Anlmal 


(2|Sunday 
Business 
Paae 

jsjsushl 

_I_ |Pach A 

(5:30) Ch. 4 Action News |Good Morning America 
WTAEQ (N) N I 


!(2)Cake 
"Snack 
Attack" X 
|(5K>lno 
! SquadX 


(2)Horsela- [(2)Joel 
nd 

(5)Harvest (5)Wmgsot 
Time 'Faith 
Ministries 


[(2)Sunday 
Osteen S Edition 


CBS News Sunday Morning IN) (In 

Stereo)S 


NBC 

O s 

o 

ffi ! 

© 12 


ns 
lus. 
(l)Feldick 
j (11 (Mass 
(12)Haw1ho- 
me 


(6)Gospel 
Nt. 

(8)Wall 
Slreel Jrnl 
(ll)Oiscov- 

|(12)Woods 

, Paid [Paid 
! [Program I Program 

FOXCttl 53 ' 0u,Wo,w P,td 
ro«© H | WWh Program 

'Members Favorite 


;(6)Mlnistrle-[(8)Contem- T(6)(8)Today 


• 

(B)Bible 
| (11 (News 
|(12)Upp*r- 
iChurch 


irary (N) (In 

Retirement Stereo)! 
(12)Evange- (12)Oecisio- 
llstic n Makers 

Outreach 


(12)Faith 
Seeds With 
Tim 

Shuttles- 

worth 


Face the 
Nation ;N) 

(In Stereo) 
S 


,_1_,_ 

This Week With George 
Stephanopoulos (N) (In 

Stereo) S 


(6K8)Meet the Press (N) 

K 

(12)Today (N) (In Stereo) 
X 


(2)Showca- |2)Mc0ona- NFL Today 

eeof id's Host James 

Homes Steelers Bren 

(5)To Be Kick-Off |(Live)S 

Announced 
i|ennlter Teen Kids [Emperor 

Newt (In 
Stereo)(El) 


(6)Paid 

(8)Chns 

Matthews 

(11) Busine- 

ta 

(12) Press 


a- h 


Paid Paid paid paid paid [Paid 

Program Program (Program progr am (Program [ Program 

‘Paid [Paid “ [The Coral Believer's [Life Today tPaid “ 
Program Program , Ridge Hour iVoice [ [Program 


(6)Hour of 
Power 
8)P Allen 


Gardens 
(11 (Meet 
the Press 

Paid 

Program^ 


Paid 

program ...._ 

Fox News Sunday With 
Chris Wallace In Stereo) | Program 


(6)Paid 

Prog. 

| (8)TBA 
(12)Chris 

Matthews 

Show 

‘Paid 

[Program 

[Paid 


(6)Jack Van 
Impe 

Presents (l 
(11 (Paid 
Program 
(12)Llte of 
Victory 


Paid 
Program 
‘Paid 
; Program 


l(K12)Pald 
Program 
(11 (Aesthe¬ 
tic 

Medicine 

Cosmetic 

surgery. 


PBS© <i 
PBS© 34 
WGN© 
LIFE® 


Bob the The Real Ai 

guilder X, Michael F. I 
jfomor- Feed the 

j row's 


|e Makeover With Dr. 
loizen (in St ereo) S 

Amazing 


HIST® 
ESPN2© 
ESPN© 
FSP© 
USA© 
CNN© 
NICK© 
AMC© 
TOC© 
DISN© 
A4E Q> 
TBS© 
FAM© 
TOON© 


_ Paid ... 

.ChildrenS Programs p acts 
paid Ipaid [Dr. Frederick K. Price 

Program IProqram _ 

History vs Hollywood Napoleon: The Man Who 
"The Great Escape B [ Would Rule Europe S 
Driven to 
Hunt (N) X 


Suze Orman: Women A Money Inlormation about 
financial matters. (In Stereo) B 


Key of 

David S _ 

Hour of Power S 


Paid 

ProgramJf 


Jimmy Swaggart (In 

Stereo)X 


[Pro Hunter [Territories 
(journal t< Wild a 
[Sports- 

| Center! _ 

[Paid .Paid 

Program | Program 
[Law A Order: Special 
[Victims Unit Birthright 
[CNN: Special 
[investigations Unit 
pocket [All Grown 

Power! |UpS 


[College Football Final tt 


Tougher in Alaska 

Salmon Fishing" X 


Under Wild 'Whitetail [Territories 

Skies|N) 1 Hunti ngs | wild |N)S 


NFL 

Matchup J 
TPairi 


SportsCenter iLive) X 

4 


[Paid [Paid ! Paid 

program program program 

[paid Changing Ed Young 

Program YourVVortd Television 

iCNN Sunday Morning 


[Jimmy 

Neutron 


Tak and 
Power 


OddPar- 

ents 


All 

[Outdoors^ 

Joel 

Osteen X 
House Call 

DddPar 

lent* 


Paid 


Corners 


Will A 
Grace S 


Ice Road Truckers 

"Edge ol the Earth' S 


Reatree 
Outdoors 
Outside the 
Lines (Live) 
frails N 
Traditions 


Driven to 
Hunts 


Sports 


fighi 

ISP 


HS Practice 


Monk Mr Monk s 100th 

Case'S 


CNN Sunday MomlngS 


Sponge- 

Bob 


'Sponge- 

Bob 


**** TheBhdge on the River Kwai 1957. War) William Holden. Alec Guinness, Sessue Hayakawa. 

Premiere A Britten colonel builds a bridge for his Japanese captor _ 

Paid Paid Paid Paid Paid Paid 


Paid 

[Program 
'Doodle- 
bop* X 
Houses For 
[$300 


Paid [Paid 
[Program [Program 
Bunnytown [The 

Wi ggles S 
Paid 
Program 


: **« In Good 

Company " i2004) Cotlfd 


Paid 
[Program 
'The Mr. 

iM«m Show 


Paid 
Program 


Paid 
Program 
Johnny- 
Sprites 


Paid 
Program 
Little 
Einsteins 


Biography "Scott Baio 
Actor Scott Baio. S 


Program^ 
Tigger A 

__Pooh_ 

Biography 'Brat Pack 


[NextWorid Future Cars" 

Cars of the future. 

'Mickey [Mickey 

'Mouse [Mouse 

Private Sessions Duran 

Duran" Duran Duran. S 


Back Care Basics: Yoga 
for the R est of Us 1 
Feed the 
Children S 


Paid 

Programs 


Will A 
Grace S 


Ice Road Truckers 

"Mechanical Mayhem" S 


NHRA Drag Racing: 

Sportsman Senes 


SportsCenter (Live) S 


Pro Football Preview 


Piycti 'Talk Derby to 
Me'S 


Reliable Sources 3 


Gold* 
nEya"! 
Fox NFL 
Sun days 
Mambara' 
Favorite 


Visions of Israel (In Stereo) X 


(1998) People reveal 
sordid details on a TV host s program 


AivsistfMf" (2006. Drama) Susan 
Sarandon. Sam Neil, Emily Blunt. S 


Ice Road Truckers Big 

Blizzard" X 


Ice Road 
Truckers ft 
Tokyo Auto Drive to the Los 

Angeles Auto Show 
NFL Countdown (Live) S 


FLW Outdoors Detroit 2 Xtreem 

m __J_ 

Burn Notice "Scatter [In Plain 
Point" I Sight " 


Late Edition With Wolf Blitzer u 


Back at the [The Mighty [Tak and 
Banqpd |B!X 


Power 


Mad Man Don and Duck 
tty to make peace S 


MythBusters Jet 

Assisted Chevy" B 


[Handy 

[Manny S 


* » Fools Rush ln"( 1997). Jon Tenney Piegnancy 

pushes one-shot lovers into a difficult marnage S 


Imag. 

Movers 

The Sopranos Members 
|Only (In Stereo) S 


Shootout 


Sponge- [Sponge- 

Bob _Bob_ 

»** Hondo "(1953 


Man vs. Wild How to 

survive in Namibia. X 

Project 

Earth 

UiAAlldAUiA 

niggiyrown 
Heroes X 

Charlie A 
Lola (N) X 

Shaggy 

Dog 

The Sopranos Join the 
Club" (In Stereo) X 

Batman 

(1989)! 


Tom A Jerry 


Step by 
Step! 


[Step by 

Step a 


ISabrina- 

[ Witch 
'Chowder 


FNCffi 

SCIFI© 

SPIKE® 

TNT© 

FX© 

NGECQ/ 

MSNBC© 

SPEED© 

OUTDfl© 

TVL® 

WE© 

COM© 

TIC© 

HALL© 


[Jrnl Edit. 

Rpt 

Paid 

Program 

Paid 

Program 

(Movie: 

Cont'd 


Fox and Friends Sunday 


Beltway 

Boy* |_ _ 

[Paid Paid Eliminate 
[Program Program [Debt 
[Houses For jTen Minute Paid 

Trainer [Program 


Celebrity 
Ab Secrets 

[Sid 

Program 


'Sabrina- 

Witch 
Misadv. of 


[Houses For 
| $300 
‘Paid 
| Program 


[ white leen falls for a black student who also loves dance S 


Full House 

(In Stereo) 


Movie 


Full House 

(In Stereo) 


My Wife 
and Kids S 


Adam Sandler. X 


**'i "Sky High" (2005) Michael Angarano. Two 
superheroes send their son to a training school. S 


America's Election HQ 


Bakugan a; [Transform- ;Ben 10: Cartoons 

i*r* _i Alien Force i 


Election 


S300 

**'; "Blood Work" {2 002. Suspense) Clint Eastwood, Jeff 
Daniels. A former FBI agent searches for a murderer S 


Tales- 
Darkside 
Whacked Whacked 
Out Sports [Out Spoils 


[The Twilight Zone (In 

Stereo)! 


»« 'V/ru*"(l995. Suspense) Nicoltelle Shendan A 
doctor finds a corepiracy linked to a lethal plague 


Paid Paid 

Program (Program 
Paid Paid 

[Program | Progra m 
MSNBC Investigates 
The Vanishing 


Spin City 

(In Stereo) 


Whacked Horse- 
Out Sports power TV 


* » Bulletproof Monk" (2003. Action) Chow Yun-Fat. Jaime Kng. 

A martial-arts master find* a protege to protect a scroll I _ 

[Paid Paid Paid [Bat Eats Vampire 

Program 'Program Program [Bat_ [Finches 

Your MSNBC News Live [MSNBC News Live 

Business 


• «': The Recruit" (2003. Suspense) Ai Pacino, Colm Farrell A 
CIA rookie must ferret out a mole within the agency S 


eBay 

[ Money 
[Hardball 

Weekend _^_ 

GP2 Championship Series Racing [Formula One Racing Belgian Grand Pnx Spa Francorchamps, 
Belgium. Spa Fra nco rchamps, Belgium. Belgium. (Live) 

The Catch. [Match Fish. [Reel in the [Trout [Fly Fishing j In- 
Costa Rica ]_ ^Outdoors (Unlimited Jhe World (Fisherman 

Gunsmoke "The Bonanza “Salute to [The Addamt 

panging" X Yesterday X Munsters .Family 

Paid paid Paid 

[Program Program (Program 


MuscleCar 'Trucks! (In 

(In Stereo) j Stereo)! 


"Air Force One" 

(1997) Hamson Ford. X 


Paid 
Program 
Paid 

program 

'Paid 

Program 

'World 

Impact 


Paid 

Program 

'P90X 


Paid 

program 

Spoken 

[Word 


(Paid 
'Program 
MADtv David Alan Gner 
Fred Willard (in Stereo) 

‘Houses For [Paid 

$300 [Program 
fodyssey Network 
Presents 


MADtv In Stereo) S 


Memories 
[in the Field 
Leave tt to 
, „ Beaver f. 
Ten Minute [Paid 
| Trainer [ Program 


We Live 
Outdoors 
Leave It to 
Beaver S 


• ♦ 'The Butterfly Effect 12004, Suspense) Ashton Kutcher Amy 
Smart A young man travels bac k n time to . hange the future tr 
Reptile Reptile DogTovm Saving the Michael Vick 
Wild [Wild Dogs' ' 


MSNBC News Live 


MSNBC News Live 


Two Guys 
Garage 


Ni 'Star Mazda' 


[Hooked: 

Tat. 


MADtv Jay Mohr. (In 
[Stereo)! 


Paid [Ten Minute (Holmes on Homes 
Program Trainer "Snake Oil Salesman". X 
M'AJS'H S [M'A'S'H ! 


Big Game 
Profiles 


[Truck U (Ni [Star Mazda Series 

I_ [Racing Trots Rivieres. 

American 
Archer 


Hunting 

With 


I Love Lucy I Love Lucy 

X X 


Bridezillas 

Carlos" 


Megan A 


MADtv i n 

Stereo)1 


[Hunters 
Specialties 
Beverly Beverly 

Hillbillies Hillbillies 


Platinum Platinum 


World of 

Outlaws 

Archers 

Choice 

Hogan's 

Heroes 

Wedding 

Central 3 


Flip That Hope tor 

_H ouse! [Your Ho me 

"0?:TheMfpfifyDue**"(1994,Comedy)The 


* Juwanna Mann" (2002. Comedy) An ex-NBA 
player dresses »i drag to yon a women s league X 


young Ducks take part in the Junior Goodwill Games 


Trading Spaces College 
students swap housing 


Wild! 

Weddings 


**» "Pollyanna" {t%0. Drama) 
Hayley Mills, Jane Wyman. X 


I UK KH’l Bl.l( AN.OAM.AM>. MAKVUND I HI RSDAV. SKPTKMBER 4. 2QQ8 TV-3 



IBEE11 

CBS 

o i 
o t 

0C NFL r 
Today m ’ 

James 

Brown 

(Live)X 

WTAE O 

The 

Replace¬ 
ments tt 

NBC 

G 4 

O 25 

ffi 8 
ffi 12 

— 

: Ifif 

" a 


SUNDAY AFTERNOON 


SEPTEMBER 7, 2008 


2 PM 

2:30 

3 PM 

3:30 

4 PM 

4:30 

5 PM 


t Pittsburgh Steelers Heinz Field (Live) X |U.S Open Tennis Men's Final Flushing, N Y (Live) X 



i in Uncasvkle, Conn (Live) X 


IndyCar Racing Peak Antifreeze A Motor Oil Indy 300 From 
Chicagoland Speedway in Joliet. III. (Live) 


ttjPaid |PGA Tour God BMW Championstvp - Final Round From St Louis (In Stereo Live) X 

Prog. 

|8)TBA 
(11 (Cops 
(12)Prlmeti- 
mePre. 


GoldenEye" '/95 i Pierce Brosnan A]»** Tomorrow Never Dies" 11987. Actioni Pierce Brosnan 
weapon's theft sen ds Ag ent 007 lo Russia X Comd [James Bond tnes to short-circuit a communications tycoon X 


FOX© S3 
PBS© 13 
PBS© ik 
WGN© 
LIFE© 
HIST® 
ESPN2© 
ESPN© 
FSP© 
USA© 
CNN© 
NO© 
AMC© 
TDCffi 
DISN© 
AAE© 
TBS© 
FAM© 
TOON© 
FNCffi 
SCIFI® 


Fox NFL ’Paid Paid | 

Sunday! [Program [Program 
(12 00 Members Favorite 


* . The 13th Warrior " (19991 Antonio Banderas 
Unknown foes devour the ltesh of their Viking vcttms. 


Friends (In 

Stereo) X 


Whacked 
Out Sports 


News(N) 

Wrld News 
Sun 

(6)(8)(12)Ne- NBC 

ws(N)X 

Nightly 

(ff)News 

News |N) 

(N) 

(In Stereo) 


TMZ (Season Finale) (N) 
(In Stereo) X 


NFL Football Regional Coverage • Anzona at San Francisco. Carolina at San 
Diego or Dallas at Cleveland. (In Stereo Live) X 


That s Amore: Itallan-Amecican 

Favorit e s Archival performances X 


'Movie 

Cont'd 


Movie 

Cont'd 


Ice Road 
Truckers I 


j Pride A Passion: The Italians in | 

America History of Italian people X 


MLB Baseball Chicago Cubs at Cincinnati Reds Great American Ball Park. (In 
Stereo Live) X 


Andre Rieu: Live in Vienna Andre Rieu and the 
Johann Strauss Orchestra and Choir. (In Stereo) X 


** "Sex, Lies i Obsession "(2001, Drama) Mother 
must either help her husband or break up the family 


Ice Road Truckers Lost 

on the Ice " X 


IndyCar Racing 

Firestone Indv Lights 


Ice Road Truckers 

"Hundred Ton Haul” X 


Tenth 
Inning X 


Funniest 
Pets 


My Daughter s Secret" (2007, Drama) A single 
mother notices her daughter s strange behavior X 


Ice Road Truckers Man 

Down”! 


Soccer 2010 Work) Cup Qualifier - Cuba vs United 
States Havana 


(11 00 1 NFL 'College Football Final * [PWBA Bowling 2008 


Countdown 
Penn St. 
Story 
(12:00) In 
Plain Sight 
Late 
[Edition 
[Sponge- 
Bob 


Spotlight 


USBC U.S. Open X 

’Bad Boy of Inside- 

Fitness (Ni (Pirates 


Inside the 
Big East 

U.S Open Tennis Women s Doubles ’Primetime 

Final. Flushing I 


) Meadows, N.Y. (Live) X [P re. 


Fareed Zakaria GPS CNN: Special 


Movie **» “Hondo 

(1953. We stern) Cont’d 


Barbie and the Diamond Castle (N) 

(In Stereo) X 


[in vestigati ons Unit 


[Drake A 
Josh X 


PBA 
Bowling 


Ice Road Truckers A 

Trucker s Farewell" I 


Out Sports 


The Jewish People: A Story of 
Survival (I n Stereo) X _ 

Whacked 'America s Funniest 
Out Sports Home Videos (m Stereo) 


A Teacher s Crime" (2008) Ashley Jones. A former 

convict blackmails his son's hiqh-schooi teacher. X 


Ice Road Truckers A 

Rookie Fumbles" X 


Track and Field IAAF Golden League - Memonal 
Van Damme Brussels, Belgium. X 


PBA 

Bowling 


Billiards World Pool 
Masters Las Vegas 


Bull Riding PRCA 
Xtreme Bulls Cody, Wyo 


House Histories' (In 
Stereo)X 


Your Money 


Best Damn Top 50 
Special 

Detox” (In 


Stereo)X 


Zoey 101 (In Stereo) X 


Mostly True Stories 
[Urban Legends 


Project 
Earth 

Movie: »* "The Shaggy Dog" (2006, 
Comedy) Tim Allen Contd 


»*♦ A Fistful ol Dollars "(1964 Western) Clint Eastwood An 
amoral gu nman w orks both sid es ol a divided W estern tow n. X 


Mostly True Stories: 
Urban Le gends 
ZackA IZackA 


Cody 


Movie: »*♦ Batman "(19891 TheCapedCrusader 
vows to nd Gotham City of ttie Joker X Cont'd 


Mlndfreak 


Mostly True Stories 
Urban Legends 


Cory in the Cory In the 
Cody House |House X 
Criss Angel [Criss Ai 
ik 


Mindfreal 


ngel I Criss Angel 
tak Mlndfreak 


Newsroom 

Sponge- 

Bob 


Bull Riding 

Xtreme Bui 


Ice Road Truckers 

_ Highway Maggots" X 

Basketball Hall of Fame [Bull Riding 
Induction Ceremony 


PRCA 
il_ 

'Sports 

Stories 


Golden 

*9»_ 

House Sports Medicine 
(In Stereo) X 


I Sponge- 
Bob [Bob_ 


Newsroom 


Sponge- 


Sponge- 

Bob 


Baseball Tonight .Live) 

X__ 

International Fight 


House Cursed" (In 

Stereo) X 


Lou Dobbs This Week 


Neds 

[School 


Drake A 
Josh! 


**'; "The Alamo" (2004. War) Dennis Quaid, Billy Bob Thornton, Jason Patric. 


MythBusters ! 


Phlneas 

and Ferb 
I Missed Flight 93 X 


Phineas 

and Ferb 


Movie: »»» Spangllsh (2004. MLBBaseball ..os Angeles Angels of Anaheim at Chicago White Sox, U.S 
Comedy-Drama) Adam Sandler. Cont'd [Cellular Field. (Live) X 


MythBusters Celebrating 

Chnstmas. X 

MythBusters Hollywood's 
biggest scenes. X 

ZackA 

Cody 

ZackA 

Cody 

Wizards- IWizards- 

Place Place 

** ’ Flight 93" (2006. Docudrama) Passenoers 
revolt against terronst hijackers on Sept. 11. S 


»•* Harry Potter and the Goblet ol Fire" (2005, Fantasy) Daniel Radcliffe, Rupert Grint, 

Emma Watson. Voldemort lays a trap tor Harry at the Triwizard Tournament. X 


(12:0Ci Cartoons 


World s Funniest 

Wedding O uttakes 


Samurai Girl Heaven begins samurai training 
following a brutal attack on her family (Part 1 ol 3) X 


(12:00! America s Election HQ 


Bulls and 
Bears ! 


' Infected " (2008. Science Fiction) Gil Bellows Two 
newspaper reporters f ry to stop an alien conspiracy. 


SPIKE© 

TNT© 


Xtreme 4x4 CSI: Crime Scene 

in Stereo) [investigation (In Stereo) 


Movie: **♦ Air Force One "(1997, 
Suspense! Hamson Ford. X Cont'd 


Cavuto on 
Business 


Forbes X 


Cashin’ In America's Election HQ 
X 


»»« "My Best Friend t 

Wedding" (1997)! 


Samurai Girl (Part 2 of 3) 
X 


Johnny [Total 

I est (Urama 


CSI: Crime Scene 

Inveetigetion (In Stereo) 


*» Asteroid" -1997. Action] Michael Biehn, Annabella Sciorra, Anne-Mane Johnson Huge fragments of a [*** " T( 

disintegrating comet threaten Eart h. Recall" 


Fox News Sunday With 

Chris Wallace (In Stereo) 


CSI: Crime Scene 

Inveetigetion (in Stereo) 


•*« . "We Were Soldiers" 12002, War) Mel Gibson, Madeleine 
Stowe Outnumbered U S. troops battle the North Vietnamese X 


CSI: Crime Scene 

Investigation (in Stereo! 


CSI: Crime Scene 
Investigation Jackpot 


CSI: Crime Scene 
Investigation \---e 


»*** Saving Private Ryan" (1998 War) Tom Hanks' U.S 
troops look for a missing comrade during World War II. X 


FX© 

Movie: 

Cont'd 

*«* Walk the Une”(2005. Biography) Joaquin Phoenix. Reese Witherspoon 

The story of music legends Johnny Cash and June Carter Cash X 

**': "Taking Lives" (2004) Angelina Joke. An FBI 

profiler helps detectives search for a killer X 

♦♦’i "Firewall" (2006, 
Suspense) Hamson Ford. 

NGEOffi 

(11:00) 

DogTown 

Hooked: Monster Fish! 

Hookad: Caught Bare- 

Handed 

Hooked Again: Monster 

Fish) 

Outlaw Bikers Hells [Locked Up Abroad 

Angels” i'Thailand' 

Locked Up Abroad 

"Kuwait" 

MSNBC© p™ 11 * 11 

Murder on Lovers Lane 

Murder in Italy. 

Home Wreckers 

Contractors. 

Caught on Camera 

Video Vigilantes 

MSNBC Investigates: 
Cops Caught on Tape 

MSNBC Investigates 
Crime* Caught on Tip* 
clng Chicago. From 

Meet the Press ! 

FIM Racing: World 
Superbike 

SPEED ^ 

SPEED CD joutlaws 

World of Outlaws Eldora 
- Spnnts. 

KONI Challenge Series New Jersey Millville. N.J 

ARCA RE/MAX Series Ra 

Joliet. Ill 

nurnom !King of iTheNext [Outdoor 
uu l uh ai Buck , [Generation [America 

Whitetail QDMA Adventures 'Higher 

Freaks | Quality Abroad [Ground 

Petersens Macmillan 
Hunting River Adv. 

Hunters jTracks- 
Joumal | Africa 

Whitetails 

Bowhunter 

Tui ay 'Hogan's Hogans 'Hogan's 
lYLtji Heroes Heroes Heroes 

Bonanza The Last Vote" 
X 

Bonanza Catch as 

Catch Can" X 

Bonanza Sound ot 
Drums" X 

Gunsmoke Saturday 
Night' X 

Gunsmoke Mad Dog X 

WE ffi Wffd<*ng 
"b® Central! 

Wedding Central Making 
any wedding day sparkle 

The The 

Locator [Locator 

Bridezillas Brandi A 

Dawn 

Bridezillas Brandi A 
Knsten' 

Bridezillas Kristen A 
Tanesha" 

Bridezillas Tanesha A 
Megan' 

COM© 

TIC© 

Scrubs (In 

Stereo)! 

Scrubs My *t'i "Waynes World2’ "(1993) Mike Myers A »«* "Shaun ol the Dead ' (2004) Simon Pegg An Kevin James: Sweat the 

Catalyst' 8 dead rock s^r tells Wayne to organize a big concert, aimless TV salesman and his tnend baffle zombies. Small Stull X 

Jett 

Dunham 

(12:00) Wild!Wild Weddings 

Weddings Wedding Day Blues" X 

Wild Weddings The 

Lighter Side' X 

Kids by the Dozen Kids by the Dozen X 

Fourteenth child. X 

Kids by the Dozen X [ Our 27 Kids Many 
[children. X 

HALL© 

Movie: **« "Pollyanna' 1 1960. 

Drama) Hayley Mills X Cont’d 

**♦ The Parent Trm"( 1998. Comedy) Lindsay Lohan, Dennis Quad, 

Natasha Richardson. Reunited twin girts try to get their parents back together X 

Dear Prudence "(2008) Jane Seymour A woman 
tnes to solve a murder mystery during her vacation. 


SUNDAY EVENING 


SEPTEMBER 7, 2008 I 


7 PM 7:30 8 PM 8:30 9 PM 9:30 10 PM 10:30 11 PM 11:30 12 AM 12:30 1 AM 


CBS 60 Minutes (In Stereo) X 

0 1 
01 

America s Funniest 
WTAE O Home Videos n Stereo) 

|x 

football Night in 

America NFL highlights 
lit 


Cold Case Bad 

Reputation" Evidence is 
found m a drug dealer $ 
freezer (In Stereo) X 


NBC 

O » 

O 75 

© 8 
ffi 12 


[Big Brother 10 

Housemates are 
[nominated for eviction 
(N) (In Stereo) X 

Extreme Makeover 
Home Edition Lucas 
[Family (In Stereo) X 
NFL Football Chicago Bears at Indianapolis Colts Lucas CM Stadium (In Stereo Live) X 


Without a Trace One 

Wrong Move" The team 
wonders if past mistakes 
have come back to haunt 
a missing ex-con X 


America United In Support of Our Troop* IN) (In 

Stereo)! 


(2!News X 

(5)N*wsCh- 
annel5 
Weekend 
Edition X 


Ch. 4 
Action 

News at 11 


(In Stereo Live) 


MNTQ 22 


FOX© 53 
PBS© 13 


PBS© 34 


WGN© 


LIFE© 


Perfectly Scrub* M, American Idol Rewind 
You Sex Buddy Top three remain X 

NFL The OT (In [Ho4e In the [The 
Football Simpsons 

Favorite 


24 Day 5 6 00AM- 
7:00AM (In Stereo) 3 


Will A 
Grace X 


Family Guy [Famiiy Guy 

t: X 


Will A 

Grace X 


Channel 11 

News 


Great Performances . -*• • 


Masterpiece lynley and Havers 
.est'jaiejhe d eath of Emily Proctor 


Black and 
Gold Extra 


Paid 
Program 


Stereo)! 


Members Favorite 


(S)Atthe 
Movies E 


Ch. 4 
Sports 


(6X8)New* 

|11X'2)N#- 
ws (N) 


Half A Half 

(In Stereo) 


Van Imp* 
Pres 


opera moments (In Stereo ! # 


WKRP in 
Cincinnati 


WKRP in 

Cincinnati 


Newhart u Newhart I 


Great Performances ttahan tenor Luciano Pavarotti s 

international success. (In Stereo) X 
Honey- 
mooners 


♦ » Wisegtl" 12008. Docudramai Alyssa Milano. A 
woma n s lov er has ties to org anized crime « 

uictcti Ice Road Truckers ‘.V Ice Road Truckers 

| vs ice X | Big Tt 

FCPNncn Bull Riding Senes cl 
ESPNZ© | jpoker 


Honey- 
mooners 
Army Wives Mothers A 
.X 


[Wiv es 


I~Ts 


2008 World Series of 
Poker Las Vegas 


Ice Road Truckers The 

World Crumbles' (N) I 

2008 World Series of 
Pok er Las Vegas 


WGN News 
at Nine E 


Instant 
Replay X 


Army Wives Great 
Expectations' (N) X 


Sandhogs What Lies 
Beneath* (N)I 


College Football Live 

(Live) 3t 


ESPN© 


SportaCantar (Live! “ MLBBaseball Philadelphia Phillies at New York Mels Shea Stadium (Live)X 


FSP© 


USA© 


CNN© 

NICK© 

AMC© 


Best Damn Top 50 
Special _ 

House Kids (In Stereoi 

I_ 

Newsroom 


TDCffi 

DISN© 


Sports 

Stories 


Golden 

-S? - 

[House Love Hurts (In 
Stereo) X _ 

[CNN: Special 
[investigations Unit 
Zoey 101 ■ 


International Fight 
League 


House Three Stones ’ (In 
Stereo)! _ 

[Larry King Live 


Home 

Improve 


Home 


H20 In [H20!In 

Stereo) X [S te reo) X 
»♦ Pearl Harbor" 12 001 War) Ben Affleck. Josh Hartnett, Kate Becknsale 
Premie re Friends fun a w ar effort after the_Japanese attack Haw»_ 
MythBusters Hollywood s [9/t 1 The Towers and 
biggest scenes X ( fhe Pentagon (Nj_ 


SpotLIGHT 


House Honeymoon (In 
Stereo) X 


Newsroom 

George 
Lopez I 


[George 

[Lopez! 


Mad Men Don buys a 
new car. (N) X 


AIE© 

TBS© 
FAM© 
TOON© 
FNCffi 
SCIFI ffi 
SPIKE© 
TNT© 
FX© 
NGEOffi 


ZackA [Hannah 

Cody [Montana 

CSI: Monk Bom lo Kid" 
(In Stereo)! _ 

Movie: My Best 
Friend's" Contd 

Samurai Girl ' ir- 

2of 3)X 

[Movie 


Hannah 'Wizards- 
[ Montana Place 

CSI: Miami Dangerous 

(Son (In Stereo) X 


Attack on the Pentagon The Sept H. 2001 attack 
on the Pentagon (N) ___ 

Wendy Wu Homecoming Warrior" [Zack A 

?006 Adventure) Brenda Song X [Cody 


(2006_Adventure) Brenda 
CSI: Miami "Cyber 

lebnty (In Stereo) X 


♦ • Failure lo Launch" 12 006) A man s parents 

hatch a p lan to move him o ut of the house I 
Samurai Girt Heaven has doubts about Karen s 
lyalty, Cheryl is kidna pped (N) (P art 3 of 3) X 

Chowder 1 Misadv of 


CSI Miami inside Out 

In Stereo) X 


fflThe 
insider 
(SlStergate 
SG 1 

Dominion' 


Inside 

Edition 

Weekend 


(8)Whacked 

(ll)Law A 
Order SVU 
(12ICSI 
Miami 


Hall A Half 

In Stereo) 


Two and ■ 
Half Men ! 


(2)Extra IN) 

(In Stereo) 


K N 

io) 


Paid 

Program 


with 
Todd 
Sadowski 


Paid 

Program 


(6)Maiimu- 
m Exp. 
(8)Paid 
Prog. 

(11 (Cops 
I12!lnside 
Edition 


Cheaters i in Stereo) X 


Paid 


Paid 


The Brain Fitness Program In 

Stereo)X 


Scrubs My 

Old Lady 


Comer Gas 

(In Stereo) 


Grey's Anatomy Ddnt 
We Almost Have II All X 


Army Wives Mothers A 
Wives X 


Sandhogs What Lues 
Beneath X 


2008 World Series of 
Poker Las Vegas 


SportsCenter (Live) X 


Corner Gas 

(In Stereo) 


Slay Rich Forever A 
Ever With Ed Stott X 


(In 

Stereo) I 


Ice Road Trucker* The 

Big Thaw X 


2008 World Series of 

Poker Las Vegas 


Poker Superstars 
Invitational 06 


House Acceptance (In 
Stereo) X 

CNN Special 
Investigations Unit 
Family [Family 

Mat 


Matters X Matters « 


Mad Men Don buys a 
new car. X 


MythBusters Celebrating 
Christmas X _ 

Zack A [Hannah 
Cody Montana X 
The Cleaner Here 
Comes the Boom" X 


Failure lo Launch" (2006) A man s parents 
hatch a plan to mo v e h»n out of the house. 1 


The Strategy Room 


Fox Report 

IMovte: tee "total Recall 1 990) Str: 
i lead an earthling lo intergalactic intrigue 


ns 

|WMH«Cfc 
Hannity s America 


anaedi 
t COM' 


dreams 

d 


CSI Crime Scene 
Investigation 

1 Private 

i Contd 


Movie: Saving Pr 
R)ten"(19 96. Wan 
Movie .. Firei 


CSI Crime Scene 


Samurai Girl Heaven has doubts about Karen s 
loyalty. Cheryl is ki dnappe d (Part 3 of 3) X 

Family Guy American Family Guy Venture 
(In Stereo ) Dad E (In Stereo) Bros. 
'Geraldo at Large I In [The Strategy Room 

Stereo) X _[_ 


... Apollo U 1995, Mortal Dnma) Tom Hanks Bill Paxton, Kevin 
Bacon Based on the true story oI the ill-tated 1970moon mission 
CSI Crime Scene CSI Crime Scene |CSI: NY A murdered 


Investigation • •• •- Investigation Investigation 


«** United 93"(2006) David Alan Basche A re¬ 
creation of the doomed flight plays out m real time X. 


Firew»ll"(2006) A bank 1**4 % Robot" 12004, Science Fichon) Will Smith A homicide 
Join'd j detective 


♦ »♦' Drifted 93" (2006) David Alan Basche A re 
creation of the doomed Ikght plays out in real time. X 


|security erpert battles a cnminal Corn djdetective tracks a dangerous robot m 2035 X 
Inside 9rt 1 War on America l>- .j * i Inside 9f 11 Zero Hour • i".i' k-. < 

[the terronst attacks of Septem ber 11,2001 _ [September 11,200 1 

ucuDrvn MSNBC Investigates [To Catch an ID Thief The crime of identity theft 
WSNBL LD Thieves Caught on Tap* 


SPEED© 
OUTDflffi 
TVL® 
WE© 
COM® 
TIC© 
HALL© 


SPEED Report V 


Gettln 

Clot* 


Andy 

[Griffith 

Celinda A 


Mathews 

[TV 
Andy 
( Griffith 
'Bridezillas 
1 Megan" 

Jeff Dunham 
Spark of Ineanity R 
‘Dwarf Standing Tall tt 

Murder She Wrote Bit» 
jtheBigtaptellnSteraoi 


Gem* | 
Trails 
M'A’S'H « 


NASCAR Victory Lane 

From Richmon d. V«. ■ 

[Hunting 
Adventure 
M'A'S’H 

[ Cowboy 

Bndezlllts Megan A 
Carlos’ 

Jim Gaffigan Beyond 
Ihe Pale S 

Dwarf Family Meet the 
Fooses ’>* : i ; 

Murder , She Wrote 

Iteoh^eorsJjnSerao 


[Wind Tunnel With Dave 
Despam (Live 
Realfree [Amer- 
Roadtrips jWhlfefail 
M'A'S*H tt ]M'A’S'H « 

I Bridezillas (N) 


Boosting tor Billions 

Shoplifter*. 

Pink* - All Out 1 ’ - 

Nor walk, Ohio. _ 

Jackie Bushman Show 


Andy 

Griffith 

Amazln 


[ Griffith 
I Wedding 


mg We 
CakesiNj « 

Brian Regan The 
Epitome of Hyperbole tt 
Painted Babtee at 17 'N Toddlers A Tiaras 
[Beauty pageants (NJ 
Murdet She Wrote 
HvctterThanWaterl 


The Shield Coefficient ol 

Drag" X _ 

The Hunt tor Zarqawl 


Golden 

Ajl 


Videos 


Army 
Wives X 


Ice Road 
Truckers tt; 


Series of 
Poker 


SportsCenter (Live) X. 


Sports 

Stories 


TheFSN 
Final Score 


House Kids (In Stereo) 

I 


Larry King Live 


Home 


3 


Home 


Breaking Bad ANo- 
Rough-Stuff Type Deal" 


9/11: The Towers and 
the Pentagon 
ThatVSo Tphil of the 
Raven X_ [Future a 

CSI: Miami Dangerous 

Son" (In Stereo) X 


House i in 
Ste reo) X 

Newsroom 

The Cosby 
Show a 

Mad Men a 


Attck- 
Pentagon 
Replace¬ 
ments 
CSI Miami 
(In Stereo) 


’Spengkeh" (2004) A housekeeper | 

works tor a chel and his neur otic wile 
Zola Levitt 
Presents a 
Mission Hill 
In Stereo) 



The Awakening 

_Fiction) Helena Mattsson 

CSI: Crime Scene - Tee* 'H 

(In Stereo) |Ct»"(2005) 
* 11 "Thirteen Days" (2000, Historical 

Drama) Kevin Costner. SteyenCu^ X 


Son* ot Anarchy Pilot Illegal arms 
warehouse 

Inside 9/11 Zero Hour 

attacks of September^ ,2001 


To Catch an ID Thief The crime ol identity theft 


Bill Engvill 15 Degrees 
Off Cool a 


Murder She Wrote 

| Unauthorized Obituary 


Wracked 
Ei ' 

Chronicles 
Andy 
Griffith 

rtabi# Celebrity 
Wedding Gowns 
South Perk [Futurem* 

X_ | (In Stereo) 

Dwarf Family Meet the 

TheFc 


ffr0CK#O 

Huntin', 

World 

Andy 

Griffith 


Foose* 


Hunting 
Adventure 
I Love Lucy 

X 

Bridezillas 


Wracked 

Reattre* 
Roadtrips 
I Love Lucy 
X 


Futurama [Futurama 
fin Stereo) | (In Ste reo) 

Painted Bebteeet 17 


• • i Matlock The Court Martial ' 

detends a sokfwr accused ot murdering an officer X 


Boosting 
for Billions 
101 Cart- 
Drtv* 
Mathews 
TV 

I Love Lucy 
X_ 

Wadding 
Cakes 
Drawn 
Together I 
Toddlers A 
Tiara* 
MM 
of Murder 


MONDAY EVENING 


SEPTEMBER 8, 2008 


7 PM 7:30 8 PM 8:30 9 PM 9:30 10 PM 10:30 11PM 11:30 12 AM 12:30 1AM 


CBS 

0 2 
0 5 

WTAE O 

NBC 

O 5 

O 25 

ffi 8 
ffi 12 


(2)Evening 

(S)Entertain 


tlnside 
'Edition a 

l6IEntertai- 
nment 
Tonight a 
(8)Wheel ot 
Fortune X 
(IIHWeo- 
pardy!X 


The Insider 

(Season 

Premiere) 

(N) (In 
Stereo) X 


The Big 

Bang 

Theory 

Sheldon 
gets sick. X 


MNT Q 22 


FOX© 53 

PBS® D 


PBS© 34 
WGN® 
LIFE© 
HIST© 


The 

Simpsons 


Two and a 
Hall Men a 
Business 
Rpt 


Entertain¬ 

ment 

To night! 

(6)Bea 

Millionaire 

(8)Jeopardy 

(11)(12)Wh- 

eel-Fortun* 


Your 

Mother 

Everything 
Must Go" X 


High School Musical: 
Get in the Picture The 

Finale" (N) X 


Deal or No Deal A 

contestant receives a 
NASCAR package 
presented by Jimmy 
Johnson (N) (In Stereo) 
X 


Family Guy Celebrity Expose Anna 
(In Stereo) Nicole Smith I 


Seinfeld (in 

Stereo)X 


Terminator The Sarah 
Connor Chronicles X 


OnQ 
Magazine 


Direct 
Connection 


Business 

JM_ 

7th Heaven Family 
Secrets (In Stereo) X 

Still [Still 
Standing X [Sta nding tt 


ESPN2© 

ESPN© 

FSP© 


Modern Marvels Super 
Hot"! 

E60 


Two and a 
Halt Men 

Planning 
Evelyns 
wedding X 


The New 
Adventures 
ol Old 
Christine 

(In Stereo) 


CSI Miami Ambush 
Julia has Horatio arrested. 
(In Stereo) (Part 1 ot 2) X 


CMA Music Festival: Country's Night to Rock (N| 

(In Stereo) X 


America s Toughest 
Jobs The 11 remaining 
contestants mine for gold 
m Alaska (N) (In Stereo) 
X 


Celebrity Expose 

Madonna. X 


Members Favorite 


Prison Break 'Shut 
Down" (N) (In Stereo) X 


Dateline NBC I In Stereo) 

X 


TMZ (N) X 


F-asier 

Stereo)X 


Channel 11 News on 
FOX 53 at 10 (N) 


(2)News (N) 

(In Stereo) 
X 

(5)N*ws (N) 
X 

Chi 

Action 

News at 11 


(6X8H12)Ne- 
ws(N)X 

(11 (News 

(N) 


Late Show With David 
Letterman Keira 
Knightley (N) (In Stereoi 
X 


Nightline 

(N) X 


The Late Late Show 
With Craig Ferguson 

Neil Patrick Harris: Sophia 
Myles. (N) (In Stereo) X 


Jimmy Kimmel Live (In 

Stereo)X 


The Tonight Show With 
Jay Leno Michael Phelps 
(N) (In Stereo) X 


Law A Order: Criminal 
Intent Renewal X 


Seinfeld (in 

Stereo) X 


John Denver A Song s Best Friend 

Commentaiy from friends and family X 


America s Funniest 

Home Videos X_ 

Army Wive* Great 
Expectations X 


My Music: My Generation - The 60s Folk rock and 
pop hits from 1965-1969. (In Stereo) X 


Charlie Rot* (N) (In 

Stereo)! 


WGN News at Nine (N) 

(In Stereo) X 


America s Funniest 
Home Video* I 

"Tell Me Ho Lies" ‘20071 A woman suspects her 
rebellious teenage daughter is in trouble X 


The Kennedy Assassination: Beyond Conspiracy 

[Computer simulation ot the Zapruder film X 


Series of 
Poker 


[2008 World Series ol 

I Poker Las Vegas. 


Scrubs 'My 

Two Dads ' 


Will A 
Grace X 


Scrubs i in 

Stereo)X 


Paid 


Scrubs (In 

Stereo) X 


Oprah 

Wintrey 


X 


Late Night With Conan 

O Brian Howie Mandel, 
Nastia Liukin; Bon Iver. 
(N) (In Stereo) X 


Paid 


Paid 


Program 

OnQ 


Rich Dad s Guide lo Wealth With 
Robert Klyoeaki (In Stereo) X 


Scrubs Mv 

Bad' X ■ 


Will A 
Grace X 


The 9/t 1 Conspiracies: Fact or Fiction Theories 

about the attacks ol Sept. 11,2001. X 


Baseball Tonight <Live)! 


SportsCenter (Live) X 


Comer Gas 

Jail House' 


Frasier In 

Stereo)X 


!L*_ . 

Becker 


(In 
Stereo) X 


The Bernie 
Mac Show 


Paid 

Program 


Favorite 


The Eyes 
oINyeX 


Home 

Videos 


The Golden 
Girls tt 


(In 

_ Stereo) X _ 

The Kennedy Assassination Beyond 

Conspiracy X 


NASCAR Now u 


NFL Football Minnesota Vikings at Green Bay Packers Lambeau Field (Live) 'NFL Football Denver Broncos at Oakland Raiders McAfee Coliseum. (Live) 


L 


Savranon I Pirates i MLB Baseball Pittsburgh Pirates at Houston Astros Minute Maid Park (Live) 


FSN Live 


TDCffi 

DISN© 

AAE© 

TBS© 

FAM© 

TOON© 

FNCffi 

SCIFI® 

SPIKE© 

TNT© 

FX© 

NGEOffi 

MSNBC© 

SPEED© 

OUTDRffl 

TVL® 

WE© 

COM© 

TIC© 

HALL© 


MLB Baseball Pittsburgh Pirates at Houston Astros 
Minute Maid Park 


USA© 

Law A Order Special House Pilot (In Stereo) 
Victims Unit Sick X X 

WWE Monday Night Raw (In Stereo Live) X 

Burn Notice Comrades 

X ___ 

Psych Talk Derby to 

Me X 

Monk tt: 

CNN© 

Lou Dobbs Tonight tt CNN Election Center 

Larry King Live X 

Anderson Cooper 360 X 

Larry King Live 

Anderson 
Cooper 360 

NICK© 

Drake A [Zoey 101 Wonder [Drake A 
JoahX | (In Stereo) Pets |Jo*hX 

Family [Family 

Matters tt Matters tt 

George George 

Lopez tt Lopez X 

Family 

Matters I 

Family 

Matters X 

Home Home 

Improve. Improve. 

George 
Lopez X 


Macedona s young king conquers m uch of the known world X 


Amer. Legend" Cork d . _ 

How It s How It s ‘Mega-Excavators "9/llTTh* Towers and 
Mld»X Made! Reshape the World [th e Pentagon 
ZackA [Hannah t* "An Ertremely Goofy Movie" [Wizards- 
iCody [Montana s (2000, Comedy}Voices ot Bill Pam-e- Place 

CSI Miami .. ■ intervention ; -lev Intervention Alter 

(In Stereo) X Crystal meth X _ Treatment Speci al IN) X 

Everybody- [Everybody- Family Guy 'Family Guy Family Guy iFamlly Guy 


Raymond Raymond |(ln Ste reo) |(ln Stereo) (In Ster eo) |(In Stereo) 

TKa Caetel I Me aI 88>. Th. I 4. aI Ik. Tkn Canral I Ka nf I Ha 


Into the Unknown With 
Josh Bernstein [NJ 
Wizards- 'Life With 

Place |Derek tt} 

Paranormal [Paranormal 

State (N) X [State X_ 

My Name ls*My Name Is [Sex and 


The Secret Lite ot Ihe 
American Teenager tt 
Skunk Fu! [Chop 
(In Sler eo) Socky 
[the Fox Report With 
Shepard Smith tt 
[Star Trek The Next 


The Secret Lite ol the 
American Teenager « 
'George ot 'Ben 10: 
the Jungle .Allen Force 
The O Reilly Factor tt 

Star Trek: The Next 


Generation • a Generation - 

[CSI: Crime Scene [CSI: Crime Scene 
Inveeffg a lton (In Stereo} jtevestl g a tfon (in Slereo) 
’Law A Ordar Mother srh* Closer Split Ends 

Day" (In Stereo) X |X _ 

The Bemle [The Bernie 
[Mac Show [Mac Show 
Dangerous World 
Beaches 
Hardball tt 


The Secret LH* of Ihe 
American Teenager u 
Johnny [johnny 

Test X_Test «_ 

Hannity A Colmes « 

Star Trek: The Next 
Generation tt 


Earl tt_ [Earl!_ 

The Secret Life of Ihe 
American Teenager X 
Total Ben 10 
Drama ] 

On the Record With 
Greta Van Susteren tt 
Star Trek: The Next 
Generation u; 


How It’s 
Made tt 

ZackA 

Cody 

Paranormal 
State X 


Historical Drama) Wes Stuck Jason F 


How N s 
Made - 

Hannah 
Montana 
Paranormal 
State X 
Sex and 
the City! 


Mega-Excavators 

Re shape the World 

That s So [Cory in the 
Raven [House B 
Intervention r. 

Crystal meth X! 


9/11 

Towers 


ments 


tion After 


the City 3 

'The 700 Club! |Whoa* 
jline? 

Family Guy [Family Guy Robot 
Chicken 


The Fifth Element" (1997) A New 
York cabby tries to save Earth m 2259. 


(In Stereo) | (In Stereo) 

The O Reilly Factor 


[Whose 
[Line’ 

TfhT 

Boondocks 


Hannity A Colmes 


♦ x Without t Paddle "120041 Seth Green Three 

friends emb ark on a calamitous canoe tnp _ 

The Cloeer Tirana [Raising the Bar 


Gurren 
LaganniNl 
MANswers 

(In Stereo) 


[Gurren 
Lagann|N 
MANswers 

I in Sler eo) 


Now and 
Then. Hera 


Brass (N)X 


Guatemala Gultstraam 


see "13 Going on 30"(2004. Romance-Comedyl Jennifer 
Gamer An uncool girl magically becomes a successful adult X 

Locked Up Abroad 
"Indi a" (N) _ 

Verdict Wffil Dan 

Abrams 


Bones T he Body in the 
Book" (In Slereo) X 


Now and 
Then. Hera 
CSI Crime Scene 
In veeftgaffon (In Stereoi 
The Closer Tijuana 
Brass X 


Miami Drug Cartel 


Pinks 


Aura 360 Venturas 


Ith 


[Griffith 
Unforgettable Celebrity 
[Wedding Gowns 


[Countdown With Keith 
[Ol bermann 

Pass Time This Week In NASCAR 

Mini 

Fisher s 
A TV World 
The Cosby 
[Show tt 

[Amazing Wedding 
( Cak*s S 


T 


Olrt Trax 

TV ' 

The Cosby 
Show b 


Scrub* i in Scrub* Mv Daily Show The Colbert 
Slereo)X House tt I [Report! [ (In Ste 

Little 'Little [Tek* Home Nanny The [Jon A 
People People | Tsouo* (N) 

miter, Tsiat Ranger 
Rise lo ihe Occasion X 


Little 

r People 
[Movie M'A’S'H 
Farewed" Cont'd 


101 Cars- 
Drive 
Oft-Road 
Adventures 
Scrubs My 
Student X 
Bridezillas Megan A 
Cartoa'M^^H 


Car Crazy 

JN)_ 

World of 

Trucks 

Scrubs 

Stereo) X 


Futurama 

■Stereo) 

■Kate 

Plut 8[N 


South Park 


Crime wave (I n Stereo 


Jon A Kate 

PtueStt 


The Girl With Eight 
Limb* 

Countdown With Keith 
Olbermann 
Barratt-Jackson 2008 
The Auctions 
Muzzy's [Jim Zumbo 
Bow. Outdoors 
M'A'S'H a [M'A'S'H 

_ |'Tuttle" X 

Bridezillas 


e* "Uttlt Black Book" (2004. Romance 

Murphy A woman interviews her beau s former 

[Miami Drug Cartel 


MSNBC Documentary 


Brittany 

! Locked Up Abroad 

India" _ 

MSNBC Documentary 


Pinks 


Pass Tim* 


Adventures Fisher s 
Abroad [ATV World 
M'A'S'H tt M'A'S'H 8 


Futurame 


l [Fu 

ILM 


Futurame 

Stereo) 


Jon A Kate Plus 8 

"Cutting Room Floor 1 i 


Matlo c k The Bttkonair* Mattock detends a man m 
London convicted ol kiing tea ntekorwra lather 1 


Cakes ' 

Deity Show !Th* Colbert 

_| Report! 

Tak# Home Nanny the 

Tsouoe _ 

Murder. Stw Wrote 

'rock Stop' (in Stereo) 


This Week in NASCAR 

Aura 360 Venturas 

The Cosby 'The Cosby 
Show | [Show ! 

Celebrity 
Gowns 


Unforgettable 
Wedding Gow 


South Park 
X 

Jon A Kate 

Pluil 


Com.- 

Praeents 


Jon A Kate 

Ptuill 


Murdar, Stw Wrote 'The 

Sms of Castle Cove I 


Paid 
Program 
Squidbli- 

lies 


On the 
Record 


Rlpley- 
Believe 
Star Trek: 
Voyager X 


Raising tha 
Bar tt 


King of the 

Hill! _ 

Girl 8 
Limbs 
Documen- 

_ 

101 Cars- 
Drive 
DlrtTm 
TV _ 
Senford 
and Son X 


Bridezillas 

Drew 
Htttlnci 
Jon A Kate 


Plutll 


Texas 


I 
















































































































































































































































































































































































































































































































































































































I V-4 I ill KKPI BLK'AN. OAKLAND. MARYLAND - THl RSDi^Y. SEPTEMBER 4. 2008 

SEPTEMBER 9, 2008 | 


TUESDAY EVENING 


7 PM i 7:30 8 PM 8:30 9 PM 9:30 10 PM' 10:30 11PM 11:30 12 AM 12:30 1AM 


CBS 

e ^ 

Q 

WTAEO 

NBC 

o 6 

O 25 

0 S 

© 12 

MNT O 22 


Evening The Insider Big Brother 10 The veto 
News 1 IN) (In ! meeting is held (N) (In 

(S)Entertaln Stereo) X jStereo) X 


Fashion Hocks Beyonce. Justin 
Urban and Rihanna are scheduled ti 
Stereo) X 


o petals. 


fveitn 

■ (N) (In 


Inside Entertain- 
Edition 8 ment 

j_ Tonight! 

'6)Enter.ai- ’(6)Be a 
nment 
Tonight 8 
(8)Wheei ot 
Fortune X 
(11)(i2)Jeo- 
pardy! It 

It*)* 

Simpsons 
Two and a 


Wipeout (N i 

X 


(In Stereo) 


Wipeout N) (In Stereo) 
X 


[Primetime X 


America's Got Talent Ten ol the top 20 contestants 
Millionaire [perform. (In Stereo Live) X 

|8)Jeopardy 

;ttKi2)Wh- 

sel-Fortune 


Family Guy Street 

(In Stereo) Patrol a 


Street 
Patrol I 


Jail (N) X 


Jail (N) (In 


_ Stereo)I 


Law A Order: Special 
Victims UnN Authority' 
The life ot a law-abiding 
engineer goes terribly 
wrong. (In Stereo) X 


(2!News N) 

(In Stereo) 
X 

j5)News (N) 
P 

ICh.4 

Action 

News at 11 

TiAHIH >2 (Ne¬ 
ws (N) X 

(ll)News 

(N) 


Late Show With David The Late Late Show 
Letterman Jada Pinketl With Craig Ferguson 

Smith, Bill Hader; Michael | Amanda Congdon; the 

■. (N) (In 


Buble. (N) (In Stereo) X iTing Tings 

F 


TIC IN) (In 
Stereo) X 


Frasier 

"First Date 


Hole in the Channel 11 News on 


Wall N)I (FOX 53at 10 iN 


Seinfeld |ln I Fringe Pitot” An unlikely trio uncovers 
FOX© 53 Half Men X | Stereo) X a deadiy mystery (M X_ 

... _ Business OnO "Members' Favorite 

PBS© 13 I r“, Magazine __ 

Business Outdoors 'Roy Orblson A Friends A Black and My Music: My Generation 


Nightilne 

(NjX 


Jimmy Kimmel Live 

Actor Jon Hamm: animal 
trainer Kirstin McMillan X 


) (In Stereo) 

[Oprah 
Wintrey X 


The Tonight Show With 

Jay Leno Jules Sylvester: 
Annette Benmg: Leona 
Lewis (N) (In Stereo) X 


Law A Order: Criminal 

Intent One (in Stereo) 


Seinfeld (In 

Stereo)X 


PBS© 36 
WGN© 
LIFE® 
HIST® 
ESPN2© 
ESPN© 
FSP© 


Rpt. j Maryla nd White Nig ht (in Stereo: X 


_,_MN The 60a Folk rock and 

(pop hits from f§65-1969 (In Stereo) X 


7th Heaven No Funerals [MLB Baseball Chicago Cubs at St Louis Cardinals Busch Stadium (In Stereo 


ana a Wadding' X Live) X 

Still [Still Rebe The iReba "The 
Stan dingX [standingX Vasectomy |Rings' X 
Modern Marvels The Next Big Bang i N) 

Alumin um" Rolling mills. X 


Wife Swap Lowe, 
Hamilton (In Stereo) X 


WNBA Basketball Phoenix Mercury at Detroit 
Shock. P al ace ot Au burn Hills . (Live) X 


* 


Sandhogs What Lies 
Beneath*X 


How to Look Good 

Naked Surgical scars. X 


Evolve Communication'' 

(N) X 


E:60 IN) 


2008 World Series ol 
I Poker Las Vegas. 


**' : Kicking It' (2008, Documentary) Soccer bring 

about a change In the lives ol homeless people 


2008 World Series of 
Poker Las Vegas. 


Baseball Tonight (Live) 

X 


Savranon Pirates MLB Baseball Pittsburgh Pirates at Houston Astros. Minute Maid Park (Uve) 


WGN 

at Nine “ 


Will A 

Grace X 


Scrubs My 

Philosophy 


I Paid 
Program 


Late Night With Conan 
O'Brien Keira Kmghtley 
Tyler Perry, Gym class 
Heroes. (N) (In Stereo) X 


Scrubs l In 
Stereo)I 


Charlie Rose (N) (In 

Stereo)X 


Paid 

Progr am 

Paid 

Program 


OnQ 

Magazine 


[The Bernie 
Mac Show 
Paid 

Program 

Members 

Favorite 


Change Your Brain. Change Your 

Ufa (In Stereo) X 


Scrubs (In 

Stereo) X 


Will A 

Grace X 


Ancient Discoveries 

Ancient New York" X 


E 60 (N) 


SportsCenter i Live) X 


FSN Live 

(Uve) 


Comer Gas 

■ Btera 


fir 

Stereo)X 


Becker In 

Stereo)I 


Frasier, In 

Stereo)X 


The Next Big Bang I 


NASCAR 
Now X 


Tonight X 


MLB Baseball Pittsburgh 

Minute Maid Park. 


Democracy 
Ills 


Home 

Videos 


The Golden 
Girls X 


Sandhogs 


2008 WuHd Series ot 
Poker Las V» 


NFL Live 

X 


Center X 


Pirates al Houston Astros. 


USA© 

Law 8 C-rder: Special Law 8 Order. Special House Paternity" (In House Occam's Razor 

Victims Unit Doubt" X | Victims Unit "Goiialh X 1 Stereo) X [(In Stereo) X 

Law 8 Order: Criminal 

Intent Consumed" X 

Law 8 Ordtr: Special 
Victims Unit Doubt' X 

Law Order: 

Cl 

CNN© 

Lou Dobbs Tonight X CNN Election Center ! Larry King Live X 

Anderson Cooper 360 £ 

Larry King Live 

Anderson 
Cooper 360 

NICK© 

AMC© 

Drake 8 ZoeylOf Sponge- Drake 8 George [George 

Josh! |(lnStereo) ]Bob (JoshS (Lopez! [Lopez! 

Home 

Improve. 

Horn# Family 

Improve. Matters I 

Family 

Matters X 

Home 

Improve. 

Home 

Improve. 

George 

Lopez! 

Movie: *• Alexander" 

12004) X Cont'd 

*»* -i "The Magnificent Seven" (i960. Western) Yul Brynner A 
[man in black recruits hired guns to defend Mexican villagers X 

**** The Greet Escept 

POWs stage a danng esca 

i 

7 

ii 

n 

ii 

1 TDC ® 

How It's How It's 
Made ( Made " 

Dirty Jobs Taykx : Dirty Jobs Turkey 

ShaMsh Farms. K inseminator" Turkey farm. 

Smash Lab Trapped in a|How It s 

1 Boat" IN ( Made! 

How It's 

Mad* 8 

Dirty Jobs Taylor 

Shellfish Farms. X 

Dirty Jobs 

X 

DISN© 

Zack& Hannah Get a Clue (2002. Comedy) Lindsay Wizards- 

Cody Montana £ |Lohan, Bug Hall. (In Stereo) £ i Place 

Wizards- 'Life With 
Place Derek 

Zack 8 

Cody 

Hannah 

Montana 

Thet's So 

Raven 

(Cory In the 
House! 

Replace¬ 

ments 

A8E© 

CSI: Miami Sex & 

Taxes (nSlereo)! 

The First 48 Tender The First 48 (N) X 

[Trap. Bart and Switch" X | 

The Cleaner Let It Ride 
(N)X 

The Cleaner Let it Ride 

The First 48 Tender 

Trap: Bait and Switch' X 

The First 

48! 

TBS© 

FAM© 

Everybody- Everybody- 
Raymord Raymond 

Family Guy Family Guy Family Guy 

|(ln Stereoi |(in Stereo |(ln Stereo) 

Family Guy 

[(In Stereo) 

The Office 

X 

(The Office 

|x 

Frank TV 

Sex and 

the City! 

Sex and 

[the City! 

*'; Betmei 

(1997, Action 

18 Robin" 

(PA) I 

The Secret Life of the 
American Teenager X 
Skunk Fu! ^hop 

(in Stereo) Socky 

The Secret Lite of the Greek Let's Make a 
American Teenager 8 Deal" (N) (In Stereo) I 

America s Funniest 

Homs Videos (In Stereo) 

The TOO Club ! 

The Secret Life ot the 

American Teenager a; 

Paid 

Program 

TOON© 

George of Ben 10: Ijohnny [Johnny 
the Jungle Allen Force Test 8 [Test! 

Total 

Drama 

|Ben 10 

Family Guy Family Guy 

(In Stereo) [(In Stereo) 

Robot 

[Chicken 

The 

Boondocks 

Squfdbil- 

lies 

1_FNC © 

The Fox Report With The O'Reilly Factor! Hannity 8 Colmes X 

SheparC Smith X 

On the Record With 

Greta Van Susteren ! 

The O Reilly Fecfor 

Hannity 8 Colmes 

On the 
Record 

SCIFI® 

Star Trek; The Next Eureka Show Me the Eureka Phased and 

Generation! [Mummy" (In Stereo)! [Contused" (In Stereo) X 

ECW (Lure) 

Scare 
Tactics I 

Scare 
Tactics X 

Eureka Phased and 
Confused" (In Stereoi I 

Ripley- 

Belteve 

SPIKE© 

. TNT© 

-- 

' FX© 

CSI. Crme Scene CSI; Crime Scane Star Wars V: The Empire Strikes Back i960. Science Ficbon) Mark 

Investigation (In Stereoi Investigation (In Stereo) |HamiJI Luke Skywalker, Han Solo and Princess Leia face Darth Vaders wrath. 

CSI: Crime Scene 
Investigation "Iced' I 

Star Trek 
Voyager X 

Law80rder Floater (In Law 8 Order DR 1-102 Law 8 Order The Sixlh 

.Stereoi! (In Stereo)! [Man "(In Stereo)! 

Lew 8 Order 'Home 
Sweet (In Stereo) X 

Raising the Bar 

Guatemala Gulfstream" 

Without a Trace Bait" 

(In Stereo) I 

Without a 
Traces 

Movies** fj Going * Big Uomma a House 2" (2006) An FBI agent 

on 30 ": 2004) X Cont d irepnses his disguise, posing as a heavy nanny. X 

The Shield “Snitch (N) 

X 

Son* ot Anarchy "Pilot" 
Illegal arms warehouse. 

The Shield ' Snitch' X 

That 70s 
Show 8 

•NGEOffi 

Extreme Alaska Naked Science Birth ot [Naked Science The 

5u. jr the Wild" lute" How life hegan |theory of evolution 

How to Build a Better 
Being (N) 

Naked Science Birth of 

Life" How Me began 

Naked Science The 

theory of evolution 

Better 

Dwinn 

bemg 

MSNBC © 

Hardba n Countdown With Keith Verdict With Dan 

Olbermann Abrams 

Countdown With Keith 
Olbermann 

MSNBC Documentary 

MSNBC Documentary 

Documen- 

Sa 

SPEED© 

Pinks Pats Time Unique Whips ILivin' the [SuperCars 

Low Life Exposed 

Super 

Bikes! 

Super 

Bikes! 

Pinks 

Pass Time 

Unique Whips 

Uvln' the 

Low Lite 

OUTDRffi 

JimZumbo Spirit of the Dream T>uth- Hunting the 

Outdoors World Season Hunting Country 

Obsession 

Revealed 

Wildlife 

Obsession 

Browning- 

Best 

Eastmans 
Hunting TV 

Mossy U8K 
Claseics 

Truth- 

Hunting 

Hunter s 
Journal 

vriiaiiTe 

Obsession 

TVL® 

Andy Andy The Coeby [The Cosby ’Scrubs My 

Griffith (Griffith (Show 8 (Show* [OldMan"! 

Scrubs 8 

M'A'S'H! 

M'A'S'H X* 

M'A'S'H X 

M'A'S'H X 

The Cosby 
Show X 

The Cosby 
Show! 

Sanford 
and Son X 

-WEffi 

COM© 

Women Behind Bars Secret Lives of Women [9/11: Millionaire Widows 

Rita Nitz Chanel Boyd. X Mafia Women J j! 

Secret Lives of Women 

"Phobias' 

Secret Lives ot Women 

"Specialty Models' 

The 

Locator 

The 

Locator 

Secret 

Live* 

Scrubs In Scrubs -tis Daily Show The Colbert Futurama SouthPark 

Stereo x Story IV XI Report! [(InStereo) iX 

Lisa Lempanelll Comic 

performs. X 

Daily Show The Colbert' 

; Report! 

Use Lempaneltl Comic 
performs X 

Futurama 

"Bend Her" 

TLCffi 

HALLffi 

Half Man. Full Life X 

Walker Texas Ranger 

A Matter ol Faith" X 

My Shocking Story Too Mystery Diagnosis 

Young to Be So Fat” X , Terrifying Tremors 

Dr. G: Medical Examiner 

tteungtoBe^oFaf I 

Mystery Diagnosis 

'Terrifying Tremors" 

Med 

Examiner 

Walker Texas Ranger 'The Shell Seekers M (2006. Drama) A woman 

'Vision Quest (In Stereo) ] travels to the ©land of Ibiza to visit her daughter I 

Murder, She Wrote [In 

Stereo)X 

Murder. She Wrote 

"Double Exposure" X 

Texet 

Ranger 
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7 PM 7:30 

8 PM 8:30 | 9 PM 

9:30 

10 PM 

10:30 

11PM 

11:30 

12 AM 

12:30 

i am| 


0 

0 

WTAEO 

NBC 

O 6 

O 25 

© I 

© 12 

MNTQ 22 
FOX© 53 
PBS© 13 
PBS© 36 
WGN© 
LIFE© 
HIST© 
ESPN2© 
ESPN© 
FSP© 
USA© 
CNN© 
NICK© 
AMC© 


News 


(5)Entertain « 


In Stereo) housemate is evicted in Investigation "Drops 


Stereo Live) I 


(Out” An incarcerated 
cnminal helps Brass and 
I Nek. (In Stereo) X 


Inside 
Edition S 


Entertain¬ 
ment 

I_ Tonight X 

(SiEntertai- 6iBea 
nment 
Tonight it 


Ugly Betty Tie K ds Are Grey s Anatomy Losing 

Alnght (In Stereoi! I My Mind''(In Stereo) I 


Kissed a Girt" A young 
man holds a courtroom 
hostage (N) (In Stereo' 
X 


My Name Is; America s 
Got Talent 

The top 10 


The Office 

"Dinner 
Party" 
acts. (In | Dinner at 
Stereo Live) Jan and 
X Michael's 

house. X 


The Office 

CM I 
Stutter^" 
Dwight 
decides to 
buy Andy s 
car. X 


air 

Jim hits the 
golf course 
(In Stereo) 

I 


Family Guy The 2008 Hero Awards Individuals are honored for 

(In Stereoi their a cts of chanty (in Stereo) I _ 

Seinfeld r Hole in the Wall Krtchen Nightmares 

Stereo) X j Premiere) (In Stereoi » _[ *andtebar (in Stereo) 
OnQ 'Members Favorite 

Magazine 


TMZ N) (In 
Stereo) X 


Frasier In 

Stereo)X 


Millionaire Earl 
(8Ueopardy Camden- 
[8|Wheel of |11)(12)Wh- [ties' Earl 
Fortune 5 eel-Fortune seeks 
!(11)(i2)Jeo- advice X 

pardy' tf 

'the 

Simpsois 
Two and a 
Halt Me i i 
Business 
i Rpt. _ 

Business Your MotorWeek American Soundtrack: Doo Wop'S Greates t Hite A 

Rpt Business ' Acura Tt [besl-ol compilation ol doo-wop favorites (In Stereo] _ 

7th Heaven n StereojTrWes Craven Presents They"'2002) Childhood WGN News at Nine 
terrors com e back to haun t a graduate student II |(ln Stereo) X 
'Still Situ 'Reba R»ba T> C/ue/eea" 11995)AliciaSheratons 

^Standing “ (Stand ing XjSiereo; X ( Wall X [ Be «e n, Hills teens careen through Die good 

Modern Marvels T "-e Man wno Predicted 102 Minutes That Changed Americalwitnesse* 

II_ |Sf11X l(N)K [to 9111X 


Private Practice "In. 
Which Sam Gen/T#*- 
ioraRide'l'nStatboiX 


30 Rock 

'Rose¬ 
mary’s 
Baby" Liz's 
idol is a 
juest writer 
In Stereo) 


Channel 11 News on 
FOX 53 at 10 (Ni 


Stereo) 

X 

(5)News (N) 
X 

CM 

Action 

Newest 11 


(6K8K12)Ne- 
wsIN)X 

(11 (News 


Letterman Jessica 

ipson. Jack Hanna. (N) 
(In Stereo) X 


With Craig Ferguson in 

Stereo)X 


Nightilne 

'NiX 


The Tonight Show With 

Jay Leno (in Stereo) X 


Jimmy Kimmel Live 

Actress Debra Messing, 
Buckcherry performs I 


Law A Order 


Criminal 


Intent Smothered' X 


(In 
StereoiX 


Scrubs His 

Story' I 


Paid 


Scrubs In 

Stereo) X 


Viewer Favorites 


Charlie Ross(N) (In 

Stereo)X 


Oprsh 

Wlnfre 


infreyl 


Late Night With Conan 
O'Brien Meiko. (N) (In 
Stereo) X 


Paid 


Paid 


OnQ 


MLS So:cer Club Deportivo Chivas USA at New 
[England Revolution. Gillette Stadium. (Liv e)_ 

Sports- College Football '. a ai Rutgers (Uve)X 

Center X 


Sandhogs X 

High School Football Rider (Texas) vs Sulphur Springs (Texas) (Live) 


Scrubs (In 

Stereo)! 


Will A 
Grace! 


Scrubs My 
Bknd Date" 


Will A 
Grace ! 


High School Football Beaver Falls at Aiiouippa (Live) 


HS 

Edition 


House The Socratic 
[Method (i n Stereoi 1 

Lou Dobbs Tonight A 


House Fidelity (In 
Stereo)! _ 

CNN Election Center 


[House Poison" (In 
Stereo) I _ 

Larry King Uve X 


Sporte Beet 

Late Night 


SportsCenter (Live) X 


The FSN 
Final Score 


Comer Gas 

"Blog River 1 


(In 

Stereo)I 


(In 

Stereo) I 


(In 

Stereo) 1 


The Man Who Predicted 
9(11 ! 


NASCAR 

Now X 


Tonight X 


The nnw 

Mac Show 


Peid 


Favorite 


Signing 
Time! A 


Home 

Videos 


The Golden 
Girls A 


102 

Minutes 


Burn Notice Double 


High School Football Beaver Falls at AHquippa 


Billiards: Women s U S 

Open 9-Ball _ 

NFL Uve Sports- 
(N)X Center X 


Anderson Cooper 360 A 


House Don't Ever 

Change" (In Stereo) X 


Zoey 1 

(In Ste 


Josh A (l In Stereo) 

Movie: • *♦ The 


Sponge- 
Bob 

|**7 'Two Week* Nottce"(2002) Sandra Bullock. A 


Drake A 

Josh a 


Freeh 

Prince 


[Fresh 

Prince 


George 


George 

Lopez! 


Matters K 


Family 

Matters X 


*« The (n-Uws"(2003) Michael Doogias A CIA 


TOC© 

How It s How It s Assembly 

Made " Made 8 Req. 

Assembly 1 Was Bitten 
Req , 

MythBusters Phone 

Book Friction" X 

How It's 

Made 8 

How H e 

Made a 

DISN© 

Zack 8 Hannah ** "Smart Hou**'(1999 Comedy) 

Cody Montana 8 Jessica Steen (In Stereo) X 

Wizards- Wlzards- 
Place [Place 

Lit* With 
Derek « 

Zack 8 

Cody 

Hannah 
Montana 8 

A8E ffi 

CSI Miami Recoil (In The First 48 Torched" The First 48 The Last (Jacked: 

.8 I'Yam. Root Of A8 EvT X (AuloThefl 

Jacked 

Auto Theft 

Crime 380 Trial by Fve 
Hunting a kilter X 


TBS© 
FAM© 
TOON© 
FNC® 
SCIFI® 
SPIKE © 
TNT© 
FX© 
NGEOffi 


Raymond Raymond 
That 70s That 70s 

Show A Show A Family 

Skunk Fu! Georgs of 
/ n Ster<-o]_ the Jungle 
The Fox Report With 
Shepard Smith A 
Destina Ion Truth Yet 

[ (In Stereo) X _ 

CSI: Crime Scene 


.Stereo) X 
Nanny 911 Brogdon 
Stereo) X 

Chowder Mitadv ot 

_[Flapjec k 

The O'Reilly Factor A 


Nichots on. A music exec tails tor the mother ot his young girttnerv) the City X 
ftonnytll MillsFarmty" [Nanny911 "Kramer [The700ChibX 
| (In Stereo)! Family" (In Stereo) X 

Total johnny Total TTotel 

Drama Test A Drams [Drama 


Lew A Order Special 

Victims Unit Blood' X 


Larry King Uve 


Med Men Don buys a 

new car X 


M. 


Assembly 

M_ 

Cory In the 
Houee A 


That s So 
Raven 

The First 48 Torched" 

X_ 

Sex and 
the City A 

My WHe 


The FSN 
Final Score 


Bum 
Notice X 


Cooper 360 


George 

Lopez A 


**« The 


I Wes 

Bitten 

Replace¬ 

ments 


Ths First 
[461 


*♦♦ Somethings 
Gotta Glv»'j2003)X 
'Paid 


Destination Truth 

Haunted rums. (In Steret 


Hennlty A Colmes a 

Destination Truth (In 

Stereo)X 


TNA IMPACT) (N) (In Stereo) A 


On the Record With 
Greta Van Susleren I 
Deetinetlon Truth 

[Manlike creature X 


CSI: Crime Scene 

Invest igation (In Stereo) [ Invwttge tion (In Slereo) ,_ 

Law A Order Lew A Order Secondhand Lions - Michael CaineA 


■ In S’ereoj A. 


Power r igger* ol 

Iceland 
Hardba 


' Stereo) X 


Movie: Cheeper by the 

Dozen 2" (2005; Cork d coach mentors a mentally impaired young man X 


teen hears tantasne teles (rom hts qreat-onctesX. 


SPEED© 

OUTDRffi 

TVL® 

WEffi 


nks 


Pass Time 


Impossible Islands 

Countdown With Knit 1 
Olbermsnn 

Pinks- All Out Fro 
Milan, Mich 


Impossible Hotel Hotel 

proya ct m Dubai 


Verdict With Den 
Abrams 


Outdooi American 

Experience Birdhunler 
Andy Andy 

Griffith Griffith 

Movie • • Now to 
Deel" 1 2003] Cork'd 
Scrub* In Scrub* (S 


Whistling 


Ths Cosby 
Show « 


Elk 


Wings Chronicles Bucks 


The Cosby 
Show A 


MALL© 


Walker Texas Ranger 

JJusjceDeteyed^Y^ 


OMG’ Sextuplstsl A 

Dally Show The Colb»rt 

Report o 


Welker Texes Ranger 

I The Day of CteanswB 


Pinks - All Out From 

Madison. Ill IN) 

Monster 


Scrub* My 

Overfull X 

The 

Locator_ 

Futurama 


American 

Hunter 


Scrubs My 

Nightingale 


The 
Locator 
South Park 


My WHe 

and Kids A land Kids X 
Family Guy Family GuyjRobot [The 

|(ln Stereo) [ C hicken [Boondocks 


(In Stereo) |(In Stereo) [Chicken __ 

The O Reilly Factor Hsnnity A Colmes 


Destination Truth Sea 

monster (In Slereo) X 


UFC Unleashed 

Stereo) 


Destination Truth Flying 
Dinosaur, Sloth Monster 


MANtwsrt Best ol 
Manswers Jn Stereo) X 


*♦. SecondhandUone"(2003) Michael Came A 

lean hears fantastic tales from hs great-uncles I 


_ _ j flTMt 

Radio rama i uba ioodktg i £d Harris 4'.", .. Ateto “12003 Oram* CubaGoodkig - Ed Harris AtooM 

coach mentors a merkaly imp aired young man X 


Naked Science 

Machine (N) 


Countdown With Keith 
Olbermann 
Wrecked Wrecked 

(NL 


Bow 

Madness 

M'A'S'H B 


Outfitter 
Journal a 
M'A'S'H A 


Wit Millionaire Widow* 
X 


South Park RENO 911! 

WarjunneJx _ 

American Chopper RJR Street Cuetoms Habitat 
Men .jnal Cat Show X |tor Humanity X I 

For the Love of Oraea" (2008) Mark Consuelo* An 
act ot harorsm changes trie kvs* cf two strangers X 


Impossible 
MSNBC Documentary 


Pate Time 
Elk 

Chronicle* 
M'A'S'H a 


Foravsr 

M'A'S'H :i 


Impossible Hotel Hotel 
ptgecl m Dubai _ 

MSNBC Documentary 

Pinks - All Out From 
M ilan, Mich. _ 

Jackie Bushman Show 


OMG! Saxtuptets! A 


The Cosby 
Show a 
Ths 

Locator _ 

RENO 911! 


P rogram 

Squldbll- 

Jtes 

Orth# 

Record 

Destination 

Truth! 

Whacked 

Out Sports 

Cold Cass 

’Stan-Up" 


That 70s 

Show A 

Naked 

Selene# 

Documen 

tary 

Pinks - All 
Out 


Ths Cosby 
Show a 
The" 

Locator 

Dally Show [The Colbert South Pirit 
,_ | Repo rt A Maqorina" |X^^^^|(inStereo)| 

Overtieulln Jprfatinq., 'street Customs :• 'Amertcsn 

mid-1950s car X _ lot Humanity A Chopper a. 

Murder She Wrote (in [Murder, the Wrote *” 


River Adv 

Sanford 

and Son k 

9/11: 

Widow* 

Futurama 


Stereo) (Part 1 ik 2) X [Stereo) (Part 2 ol 2) 




Texts 


poem ii Busin »” 
PBS© D _ 

Business 


IIFF® S,lh 

Still 

Reba (In 

Reba “he 

LtFEffl -standing! 

Standing 8 

Stereo) X 

Feud"I 


WEDNESDAY EVENING 


SEPTEMBER 10, 2008 


12 AM 


CBS 

OD 

0 s 

WTAEO 

NBC 

G I 

0 25 

© 8 

© <2 


(2 (Evening 
(S)Entortain |X 


The Insider Greatest American Dog 

(In Stereo) (N) (In Slereo) X« m 


Criminal Minds Tabula 
[Rasa" A suspected serial 
j killer wakes up from a 
coma. (In Stereo) X 


[ Inside 
Edition X 

peiiiy 
Graham 
Special .(* 
(8)Wh*el of 
Fortune X 
(11X12)J*o- 
pardy!! 

^Oiafcpson, 

FOX© 5J “ a t 


Wile Swap 

Tower" (In Stereo) I 


Supernann) 

Family (In S 


Martinez 
tereolX 


[Entertain¬ 
ment 

Tonight X _ 

,(8)Jeop*rcF America s Got Talent The remaining 10 acts from 
y!X the lop 20 perform, (In Slereo Live)® 

(11X12)Wh- 

eelot 

Fortune 

"Endless 
Summer" X 


CSI NY "Taxi A man 
accused of being the 
Cabbie Killer is round 
dead (In Stereo) X 

Primetime A 


Family Guy Twilight 
Zone 


Twilight 
| Zona 

nteld (In [Bones The Man in the 
Slereo)! [Outhouse 1 IN)X 


PBS© 36 


OnQ 

Magazine 
'Artworks 
This Week 


Members Favorite 


Whacked Whacked 
Out Videos [Out Videos 
'Til Death 

The Buffer' 


Lew 8 Order: Criminal 

Intent Legacy A student 
dies at an elite private 
school. (In Stereo) X 


TMZ (N) (In 
Stereo) X 


Do Not 
Disturb X 


Frasier (In 

Stereo) X 


Channel 11 News on 
[ FOX 53 al 10 (N) 


(2)N*ws (N Late Show With David 

(in Stereo) Letterman Meg Ryan: 

X John Carter: Paul Weller 

(5)News(N) (N)(InSlereo)! 

I _ 

Ch 4 Nightilne 

Action (N)X 

New* at 11 

News (N) XjTht Tonight Show With 
Jay Leno Matthew 
McConaughey; T. Boone 
Pickens. Al Green, (N) (In 
Stereo) X 


The Late Late Show 
[with Craig Fergueon 

Alee Cooper: AnnaLynne 
McCord (N) (In Stereoi 
X 


Jimmy Kimmel Live IN) 

(In Slereo) X 


[Oprah 
Wintrey X 


_L 


Law 8 Order: Criminal 
Intent Art" (I n St ereo) X 
Seinfeld (In 
Stereo) X 


Scrub* (In 

Stereo) X I 


Paid 
Pr ogram 
Scrubs i In 

Slereo)X 


Charlie Rose N) (In 

Stereo) X 


WGN© 


Rpt. _ This! 

[7th Heaven Saturday" Corner Gas 


Great Performances South Pacific in Concert From Carnegie Ha#' A concert based on "South Pacific." (In 
Slereo)X 


In Slereo) 


HIST® 
ESPN2 © 
ESPN© 
FSP© 
USA© 
CNN© 
NICK© 


Modem Marvels Fire 

£ _ 

[Football 

Live 


NFL Live 

(Uve)X 


Corner Gas Becker u 

(In Stereo) Stereo) X 


MonsterQuest Giant 

Squid Found - *' X 


Soccer 2010 World Cu| 

vs. Tnnidad 8 Tobago. 


[Becker (In r WGN News at Nine (N) 

I Stereo)! | (In Stereo)! 


♦ *« Mrs. Henderson Pretents" (2005) A widow (Will 8 
hires an impresario to stage revues lot her theater. X Grace A 


MonsterQuest Giganto 
The Real King Kong" X 


MLB Baseball Teams to Be Announced (Live)! 


Qualifier •• United Stales 
iview, III. (Live) 


Savranon {Pirates 
SportsBeai Pregame 
Law 8 Order Special 


Scrub* My 

Day Off X 


Scrubs My 

Nickname 


Will 8 
Gra ce X 
Deep See Detectives 


Jurassic Fight Club 

Biggest Kilters" (N) X _ 

»»'i Kicking ft" (2008, Documentary) Soccer bnng 

about a change in the lives of homeless people. 


Baseball Tonight (Live) 

X 


MLB Baseball Pittsburgh Pirates al Houston Astros Minute Maid Park (Live) 


House 'Maternity' (In 


Victims Unit (In Slereo) Slereo) X 

[Lou Dobbs Tonight «. CNN Election Center 


SportsCenter (Live) X 


FSN Live 


JL 


Late Night With Conan 
O'Brien Curtis Jackson. 
(N) (In Stereo) X 


Viewer Favorites 


Paid 

[The Berate 

Program 

[Mac Show 

Paid 

[Paid 

Program 

Program 

OnQ 

Members 

Magazine 

[Favorite 


Corner Gas 

“I, Witness 


(In 
Slereo)X 


Becker In 

Stereo) X 


Frasier In 

Slereo) X 


MonsterQuest Giant 

Squid Found 7 ' X 


NASCAR 
Now X 


Tonight A 


Signing 
Time! X 
Home 
Videos 
The Golden 
Girls 8 


Quest C 


X Games 14 All-Access 
Review Los Ang eles [N] 
NFL Live Sports- 
(N)X | Center X 


MLB Baseball Pittsburgh Pirates at Houston Astros 
Minute Maid Park. 


Law 8 Order: Special 

Victim* Unit Weak X 

** Along Came Polly" (2004) Ben Stiller. A jilted 

newlywed finds solace with another woman X 

Law 8 Order: Special 
Victims Unit (in Stereo) 

In Plain 
Sight! 

Larry King Live X 

Anderson Cooper 360 X 

Larry King Live 

Anderson 


Drake 8 

[Josh! 


Zoey 

(In Sli 


tereol 


AMC© 

TDCffi 

DISN© 

A8E© 

TBS© 

FAM© 

TOON© 

FNC© 

SCIFI© 


Movie. "The 

Seven''(i960) 


How It's 

Made it 
Zack 8 

|Cod)( 


How It's 

Made K_ 

Hannah 
Montana X 


Sponge- 

Bob 


(Drake 8 

i JoshE 


Homs 

Improve. 


Home 

Impr ove. 


George 

1 L °P” B 


George 
I Lopez X 


[Family 

Matters X 


I Family 
Matters K 


»»’; "Midway" (1976, Drama) Charlton Heston, Henry Fonda, James Cobum. 
Japanese and American forces battle over a Pacific island. X _ 

NeitWorld Future MythBusters Phone Man vs. Wild Bear travels 

Flight' (N)| Book Friction (N) X to South Dakota. (N) 


Home 

Improve. 


iCooper 360 
Home Georg* 
Improve. [ Lopez K 


♦ "lefters From two Jlma '(2006. War) Ken Watanabe The 


CSI: Miami "Killer Date" 
(in Stereo)! 


Everybody- 


Reymond Raymond 


Everybody- 


That 70s 
Show! 


That 70s 
[ Show! 

Skunk Fu! [Chop 
|(ln Stereo) ISocky 
The Fox Report With 
Shepard Smith X 
Ghost Hunters (In 
| Stereo)! 


Twitches Too" (2007, Mystery) Tia 
Mowry, Tamera Mowry (In Stereo) X 


Bounty j Bounty Bounty 

Hunter Hunter Hunter 
Family Guy [Family Guy [House ol 

(In Stereo ) [(In Stereo) |Payne 


Wizards- 

Plac e 

Bounty 

Hunter 

House of 

Payne 


America s Funniest Home Videos Twelve finalists 
contend tor a $100,000 grand pnze. (In Slereo) X 

George of Ben 10: [Total j Johnny 

the Jungle Allen Fore* Drama Test R 
The O Reilly Factor X I Hannity 8 Colmes E 


Wizards- 
Place 
Criss An 
[Mlndfreal 
’House of 
P ayne 


f 


How It's 

Made! 
Zack 8 

CodjL 


[Life With 

Derek 

Criss Angel 
Mindfreak Mindfreai 
House ol Friends In 


How It's 

Made! 


Payne 


America s Funniest 
Home Vid eos (In Slereo) 


Be-, It 


SPIKE© 
TNT© 
FX© 
NGE0© 
MSNBC © 
SPEED© 
OUTDRffi 
TVL® 
WE© 
COM© 
TLC© 
HALL© 


CSI: Crime Scene 
ilnveettgerion (In Stereo 


Ghost Hunters TAPS 
searches tor a spirit. X 


CSI: Crime Scene 

(In Stereo) 


Law 8 Order Teenage Law 8 Order Slaughter 
Wasteland' (in Stereo) I [(In Slereo) X 


Total 
Drama | 

On the Record With 
Greta Van Susteren E 


Ghost Hunters So She 

Mamed an Axe Murderer 


UFC Unleashed In 

Stereo) 


Lew 8 Order Dining 
Out (In Stereoi X 


[*** "Vtor Vendetta (2006 Action) Natalie Portman, Hugo Weaving, Stephen 

| Rea Premiere A vgitanle fignts a fascist government. X__ 

[Dangerous World Prison Nation American prison system 
"Roads" 


Hardball 8 

Pinks 

Step 
Outside 
Am 

Gi 


ndy Andy 

riffith [Griffith 

20/20 Kid's Stuff" X 


Countdown With Keith Verdict With Dsn 

_ 1 Olbermann _ | Abrams _ 

Pass Time American [American Pinks 

_ Thunder Thunder _ 

Cowboys Shooting ^Shooting {Sighting 
[ Gallery USA® [ 


Destination Truth (N) (In 

Slereo) X 


UFC Unleashed In 

Slereo) 


Hannah Thai s So 

_ Montana Raven 

Criss Angel 'Criss Angel Bounty 
ik Mindfreak 


NextWorld "Future 

MythBus- 

Flight" 

ters! 


! House! 


Stereo) X 


The 700 Club 3 


Mindfreai 
Friend* (In 

I Stereo)! 


Family Guy [Family Guy 

(In Stereo) I (In Stereo 

The O'Reilly Factor 


punter 
Sex and 
the City! 


Bounty 
Hunter 
Sex and 
the City X 


Greek Let s Make a 
Deal" (In Stereo) X 


Robot 

Chicken___ 

Hannity 8 Colmes 


~|The 
Boondocks 


Replace¬ 

ments 

Bounty 

Hunte r 

Angel 

Cye«''X 


Ghost Hunters So She Destination Truth (In 


Mamed an Axe Murderer" 


MANswers Best of 

Manswers (In Stereo) X 


Stereo) X 


CSI: Crime Scene 
Investigation Bite Me 


♦ »* "A Time to Kill" {19%, Drama) Sandra Bullock. Samuel L Jackson A 
lawyer s defense ot a black man arouses the Klan’s ue. X 


Paid 
Program 
Squidbil- 

lies_ 

On the 
Record 
Rlpley- 
Belleve 
Star Trek: 
Voyager X 


Sons of Anarchy Jax 

continues to worry (N; 


Scrubs My 

Musical" X 


Jon 8 Kate 
Plus 8 X 


Scrubs In 

Stereo) X 


The Cosby [The Cosby 
Show X Show a 
*20/20 Vanished 2" A 
j young girl is kidnapped. 


Pinks-All 
<Outtakes 
Guns 8 
Ammo TV 
Scrub* My[Scrub* My 


Dally Show The Colbert 
Report! 


Jon 8 Kate Jon 8 Kate [Jon 8 Kate 


20/20 A worn 
dunng the me 

an vanishes 
ht. X 

Futurama 

(In Stereo) 

South Park 

"Towelie 


Plus 8 


Plus 8 


Plus 81 


Wtlksf. Texas Ranger Walker. Texas Ranger 

A MattefofPnnagJe[[ > K|Thonde<tiawir^^^^ 


Taboo Extreme Eats 
Extreme eats (N| 

Countdown With Keith 

Olbermann_ 

Wracked [Wracked 

’American Cowboys 
Riflemen 

M'A'S'H X [M'A’S'HIC 


The [The 


Son* of Anarchy jax 

continues lo worry. 


Thai 70s 

Show s: 


Prison Nation American pnson system 


[Thef 70s 

Show! 


Without a 
Trace! 


Sons of 
Anarchy 


Jon 8 Kate 
Plus 81 


Jon 8 Kate 
Plus 8 X 


Locator^ [Locator 
South Park *Lewis 

"The List" [Black 


MSNBC Documentary MSNBC Documentary 

Pinks Pass Time American [ American 

I_ Thunder Thunder 

Shooting Step [shooting Sighting 

Gal lery Ou tside USA! ! 

‘M'A'S'H ‘M'A'S'H X [The CosbyTThe Coeby 

"Showtime" [ _ Show! [ Show! 

20/20 Vanished 2" A 20/20 A woman vanishes 
young girl is kidnapped, dunng the night X 


Daily Show The Colbert 
R eport! 


Lottery Changed My Lit*[Jon 8 Kate [Jon 8 Kate 
NX * - 


South Park 

"The List" 


nigh t 

k ;L« 


Lewis 

Black 


Taboo 

[ Documen¬ 
tor^_ 

Pinks 

American 

Rifleman 

Sanford 

and Son X 

The 

Locator 

Futurama 

"Godfellas" 


Jon 8 Kate Jon 8 Kate 


«t "A Season tor 

her jailed sister s children a 


“(1999) A woman gnres 
real Christmas. I 


Plus 8 [Plus 6 X [Plus 8 X Plus 81 
Murder. She Wrote (In 

Stereo) X 


Murder. She Wrote 

Appointment in Athens 


Lottery 

&- 


FRIDAY EVENING 
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7 PM 

7:30 

8 PM 

8:30 

9 PM 1 9:30 

10 PM 

10:30 

11PM 

11:30 

12 AM 

12:30 

1AM 

CBS 

0 7 

0 5 

NcWS 

(5)Entertain 

The Insider 

(In Stereo) 

X 

Ghost Whisperer 

“Sftralehoid" A murder 
case Melinda s lather 
prosecuted (In Stereo) X 

Ghost Whisperer 

"Unhappy Medium 

Melinda looks into the 
disappearance ot a young 
socialite. (In Stereo) X 

NUMB3RS "Pay to Play" 

A young rap star is 
murdered. (In Stereo) X 

* 4/5 • 

1 fl 

I S 5 

Late Show With David 

Letterman Ricky Gervais: 
Matt Braunger. (N) (In 
Stereo)X 

The Late Late Show 

With Craig Ferguson (In 

Stereo) X 

WTAEO 

Inside 
Edition X 

Entertain¬ 

ment 

Tonight! 

The 2008 ALMA Award* Celebrating Latino artistic 
achievement m U S. film. TV and music (N) (In 
] Stereo) X 

20/20! 

Ch 4 

Action 

News at 11 

Nightilne 

(NJX 

Jimmy Kimmel Live (N) |Oprah 

(In Stereo) X Winfrey! 1 

NBC 

O i 

O 25 

CD i 

© i2 

(6IEntertai- 

nment 

Tonight! 

(B)Wheei of 

Fortune I 

(11X12>J*o- 

perdy!! 

(6)B*a 
Millionaire 
(8)Jeo pardy 
(11K12)Wh- 
eel-Fortune 

America s Toughest 
[Jobs The 11 remaining 
[contestants mine for gold 
in AJaska.Hn Stereo) X 

Dateline NBC (In Stereoi X 

(6X«K'2)Ne- 

ws(N)K 

(ll)News 

(N) 

The Tonight Show With 
Jay Leno (in Stereo) X 

Late Night With Conan 
O'Brien Eva Mendes. the 
Fab Faux. (N) (In Stereo) 

X 

MNT 0 22 

The 

Simpsons 

Family Guy 

(In Slereo) 

The Academy Coming 

Together" 

Paradise Hotel 2 High 
Stakes in Paradise 

TMZ (N) (In 
Stereo) X 

Frasier (In | 

Stereo)X 

Law 8 Order Criminal 

Intent The Faithful” X 

Paid 

Program 

Paid 

Program 

The Bernie 
Mac Show 

FOX© 53 

Two and a 

HallMer :: 

Seinfeld'" 

Stereo) X 

Are You Smarter Then a 
5th Grader? n Stereo) 

Don (Forget the Lyres' 

(N)X 

Channel 11 News on 
[FOX 53 at 10 (N) 

Seinfeld (in 

Stereoi X 

Scrub* "My 

Karma"! 

Scrubs [In 

Stereo)! j 

"paid 

Program 

Paid 

Program 

PBS® 13 

Business 

Rpt 

OnQ 

Magazine 

Washing¬ 
ton Week 

NOW on 

PBS (N) X 

Bill Moyers Journal (N) ' 

(In Stereo) X 

Members Favorite 

Charlie Rose (N) (In 

Stereo) X 

OnQ 

Magazine 

Memoers 

Favorite 

PBS© 36 

Business 

Rpt 

State Circle* 

Johnny Cash: A Man and His Vision "Pop Rock 
Johnny Cash performs with guests X 

Stay Rich Forever 8 Ever With Ed 
Stott Retirement saving. (In Stereo) X 

V/ lAujef CeuArflee 

viewer ravonies 

Teacher 

Coach 

WGN© 

7th Heaven Now You 

See Me" (In Stereo) X 

**'i Beck lo School" i’986. Comedy) Campus 
life is fumed upside down by an obnoxious tycoon. X 

WGN News at Nine (N) 

(In Stereo) X 

Scrub* (In 

Stereo) X 

Scrub* (In 

Stereo)X 

Chappelle s 
Show x: 

Chappelle s 
Show X 

RENO 911! 

X 

LIFE® 

Still Still 

Standing 8 (Standing « 

Reba (In 

Stereo) £ ] 

Rebe (In 

Stereo) J. | 

Lovewmcked" (2006) Amanda Bynes. A teen 

pretends mat sne and a rock star are castaways X 

h Wf8 

Grace I 

Will 8 

Grace X 

Frasier 8 

1 

Frasier I 

1 

The Golden 
Girts X 

HIST© 

Modem Marvels Fighting 1 

fire with fire. X 

Modern Marvels " t 

Dangerous"! 

Gangland Death in 

Dixie (Season Premiere) 

Shockwav* !N) K 

Mega Disasters X 

Modern Marvels Most 
Dangerous" X 

Gangland 

X 

ESPN2 © 

College Football Live College Football Kansas af South Flonda (Live) X 

(Live) X ____J 

2008 World Series ot 

Poker Las Vegas 

2008 World Series ot 
Poker Las Vegas 

Series of 
Poker 

ESPN© 

MLB Baseball Teams to Be Announced (Live) x 

Baseball Tonight (Live) 

X 

SportsCenter (Live) X 

Baseball 

Tonight X 

NFL Live 

(N)X 

Sports¬ 
Center X 

FSP© 

MLB Baseball St. Louis Cardinals al Pittsburgh Pirates PNC Park (Live) 

FSN Live [The FSN 

(Live) _[Final Score 

MLB Baseball St. Louis Cardinals at Pittsburgh 
Pintos, PNC Park. 

The FSN 
^Fmal Score 

USA© 

Houe* Sports Medicine House Cursed" (In Monk Mr Monk Is 

(In Stereo! X [ Stereo) K |Hypnolized" (N) X 

Peych Gus is held 
(hostage in a bank (N) X 

House Games'' (In 
Stereo) I 

'Monk Mr. Monk Is 
Hypnotized"! 

Peyehl 

CNN© 

Lou Dobbs Tonight £ CNN Election Center Larry King Uve £ Anderson Cooper 360 £ 

(Larry King Live 

Anderson 
Cooper 360 

NICK© 

AMC© 

Drake 8 ZoeylOf 

Josh X [(In Stereo) 

"Gym Teacher: The Movie "(2008. Comedy) A gym 

teacher must turn a teenager mfo an athlete X 

George 
Lopez X 

Georg* 

Lopez! 

Home 

Improve. 

Home 

Improve 

Family 
Matters X 

Family 

Matters X 

George 
Lopez a 

Movie Quigley Down 
Under" (t 990) X Cool'd 

**'; "The Karate Kid" (1984. Action) Ralph Macchio. A Japanesel 

handyman teaches a teenager to defend himselt X 

1**'-. The Karate Kid, Pari Two” (1986. Action) Ralph Macchio 

[White visiting Okinawa, Darnel battles his mentor s foes £ 

Pineta: 

Island " 

TDCffi 

10 Deadliest Sharks Air Jaws Sharks of Discovery Project Earth 

(Part 2 of 2) South Africa £ | Space Sunshield' 

Discovery Project Earth 

Testing solar ceHs. (N) 

How It's 

Made 8 

How It's 
Made k 

[Air Jaws Sharks of 

South Africa X 

Project 

Earth 

DtSN© 

Zack 8 Hannah (Wizards- [Phinets 

Cody Montana xjPlK* and Ferb 

Cory In the [Life With 
House N]_ Derek V 

Wizards- 

Place 

Lite With Zack 8 
Derek X [Cody 

Hannah 
Montana ! 

That's So Cory In the Replace- 

Raven House! ments J 


FNC® 


uai. Miami npw uoi. Miami 

Thre at" (In Stereo) X (In Stereo) X 


( In Stereo) X 

Everybody- [Everybody- Seinfeld (In [Seinfeld (in 


Reymond Reymond 
Movie:**') Bring H 

On" (2000) X Cot/ d 


Stereo)! |Stereo)® 


TBS© 

FAM© 

rnnu m Skunl< Fu ' George ol Movie 
TUUNQj) (| n siereo) [the Jungle 

the Fox Report With The O Reilly Factor 8 Hannity 8 Colmes a 


*** "Pretty M/om#n"|l990l Acorporate raider 
hires a hooker to act as a business escort. X 


** Bring It On" (2000) Kirsten Dunst High 
school cheeirleaders vie lor a coveted national title X 


America s Funniest 
Home Videos (In Stereo) | 

Chowder Missdv ol [Robot 


Tribe''(In Stereo) X_ 

Sex and [Sex and 
the City (A the City X_ 


The 700 Club! 


Threat" (In Stereo) X j Bloodline" 


That 70s 
Show! 


'11981 

(PA) Tom Cruise. Bryan Brown X 


That 70s 
Show 8! 


[Paid 

[Program^ 


J Shepard SmithJA^ 


SCIFI© 


SPIKE© 

TNT® 


The Ultimate Fighter (In 

Lew 8 Order M 

(In Stereo) X 


FX© 

NGE0© 


MSNBC© 

SPEED© 

OUTDRffi 

TVL® 

WEffi 


COW® 

TLCffi 

HALL© 


Stargete SG-t Heroes 

(In Slereo) (Part 2 of 2) X 


[Storgirte Atlantis The 

[Kindred" X 


Stargete Atlantis 

[Mehael s secret lab X 


| Fla pjack 

On the Record With 
[Greta Van Susteren A 
Stargete Allant 

[goes undercover. (N) X 


Movie: *« Rebound 

(2005. Comedy) XConfd 


Dangerous World 

"De ath Traps' 


The Ultimate Fighter (in [The Ultimate Fighter From Las Vegas (In Stereo) 

Stereo)_ | _ 

Wedding Crashers "(2005 Comedy) Owen Wilson 


The [Mission Hill [The Squidbll- 

[Chicken (Oblongs ! (In Stereo) [Boondocks lies 
t The O'Reilly Factor Hannity 8 Colmes f On the 

R ecord 

Stargate 

SG-1 8 


Slargale SG-1 Carter is 
missing and i n danger X 


Pari ygoers sp erx) a wild w eekend with a polit ic ian s family X 

» ' Big Momma s House 2" (2006) An FBI 


Hardball 8 


Track side Al.. (N) 


reposes hie dsguise. posing as « heavy nanny 
Dog Whisperer' Nunu 
[Kane, Harry and Brooks 

Countdown With Keith 
Olbermann 

'NASCAR Confidential 


X 


Dog Whisperer Canine 

9-1-1" (N) (Part 2 o« 2) 

Verdict With Den 
Abreme 

Prelude to the Dream 


Slargale Atlantis "eyta 
g oes undercover X 


Whet Women Went" ? 000) Mel 


MANswers 

fin Stereo) 

Gibson He 


MANswers 

(In Stereo) 


Helen Hunt A 


chauvinistic ad executive can suddenly read women's minds X 


GemeTrsll- 
ersTV 


* "A Guy 

Thing" t 


reprises he disguise, posing as a heavy nanny 


DogTown New 

( Beginnings (N) 


Offshore 
Adventures 
Andy 
Griffith 


Spanish 

Andy 

Griffith 


46 Hours A Knock on 
the Door" (In Slereo) X 


Trout 
Unlimited 
TheCoeby 
Show it 
48 Hour* Dangerous 
Reunion'' (In Stereo) X 


Fty Flehtng [Match Fleh. [lo¬ 
th* World I_ 

The Coeby Scrubs in 

Slereo) _! 


Countdown With Keith 

Olbermann 


(The Catch [Steve 


Show A 


Fisherman Costa Rica IGruber 
Scrub* My 


Dog Whisperer Nunu 
Kane. Harry and Brooks" 


MSNBC Documentary 


Big Homme's House2" 1 20061 An FBI agent T** Black Knight :200i. Comedy) 

r .X Martin Lawrence, Tom Wilkinson. X 


Tracktlde At... 


The 


Big Mo uth 

Women Behind Bars 

Rita Nitz Chanel Boyd X [ Locator 

Scrub* (In 'Scrub* Mv : Oaltv Show [The Colbert Chappell* s[Ch*ppell# s[com.- 
|9tor*o)E (Reftiowr Report a [Show* Shown Prwents 

Who Are You Wearing? Whet Not lo Wear Whal Not lo Wear [ScyVcetO 
| Leila All Late All (N) , Sarah 0. X _ lEnyironmenlai wardrobe , the Dress 

Walker. Texes Ranger Welker. Texet Ranger ' A Gunbghter's PMgt" (2008. Western) A lawmen 

Black Dragons" X 1 Soldiers ol Hate A [protects a wtoow Irom a ruthless busmeesmen X 


Offshore 
Adventures 

**'-i 'Overboard"(1987, Comedy) Goklie Hawn. Kurt Russell An 

amnesiac millionairess is duped by a cunning carpenter 


[Spanish 

rwFly 


Dog Whisperer Canine [DogTown 

9 -M"iPart2o12) _ 

MSNBC Documentary *Documen- 

m _ 

Inside 
Grand Prix 


Formula 1 Debrlel Spa 

_ Prancorchamps, Belgium 



John Edward Cross 
Country Evolvin g A 
Com.- ]Com.- 

Presents 

Whet Not to Wear 


Reel In the 
Outdoors 


The Cosby 
Show! 
John Edward Cross 

Country _ 

Cedric the Entertainer: 
[Taking You Higher 8 
IWhat Not to Wear 


Outdoor 

Adventure* 


The Coeby 
Show A 
48 Hours 

(in Slereo) 


Murder She Wrote Seel [Murder. She Wrote The 

£m*Cort«ion*l X jGrandOjdLadj^J^ 


Bill Burr 
Mftiy 

Say Yeslo 
the Dress 

Texas 


» 
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HAROLD, Yoo HAVE 

YOUR 5+106$ ON 
THE WR0N6 FEET?/ 


BUT THESE ARE 
THE ONLY FEET 
Yl'VE &OTP ^ 


i (Wry**, 


OH, I'M THE BEST, 
BETTER THAN THE REST 


ENOUGH ALREADY! 
BEST 4 OUT OF 7. 


1 GEE,TONE, I HAVEN’T THAT'S 'COZ 
HEARD VA COMPLAIN I NOW 

Once about school under- 
jj-^STARTiN’! STAND 

^ IMPORTANCE 

ix /?>" P%IP^ OTA GOOD 

iL Tvf’^r^.I:*i T P\ education, 


SORT OF. SHE'S ALSO 
DISCOVERED THAT BEIN' 
SMARTER THAN THEM 
ARE DRIVES BOVS CRAZV. 


BY 

Don 

TRachte 


UNTIL 
NCXT Tl/MC 
&OBPON/ 


rr^-o. 


ZAMKOV, WMA 
NAPPfNCP » 


TMfRE WA$ 
SO/v^f hiNP 
0* PI5TOMBANCC 
INSIOI Tnf VOIP' 


PACE! stand BACK/ > 
the POMTALl GROWN 
w UNSTABLE' 


-15 trapped > 
>NSirt •’’Nf 
park dimension 
roaCvERi y 


Bl'V' 

IMPLOSION 


IT'S SAiD 
That nrtuRC 

ABhORS A 

VACUUM . 


AND IN THE DAMkNESS OF AN 
ETEBNAl NiCWT. The BCRCAM6 
or A NEW CAKATuAl ECHO 
TMAOUOHOUT THE ENDLESS VOID 


what MADNESS >S Tv/J » 



1 Moments 

m 

'into 

* 


^ rraaam 
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HOLLYWOOD 

Super Crossword headline 


ACROSS 59 Vaudevills 

1 Hirt hit staple 

5 Kudrow or 62 Disdain 

Hartman 63 Unduly 

9 Lucas 64 *—Ca- 

cnaracter Daora" 

13 Gullible ona ('74 song) 

16 Rueful cry 65 JFK Library 

19 Certain architect 

Semite 66 Beethoven 

20 Imported symphony 

cneese 69 Velvety 

21 Extragalactlc plant 

object 72 Pro-gun 

22 DIRECTOR grp. 

PICKS 73 Little 

KAPLAN Helper? 

TO PLAY 74 SANDLER 

UNCOLNI GOES ON 

25 Author Le TOUR! 

Guin 78 Evers 

26 Prepare to partner 

propose 81 Sluggers 

27 Valueless stat 

28 Hum bug? 82 Attempt 

30 ABA 83 Sulky 

member 86 Moon 

31 Fix a tight crawler 

33 -WHEEL" 87 *— a Song 

RATINGS Go .. ’ 

PLUNGE I 88 TVs The 

39 More — Patrol" 

meager 90 Prelim 

44 “Graf —■ 92 Plumbing 

45 Navigation tool 

hazard 95 AFFLECK 

46 Film, tor WINS 

short SECOND 

47 Castilian OSCAR! 

custard 96 Ho hi 

49 Commoner 99 — Kong 

51 Arm bones 101 Root part 

55 CARNEY 102 ‘Holy cowl" 

IN NEW 103 "Casablanca" 

FILM! character 


106 Crucifix • "Of courser 

108 Agitated 10 Harem 

111 HAGMAN room 

PLANS 11 Apply gently 

NUPT1ALSI 12 Petite 

115 Piggy parasite 

116 Khan 13 Mongrel 

opener? 14 Owns 

117 Castilian cry 15 Nothing 

116 Head set? special 

122 Croc's kin 16 Medlter- 

126 M Ideas tern ranean 

mall? island 

129PAQUIN 17 Brooklyn 

GETS school 

STARRING 21 Suppress 

ROLE! 23 Skirt feature 

134 In public 24 Skiers 

135 Row mecca 

136 General 29 Wee one 

Bradley 32 Present 

137 Final 34 Databook 

138 Alarm abbr. 

button 39 — Avtv 

139 Raucous 36 Charges 

rxxse 37 The March 

140 —Hari King" 

141 Actress 38 Fedora 

Mernll fabric 

39 Mineral 
DOWN springs 

1 item in a 40 She brought 

trunk out the 

2 Economist beast in 

Greenspan men 

3 Ming thing 41 Part 

4 Behind a owner? 

windiammer 42 Urban 

5 Fall behind transport 

6 OPEC 43 Absorbed 

member 46 Ruth's 

7 "Elephant mother- 

Boy" star In-law 

8 Cain's 50 Mont — 

victim. 52 Puppy bites 


53 Fighter 94 Circle 

Dilot* <Janc« 

54 "SNL* bit 99 Sikorsky or 

56 Haunted- Stravinsky 

nouse 96 First 

sound offender 

87 Oklahoma 97 Jay's house 

city 100 Negative 

58 Alex Haley correlative 

book 104 It mey be 

60 Pianist tall 

Chasins 105 Internet 

61 Bandleader acronym 

Perez 107 Colors 

67 Bergonzi or 109 Demetrius' 
Pont) duds 

66 "Waves of 110 Inclined 

grain* color 111 Sweat and 

70 Fast flier slave 

71 Bright 112 Dumbstruck 

73 Between 113 Brings 

three down the 

78 Bum a house 

nde 114 Thought- 

76 Humble provoking 

77 Soprano's 119 Partde 

showcase 120 Maftia or 

76 Jessica ot Downey 

"Dark 121 Petty 
Angel* dash? 

79 Comte 123 Prepare to 

Carter fly 

80 Melville 124 —even keel 

novel 125 Sita's 

64 Play husband 

ground? 127 Chemical 

65 Great Laka suffix 

natives 128 PC key 

■7 Po land 130 Long or 

69 It'S give you Peep las 

a lift 131 Unused 

91 Change tor 132 Dedaism 
a five founder 

93 Helicopter 133 Ungene 
sound Hern 


Golle 

—.—1 
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Q , Mv mother worked for a 
• major department store 
throughout the I 950s. She collected 
compacts and managed to acquire 
several dozen. How can I find out 
more about vintage compacts? — 
Sue. Metarie. !m. 


A .One of the belter guides is 
. Mueller's Overview of Ameri¬ 
can Compacts and Vanity Cases by 
Laura Mueller, published by Collec¬ 
tor Books and available al most larger 
hookslorcs for $29.95. It is illustrated 
with 2(X) dazzling full-color images, 
but docs not list current values For 
values, monitor the action on eBay. 


CA . I have inherited two bowls 
. produced by Marblehead 
Follery. I love the simplicity of the 
pieces. Can you tell me bow much 
thev are worth? — Susan, Alexan¬ 
dria. Va. 


A . Marblehead Pottery was hand- 
. throw n and first produced in 
190.5 as part of a therapeutic program 
for patients in a sanitarium located in 
Marblehead. Mass. Operations 
ceased in 1936 In recent years, this 
line of pottery has become quite col¬ 
lectible. especially in Massachuselts. 
where u was made Most pieces are, 
as you indicated, rather simple in 
desien and finished in a tinele rnlnr 
You need the services of a good 
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Hurricane Kit for Pets 


DEAR PAW’S CORNER: We re 
at the height of hurricane season 

here in the South, and I wanted to 
tell you about how I prepare my 
whole family, including our two 
dogs. Sadie and Sassie. in case a 
hurricane approaches. 

I keep a "hurricane kit” — a tote 
bag and a cooler — in the entry hall 
next to the garage. In the tote bag is 
one change of clothes for each per¬ 
son in the family (my kids are out of 
diapers thankfully, but if they 
weren't, a big case of diapers would 
be included! and copies of our most 
important documents (house 
papers, doctor and vet information, 
etc.), along with a couple of books 
and coloring hooks, a hand-cranked 
radio/flashlight and a small first-aid 
kit. 

A smaller bag lucked into the big 
tote has mv dogs' necessities: two 
extra collars and leashes, extra 
medications, extra ID tags, a copy of 
their vet records, a couple of chew 
toys, a small bag of treats and two 
folding water bowls, tfe the cooler is 
two gallons of water, nonperixhahle 
food and snacks. 

In June of each year I go through 
the kit. throw away expired food 
and medications and restock. 1 also 
buy an extra case of water and store 
nearby. My family knows the rou¬ 
tine to follow if an evacuation order 
is issued — my sons will get the dogs 
while my husband loads Ihe hurri¬ 
cane kit and extra water into the 
van. and I grab wallets and keys. 

It seems like a lot to go through for 
a storm that usually doesn't come, 
hut we have had to evacuate before 
and use our "lessons learned" to 
stay ready. One important thing is, 
don't bring the kitchen sink! Put 
only necessities into Ihe kil to get 
through one to three days without 
food, water or a change of clothes. 
And always include your pets'needs 
when putting the kit together. — 
Morgan ('.. Jacksonville, Fla. 

DEAR MORGAN: Thank you! 
Another important thing is to ensure 
your pets can he found if you gel sepa¬ 
rated. A scl ol ID tags on their collar 
with contact information is helpful. 
Many owners also "chip" their pets, 
and while some owners arc still 
ambivalent about this practice, it has 
proven invaluable during disasters in 
helping pels that have losi their collars 
get back to their owners. 


"Oh, I can! kick." 


■Hin-ya mug r 


StranS© 

BUT TRUE 


By Samantha Weaver 


irivia 


1. LANGUAGE: How else might 
you describe a "glabrous" creature? 

2. MUSIC: Who wrote the 1969 hit 
"In the Year 2525"? 

3. LITERATURE: In which of 
Shakespeare's plays does the charac¬ 
ter of Titania appear? 

4 GOVERNMENT: What are the 
five rights guaranteed in the First 
Amendment of the U.S. Constitution? 

5. GEOGRAPHY: Mexico is divid¬ 
ed into how many states? 

6. ENTERTAINMENT: Where is 
the Dollywood (Dolly Parton) theme 
park located? 

7. MEDICAL: How is dengue fever 
transmitted in tropical climates? 

8. HISTORY: Which WWII gener¬ 
al’s nickname was "The Desert Fox"? 

9 GENERAL KNOWLEDGE: 
Where does the phrase "eat. drink and 
be merry" come from? 

10. INVENTIONS: Who invented 
the bathyscaphe, used for underwater 
exploration? 


THE HISTORY CHANNEL 


• On Sept. 11,1857. Mormon gueril¬ 
las murder 120 emigrants al Mountain 
Meadows. Ulah. The guerillas per¬ 
suaded the emigrants lhal they had 
convinced nearby Piule Indians to let 
them go if they would surrender their 
arms. Al a pre-arranged signal, the 
Mormons opened fire on Ihe unarmed 
male emigrants, while the Piutcs 
reportedly murdered the women. 


• On Sept. 10, 1897, a 25-year-old 
London taxi driver named George 
Smith becomes the first person ever 
arrested for drunk driving after slam¬ 
ming his cab into a building. Smith later 
pled guilty and was fined 25 shillings. 


• On Sept. 8, 1900, a Category 4 hur¬ 
ricane rips through Galveston. Texas, 
killing an estimated 6.(XX) to 8,(XX) peo¬ 
ple as a 15-fool storm surge flooded Ihe 
barrier island. The hurricane remains 
the worst weather-related disaster in 
U.S. history in terms of loss of life. 


• On Sept. 13, 1916, Roald Dahl, 
author of "Charlie and the Chocolate 
Factory" (1964). is bom in Souih 
Wales In World War II. he joined ihe 
Royal Air Force as a fighter pilot and 
was shot down in Ihe Libyan desert, 
suffering serious injuries, lie saved a 
piece of his femur, removed in an 
operation after the accident, and later 
used it as a paperweight in his office. 


• On Sept. 9. 1942, a Japanese float¬ 
plane drops incendiary bombs on 
Mount Emily, an Oregon stale forest, 
in ihe first and only air attack on Ihe 
U.S mainland during World War II 
The presideni immediately called for a 
news blackout for the sake of morale. 


• On Sept. 12. 1963. "Leave It to 
Beaver." which had dchulcd in 1957. 
airs its final episode The typical 1950s 
wholesome family comedy presented 
Ihe lives of ihe Cleaver family from the 
perspective of 7-ycar-old Theodore 
"Beaver" Cleaver. 


• On Sept. 14. 1975, Elizabeth Ann 
Scion, horn in 1774. is canonized by Pope 
Paul VI at the Vatican in Rome, becoming 
die first American-bom Catholic saint 
She devoted much of her time to charity 
work w nh the pixir In 1856. Scion Hall 
University was named for her 


Trivia Test Answers 

1. Hairless or smooth 

2. Denny Zager and Rick Evans 

3. "A Midsummer Night's Dream" 

4 Speech, religion, press, peaceful 
assembly and ihe right lo pent ion gov¬ 
ernment for redress of grievances. 

3. 31 

6 Pigeon Forge, Tenn 
7. Mosquitoes 

8 German Field Marshal Erwin 
Rommel 

9. The Bible. Ecclesiastes 

iu. Auguste t iccaiu ami his son 

Jacques 


The Spats 


Amber Waves 


R.F.D. 
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• Some of those who research our 
sleep habils claim that humans' nor¬ 
mal sleep pattern should allcmalc four 
hours awake w iih four hours asleep 24 
hours a day. 


• ll was several hundred years BC 
w hen famed Greek philosopher Plalo 
made Ihe following sage — and still 
relevant — observation: "One of the 
penalties for refusing lo participate in 
politics is that you end up being gov¬ 
erned by your inferiors." 

• If you pick up those flashy (and 
trashy) tabloid mags in the checkout 
line of the grocery store, you might 
want to consider this: The reading lev¬ 
el of tabloids is considered lo be ° to 
12 years of age. 

• The first football team on record to 
have a live animal mascot was the 
United Stales Naval Academy. In 
1890, the story goes, midshipmen 
acquired a goal and named it. with a 
great lack of creativity, "Bill.” 

• "Uncopyrightablc" is one of the 
only 15-lctler words in the English 
language that doesn't repeat a single 
letter. 


• No matter where you live in the 
world, if you've been paying attention 
at all during the past 15 or 20 years 
you've heard the Nike shoe compa¬ 
ny's slogan "Just Do It." In the late 
1980s. the company was filming a 
commercial in Africa and hired a 
tribesman in Kenya lo say the slogan 
in his native tongue. Instead he said. 
"I don't want these. Give me big 
shoes." And nobody, it seems, caught 
the substitution. 


• If you're like the average Ameri¬ 
can. you spend more lime watching 
TV than doing anything else except 
sleeping and working — more than 
four hours every day. 


Solution to la>t week's 
Super Crossword 


by Mike Marland 
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A SUPER GUV. WE 
ALL KNOW WHY! 


by Dave T. Phipps 


I WIN ONCE MORE, 
LOOK AT THE SCORE! 
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Dick Wingrrf 


LAFF-A-DAY 


Ju»t Uke Cats H Doqs d« t 

CONFUSED DEA8 YOU HAVE MODE ' 

COSMETICS AND LOTIONS IN USE 
YOU H4VE PLACES TO APPLY IT 


6APAKAMN LfAPS 
IN-TO TAC PAPA VO'P' 
SfFOPC FIASM CAM rouow. 
VNt POPTAL, C,0»'NS IN 
PM iTJILF. lAPPlOPff.’ 


HOCUS-FOCUS 


BY 

HENRY 60LTINOFP 
Find al Isael six differences in details between panels 
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Notes 

SGAA MEMBERSHIP RENEWAL 

Southern Garrett Athletic Association members are 
reminded that it is time to renew memberships. A member¬ 
ship costs $5 and includes a pass to the next athletic event. 
Fundraising for SGAA helps continue the athletic award as¬ 
semblies and the SGAA scholarship each year. One female 
and one male senior athlete receive a $500 scholarship each 
year Parents/students must be a member to be eligible. 

STUDENT PASSES FOR ATHLETIC EVENTS 


after school hours. 

LOCAL ADVERTISERS NEEDED 
FOR THEATRE PROGRAM PLAYBILLS 

The theatre program is looking for individuals, non¬ 
profit groups, and/or local businesses to advertise in this 
season's playbill. Ads are $100 and will run in the programs 
for all four productions this year. Those individuals/busi¬ 
nesses interested are asked to contact Erin White 
VARSITY LETTER JACKETS ON SALE 
Orders for the new Southern Varsity letter jackets are 
now being taken in the school store. The cost of the jacket 
is $150, which includes the student’s name and year em¬ 
broidered on the right chest and "Southern” on the back in 
two-color lettering. Additional sports or activities can be 
added below “Southern” for $3.50 per letter A $100 deposit 
is required at the time the order is placed, and the bal¬ 
ance is due on delivery. Jackets are custom made and may 
take 5 to 6 weeks for delivery. All checks should be made 
out to Southern High School. Order forms are available 
in the school store. Those interested in acquiring further 



The athletic department at Southern High School has 
made it a goal to increase student participation at athletic 
events this year. A year long season pass to all students is 
being offered for a discounted price. The cost for this pass 
is $25, which will allow students to attend all regularly 
scheduled home games. Playoff games are not included. 
Football, soccer, basketball, and volleyball games and 
wrestling matches are all accessible with the pass. Student 
tickets at the gate are $3, and there are approximately 55 
home events which would cost the student a total of $165. 
Students will be required to show their passes to gain en¬ 
trance into events. 

Students interested in purchasing a season pass will need 
to complete a form and return it with money to Susan Newton 
by Friday, Sept. 5. Forms were passed out in advisory period 
but may also be obtained from Newton Completed forms 
and money can be dropped off in the mam office or mailed. 

ACORN AD SALES CAMPAIGN 

The staff of the school newspaper The Acorn is cur¬ 
rently selling advertisements for the 2008-09 newspapers 
and Senior Edition. Any business that would like to place 
an advertisement should contact advisor Heather Savage 
at hsavage(cish.ga.kl2.md.us or call the school at 301-334- 
9447. The Acorn celebrated its 80th anniversary last year 
The anniversary edition of the paper published last May is 
still available, and those interested in obtaining one should 
contact Savage. 

INFO FOR PARENTS OF 
DRIVER EDUCATION STUDENTS 

Parents of students currently enrolled in Driver Educa¬ 
tion - or those who will be taking Driver Education - are 
asked to encourage their son/daughter to obtain a learner’s 
permit as soon as the child turns 15 years 9 months old In 
addition to the 6 hours behind the wheel students receive 
in school, students will need to log 60 driving hours, in¬ 
cluding 10 hours after dark. In the lower parking lot of the 
school there were two poles placed 25 feet apart, which 
were erected to help students practice their parallel parking. 
Parents are welcome to bring their son/daughter to practice 


W'e extend a compassionate helping hand. 



253 Aiken Miller Rd. Accident MD 
www.cherryhillal.com 


information should call athletic director Susan Newton at 
301-334-6994. 

YEARBOOK STAFF REQUESTS PICTURES 

The yearbook staff is asking students and parents to 
submit photos for the 2009 yearbook. Those with pho¬ 
tos of school and community events or students simply 
having fun should submit them for review. "Because our 
photographers can’t be everywhere," said a staff member, 
“we need your help to get as many photos as possible to 
create a terrific book everyone will want to have." The 
yearbook staff will review all photos and determine final 
yearbook content. There are no guarantees that all submis¬ 
sions will be used in the book. The yearbook staff will 
accept photos on CD, DVD, or memory cards, as well as 
printed photographs. Below are instructions on how one 
can submit photos online: 

• Log on to: http://www.images.jostens.com 

• Enter login ID#: 1176182 

• Enter password: rams 

• Browse to select the photo(s) to upload, and click on 
“Terms and Conditions” 

• Enter information about the photo and provide con¬ 
tact info, in case the staff needs additional information 

• Click “Save Details 

6APE SCHOOLS REPOK11NO AC 1 OP 2005 

The Garrett County Board of Education considers ha¬ 
rassment and intimidation/bullying to be serious offenses 
that will not be tolerated. In accordance with the Safe 
Schools Reporting Act of 2005, forms are available at each 
school office to report any alleged harassment and intimi¬ 
dation/bullying that has occurred on school property, at a 
school-sponsored activity or event off school property, or 
on a school bus during the current school year. 

“Harassment and intimidation/bullying means conduct, 
including verbal conduct, that creates a hostile educational 
environment by substantially interfering with a student's 
educational benefits, opportunities, or performance, or 
with a student’s physical or psychological well-being, and 
is motivated by an actual or a perceived personal charac¬ 
teristic such as race, national origin, marital status, sex, 
sexual orientation, gender identity, religion, or disability, 
or is threatening or seriously intimidating.” 

If a student, parent/guardian, or close adult relative be¬ 
lieves that the student is a victim of harassment or intimida¬ 
tion/bullying, the alleged incident may be reported by using 
the harassment or intimidation/bullying reporting form, 
which is available at the school’s main office. The incident 
should be reported on this form and returned to the school 
principal, who will investigate the alleged incident Parents 
are advised to contact his/her child’s school for additional 
information or assistance, or the Garrett County Board of 
Education, Pupil Services Office, at 301-334-8939. 

GERMAN EXCHANGE MEETING 


301 - 746-8082 


A German exchange meeting will be held in Kathleen 
Doyle’s room on Wednesday, Sept. 17, at 6 p.m. 



SELF-ESTEEM. 


Health. 


Give Your Child 

the Advantages 

OJ A S&Alj/vf CJ)hu/e 


Confidence. 


Orthodontics create straight smiles that give children the confidence they need to 
achieve their dreams. 

It’s just one of the many options we offer for the dental health of your entire family. 

From preventive and general dentistry to specialized treatment, including Invisalign' 
invisible braces, we offer the care your family needs to look and feel their best. 

Give your child an advantage. Call today ’ 301-334-2225 


CALI FOR YOUR FREE ORTHODONTIC CONSULTATION 


02nrwsofM IN* 

new Patients always welcome 



Dr: Yant Of Dr. Longest 

DENTAL HEALTH GROUP 
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Ruth Enlow Library 
Plans Bus Trip To 
Nat’l Book Festival 

The Ruth Enlow Li¬ 
brary of Garrett County has 
chartered a bus trip to the 
National Book Festival in 
Washington, DC., on Sat¬ 
urday, Sept. 27. The trip is 
open to the public at a cost 
of $45 per person, payable 
in full at the time of registra¬ 
tion and non-refundable. 

The National Book Fes¬ 
tival is organized and spon¬ 
sored by the Library of Con¬ 
gress and hosted by first lady 
Laura Bush. This year marks 
the eighth annual festival, 
which is free and open to the 
public. It will be held rain or 
shine on the National Mall 
from 10 a m. to 5 p.m. 

The REL bus will de¬ 
part the town parking lot in 
Oakland on Sept. 27 at 6:30 
a m. and stop for pick-ups 
at the old IGA store (now 
Delano’s and Fratz’s Hard¬ 
ware) in Accident at 7 a m. 
The bus will leave Washing¬ 
ton, DC., at 5:30 p.m that 
same day. 

A stop will be made at 
the Sideling Hill rest area en 
route to the festival and at 
the Golden Corral in Freder¬ 
ick for dinner on the return 
trip Restrooms, a TV, and 
VCR are available on the 
bus. No glass containers are 
permitted 

Registration deadline for 
the trip is Saturday, Sept. 
13. Persons interested in 
registering are asked to con¬ 
tact Georgie Dawson, REL 
administrative assistant, at 
301-334-3996, ext 106, and 
provide their names, ad¬ 
dresses, phone numbers, and 
the number of reservations 
needed. 

For additional informa¬ 
tion about the National 
Book Festival, persons can 
visit online at loc.gov/ ooon- 
fest 



CIVIC CLUB PRESENTS DONATION - The GFWC 
Civic Club of Oakland recently supported Garrett Coun¬ 
ty Memorial Hospital through a $515 donation to the 
hospital foundation. Pictured is William B. Grant, 
foundation chair, and Barbara Frantz, Civic Club presi¬ 
dent. Donations to the foundation this year will be used 
toward the purchase of new IV pumps hospital-wide. 
This Civic Club has supported the hospital for many 
years with gifts totaling nearly $5,000.The club supports 
many other local causes by raising funds through its 
Antique Show, held at the Oakland Community Center 
each year during the Autumn Glory Festival. 


St. Paul’s UM 
Slates Sunday 
School Rally 

St. Paul’s United Meth¬ 
odist Church, Oakland, 
will hold a Sunday school 
rally this Sunday, Sept. 7, 
from 9:15 to 10:30 a m. to 
kick off the program’s new 
school year. 

All children and youth 
from nursery age to 12th 
grade, as well as adults, are 


invited to attend Sunday 
school at St. Paul’s. 

“We have great Sunday 
school classes,” said pro¬ 
gram spokesperson Traci 
Royce. “You do not have to 
be a member of the church 
to attend." 

St Paul’s is located at the 
corner of Oak and Fourth 
streets. For more infor¬ 
mation about the Sunday 
school program for all ages, 
persons may call Royce at 
301-334-9328 



Johnson Memorial Company 


Since l‘J()5 

Huy Direct from the Manufacturer & Save 
Largest selection in the area. 

Our quality and workmanship can't he beat. 
Call for directions 

1 - 800 - 562-1296 

20 Salisbury Street _ Meycrsdalc, PA 15552 



answer ymr phone 

FREELY. 


Get Free Incoming Calls, Texts and Fix only from U.S. Cellular :* 


* 


MOTOQ 9c 

SMARTPHONE 

with wireless e-mail & Web 
and 1 3MPcamera 

$9995 

After $100 mail-in rebate that comes es a 
Visa* Debit Card Requires new 2-yr ajrmt plus 
(39 95 voice plan and Smartphone Plan purchase 



Also available in Licorice 


LG UX830 

touch screen 

$9995 


SAMSUNG R500 

with music player 

$3995 

New 2-f agrmt required While supplies last 




After $50 mail in rebate that comes as a 
Visa Debit Card New 2-yr agrmt. plus 90 dey unlimited 
•asyedge* plan required While supplies last 


LG UX300 

GPS with voice 
turn-by-turn directions 


1? 


New 2-yr airmt required 



Save over $175 instantly. 











US. Cellular 


believe in something better 


Discover the Difference Put our network, products and customer service to the test for 30 days • Change your 
calling plan at any time durin- your service agreement without signing a new contract • Renew your contract and 
take advantage of new phone pricing before your current contract ends 




Let us help you find a location: visit uscellular.com or call 1-888-BUY-USCC 


Things we went you to know Oder valid on plans $39 % and higher Crodlt opprovel required $30 activation lee required 96« Regulatory Cost Recovery lee applies this is not a to> or 
govomment required charge Additional lees lams hums conditions and coverage area' apply end vary by plan aennee and phone 10 Oay tuarantee Customer is responsible loi eny usage 
charges incurred poor to return Phone must be relumed undamaged in the original packaging Contract Renewals Customois who hove completad at least 20 months ot a ham-yoai agreoment 
are eligiNe lor promotional equipment pricing PromoManal Phone is subyect lo change Multiline Otter Mail to inhale end erttvetion required on etch phono U S Collulit Vise DaM Cord itsuod 
hy Metaflank pursuant to I license from Visa U S A Inc Allow 10-12 weeks hx rebate processing the cord does mg have cosh access and can be used at eny merchent location tint accepts Visa 
Debit Cards Cord valid tor 170 doys otter issued $9 9b unlimited eeeyedge access plan applies Kansas in areas in which U S Cehulei receives support Irom the fodonl Universal Service fund 
all reasonable requests tor service must be mol lioresotvod questions concerning services availability con bo directed to the Kansas Corporation Commission Office ot Public Affairs and Consumer 
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Celebration Of 
Life Draws Over 
100 Attendees 

The Celebration of Life 
event was recently held on 
the island at Adventure 
Sports Center International 
(ASCI), with over 100 in 
attendance to learn more 
about Garrett County Me¬ 
morial Hospital and the 
GCMH Foundation. The 
Celebration of Life was es¬ 
tablished as an awareness 
effort to increase the visibil¬ 
ity of the Lifesaver’s Club, 
which honors gifts of $500 
to the hospital’s foundation. 

The event was organized 
by the foundation’s Life- 
saver’s Committee, which 
includes Betsy Spiker, Dana 
McCauley, Jeanine Sisler, 
Linda Fike, and Kathy 
Greaser First United Bank 
and Trust and Grand Cen¬ 
tral Companies served as 



GCMH FOUNDATION’S CELEBRATION OF LIFE SPONSORED - Above are those 
who represented corporate sponsors of the GCMH Foundation Lifesavers “Cele¬ 
bration of Life.” From left are Peggy Close, Grand Central Companies, William B. 
Grant, CEO at First United Bank & Trust, and Angela Grady, Grand Central. See story 
for details. 


corporate sponsors for the 
event. 

Additional information 


We extern! a rompassionale helping hand. 



253 Aiken Miller Rd. Accident MD 
www.cherryhillal.com 


301 - 746-8082 


Disability Denials Stink! 

Get the Help You Need! 


Social Security Disability State and Federal Disability 


Short/Long Term Disability 
(Private and ERISA) 


Long Term Care 
Life Insurance Claims 


The Disability Benefits Law Firm 

Elkiiul V Silt'll 

866-NEED-LTD o. 866.633.3583 

www.disabilitybenefitslawfirm.com 

Oakland & Silver Spring Offices 


Happ Hour 

5 to 7 p.m. 




Inn 


« 301 - 387-8333 


c fieaulipU- c .fiahepQ*it 

< ~£,ocaUcui! 

Thanks fo everyone for a 
greaf season af fhe 

Harbor Ba 

Working Woman’s 
Wednesday! 

GREAT Drink Specials! 


im JAZZ Thursdays 


7:00 to 0, SO p.m. 


with lenny k Naflian Wilson 



about the Lifesaver’s pro¬ 
gram can be obtained by 
contacting the foundation 
office at 301-533-4178. 

GPS Course To 
Be Offered At 
Northern Center 

Garrett College’s Con¬ 
tinuing Education and Work¬ 
force Development division 
has scheduled a one-session 
course titled “Finding Your 
Way with GPS” for Satur¬ 
day, Sept. 27, from 9 a m 
to 4 pm. 

Designed for those who 
enjoy llic uuiuuoia, this 
course will teach the en¬ 
thusiast the basics of GPS 
(Global Positioning System) 
technology using a combi¬ 
nation of classroom discus¬ 
sion, hands-on activities, 
and field exercises. Training 
will not be provided on per¬ 
sonal GPS units 

Topics to be covered in¬ 
clude an overview of how 
GPS works using the Gar- 
min Etrex, how to determine 
one’s position using GPS, 
how to mark waypoints, and 
how to navigate in unfamil¬ 
iar territory. 

This hands-on course will 
begin at the Northern Out¬ 
reach Center, Grantsville, 
with a two-hour morning 
lecture and then continue at 
Big Run State Park near the 
Savage River Reservoir for 
the afternoon session, where 
students will use GPS receiv¬ 
ers to mark waypoints and 
navigate to various locations 
around the park. 

The course will be held 
rain or shine, and no trans¬ 
portation will be provided to 
the park. 

Instructing the course will 
be Peter Skylstad, associate 
professor of biology at Gar¬ 
rett College. Skylstad has 
taught several courses about 
GPS, as well as courses with 
the college’s Natural Re¬ 
sources and Wildlife Tech¬ 
nology program 

For additional informa¬ 
tion, persons may contact 
Northern Outreach Center 
coordinator Terry Beachy 
at 301-895-4700 or terry.- 
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Computer giving you a hard time? 
Contact the CHIPS Network today for all 

your commercial computer and website needs. 
Offering services in: 

• Custom Programming and Software 

• System and Network Engineering 

• Website Design, Maintenance and Support 

• Graphic Design 

• Hardware and Software Troubleshooting 

• Site Management and Consulting 

21287 Garrett Highway, Suite 200, Oakland, MD 

(301) 387-5652 • (800) 590-9907 


beachy (a garrettcollege edu 
To register for these courses, 
one may call Continuing 
Education and Workforce 
Development at 301-387- 
3069. 

In addition to the above- 
mentioned course, coming 
in October to the center 
are the following courses: 
“Managing and Maintaining 
Your Computer," "A Guided 
Tour of Microsoft Windows 
Vista," “Microsoft Excel 
I," “Ten Most Often Asked 
Questions about Wills & 
Probate," "The Dynam¬ 
ics of Grief Healing from 
Life’s Losses,” “Landscape 
Painting,” and “Commer¬ 
cial Driver’s License (CDL) 
Hazardous Material En¬ 
dorsement Training." 


BloodmobileTo 
Visit Four Times 
During September 

The American Red Cross 
bloodmobile has scheduled 
four visits to Garrett County 
locations for the month of 
September. 

The first of those will 
be this Friday, Sept. 5, at 
the American Legion hall 
along Memorial Drive in 
Oakland. Donors will be 
welcomed there from noon 
to 6 p.m. 

St Paul’s United Meth¬ 
odist Church in Oakland 
will host the bloodmobile 
next Tuesday, Sept. 9, with 
hours for that visit also being 
from noon to 6 p.m. 

The third visit for the 
month will be at Garrett 
College in McHenry on 
Thursday, Sept. 18. Donors 
will be welcomed there from 
9 a m. to 3 p.m. 

The bloodmobile will be 
at the Maranatha Assem¬ 
bly of God in Grantsville 
on Monday, Sept. 22. Do¬ 
nors are asked to report 
there between 12:30 and 
6:30 p.m. 

In Maryland, persons 
must be at least 17 years 
of age (16 with parental 
consent), weigh at least 110 
pounds, and be in gener¬ 
ally good health in order to 
donate blood. According to 
the Red Cross, every dona¬ 
tion can save up to three 
lives. 

Persons may telephone 
1-800-542-5663, ext. 2861, 
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in order to make an appoint¬ 
ment for one of the visits; 
however, walk-ins are always 
welcome. 

Local persons with ques¬ 
tions about the ARC blood 
services program are invited 
to telephone Leigh Hull, 
blood services director for 
the Western Potomac Chap¬ 
ter of the ARC, at 301-722- 
1760, ext. 101. 

Forklift Training 
To Be Held At 
Outreach Center 

Garrett College’s Con¬ 
tinuing Education and 
Workforce Division in co¬ 
ordination with Winchester 
Equipment Company will 
offer fork lift training on Fri¬ 
day, Sept. 26, from 9 a m. to 
3 p.m. at the Northern Out¬ 
reach Center in Grantsville. 
Charlie Roy, the company’s 
customer service representa¬ 
tive, will be the instructor. 

This course is designed 
to teach the student how to 
properly operate an industrial 
powered forklift. The course 
satisfies 29 CRF 1910.178 
of the Occupational Safety 
and Health Administration’s 
(OSHA) Powered Industrial 
Truck Operator Training 
Standard, according to a col¬ 
lege spokesperson. 

Students will receive for¬ 
mal training in the class¬ 
room, practical training with 
hands-on instruction, and 
an evaluation upon comple¬ 
tion. Topics will in-clude 
pre-inspection, loading and 
unloading, maneuvering and 
operational skills, rules and 


regulations, and safety. 

Successful participants 
will receive a certificate of 
training and wallet card, 
which requires a joint eval¬ 
uation by participant's em¬ 
ployer to be valid 

For additional informa¬ 
tion persons may call Terry 


Beachy, Northern Outreach 
Center coordinator, at 301- 
895-4700 or e-mail terry 
beachyto garrettcollcge.edu 
To register for the train¬ 
ing, one may call Continu¬ 
ing Education and Work¬ 
force Development, at 301 - 
387-3069 




Joe Mousch of 

Valley Property Services 

for buying my market 
goat at the Garrett 
County Fair 

Ronnie Schrock 
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Deep Creek VFC 

would like to thank those who 
donated heel & hogs lor the GC Fair. 

•Winners Circle 

• Keystone Lime Company 

• Dr. Zakaluzny 
•Jim Delligatti 

yoM donations arc greatCy appreciated.^ 

c ... 
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REAL ESTATE • MORTGAGES • TITLE • INSURANCE 


www.DeepCreekResort. 



Commercial 
$349,900 

Completely updated facility 
4 separate storefronts available 
for lease 

Well established on the Potomac 
River serving MD & WV 

LNF.com/GA6843821 



Southern Garrett 
$247,405 

Pristine home with beautiful 
landscaped grounds 
Central to Deep Creek Lake & 
Oakland 

Remodeled July, 2008; includes 
stainless appliances 

LNF.com/GA6832395 


Southern Garrett 
$172,900 

Picturesque view 

Great location between Oakland 

& Deep Creek 

Home is in excellent condition 

LNF.com/GA6569053 


Southern Garrett 
$281,000 

Comfortable cottage; furnished 
Spectacular pastoral views: 
seasonal lake view 
Wraparound deck with hot tub 

LNF.com/GA6855417 


Southern Garrett 
$250,000 

Rancher with 540 sq ft deck 
overlooks rolling meadows 
Beautifully landscaped 
New appliances, countertops, 
fixtures & more! 
LNF.com/GA6838246 




West Virginia 
$249,000 

Enjoy the amenities of Alpine 
Lake Resort 

4 BR/ 2 \i BA/ Split-Level 
home 

Large back deck 

LNF.com/PR6844213 


West Virginia 
$159,900 

Chalet situated on 2 acs; close 
to Alpine Lake Resort 
2 BR/1 BA being sold turn-key 
Master BR has private deck & 
walk-in closet 
LNF.com/PR6846258 


Southern Garrett 
$339,000 

Newly constructed log cabin w/ 
full basement 

Nestled on 3 wooded acres In 
Tanglewood 

Tastefully furnished- you won't 
want to leave! 

LNF.com/GA6673568 



Southern Garrett 
$279,000 

Two-story home totally 
remodeled in 2004 
Covered front porch and large 
rear deck 

Gas fireplace, sun room and 

great kitchen 

LNF.com/GA6810325 


Southern Garrett 
$195,000 

Move-in ready! 

Close to Oakland and Deep 
Creek Lake 

Large, open home and lot 

LNF.com/GA6861044 



West Virginia 
$199,000 

4 BR/ 3 BA home situated in a 
quiet country setting 
Recently remodeled Rancher on 
a full basement 

2 car garage/ 40' x 40' insulated 
metal shed 

LNF.com/PR6853291 


West Virginia 
$65,000 

Country cottage situated on 
nice lot 

3 BR/ 1 BA with country 
kitchen 

Freshly painted walls & newer 
flooring 

LNF.com/PR6839741 


Southern Garrett 
$23,500 

Wooded 

Natural springs and small stream 
Mountalntop views 

LNF.com/GA6763943 

Southern Garrett 
$66,900 

2 wooded acres, approved 4 BR perk 
Minutes from Oakland & State Parks 
Paved road; utilities already on site 

LNF.com/GA6853892 

Southern Garrett 
$79,900 

4 acre level wooded building lot 
Close to Yough River 
4 BR perk approved 

LNF.com/GA6747894 


Southern Garrett 
$299,900 

Well maintained contemporary 
In Mitchell Manor 
Sun room with hot tub & pool 
table 

Over 3,000 sq ft ot living space 
w/ attached 2 car garage 

LNF.com/GA6486180 

Lots & Land 

Southern Garrett 
$79,900 

Gently sloped 3+ acre lot 
Close to local amenities 
Beautiful views 

LNF.com/GA6803871 


Southern Garrett 
$254,000 

Split level. 3+ BR/ 2+BA 
Basement w/ family room 
fireplace 

2 car garage/ pool 

LNF.com/GA6698237 


Southern Garrett 
$174,900 

4 BR home close to Broadford 
Lake 

Separate garage and workshop 
Nicely landscaped 

LNF.com/GA6783800 


Southern Garrett 
$189,000 

Beautiful 10+/- acres: mostly level 
Stream feeds Into the Yough River 
6 BR perk approved 

LNF.com/GA6769513 


Southern Garrett 
$99,900 

20+ acres of unrestricted hunting land 
Borders Potomac State Forest 
Mostly wooded 

LNF.com/GA6721454 

Southern Garrett 
$115,000 

$2,500 closing bonus to buyer 

Lots 59,60 & 61: 1 perc 

Acres of ATV/ hiking trails; new pool/ 

clubhouse 

LNF.com/GA6796601 


Southern Garrett 
$435,000 

Fronts Savage River State Forest 
88 unrestricted acres of rolling 
meadows 

Spring Lick water access 

LNF.com/GA6800330 

West Virginia 
$14,000 

Within 10 minutes to Oakland 
Priced to sell 

Enjoy the amenities ol Alpine Lake 

LNF.com/PR6812007 


West Virginia 
$17,500 

Level lot, easily accessible 

Enjoy all ot the amenities ot Alpine Lake 

Gated community 

LNF.com/PR6801490 

West Virginia 
$40,000 

Convenient to Yough & Cheat Rivers 
Convenient to Morgantown & Deep Creek Lake | 
Wooded, level lot 

LNF.com/PR6781994 

West Virginia 
$450,000 

Great large acreage opportunity 
142 +/- acres borders Hopemont State | 
Hospital lands 
Gently sloping with views 

LNF.com/PR6548862 


hi www.deepcreekresort.com 
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_ 23789 Garrett Highway. Me Henry, MD 21541 _ 

800 - 336-5253 • 301 - 387-4700 
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Notes From Bittinger 

by Joan Glotfelty Sussman 


Labor Day weekend 
2008 was not like a lot of 
our past ones During the 
1980s and 1990s, my sib¬ 
lings and 1 hosted a big, 
wonderful barn party, with 
hundreds of dear and old 
friends attending It was a 
lot of work, but it was so 
full of love and fun it was 
worth it. 

But after my illness it 
was not practical anymore. 
My cousin Courtney Englar 
decided to host a Labor 
Day event for the many 
downstate friends who felt it 
was important to end their 
summer in Garrett County. 
Sometimes my Aunt Dot 
Quaintance brought her 
granddaughters to it from 
upstate New York 

This year all the grand¬ 
children of Oral and Emma 
Glotfelty, except Robert 
Hummel, who was unable 
to make the trip besides my¬ 
self, attended the Sunday 
service I knew 1 should go, 
but 1 was exhausted from a 
sleepless night because of 
severe pain in my whole left 
leg However, I did make it 
to the important event of 
the weekend, which was my 
Uncle Ralph Hummel's 
memorial service. It was 
truly a celebration of his 
life, rather than a funeral. It 
gave the attendees a real 
sense of who Ralph was He 
was a very beloved man. 

Pastor Randy Richard¬ 
son was impressed by the 
tact that it is just not his 
close family who mourn his 
loss, but he also saw that in 
the eyes of his nieces and 
nephews and grand-nieces 
and grand-nephews. 

Ralph was a lifelong mu¬ 
sic lover The service 
opened with a recording of 
a song titled "I'm on the 
Train.” about life’s journey, 
recorded by his favorite 
group, Seldom Scene 

Ralph was a fiddler His 
daughter Elizabeth chose to 
pursue a career as a singer 
and songwriter. Her song 
“It’s Raining in the Forest" 
was played Since Pastor 
Randy felt it was the best 
funeral song and he hopes 
more families choose it, I 
want to quote from it: 

“It’s raining in the forest 
and the leaves are cold and 
gray. Did the birds forget 
their chorus' 

"I miss ycL today be¬ 
cause 1 will never embrace 
you You are upon my face, 
and I never can replace you 
I miss you today." 

And then the chorus: 
"Did you know you’d go 
away so soon after we met? 
Do you think it was meant 
to be? 

"I know it’s all right in 
the greatest scheme of 
things But in the smaller 
place in my heart, there’s 
still the rain 

“So very glad I’ve known 
you, and we shared a time 
and space, and though you 
left so much behind you, 
I’m missing you today. 

"It’s raining in the forest, 
and the leaves are cold and 
gray Did the birds forget 
the chorus? I’m missing you 
today!" 

I think Uncle Ralph was 
very proud of Elizabeth and 
her song Besides being a 
nature lover and music 
lover, he also was a remark¬ 
able doctor. The kind of 
psychiatrist he was was tes¬ 
tified by a letter written by a 
psychiatric nurse who 
worked with him for a long 
time, which was read by 
Elizabeth He didn’t think 
in a box, but he searched his 
mind and heart for the best 
treatment for each patient, 
and in recent years primar¬ 
ily treated veterans with 
post-traumatic stress disor¬ 
der 

After the memorial and 
graveside service, a recep¬ 
tion was held at the home of 
Carol and Kevin Bass It 
was a wonderful family re- 
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Buly. Besides 
Ralph's widow, Betty Glot¬ 
felty Hummel, Aunt Helen 
Englar, Aunt Dorothy 
Quaintance, my mother 
Ruth Glotfelty DiPaolo, 
and all of his nieces and 
nephews attended. Other 
relatives, including Harriett 
Buckel, Dot Teets, Alberta 
Nolder and husband Paul, 
Kenneth Glotfelty and wife, 
John Walsh and friend. 
Ralph’s brother Ben Hum¬ 
mel and wife Loretta, Sally 
Stanton and husband, 
Rhoda Hummel and daugh¬ 
ters and husbands, and 
niece Winifred Fresh were 
among those who attended 
from out of town. I can’t 
begin to remember all of the 
friends and other relatives 
who were present 

The steps to the Basses’ 
deck were very crowded for 
the group photograph of my 
many cousins. Although it 
was hard to get much one- 
on-one time with my distant 
cousins, especially Penny 
and Elizabeth and their 
mother, I hope that while 
she is still here in the county 
I can have some private 
time with them 

I enjoyed meeting Sally 
Stanton of Howard County, 
who had a unique position 
at the event, as she is a first 
cousin of both Ralph and 
Betty. 

But Ralph's day on Sun¬ 
day was perfect and allowed 
the kind of send-off he 



ACCIDENT PROGRAM RECEIVES VISITOR - Par¬ 
ticipants in the Partners After School Program at Acci¬ 
dent were recently visited by Rebekah Lin from the 
After-School Institute in Baltimore. Her organization 
provides training and support to after-school pro¬ 
grams throughout Maryland. Lin met with the Acci¬ 
dent staff and participants and learned about integrat¬ 
ing health promotion into after-school activities. Coor¬ 
dinated by the Garrett County Health Department, the 
Accident After-School Program incorporates health 
education topics into its programming, including alco¬ 
hol, tobacco, and other drug-use prevention, bike 
safety, nutrition, and physical activity. During this 
summer, most of the after-school activities focused 
on nutrition and physical activity because they were 
funded by a Partners in Physical Education grant from 
the Governor's Office for Children and administered 
through the Partnership for Children and Families/ 
Local Management Board. Pictured, left to right, with 
Lin are Shakeira Bowman and Bria Robinson, partici¬ 
pants in Accident's summer program. 


would enjoy, with an out¬ 
door party with bluegrass 
music playing and the 
sound of horseshoe pitch¬ 
ing. 


Saturday morning started 
off as a beautiful day, but 
then we had a severe thun¬ 
derstorm which threatened 
Coutney’s party 


Betty, Helen, and Doro¬ 
thy spent Monday morning 
walking around their child¬ 
hood homeplace, which is 
now our family's farm 
Brother Barry took the out 
of-town cousins and their 
friends to Swallow Falls on 
Tuesday They enjoyed the 
sightseeing trips. 

It has been several days 
since 1 saw my humming- 
buds. I guess it’s about that 
time when they leave for 
their first wave of migra¬ 
tion. It is amazing that the 
monarch butterflies are get¬ 
ting ready to fly away to 
Mexico. 

Even though Labor Day 
is past, the unofficial end of 
the summer season seems to 
have been delayed. The 
Tuesday after Labor Day 
was pretty hot and sunny. 
My hope is that the dreary 
and cold weather we had 
during the beginning of Au¬ 
gust might mean a good 
ending of the month, like 
March coming in like a lion 
and going out like a lamb 

Steve and Mary Ellen 
Presgrave of Fenwick, Del, 
were weekend guests of 
Lenny and Sally Poholsky. 

Sheila and Bill Southerly 
moved their youngest son 
Tyler to Frostburg State 
University on Sunday. Bill 
and Sheila are joining the 
Empty Nest Club. 

The Glotfeltys have re¬ 
turned to Towson Univer¬ 
sity, while the Bass brothers 
have left for University of 
Maryland. 

Other Labor Day week¬ 


end guests of the Poholskys 
were Doug, June, Matthew, 
and Marley Stemper of 
Hagerstown. 

Several of Robbie Glot- 
felty's previous roommates 
at Maryland were visiting 
over the weekend ana 
thought it was a good time 
to vacation here, as he at¬ 
tended a party, crab feast, or 
dinner every day he was 
here. 

Since my girls are back at 
college and Meredith 
spends most of the time at 
her father's house in 
McHenry, I often feel pretty 
lonely in the evening 
Sometimes 1 try to think of 
a friend to come visit me, 
but then I think this is my 
life now, to be alone Since 
I have only a few friends 
nearby, I am afraid I am 
depending on them for im¬ 
portant errands or a ride to 
somewhere, since I am 
waiting for some paperwork 
from MVA before I can take 
my driver’s test. I am afraid 
I arn in fora long wait. 

I hate to be dependent on 
anyone for anything, but it 
is tough to be independent 
in Garrett County without 
driving But so far I get eve¬ 
rything l need, thanks to my 
friends and family. But I 
don’t like to be such a bur¬ 
den. 

I doubt that many Re¬ 
publicans or Independents 
watched Wednesday eve¬ 
ning's forecast from the De¬ 
mocratic Convention. They 
missed one of the most ex¬ 
cellent speeches in Ameri¬ 


can history. Bill Clinton 
might not have quite 
achieved the level of the 
Gettysburg Address, the “I 
have a dream" speech by 
Martin Luther King Jr., or 
the address by JFK on 
“Don't ask what your coun¬ 
try can do for you, but what 
you can do for your coun¬ 
try." However, Clinton's 
address was intelligent and 
inspiring He pointed out 
that the Republicans inher¬ 
ited a booming economy, 
huge surplus, and a high 
position in the world. Now 
we are in a recession with a 
huge debt to China, huge 
numbers of families losing 
their homes, and a huge 
deficit. Why anyone would 
choose another four years of 
the same thing is hard to 
imagine 

He also pointed out that 
both he and JFK were 
younger than Obama, they 
proved to be leaders with 
vision and good judgment, 


and had 
terms 


very successful 


KITZMILLER 

REVIVAL 

Blaine Full Gospel 
Church in Blaine, W va , 
will be holding a revival 
Sept 14-17. Associate pas¬ 
tor John Skipper from the 
Loch Lynn Church of God 
will be speaking each eve¬ 
ning at 7 p m For more 
information, persons may 
contact Revs. George and 
Virginia Tichinel at 301- 
453-3327. 

BIRTHDAYS 

Among Kitzmiller resi¬ 
dents celebrating birthdays 
this week are: Lorraine Elli¬ 
ott, Sheridan Kight, Betty 
McCloud, Wendy James, 
Bobby Stewart Sr., Miranda 
Evans, Denise Tichinel, 
Andy Smith, and Elizabeth 
White._ 

Try our Want Ads. They Pay 


The annual meeting of the 
Accident Community Housing Corporation 
will be held Monday, September 8, 2008, at 7:00 P.M. 
at Accident Town View Village. 

All community members are urged to attend. 

Membership Dues: Only $5.00 
If you are interested in becoming a member, 
but are unable to attend the meeting, mail $5.00 to: 
Accident Community Housing Corporation 

P.O. Box 109, Accident, MD 21520 

"This Institution is an Equal Opportunity provider and employer.” 



Pastor Dave & Patty Marsh 
invite you to join us for Garrett 
County s newest and most 
innovative worship experience! 

m Crossroads 


Join us this weekend! 


Casual 


Contemporary 

Relaxed 

...undeniably Ch 



Sunday mornings @ 9:15 
Garrett 8 Cinemas 


NEW 


Problems with people freeloading? Bear 
or other animal problems? 
Sunrise Sanitation Services, Inc. has 
developed the solution! Our lockable 8- 
yard front load boxesyou set the 
changeable lockable code! Sunrise is 
ready to provide recycling dumpsters or 
compactors along with our excellence 
service to solve any problem. 

Give us 3 Ca!! Today ! 

301 - 334-6212 



^United, 

Country 


HUMBERSON 








No One Knows The Country 
Like We Do. 

Rt. 219 North * Humberson Center, 
McHenry, MD 21541 

301 - 387-8300 

800 - 457-6777 
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PM #151 McHenry 
GA6498876 $649,900 

• Premier, Brand New Constructed custom 
home 

• Beautiful 3200 sq ft insulated log finish 
home 

• Views of Deep Creek Lake ond surrounding 
woodlands 

• Vacatian Rental Potential! A True Must See! 


PM# 384 Deep Creek Lake 

GA6427534 $575,000 

’ Nee Construction' post ond beam Grand 
Chalet with 4 BR, 3.5 BA, goroge 
■ Conveniently located lo Deep Creek Loke 
ond Wisp Ski ond Golf Resort 
’ Bonus, 100' home theater. Plasma TV. 
integrated phone, wireless Internet, security 
system ond other added features. 

“Smorl Home Technology" 


PH#367 Deep Creek Lake 
GA5493206 Just Reduced! $595,000 

* Lorge level lakefronl with boot dock 

* Beautiful lake view ond ski slope views 

* McHenry area ond close lo Wisp Ski Resort 

* Established vocation rental history 


Jiff) 


PH#390 127+ Acre* Oakland, MD 
GA6630247 $009,000 

* Lorge form thot crops ore still formed on t cattle 
still groie 

• Tremendous news pond, strtom t mil of woods 
S holds 

* Eosly Iroversoble euellent hunting 

• Definite investment opportunity 





PM#371 Deep Creek Lake Area 
GA6761468 $494,900 

1 Mountain Chalet 
1 Large. Fret Flowing Stream 
’ Close la Wisp Ski Resort 
' Absolutely Incredible Properly! 


PM#347 Deep Croak Lake 
GAA3928S1 RIDUCID $649,000 

• Greot Lake views and Lake octessl 

• Established vacation rental 

• Recently upgraded, 3 floors. Grond Chalet 


PH#34R Burlington, WV 

MI6557950 $139,900 
Cedar cabin shell reody far your personol 
touch 

10 private, wooded acres 
Stream ond beoutiful views 


PM #391 Friendiville, MD 

GA6809303 $114,900 

1 3 bdrm, 2 bath, open floor plon 
Nice yard, fruit trees, landscaping 
Easy access, private & convenient 



PM#3B7 Cranesvflle Area 
GA606S0B5 RIDUCID $49,900 

• Hat a full basement, well, ond septic 

• Stole forest area 

• Level approi 1 one lot w/counly road 
frontoge 


PM#32I Deep Creek Lake Area 

GA6840439 $179,000 

' Two full ocres 

' 3 bedroom Ranch home with 24 1 24 

goroge 

1 Minutes from Swollow Falls Stale Pork 


PN #374 McHenry 
GA616A482 $395,000 

Beautiful loke ond ski slope views 
Pork like lake front with a boot dock) 
Minutes from Wisp Ski Resort dining 
shopping ond oil oreo activities! 


PN#344 Friendiville, MD 
GA649078E RIDUCID $129,900 

* Custom Crofted Slone Country Home 

* Meticulously maintomed t mony recent upgrade) 

* 7 Story deisrhed goroge 

* 10 minutes horn Deep (reek Loke A Wisp Reion 


FEATURING PHONE HOME 

For immediate information on any of our listings 24/7, just dial 301-387-3383 

and enter the code next to the listing. 





Featured Lots & Land 


Phone Home #364 • .85 Acre, Deerfield Estates - Nice wooded building 
lot, perk approved and reody lor you to build your dream home. Mobile homes are 
excepted. Approi. 15 minutes from Deep Creek Lake & Wisp Resort 

GA5389205. $34,W0 

Phone Heme #345 - Oakland, MD - 4 4 Acres. Nice, easy access building lot in 
'The Homestead' Perfect locotion for your country home Perk approved, surveyed 

ond reody to build GA6250930. $58,W0 

Phono Home #395-1.01 Ac, Accident, MD. Enjoy this county rood frontoge 
lot olong Bumble Bee Rd. Property is fairly level, primorily wooded ond just minutes 
from the Wisp Ski ond Golf Resort ond shores of Deep Creek Lake. No HOA 

GA6827809. $49,900 

Phene Home #369 • 25 Acres New Germany Road. Sanctuary type, 
pristine woodlands. 25 ocres bordering Sovoge River Stole Forest Ponoramic 
mountoin views, excellent recreational ond hunting property, loirly level, eosy access. 

GA6453062 .$159,900 

Phene Home #399 - 1.04 Acres, McHenry Lot 11 Sunset Ridge, public 
water ond sewer available. Located within easy occess to oil of the Deep Creek Loke 
oreo omenities and minutes to Wisp Ski ond Golf Resort. Start building your dream, 
year-round or vacation home today GA6B49820. $92,900 


Visit www.humberson.com 

for additional listings 


Business Opportunities 


Phone Heme #378 - Accident, Rt. 219. Neor 35 acre parcel with approi 
1400’ of road frontoge on Stote Hwy Rt. 219 Commercial, private residential or 
residential subdivision oil potential uses for this property Phone and electric at site, 
public water on opposite side of Rt. 219 GA6764531 $449,000 

Phene Home #342 - Deep Creek Lake Area - Apartment Building - 
Excellent potential income producing property, this four unit oportment building has 2 
one-bedroom opartments ond 2 three-bedroom apartments Located less thon 1/4 
mile from Garrett College and minutes from Deep Creek Lake ond Wisp Ski Resort, 

apartments are rarely ever vocont. GA6664711 . $235,000 

Phene Heme #360 - Incredible commercial treasure awaits! 2 
buildings on level one-acre commercial toned porcel. Pole building has approx 12 ft 
ceilings and 3 overheod doors Block building hos seporate bays, office, both, 
heating system, oir lines, commercial wiring ond electric, ond is diverse os to 
its potential use. Gate ond fence con remain or owner will remove 

GA6065040 . REDUCED $224,900 

Phene Home #349 - Deer Park, MD. 5 unit apartment building on 1 
acre |ust minutes from town. Great investment opportunity. 4 3-bedroom ond 
) 2-bedroom oportments oil currently rented through government assisted housing 
solid rentols GA6194258 $250,000 

Phone Home #377 • Deep Creek Lake - Towering Oaks Marina 
located olong a popular tourist oreo of Deep Creek Lake, a busy four season resort 
oreo Property includes 179 42 ft of lokefront. 14 dock slips ond two cottages that hove 
been recently remodeled Beoutiful loke views and ski slope views, and just minutes 

from oil area attractions and activities GA6377466 . $1,900,000 

Phene Heme #326 • "Commercial" opportunity ewaits. 6 ocres with Rt 
219 state highway frontage dose to busy eiit 14A-B of 1-68 Surveyed, perk tested, 
views, level to moderate sloping terrain Electricity ond public water avoiloble 
GA6552 1 22 REDUCED $299,000 


•herriger@allsheretme.cons 
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Holiday Auction 
Benefits GWile's 
New Firehouse 

A quilt honoring the fire¬ 
men of the Grantsville Vol¬ 
unteer Fire Department was 
recently donated and auc 
tioned on Labor Day at the 
new firehouse. 

The quilt was designed 
by Mary Brenneman and 
coordinated by Mary and 
Henry Brenneman of Shady 
Grove Market and Fabrics 
on Springs Road 

The quilt was stitched by 
volunteers. It was put into a 
quilt frame on Wednesday 
evening, Aug. 27, and the 
quilting began on Thursday 
morning. The earliest that 
anyone began stitching was 
5:45 a m., and some worked 
until 10:15 p.m. to get it 
completed in time for the 
auction. The completed 
quilt was taken out of the 
frame on Saturday morning 

Volunteers who worked 
on the quilt included em¬ 
broiderers Wayne Butler, 


Mary Emma Brenneman, 
and Ruth Ann Knupp, and 
quitters Martha Yoder, 
Esther B Yoder, Effie 
Fisher, Rachel Maust, 
Susan Miller, Tillie Kauff¬ 
man, Miriam Yoder, Mil¬ 
dred Yoder, Kay Bender, 
Malinda Yoder, Sarah 
Fisher, Ruth Yoder, and 
Mary Emma Brenneman 
The design incorporated 
the names of the firemen: 
Duane Stein, chief; Her¬ 
man Yoder, deputy chief; 
Raymond G. Yoder, first 
assistant chief; Tony Bit- 
tinger, second assistant 
chief; Steve Smitli, lieuten¬ 
ant; Shawn Broadwater, 
captain, David Stein, safety 
officer, and members 
Menno Yoder, Eugene 
Stein, William Kelly, James 
Brenneman, Robert Down- 
ton, Todd Dyche, Stephen 
Miller, John Vought, Brian 
Yoder, Wesley Yoder, Jerry 
Omer, Charles Yommer, 
James Wilburn, Michael 
Glotfelty, Norman Yoder, 
Nicholas Soltas, Keith 
Durst, Jeff Yommer, Ernest 



f .. 
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A UNIQUE QUILT was recently donated to the Grantsville Volunteer Fire 
Department for an auction to benefit the new firehouse. The design is a fire truck 
pattern with the names of all the firefighters. It was actually purchased by Chief 
Duane Stein, and will have a permanent home at the new firehouse. Pictured above 
with the quilt are Henry and Mary Brenneman, quilt coordinators. See story. 
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HI. Kerin Meat*. St . BC-WS 


HEARD? 

th Nester, Sr., BC-HIS 

ABOVE THE CROWD 


Cithy AmoW, MIS 


How do you monoge lo heor youi 
(onversolion porlnei s words above the din ol 
o loud party? Researchers hove long 
wunuereu Ituw people fillwe pot onwunleu 
noise lo concentrate on one voice out ol many 
While it wos first thought that the direction of 
the voice wos a primary factor in locating o 
sound source, researchers have recognized 
that people con still focus on a single voice 
among many over o telephone This led 
researchers to dig deeper for answers In the 
process, researchers found thol the auditory 
system probably sorts different sources of 
sounds based on their unique pitch and 
suppresses the less important ones This 
finding may lead lo better sound localization 
in hearing instruments in the future 

Too often, we lake out hearing for 


granted So much of our interaction with the 
world depends on an occurale sense of sound 
However, if you suffer from a hearing 
impairment, consider how much of hie you 
may be missing At AUDIBEL. we have assisted 
thousands of people just like you lo rediscover 
how rich ond enjoyable life can be with better 
hearing We look forward to hearing from you 
so we con help you heor better 

PS Researchers conclude that the pilch 
sorting mechanism mentioned above works in 
tandem with utilizing directional information lo 
help people better isolate the sounds they want 
to heor 

AUDIBEL 

Otict ol & tttSams Ov'opracrc 
-.'I.'.'. :U •••■>..-. 

1-866-AUDIBEl* 1-866-283-4235 


www.audrbel.com 


Don't jet caught out in the cold 
with the rising fuel costs 611 YOUR flRlWOOD 

^ NOW 

Firewood For Sale 

Buy by the truck load or bundles! 

Available for deliver/ or can be picked up 



The quality' of hard wood you 
expect A the service we demand! 

Call 301-334-6911 


Yoder, Joseph Upole, Doug 
Wilburn, Travis Kamp, 
Andy Folk, Adam Rounds, 
and Ben Powell. 

The fire truck pattern for 
the quilt was provided by 
Lynford Yoder. 

The quilt was auctioned 
and purchased by Chief 
Duane Stein on the behalf 
of several individuals who 
wanted to keep the quilt at 
the firehouse. 

Manv people attending 
the auction gave donations 
to cover the entire cost of 
the quilt, which will be kept 
in a frame on a wall in the 
firehouse. 

Chief Stein said that the 
auction was more successful 
than anticipated, especially 
since it was the first one 
ever held by the fire depart¬ 
ment 

"I am very thankful for 
the fantastic response of 
businesses and individuals 
in donating or placing items 
for consignment," Stein said 
on behalf of the fire depart¬ 
ment "The profit from the 
auction will help with the 
construction costs of the 
new facility." 

Stein also thanked all 
those who donated their 
time to make the auction 
successful 

The Firehouse Commit¬ 
tee is still selling tiles that 
will be displayed in the en¬ 
trance of the new social 
hall Single tiles cost SI00, 
and double tiles cost $200. 

Donations and orders for 
tiles can be given to any 
committee member, includ¬ 
ing Allen Shapiro at First 
United Bank; Gerry Beachy 
at Beachy's Pharmacy; or 
Adam Rounds, Commis¬ 
sioner Fred Holliday, or 
Renee Bittinger 

Donations for the new 


NEED A LIMO 
301-501-LIMO 

deepereekttmes com/Nmo 




Edwards 

Construction 


Steve Edwards, Owner 

301 - 616-6465 

Oakland, MD 

New Home Construction 
Remodeling and Additions 
Steel and Shingle Roofs 
Garages and Pole Buildings 
Decks, Drywall and more 



State Park Programs 



DEEP CREEK LAKE STATE PARK/ 
DISCOVERY CENTER 

The following activities have been scheduled for this 
week at Deep Creek Lake State Park Programs and cen¬ 
ter hours are subject to change without notice All pro¬ 
grams meet or begin at the Discovery Center unless other¬ 
wise noted Further information can be obtained by call¬ 
ing the Discovery Center at 301-387-7067, or by visiting 
the web site: www.dnr.state.md.us/publiclands/western/ 
deepcreeklake. 

MONARCH MADNESS 

• Daily (when butterflies are available) at 2:30 p.m. - 
A naturalist will tag and release newly hatched monarchs 
and send them on their way to Mexico. Tagging depends 
on butterfly availability 

Friday, Sept. 5 

• 8 a.m. - Let's Go Birding Participants will learn 
about local breeding birds with one of Garrett County's 
avid birders Learn how io "bird by ear" and listen for 
distinctive songs while hiking through Deep Creek Lake 
State Park Participants should bring binoculars (90 min.) 

• 2:30 p.m. - Monarch Madness. Join the naturalists 
for a project of tagging monarch butterflies before they set 
ofT on their migration to Mexico. Tagging depends on 
butterfly hatch cycles. Guests may "adopt" a monarch and 
follow its journey 

Saturday, Sept. 6 

• 11 a.m. to 1 p.m. Fire Tower Tours. Persons are 
invited to join park staff and volunteers in a tour of the 
newly renovated fire tower to learn of Maryland's fire his¬ 
tory and experience good views of Deep Creek Lake. $2 
per person. Participants should meet at the fire tower any¬ 
time during the two hours 

• 2:30 p.m. - Monarch Madness Join the naturalists 
for a project of tagging monarch butterflies before they set 
off on their migration to Mexico. Tagging depends on 
butterfly hatch cycles. Guests may "adopt" a monarch and 
follow its journey 

Sunday, Sept. 7 

• 11 a.m. Reading Naturalist. Join park staff to hear 
a story about nature and then make a craft or explore na¬ 
ture, or both. The book titles and craft/hike rotate $2 per 
child. (30 min.) 

• 1:30 p.m. Aviary Encounter Naturalists and vol¬ 
unteers will provide a close-up look at the birds of prey. 
The birds will be perched in the open for photographs and 
unobstructed viewing. Naturalists will demonstrate the 
cleaning and care of the animals, providing a "look be¬ 
hind the scenes " (Approx. 90 min ) 


Gas Company, 
Workers Receive 
Award For Safety 

Columbia Gas of Mary¬ 
land and its employees were 
recently honored for "out¬ 
standing safety performance 
and commitment to acci¬ 
dent prevention" at the Mid¬ 
west Energy Association’s 
(MEA) annual gas and elec¬ 
tric operations conference in 
Ames, Iowa. 

MEA's Award Program 
recognizes member compa¬ 
nies and their employees 
who go out of their way to 
work safely, save a life, or 
attempt to save the life of 
another. 

As part of MEA's Award 
Program, Columbia was 
honored with an Accident 
Prevention Award for hav¬ 
ing zero DART (days re¬ 
stricted or transferred) inci¬ 
dents during 2007 - the low¬ 
est number out of all of the 
MEA's member companies. 

"We are extremely proud 
of the employees in Mary¬ 
land and their commitment 
to on-the-job safety," said 
Dan Cote, general manager 
of operations for Columbia 
Gas of Maryland. "We 
want all of our employees to 
go home safe and healthy 
every day, and this award 
recognizes that our employ¬ 
ees have made that commit¬ 
ment as well." 

Columbia Gas of Mary¬ 
land, which operates local 
offices in Cumberland and 
Hagerstown, was also rec¬ 
ognized for safety perform¬ 
ance by the American Gas 


Association in 2006 

In addition to ongoing 
safety training 'ftnr?ifiploy- 
ees, the company also pro¬ 
vides customers with a host 
of safety related resources 
through direct mailings, bill 
inserts, and local advertise¬ 
ments. 

The company also mails 
brochures on pipeline safety 


to customers and non- 
customers who live near 
their facilities 

For more information on 
natural gas safety, interested 
persons can visit columbi- 
agas.com. Once at the site, 
they can conduct a key 
word search for "safety." 

Subscribe lo The Republican 


t Northern Qarrett County ® 
Rescue Squad 

£ Qrantsvillc Station ^ 
Qrantsville Maryland A 


BLOCK PARTY ^ 

Saturday, Sept. 6 \ 
5-8 p.m. 

911 Program 
Free Refreshments 
Free Music 
Guest Speakers 
Games • Prizes 
Bike Rodeo, 5-6 p.m. 
Sponsored by the 
Garrett Co. Health Department 
Fingerprinting by 
Sheriff’s Office 


Lcdrn about your local Rescue Squad 
Everyone Welcome - Public Invited 


r iifhouse can be sent to: 
Grantsville VFD, P O Box 
189, Grantsville, 21536 
"New Grantsville Fire¬ 
house" should be written in 
the memo section of the 
check 

For more information, 
persons may call Gerry 
Beachy at 301-895-5387. 

Hom eSch ooler 
Prog. Resuming 
At Ruth Enlow 

The Ruth Enlow Library 
will resume its series of pro¬ 
grams for HomeSchoolers 
every month during the 
school year, beginning this 
month at the Oakland and 
Accident locations 

HomeSchoolers meet in 
the Oakland library from 
2:30 to 3:30 p m on the 
third Friday of each month 
The Accident program is 
held on the third Thursday 
of each month from 1 to 2 
p.m. 

Programs are free and 
open to all ages No regis¬ 
tration is required, but a 
courtesy call to the library 
would be appreciated 

The first event for this 
year will be held in Acci¬ 
dent on Thursday. Sept 18, 
with a program titled 
"Living History" by Bob 
Bantz In Oakland. Max 
and Katharine Dubansky 
will discuss organic farming 
on Friday, Sept 19 

For a complete schedule 
and list of program topics, 
persons are invited to visit 
the library’s web site at 
www rchb net, or telephone 


the libraries at 301-746-8792 
(Accident) or 301-334-3996, 
ext 115 (Oakland) 


Jeep 


CHRYSLER JEEP DODGE 


Jeep Pre-Owned 


07 Jeep Gl Cherokee Ltd., Diesel 
06 Jeep Commander Sp 7-pass. 
OS Jeep Gl Cherokee Ltd., NAV 
OS Jeep Gl Cherokee Ltd, NAV 
04 Jeep Gl Cherokee Laredo 


$32,995 

$15,995 

$15,995 

$18,995 

$11,995 


04 Jeep Gl Cherokee Ltd. $12,995 
04 Jeep Gl Cherokee Overland $16,995 
03 Jeep Gl Cherokee Ltd. $ 9,995 
03 Jeep Gl Cherokee Overland $15,995 

Jeep Program Vehicles 

07 Jeep Wrangler 4 dL Sport $22,995 07 Jeep Liberty Sport 

07 Jeep liberty Ltd. $16,995 07 Jeep Gl Cher Laredo 

07 Jeep Compass $15,995 05 Jeep Wrangler Rocky Mtn. 

Pre-Owned Autos. Trucks. and Vans 

06 Dodge Ram 1500 Quad Cab $16,995 04 Dodge Ram 1500 Quad Cab 

$1599S 
$11,995 
$10,995 
$17,995 
$15,995 
$ 8,995 

Program Vehicles 

08 Chrysler Town i Country $24,995 07 Chrysler Town & Country 

08 Dodge Avengei; moonroof $15,995 07 Dodge Caravan 

07 Dodge Caliber $13,995 06 Dodgel 500 Qd Hemi Sunroof $19,495 

07 Chrysler Sebring $15,995 05 Chrysler 300 AWD $18,995 

So* dealer for details. Trad* will affect telling price, fax, tltie arid tags extra. 3 me. / 3,000ml. Powertrain warranty 

IB S. Main St.. Accident MD 

OPEN: M. TU.TH.FR-8 to 7 301 - 746-8181 

WED -8 to 6, SAT -8 to J 301 - 895-3230 


06 Hyundai Santa Fe V-6, AWD 
05 Dodge Grand Caravan SE+ 
05 Hyundai Santa Fe 
05 Chrysler 300 Ltd. 

04 Subaru Baja, Leather 
04 Chrysler PT Cruiser 


04 Dodge Durango SLT 
02 Dodge Gl Caravan 
02 Ford Explorer XLT 
01 Dodge Ram 1500 SLT 
00 Dodge Ram 1500 SIT 


$14,995 

$16,995 

$15,995 


$14,995 
$13,995 
$ 5,995 
$ 5,995 
$ 7,995 
$ 6,995 


$16,995 

$13,995 


vemui Miroav Mfonti 



How Well We Rememb er 







eroi 


\ 'jJF ' 





mberly 

4 - 3-80 






3 - 25-82 _ 

September 4, 2007 

It has been one year since the pedestrian/ vehicle 
accident caused your sudden deaths. We couldn ’t hold 
you or speak words of comfort when this happened, 
if only for a few minutes; as God took you both in His 
loving arms and said, “Come Home with Me. ” 
From the dawn to the setting sun, our hearts hold a 
special place for all the beautiful memories of you, 

Jerod and Kim. 

You are missed so very much. 

Forever Loe „ 

D nd Mnm. Heather. MicnaeT Teresa. Alicia . 5’nd Nan 

/ / 7 
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■ 'ZVedt'Vviyirtia 

News from Preston. Tucker, Grant and Mineral Counties. 

AURORA/EGLON 


HBQ D1NNFRS 
I he annual Maple Spring 
barbecue dinner will be held 
this Saturday, Sept. 6, from 
3 to 8 p.m. The menu in- 
ludes potato and macaroni 
salads, baked beans, a bev- 
rage, and dessert. Dona¬ 
tions are requested - S7 for 
adults, $3.50 for children 10 
and under, and preschoolers 
for free The event is spon¬ 
sored by the Family Life 
Center building committee 
rhe Union District His¬ 
tory Center will hold a bar¬ 
becue dinner on Sunday, 
Sept. 14. beginning at 11 
a m The main dish will be 
John Slawter's "famous" 
chicken, plus baked beans, 
cole slaw, a roll, and a bev¬ 
erage Reservation can be 
made by calling 304-735- 
5382 The cost is $7 and 
benefits the Aurora Area 
Historical Society. 


CLASS OF '62 
The class of 1962 re¬ 
cently held its 62nd reunion 
at Donna Jean's Restaurant 
on Aug. 25. Those attend¬ 
ing were Nada (Kitzmiller) 
and Grover Evans, Elkins; 
Ruby (Evans) and Bill Skin¬ 
ner, Mtn. Lake Park; Mona 
(Summerfield) Herring, 
along with her daughter, 
granddaughter, and great- 
granddaughter, Confluence, 
Pa.; Jerry and Mary Lou 
(Wiles) Watnng, Lambert- 
ville, Mich.; Donald and 
Elizabeth (Knotts) Stemple, 
Bruceton Mills; and celebra¬ 
tion planners Richard and 
Alice (Wilt) Schrock, Oak¬ 
land The group will make 
this an annual event and 
will meet again in 2009. 

PERSONAL 
Keith and Nell Hauser 
attended the graduation of 
granddaughter Heather 


THANK YOU 
Service Master of 
Garrett County 

(Pap & Deb) 



for buying my 
2008" Market Steer. 

It was greatly 
appreciated! 

Thanks to my hack-up bidders. 

Ryan Doerr 


^fZeAMAUlt 

Glendale Assembly of God 

on Glendale Road 

Sept. 7 - Sept 12 

Sunday evening: 6:00 p.m. 
Monday - Friday: 7:00 p.m. 

Speaker: Larry Cochran 

' ( tune /inn iis fat special sim/inrf 
and attainted pteachnuj 


Payne, who graduated from 
Hedgesville High School on 
May 24 She is the daughter 
of Rodney and Linda 
Payne, who also have a 
younger daughter Christina 
Heather recently entered 
Fairmont State University 
as a freshman in the archi¬ 
tectural department. 

Walter Arnold was trans¬ 
ferred from Davis Memorial 
Hospital last week to Cort¬ 
land Acres Nursing Home 
His mother remains in criti¬ 
cal condition at Ruby Me¬ 
morial Hospital. Dick 
Schrock recently received 
respiratory treatment at 
Garrett County memorial 
Hospital. Bernard Arnold, 
Aurora, has been undergo¬ 
ing diagnostic tests at 
GCMH. Linda Bentley, 
Sunnyside, underwent back 
surgery at Cumberland Me¬ 
morial Hospital last Thurs¬ 
day, and is home recuperat¬ 
ing. David Moon, Ben 
Dewitt Road, was taken to 
GCMH, where he was 
treated for a stroke Frances 
Snyder sustained a leg/ 
ankle fracture from a fall 
down the steps at her home 
Judy Hudges Phillips, 
Aurora, has been ill and 
was a patient at GCMH last 
week 

Troy and Ruby Judy 
celebrated their 50th wed¬ 
ding anniversary with 
friends and family. Ronnie, 
Delores, Kari, and Tyler 
Harsh visited relatives in 
Eglon. 

DEATHS 

Bob and Lois Strawser, 
Amboy, travelled to Vir¬ 
ginia for the funeral of Bob's 
sister Noma Strawser 
Rand, 83, who died on Aug 
30, at her home in Crewe. 

Born Aug. 8, 1925, on 
Lantz Ridge, she was a 
daughter of the late Herbert 
and Leah (Wotring) Straw¬ 
ser She was a graduate of 
Aurora High School 

In addition to her 
brother, Bob and wife Lois 
Strawser, she is survived by 
her husband, William 
"Buttons" Rand; one daugh¬ 
ter, Kaye Dickerson and 
husband Dan, Baltimore; 
three grandchildren, and 
two other brothers. Bill and 
wife Margie, Aurora, and 
Donald and wife Shirley, 
Virginia 

There was no visitation. 
A graveside service and in¬ 
terment were held on Sept 
1, in Virginia 


NEED A LIM0 
301 -501 -LIM0 

deepereektimes com/Mmo 


Earn extra 
income.* 

Call your 
people. 


Take the H&R Block Income Tax Course 

and earn extra Income preparing taxes* 
Whether or not you go on to become a tax 
professional, you'll be able to complete your 
own return and help others with theirs. 
Bilingual students encouraged to enroll! 

For class times and locations, visit 

hrblock.com/taxcourses or call 
1-BOO-HRBLOCK. 

Please send me free information 
about the H4R Block Income Tax Course. 


City 


Zip 


Complete and return this form to: Email 

Location Name 
428 Weber Rd 
Oakland MO 

301 334-3555 

• it rpttr • <>r.» rni, «ppty f r.roltm#nt *>. or <ompt#tK>n of. tta HAM Bkxfe Incom* *## Court# n n*nh*r 
• ■' * gu#'« <ire o( employment 07008 MAM Block T#> S#r v «#t. Inc 8CpnAd_Smf 



H&R BLOCK' 


FREE 



:3 _ 

View Lots For Sale 

at Black Bear Ridge 

Come take a look & have some lunch! 

Sunday, September 7 

between f t :30 - 1:30 

Take Rt. 219 to Rt. 42 toward Friendsville, 
turn right on Malachi Way 

For Additional Info 


Kathy Gibson 

301-501-2626 




Contact: 


or 


Eric Recker 

301-616-3002 
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PUBLIC NOTICES I PUBLIC NOTICES 


CIVIC CLUB HOLDING QUILT RAFFLE - Kingwood Women's Civic Club mem¬ 
bers Rita Stemple and Virginia Negley are shown holding a queen-size quilt that 
will be raffled on Sunday, Sept. 28, during the Preston County Buckwheat Festival. 
Stemple pieced the quilt. Raffle tickets are $1 each or six for $5 and may be ob¬ 
tained at Clear Mountain Bank in Kingwood, from any Civic Club member, or dur¬ 
ing the festival at a booth along Brown Avenue in Kingwood. Proceeds will be used 
for college scholarships for Preston High School seniors and other Civic Club pro¬ 
jects. 


Aurora Class Of 
1978 Members 
Meet For Reunion 

The Aurora class of 1978 
held its 30-year reunion on 
Saturday, Aug 23, at the 
Aurora United Methodist 
Memorial Building. Dinner 
was served by the Methodist 
women After dinner, the 
classmates attended a bon¬ 
fire at Donna Keener’s resi¬ 
dence 

Those attending the din¬ 
ner were Carl and Cynthia 
Bachtel, and Joey and Elma 
Slaubaugh, all of Eglon; 
Donald and Justine Cal- 
camp. Horse Shoe Run: 
Sandy and Jeff Myers, La- 
Denna and Mark Teets, 
Debbie and B J. Fike, Trina 
Rumer, Donna Keener, 
and Terri and Jeff 
Roberson, all of Aurora; 
Kim and Cork Sweitzer and 
Denise Reese, Oakland; 
Twila and Vernon Am- 
tower, New Creek, Gary 
Lipscomb, Oak Hill; Kenny 
Mullenax, Leesburg, Va.; 
and Kathy and Dave Hayes, 
Kingwood. 

Local Entrepreneur 
Attends Mary Kay 
Seminar In Texas 



TERRA ALTA NEWS 


WALKER BROTHERS 
CIRCUS 

The Walker Brothers 
Circus is coming to Terra 
Alta on Sept. 8 to give two 
shows, one at 5:30 and an¬ 
other at 7:30 p.m. Two chil¬ 
dren will be admitted free 
with the purchase of one 
adult ticket for $12. Tickets 
will be on sale at Gregg's 
Pharmacy, East Preston 
Floral, VFW, Clear Mtn. 
Bank in Kingwood, and the 
Par-Matt Bowling Alley in 
Oakland, Md. 

The proceeds will benefit 
Terra Alta Betterment and 
its projects 

TFRRA ALTA 
WRANGLERS 
The Terra Alta Wrangler 
4-H Club will host the year's 
final horse show at Danny 
and Joyce Hull's City Limits 
Ranch in Terra Alta on 
Sept 6. It will start at 1 
p.m., and will be open to 
the public. Refreshments 
will be available. All pro¬ 
ceeds will benefit 4-H 
TERRA ALTA 
PUBLIC LIBRARY 
Savannah Sweeting was 
the top reader for the Sum¬ 
mer Reading Program, 
which had the theme of 
"Catch the Reading Bug." 
Josiah Evans came in sec¬ 
ond place A party was held 
to celebrate the winners, 
which Savannah could not 
attend, but Josiah attended 
and was the leader of some 
of .the games played 

Malachia Evans and 
Sarah Hart were tied for 
third place Other partici¬ 
pants at the party were 
Alyssa Sines, Linzy Tucker, 
Natasha Goff, Sarah Stone, 
Jillian Keller, Emma Lewis, 
Matthew Noland, and Mi¬ 
chael Hart The participants 
were given snacks in the 
shapes of butterflies, lady 
bugs, caterpillars, spiders, 
ants, and centipedes, all 
made with vegetables, nuts, 
and fruits 

Participants received 


Anna Casteel, Bruceton 
Mills, was honored during 
the annual Mary Kay semi¬ 
nar, held in Dallas, Texas, 
July 17-Aug 2 More than 
35,000 Mary Kay independ¬ 
ent business owners from 
throughout the United 
States and around the world 
attended the event. 

Casteel was recognized 
on stage during the seminar 
for obtaining the Queen's 
Court of Personal Sales 
level and was presented 
with a white gold diamond 
ring for her husband Keith 

Casteel has been on the 
court of sales for 25 years 
and a star consultant for 30 
years She has also earned 
the use of eight Mary Kay 
cars. 

She began her Mary Kay 
business in 1977 and is cur¬ 
rently a future sales direc¬ 
tor. 

In addition to recogniz¬ 
ing top sales consultants, 
the Mary Kay seminar in¬ 
cluded classes on team¬ 
building, developing leader¬ 
ship skills, time manage¬ 
ment, sales tips, balancing 
career and family, and moti 
vational speeches 



AURORA PIONEER 4-H 
by reporter Hunter Radford 

The August meeting of 
the Aurora Pioneer 4-H 
Club was called to order by 
president Marissa Bachtel 
Samantha Ford and Mi¬ 
chael O’Conner led the 
pledges, and the guest 
speaker was Randy Straw¬ 
ser, who spoke about hunter 
safety 

The treasurer's report 
was read, and the secretary 
called roll by asking mem¬ 
bers to answer with what 
was their favorite thing 
about summer Members 
then gave reports about dif¬ 
ferent activities the club had 
participated in over the 
summer 

The September meeting 
will be held at Joe and Sta¬ 
cey Pint's garage There will 
be nomination of officers 
and a discussion about the 
Buckwheat Festival and 
Haunted Trail 


JUBILEE CELEBRATION 


Friday, Sept. 5 - 6 '9 p.m. 
Special Music 

Unity - from West Columbia, SC 
Special Door Prizes 
Kids’ Games 



Jubilee Junction 
254 Maple Street, * 
Friendsville, MD 
301 ' 746^5252 



certificates, lists of the 
books they read, the book 
slips they had filled out, 
pencils and bookmarks with 
the summer program logo 
on them, memo pads, other 
snacks, and other gifts. This 
program ran for six weeks 
and students in kindergarten 
through 8th grade were in¬ 
vited to participate. 

Corinth Holiness 
Slates "Winds Of 
Change" Revival 



PUBLIC NOTICE 

Circuit Court 
for Garrett County 
Case No. 11-C-08-10486 

Tiffany A. Doerr 
299 Hoyes Road 
Friendsville, MD 21531 
Plaintiff 
vs. 

William C. Jones III 
147 Grant Street 
Grantsville. MD 21536 
Defendant 

NOTICE 

(DOM REL 72) 

The above Plaintiff has filed 
a petition/complaint/motion, 
entitled: Complaint for Abso¬ 
lute Divorce, in which she is 
seeking an absolute divorce. 

Notice is hereby issued by 
the Circuit Court for Garrett 
County that the relief sought in 
the aforementioned petition/ 
complaint/motion may be 
granted unless cause be 
shown to the contrary. Defen¬ 
dant is to file a response to the 
petition/cornplaint/motion on or 
before September 28, 2008. 
Failure to file the response 
within the time allowed may 
result in a judgment by default 
or the granting of the relief 
sought, provided a copy of this 
Notice be published in some 
newspaper published in this 
county, once in each of three 
(3) successive weeks on or 
before September 19, 2008. 

Sondra R. Buckel 
9/4-i8<3)_Clerk 

SMALL ESTATE 
NOTICE OF APPOINTMENT 
NOTICE TO CREDITORS 
NOTICETOUNKNOWN 
HEIRS 

Fstate No 10945 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF 
LEOV. CORNELL 
Notice is given that David A. 
Burdock, P.0 Box 243, Oak¬ 
land, MD 21550, was on April 
14, 2008, appointed personal 
representative of the small 


estate of Leo V. Cornell who 
died on March 20, 2008. with¬ 
out a will 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment shall 
file their objections with the 
Register of Wills within 30 days 
after the date of publication of 
this Notice. All persons having 
an objection to the probate of 
the will shall file their objec¬ 
tions with the Register of Wilis 
within six months after the date 
of publication of this Notice. 

All persons having claims 
against the decedent must 
serve their claims on the un¬ 
dersigned personal represen¬ 
tative or file them with the Reg¬ 
ister of Wills with a copy to the 
undersigned on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death. except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Thirty days after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claims will be barred unless 
the creditor presents the claim 
within thirty days from the mail¬ 
ing or other delivery of the no¬ 
tice. Any claim not served or 
filed within that time, or any 
extension provided by law, is 
unenforceable thereafter 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican. 

Date of Publication: Septem¬ 
ber 4, 2008. 

David A. Burdock 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
a4 Oakland, MD 21550 


ROBERT FLETCHER 

Corinth Pentecostal Holi¬ 
ness Church will hold re¬ 
vival on Sunday, Sept 14, 
at 6 p.m., and Monday, 
Tuesday, and Wednesday, 
Sept. 15-17, at 7 p.m. The 
theme is "Winds of Change" 

Rev Robert Fletcher Sr 
will be the guest speaker. 
He pastored at Loch Lynn 
Church of God for 32'/i 
years and is currently a 
cluster elder for the Church 
of God's western Maryland 
region. 

Corinth Pentecostal Holi¬ 
ness is located about 4'/i 
east of Terra Alta off Rt. 7 
along Russ DeBerry Road 
in Corinth Persons from 
the Oakland area can take 
Maryland Rt 39, which 
becomes West Virginia Rt 
7 about '/j mile outside 
Hutton, to Connth Russ 
DeBerry Road will be on 
the left. 

For more information, 
persons may call 301-334- 
24^6 or 301-533-0551. 


THANK TOUT 

FRATZ TRUCKING 

for buying my 
2008 Market Hog. 


Bethany Shaw 


Thank You 

Hugh Umbel Companies 

(Deep Creek Foodland Fresh) 

R.A.M. Trucking 

(Richie Marple) 

Service Master of Garrett 
County (Ron & Deb Doerr) 
Ag Futures 

(Ron Harvey) 

for purchasing our 2008 
market lambs and pigs at the 
Garrett County Fair. 

Morgan & Christopher Marple 




Join the Garrett Co. League of Women Voters and Garrett College 
in the auditorium on Monday, Sept. 8, 6 - 8:30 p.m. for a 
screening and discussion of the PBS “Point of View ” film Critical 
Condition. The film will air later in September on PBS. 

Dr. Cynthia Saunders, a public health expert on access to care, 
will facilitate the discussion, focusing on the health system and its 
costs, access, and quality. 


„„ 


FREE 






For more info, see article 
elsew here in this paper. 


CONTINUING EDUCATION & 
WORKFORCE DEVELOPMENT 


MCHENRY. MARYLAND 



30138/3069 
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PUBLIC NOTICES 


DEBT NOTICE 

I will not be responsible for 
any debts other than those 
contracted by myself as of 
August 21. 2008. 

Bill Stump 
504 Mais St. 
Deer Park. MD 21550 

n<2 1 -9/4 (3) 


NOTICE OF APPOINTMENT 
NOTICE TO CREDITORS 
NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11045 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF 
ERVIN CASSEL GREEN 

Notice is given that L. Rich¬ 
ard Green, 757 Hazelhurst Rd., 
P.O. Box 3092, Swanton, MD 
21561 .was on August27,2008, 
appointed personal represen¬ 
tative of the estate of Ervin 
Cassel Green, who died on 
August 3, 2008, with a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment (or 
to the probate of the decedent's 
will) shall file their objections 
with the Register of Wills on or 
before the 27th day of February 
2009. 

Any person having a claim 
against the decedent must 


PUBLIC NOTICES 


present the claim to the under¬ 
signed personal representa¬ 
tive or file it with the Register of 
Wills with a copy to the under¬ 
signed on or before the earlier 
of the following dates: 

(1) Six months from the date 
of the decedent"s death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claim will be barred unless the 
creditor presents the claims 
within two months from the mail¬ 
ing or other delivery of the no¬ 
tice. Any claim not presented or 
filed within that time, or any 
extension provided by law, is 
unenforceable thereafter. 
Claim forms may be obtained 
from the Register of Wills. 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican. 

Date of Publication: Septem¬ 
ber 4, 2008. 

L. Richard Green 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
sw-180) Oakland, MD 21550 


IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NOS. 382, 385, 420 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

UNKNOWN HEIRS OF ELIJAH LIVENGOOD 
(Mineral Rights) 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property. Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken wifhtn 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11. 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice 

Sondra R Buckel, Clerk of the Circuit Court 
P.O. Box 447, Oakland, Maryland 21550 

8/29-9/11 (3) 


IN THE CIRCUIT COURT FOR GARRETT COUNTY MD 
NO 282 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 

VS. 

MR VINCENT F. YONAI 
and UNKNOWN HEIRS OF 
ROBERT R LISTON, mineral rights 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property. Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice. 

Sondra R. Buckel, Clerk of the Circuit Court 
P.O. Box 447, Oakland. Maryland 21550 

R /0 A.Q .11 rit * 


IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NO 267 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 

VS. 

MR M ERNEST SELBY AND 
MRS ELIZABETH M SELBY. WIFE 
LETTIE M KING, MARY R INTURRALDE, 

AND THE NEW YORK STATE NATURAL GAS 
CORPORATION, AND VINCENT F YONAI 
ORDER OF PUBLICATION 
The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice. 

Sondra R. Buckel, Clerk of the Circuit Court 
P.O, Box 447. Oakland, Maryland 21550 

8/28-9/11 (3) 



TRUSTEE'S SALE OF VALUABLE 
FEE SIMPLE REAL PROPERTY 

By Order of the Garrett County Circuit Court dated June 6, 
2007, in the case of Lloyd Edgar Robinson, Jr., vs. Linda Foster, 
et al., Case No. 11-C-06-9633, the undersigned, EDWARD C 
CROSSLAND, having been dulyappointed Trustee,does hereby 
give notice to sell at public auction, in front of the Rotunda of 
the Garrett County Courthouse, 203 S. 4th Street, Oakland, 
Garrett County, Maryland, on September 26, 2008, at 10:00 
am. 

All that piece and parcel of property, one (1)acre m/I, as more 
particularly described in a deed dated November 16,1981, from 
Ralph Burnett. Personal Representative of the estate of Edgar 
L Strange to Shirley Stevens, et al., recorded amongst the land 
records of Garrett County, Maryland, in Liber 422, page 246, 
identified as tax property account number 02-004607 

Said property is unimproved and being sold "as is* and 
subject to all encumbrances of record, if any. 

The terms of the sale are as follows A deposit of ten percent 
(10%) due the day of sale by cash or certified check. The balance 
of the proceeds shall be paid in cash or certified check within ten 
(10) days of ratification of the sale Adjustments for taxes, public 
charges and assessments will be made the day of sale All 
costs of transfer of the property, including, but not limited to title 
search, deed preparation, title insurance, transfer taxes, stamps, 
conveyance costs, are the responsibility of the purchaser 

Time is of the essence for the purchaser, otherwise, the 
deposit will be forfeited and the property may be resold at the risk 
and costs of the defaulting purchaser If the sale is not ratified 
or the Trustee is unable to convey marketable title in accord with 
the terms of sale, the purchaser's only remedy is return of the 
deposit 

EDWARD C CROSSLAND, TRUSTEE 

Edward C Crossland 
Crossland Speis & Gallagher, LLC 
28 Washington Street 
Cumberland, Maryland 21502 
w./mi mi 7*o onon 


PUBLIC NOTICES I PUBLIC NOTICES 


ATTENTION, ALL LEGAL 
AND PUBLIC AUCTION 
ADVERTISERS 

NOW IN EFFECT! 

All legal advertisements and public auctions 
submitted for publication in The Republican 
are required to be emailed (preferred) or typed 
and delivered to our office prior to the dead¬ 
line. No faxed copies will be accepted unless 
arrangements are made in advance. PLEASE: 
NO ALL CAPS! 

The email address for such advertisements 

is advertisinq(5)therepublicannews.com 
The mailing address is: The Republican, 
P.O. Box 326, Oakland, MD 21550. 

The deadline for advertising is 5 p.m. on 
Tuesday prior to the Thursday publication. 
Thank you for your cooperation. 


COST PROPOSALS 

The Town of Friendsville is 
accepting cost proposals for 
asphalt paving of approximately 
57,559 square feet. This pav¬ 
ing consists of approximately 
5,966 sq ft. of street repair and 
1,629 sq. ft. of milling. Inter¬ 
ested bidders are asked to call 
Town Hall at 301-746-5919 
with any questions that you may 
have. 

Evidence of Workers' Com¬ 
pensation Insurance and a 
minimum of $1,000,000.00 
liability insurance must be 
included with the sealed bid. 
Bids must be received by 3:00 
p.m. on Tuesday. September 
16, 2008, at the Friendsville 
Town Hall, P.O. Box 9, 
Friendsville, MD 21531. 

The Mayor and Town Coun¬ 
cil reserve the right to reject any 
or all bids. 

By authority, 
Mayor and Town Council 
9y« ill(2 ) of Friendsville 

PUBLIC NOTICE 

Notice of Development 
Permit Application 
for Use of the Buffer Strip 

The Department of Natural 
Resources. Deep Creek Lake 
Natural Resource Manage¬ 
ment Area, has received the 
following Development Permit 
application for use of the buffer 
strip and waters of Deep Creek 
Lake. The Deep Creek Lake 
NRMA office is beginning its 
review of the application and 
hereby serves notice of its will¬ 
ingness to accept public com¬ 
ment. in writing until Friday, 
October 3, 2008. Comments 
should be addressed to the 
Deep Creek Lake NRMA, 898 
State Park Road, Swanton, MD 
21561. Comments received af¬ 
ter October 3, 2008, cannot be 
guaranteed inclusion in the 
review process. 

The following is a brief sum¬ 
mary of the application. The 
complete application is on file 
and available for review at the 
Deep Creek Lake NRMA office 
at Deep Creek Lake State Park 
For directions or information 
call (301) 387-4111 

“Philip and Erika Rauh have 
submitted a Development Per¬ 
mit Application asking for use 
of the lake and buffer strip and 
permission to install two 4-slip 
common docks for use by two 
residences under construction 
at 642 Rock Lodge Road. There 
is 454.02' of useable buffer 
strip along the former Penelec 
property line" 

9/4,11(2) 

Subscribe to The Republican 


PUBLIC NOTICE 

The Mountain Lake Park 
Board of Zoning Appeals will 
conduct a public hearing on 
September 18, 2008, at 6:00 
p.m. in the Mountain Lake Park 
Town Hall. The Board will re¬ 
view an application made by 
Karen Wooddell and Kenneth 
Witte for a Special Exception 
permit to allow the erection of 
a fence on their property (tax 
map 78H, parcel 402) located 
at 314 Allegany Drive in a TR- 
Town Residential Zone. 

Interested citizens are we 
come to attend. 

By Order of the Board 


INVITATION TO BID 
WINTER ABRASIVES 

The Board of County Com¬ 
missioners of Garrett County, 
Maryland, will accept sealed 
bids for winter abrasives as 
specified for use on County 
roadways in Garrett County 
during the winter season. 

Bid documents and specifi¬ 
cations may be obtained in per¬ 
son from the Garrett County 
Purchasing Department, 316 
East Alder Street, Oakland, 
Maryland21550. Acopyofthe 
bid documents can also be 
downloaded from the Purchas¬ 
ing Department’s web site at 
http://www garrettcounty.org/ 
Purchasing/CurrentBids.aspx 
Inquiries may be made by call¬ 
ing (301) 334-5003 
Sealed bids must be sub¬ 
mitted to the Garrett County Pur¬ 
chasing Department, 316 East 
Alder Street, Oakland, Maryland 
21550 on or before Thursday. 
September 18. 2008, at 1:30 
P.M. (local time). Sealed bids 
will be publicly opened and 
read aloud in the Commission¬ 
ers' Meeting Room at 2.00 P M 
on September 18, 2008. Atl 
bidders are required to submit 
three (3) copies of their bid 
documents at the time of sub¬ 
mission. All bids submitted 
should be enclosed in a sealed 
envelope and should be clearly 
marked “Winter Abrasives Bid" 
on the outside of the envelope. 
Any bids received after the time 
due will not be considered for 
award and shall be retained as 
documentation for the bid file. 

The Board of County Com¬ 
missioners of Garrett County, 
Maryland, reserves the right to 
accept or reject any and all bids, 
to cancel this invitation to bid 
and to waive technicalities in 
any part deemed to be in the 
best interest of Garrett County 

By Order of the Board 
Brian E Bowers, 
CPPB Purchasing Agent 
Garrett County 
Purchasing Department 

9/4 11(21 


PUBLIC AUCTION 

OF 

EVERYTHING BUT THE KITCHEN SINK 

Saturday, Sept. 6, 9 a.m. 

Located at 184 Ducky Lane, McHenry, Md. U S. 
Rt. 219 to McHenry then Mosser Rd to Bumble Bee 
Rd to Ducky Lane Watch for signs 

We will offer the following items for sale Vintage 
auto headlights, 6 volt car radio, gas heater, siren, 
Esso oil cans, tire pumps, vintage power saws, Chris 
Craft boat parts, vintage tools & wrenches, many 
more vintage automotive items 2 Coca-Cola signs, 
Orange Crush bottle cap sign, many advertising 
items, cider press, cone-top beer cans, Pepsi-Cola & 
Oiange Crush crates, Pepsi bottle carrier, Coca-Cola 
cooler, milk crates, Homelite sign, carbide can, an¬ 
tique latches & brass hinges, wooden egg crates, 
chicken crates, leather motor cycle accessories, 
crosscut saws & handles, iron pot, iron tea kettle, hay 
fork, corn cutter, wooden planes, wooden tool box, 
hand grinder, feed scoops, wooden clothes wringer, 
ice skates, chicken feeder, cast iron griddle, ice 
tongs, 45 rpm records. WWII food tray, sugar scoops, 
saw set, brass fire extinguisher, wooden shaft golf 
club, coal bucket, many pulleys & snatch blocks, 
snare drum, 2 seats from the Oakland theater, barn 
lanterns & globes, Indian pumps, milk can, hand 
trucks, forge blower, cook stove, parlor stove, 12* 
post auger, coated chain link fencing. Bolens mower 
deck, snow blower, roto-tiller. blade, lot of fire bricks. 
’/» ton Chev pickup bed, 2 wheel trailer, 6' pickup 
cap, 2 wagon running gears. 3 trunks, wood burner, 2 
coal heaters, Warm Morning stove, cast iron sink, 
bicycles & tricycles, misc salvage 

Auctioneer's Note: This is only a partial listing 
Truly nothing was ever thrown away Not all boxes 
have been explored yet Preview Friday, Sept 5, 2-5 
p m & 1 hr prior to auction Sale by catalogue Un¬ 
der tent Plan for a whole day 

Owner: Charles "Skeeter” Bowman 
Mary Bowman 

Terms: Cash, check with driver's license ID 

CUSTER S AUCTION SERVICE 

(301)334-4876 OR (301)616-4876 
Auctionxip.com 

8/78 9/4 (2) 
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PUBLIC NOTICES ■ PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES 


IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NOS. 261 & 264 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

RUTH F. SELBY 

LETTIE M KING. MARY R. ITURRALDE, AND THE NEW 
YORK STATE NATURAL GAS CORP 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property. Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice. 

Sondra R. Buckel, Clerk of the Circuit Court 
P.O. Box 447, Oakland, Maryland 21550 


8/28-9/11 (3) 


ROSEDALE AUCTIONS 

1 mile west of Oakland along Rt. 39 (Hutton Road) 

Sale every Friday, 6 p.m. 

This week: A large consignment of old sleds, 
scrap molding, lots of tools, nuts, bolts, nails, and 
various shop items brought in by Nick and Jeff. 

Lester Dement 

Auctioneer, WV #954 

, 301-334-1117 


PUBLIC AUCTION 

Sept. 20, 9 a.m. 

At 5047 National Highway, Grantsville, Md., east of 
Keyser's Ridge and west of Grantsville. 

This is the living estate of Mr. Alvin Bowser. 

Ford 4000 SU (diesel), Economy Power-King all gear drive 
garden tractor Model 2418, Deutz-Allis lawn tractor, Gravely 
tractor, front blade, manure bucket and scoop bucket for 
Ford, misc. hand & power tools, bee equipment, boxes, suit 
& veil, log splitter, weedeaters, push mower, ladders, 
household items and furniture, lots & lots more not listed. 

Please check auction.zip.com for full listing & photos 
Any questions, contact Gary, 814-233-3579 

Auctioneers: 

Gary Baker - AA019084 
Noah Yoder - AA005425 


QUARRICK EQUIPMENT 
& AUCTIONS 

Rt. 119 Gallatin Ave. Exit weston Bute Rd. 

2V4 miles on right. 

Open daily for business. Tractor & equipment sales. 
Auction service available. 

Consignment auctions of farm tractors, equipment, 
light industrial, lawn & garden, tools & more the first 
Thursday of every month. Consignments welcome! Doing 
business for 18 years. Visit our web site for lists & pictures 
@ www quarrickauction.com. 

Tony Quarrick & Sons 

166 Quarrick Rd. 

Uniontown, PA 

724-439-1621 



Ou/XRRI CK 
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Large Estate Auction 

Located at Ball Auction building in Terra Alta, W.Va. 
1206 E. State Ave. (13 miles from Oakland, Md., 25 miles 
SE of Morgantown, W.Va.) 


Saturday Sept. 6, 11 a.m. 

11:00 a.m.—Farm Equipment Tractor, Ford E-350 Ultra 
Limited Edition by Gulfstream Camper (3,700 miles), 1992 
Blue Bird school bus, hay equipment, bat-wing finishing 
mower, 3 bale wagons, brush hog. 48 ft tractor, load of 
tools (new, discounted, or returns), riding tractor, weed 
eaters, push mower, much more 

Equipment & tools offered at 11:30 a.m. 

Complete listing on web site w/photos 

4:00 p.m.—Estate furniture, new furniture, new bedding, 
office furniture, large collection 60-plus Longaberger 
baskets, antique furniture, old glassware, collectibles 
and much more Check web site for photos and more detailed 
listing 

4:00 p.m —New TVs & Electronics: 20 Flat screen/Plasma 
TVs, digital camcorders, digital cameras, DVD players, 
laminate flooring, and much more. Check web site after 
Thursday for a detailed list of the electronics. 

4:00 p.m —New Furniture: All major brand name 
furniture, 2 pc. living room suite, queen sofa bed, leather 
sofas, double reclining sofa, reclining loveseat, 
recliner, coffee table, lamp tables, cocktail table, 
dresser, chest, night stands, bed, roll-top desk, 55* TV 
console, double pedestal executive desk, dining table, 
dining room chairs, plasma TV stand, much more 

New Bedding—King, queen, single and full all major name 
brand names. 

4:00 p.m —New household items/gifts: Sunray premium 
play center, luggage sets, sheets, blankets, Rubbermaid, 
rugs, gift sets, Pyrex, gift baskets, perfume, crystal, 
dishware, nuts, household necessities, food items, gum 
packs, kids' socks, juice, and more. 

Estate Furniture—2 early chests, early one-drawer stand, 
early work table. 6 pc fancy mahogany bedroom suite, 2 
early rope beds, oak hall mirror w/hat hooks, dropfront 
oak desk, 6 mahogany chairs w/leather seats, leather 
office chairs, 4 pc. fancy queen bedroom suite, pine rolltop 
desk, 4 pc full cherry bedroom suite, 9 pc mahogany 
dining room suite, 2 Victorian sofas. Victonan chair, baby 
grand piano, maple china cabinet, cherry end table set, 
king bed, queen bed, dresser, chest, night stands, much 
more estate furniture not listed 

Terms: Cash or check, all major credit cards accepted with 
2% buyer's premium added 

Refreshments available. 


Mark Ball, Auctioneer - Lie. 320 
Sheri Ball • Broker 

Ball Auction Inc. 

1206 East State Ave..Terra Alta, WV 26764 
Check web site for 150* PHOTOS 

Ball Auction, Inc. 
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IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NO. 411 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

ELLIS R BITTINGER and RUTH E. BITTINGER 
LORRAINE S BOUCHER, WIDOW, LUCRETIA I 
BOUCHER. MARGARET B LOCKHART, LUCRETIA C 
BOUCHER, WIDOW, AND THE UNKNOWN HEIRS OF 
MYRA B. KELLER AND JUDITH FRAGER, UNDIVIDED 
INTEREST IN MINERAL RIGHTS 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property. Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice. 

Sondra R. Buckel. Clerk of the Circuit Court 
P.O. Box 447, Oakland, Maryland 21550 

8/28-9/11 (3) 


Estate Sale 

PUBLIC AUCTION 

1.75 Acres with 3 Bedroom Home 

Saturday Sept.20, 10 a.m. 

Sale on the Premises 
4396 Kempton Road 
Oakland, Maryland 21550 

The undersigned will offer for sale at Public Auction the 
following: 

Real Estate: All that piece and parcel of land as described in 
Liber 844 Page 591 among the land records of Garrett 
County, Maryland, improved with a 3 bedroom home with 
kitchen/dining area, living room, bathroom, full basement 
with newer oil fired furnace and large yard. 

Terms of Real Estate: A nonrefundable deposit of $3,000.00 
in certified funds will be required of the purchaser(s) at the 
time and place of sale, balance in cash at settlement, which 
shall be on or before thirty days. The property will be sold 
subject to all restrictions, liens, covenants, and encum¬ 
brances of record. Cost of all documentary stamps, transfer 
taxes, if any, document preparation and title insurance and/ 
or examination shall be borne by purchaser All public charges 
and assessments payable on an annual basis shall be 
adjusted to date of sale and assumed thereafter by the 
purchaser. The property will be sold in “as is” condition 
without express or implied warranty or representation. Time 
is of the essence The purchaser agrees to waive the right of 
lead paint as provided under current Federal and State Law 

Sale by order: Janet Gauthier 


HENLINE AUCTION SALES 


lA| 
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Tom Henline 
301-334-4888 
www.henlineauctions.com 



PUBLIC AUCTION 

Saturday, Sept. 6, 9 a.m. 

2245 Cove Road, Accident, Maryland 

Estate of Harvey and Pauline Harman 

3.6 miles South of interstate 68 on Rt. 219 (Garrett 
Hwy ). Turn right on to Cove Road and continue 
approx 2.3 miles. 

ANTIQUES, HOUSEHOLD AND COLLECTIBLES 

2 oak dressers w/mirrors, 2 double bed frames, 
oak rocker, 2 plank bottom chairs, splint bottom 
chairs, corner shelves, fern stands, old wooden ward¬ 
robe, cedar closet, cedar chest, painted blanket 
chest, dome-top trunk, upholstered sofa and chair, 
recliner, oak kitchen table w/7 chairs, fireside rocker, 
covered-seat rocker, claw & ball foot stand, newer 
pine corner cupboard, pine gun cabinet, restaurant 
table w/4 chairs, child’s rocker, wooden stools, 
steamer trunk, end tables & coffee table, stands, 
metal shelf, portable bar, pool table, Hoosier style 
cabinet, mirrors, oval reverse painting, prints, oak 
mantel clock (Ingraham), Tiffany style lamp, floor and 
table lamps, kerosene lamps GE chest freezer, May¬ 
tag washer, Speed Queen dryer, Speed Queen 
wringer washer, 1940s Frigidaire refrigerator, 1950s 
Frigidaire stove, Kenmore refrigerator, microwave 
oven, sewing machines, MW floor safe, tables and 
benches, 10’x30" store counter, wooden cabinet, 
porcelain-top table, porch swing, sled, wooden 
clothes pins, stepladders, stepstools, vacuum clean¬ 
ers, Perfection kerosene heater, ERTL toy farm 
equipment in original boxes, games, camera, binocu¬ 
lars, books, Tupperware, small electric appliances, 
dishes, glassware, sugar shaker, vinegar cruets, 
stoneware bowls, berry bucket, match holder, hand 
painted vase, crocks (some with blue), kitchen uten¬ 
sils and tin ware, pots & pans, granite ware, cast iron 
frying pans, griddle, waffle iron, aluminum ware, kraut 
cutter, apple peeler, food grinders, pint canning jars, 
wooden boxes, sewing items, scissors, buttons, 
thread, wooden spools, old patterns, craft materials, 
quilting frame, boxes of material, printed feed sacks, 
woven rugs, hooked rugs (signed Pauline Harmon), 
vintage clothing and hats, fox stole, afghans, numer¬ 
ous quilts, crocheted items, linens and aprons, cos¬ 
tume jewelry, postcards, advertising yardsticks, bake- 
lite dresser set, fireplace set, handmade holiday 
decorations, buggy lamps, barn lanterns, banjo, gas 
grill, fishing poles, old lures, tackle, butchering kettle, 
butchering knives, Hobart meat grinder, mounted 
native deer head, antlers, horseshoe set 

Guns: Remington Model 10-12 gauge shotgun. 
Savage Model 303 British, Thompson Center 50 cal. 
muzzleloader, Savage 20 gauge single shot, Marlin 
Model 100 -22 cal long rifle 

1951 Model 8-N Ford tractor with loader and fork. 
2 bottom plow, 24" Cub Cadet snow blower, Roto- 
Hoe tiller, weed eaters, Stihl 034 chain saw, 17 cu. ft 
utility trailer, wheelbarrow, cattle racks for pickup, 
fertilizer spreaders, floor jack, bench vise, 8% ft work 
bench, chain hoist, compressor, drill press, 10" radial 
arm saw, bench grinder, circular saws, Sanders, elec¬ 
tric drills, garden tools, hand tools, wood planes, 
cross-cut saws, sprayers, hedge trimmer, chains, 
wooden wagon wheel, wooden ladders, cherry lum¬ 
ber, roll of American wire, fence stretcher, roof jacks, 
electric fencer, belt lacer, ratchet set, wrench sets, 
gas cans, wooden chicken feeders, many other items 
not listed 

Terms: Cash or good check day of sale 
St. John's LCMS Ladies Aid - refreshments For 
more information call 301-746-8949 
Not responsible for accidents 

FRATZ AUCTION SERVICE 
E. Brent Fratz, Auctioneer 
P.O. Box 211, Accident. MD 21520 

S/20 *4 (2) 
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PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES 


PUBLIC NOTICE 

The Friendsville Zoning Ap¬ 
peals Board will conduct a 
public hearing on September 
18, 2008. at 7:00 p.m. in the 
Friendsville Town Hall. The 
Board will review an applica¬ 
tion made by Michael Palencar 
for a Variance to allow the con¬ 
struction of a garage with stu¬ 
dio apartment to be built within 
6 feet of the side and rear prop¬ 
erty lines. The property is zoned 
as Town Residential. The prop¬ 
erty is located at 641 Water 
Street All interested persons 
are invited to attend this meet¬ 
ing 

Deborah A Carpenter 
Friendsville Zoning 
»4 ii(2> Administrator 

NOTICE TO CREDITORS OF 
APPOINTMENT OF 

FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 11043 

NOTICE IS GIVEN that the 
Orphans' Court of Adams 
County, Pennsylvania, ap¬ 
pointed Talmadge V. 
Lockamy, 302 Conewago 
Drive, East Berlin, PA 17316, 
as the Executor of the Estate 
of Freda O. Kuhn, a/k/a 
Frieda O. Smith, who died on 
April 14, 2007, domiciled in 
Mt Pleasant Township, Ad¬ 
ams County, Pennsylvania. 

The Maryland resident 
agent for service of process is 
Richard F Stefanelli, whose 
address is 18310 Montaom- 
ety Village Avenue, Suite 
400, Gaithersburg, MD 
20879. 

At the time of death, the 
decedent owned real or 
leasehold property in the fol¬ 
lowing Maryland counties: 
Garrett County. 

All persons having claims 
against the decedent must file 
tneir claims witn the Register 
of Wills for Garrett County 
with a copy to the foreign per¬ 
sonal representative on or 
before the earlier of the fol¬ 
lowing dates: 

(1) Six months from the 
date of the decedent's death, 
except if the decedent died 
before October 1, 1992, nine 
months from the date of the 
decedent's death; or 

(2) Two months after the 
foreign personal representa¬ 
tive mails or delivers to the 
creditor a copy of this pub¬ 
lished notice or other written 
notice, notifying the creditor 
that the claim will be barred 
unless the creditor presents 
the claim within two months 
from the mailing or other de¬ 
livery of the notice. Claims 
filed after that date or after a 
date extended by law will be 
barred. 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive The Republican. 

Date of publication: August 
28, 2008. 

Talmadge V. Lockamy 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 

Room 103 Courthouse 
313 E. Alder Street 
Oakland, MD 21550 
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SMALLESTATE 

NOTICE OF APPOINTMENT 
NOTICE TO CREDITORS 
NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11044 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF 
NYLE EDWARD SIPPLE 

Notice is given that Lena 
Marie Sipple, P.O Box 103, 
Grantsville. MD, 21536, was 
on August 28,2008, appointed 
personal representative of the 
small estate of Nyle Edward 
Sipple, who died on Decem¬ 
ber 22, 2007. with a will 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment shall 
file their objections with the 
Register of Wills within 30 days 
after the date of publication of 
this Notice. All persons having 
an objection to the probate of 
the will shall file their objec¬ 
tions with the Register of Wills 
within six months after the date 
of publication of this Notice. 

All persons having claims 
against the decedent must 
serve their claims on the un¬ 
dersigned personal represen¬ 
tative or file them with the Reg¬ 
ister of Wills with a copy to the 
undersigned on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Thirty days after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claims will be barred unless 
the creditor presents the claim 
within thirty days from the mail¬ 
ing or other delivery of the no¬ 
tice Any claim not served or 
filed within that time, or any 
extension provided by law, is 
unenforceable thereafter 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive The Republican 

Date of Publication Septem¬ 
ber 4, 2008 

Lena Marie Sipple 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E Alder Street 
Oakland, MU 21560 


NOTICE OF OPPORTUNITY 
FOR PUBLIC HEARING 

The Garrett County Community Action Committee, Inc 
(GCCAC), a private non-profit organization located in Garrett 
County, Maryland, is applying to the Federal Transit Administra¬ 
tion and the Maryland Transit Administration for funding to meet 
the public transportation needs of the general public, senior 
citizens, and disabled individuals of Garrett County. 

Capital requests will be utilized to purchase three replace¬ 
ment buses; all buses will be designed to meet the special 
transportation needs of the elderly and persons with disabili¬ 
ties. The total capital request is $143,445 of which $129,100 is 
being requested in Federal and State funds The remainder will 
be funded by GCCAC 

Funds for operational assistance are being requested through 
Section 5311 and Statewide Special Transportation Assis¬ 
tance Program (SSTAP). The total net operational cost of these 
programs is estimated at $1,506,007 of which $480,338 is 
being requested in Federal and State funds. The remainder will 
be funded by GCCAC and Garrett County. 

The detailed service plan is available for review at the Garrett 
Transit Service office, 225 Francis Sanders Drive, Oakland, MD 
21550, from 8:30 a m. to 4:30 p.m., Monday through Friday. Any 
private citizen, public or private transit or paratransit operatoi 
wishing additional information, or desiring to submit written 
comments, should contact John Hill, Director of Transportation. 
Garrett Transit Service, 225 Francis Sanders Drive, Oakland, 
MD 21550. Comments must be received by Garrett Transit 
Service not later than three weeks from the date of this notice. 

A public hearing will be held only on request. Any person 
desiring a public hearing must submit a written request to John 
Hill at 225 Francis Sanders Drive, Oakland, MD 21550, no later 
than 4:30 p.m. on September 30,2008 Should a public hearing 
be requested, it will be held at 9 am. on October 10,2008, at 225 
Francis Sanders Drive, Oakland, MD 21550._W4-n(2> 

PUBLIC NOTICE 

The Deep Creek Watershed Board of Zoning Appeals will 
conduct a public hearing on Thursday, September 18, 2008, 
starting at 7:00 pm. in the County Commissioners meeting 
room, Second Floor, Courthouse Annex, Oakland. The Board 
will review the following docketed cases: 

1. SE-393 - an application submitted by St. Moritz Properties, 
LLC, for a Special Exception permit to construct three, indoor 
boat storage buildings on property owned by the Bill's Marine 
Service. The property is located at 683 Harvey's Peninsula 
Road, tax map 59, parcel 607, and is zoned Lake Residential 

2. SE-394 - an application submitted by Donald S. Nemith, for 
a Special Exception permit to allow construction of a hotel 
that will be up to six stories and 60 feet in height. The property 
is located at 531 Deep Creek Drive on the property currently 
occupied by the Point View Inn, tax map 50, parcel 287 and 
is zoned I own Center. 

3. SE-395 - an application submitted by Geoffrey Clingman, for 
a Special Exception permit for an eight-bedroom Transient 
Vacation Rental Unit The property is located at 201 Highline 
Drive, tax map 49, parcel 119, Lot 48 and is zoned Lake 
Residential. 

4. VR-649 - an application submitted by Douglas B. Henderson 
for a Variance to allow the construction of an accessory 
building that would come within 5.0 feet of a rear property line, 
instead of the required 40 0 feet The owner has purchased 
the buy-down from the State of Maryland. The property is 
located at 132 Sorbus Lane, tax map 66. parcel 416, Lot 14 
and is zoned Lake Residential. 

Interested persons are invited to attend 

w )1(?) By the authority of the Board of Zoning Appeals 


PUBLIC NOTICE 

INVITATION FOR INFORMAL COMPETITIVE PROPOSALS 

RFP 09-101: FY 2009 Evaluation Specialist Services 
ISSUE DATE: August 27, 2008 
DESCRIPTION OF DESIRED SERVICES: 

Under the supervision of the Garrett County Partner¬ 
ship's President/CEO or his/her designee, the Evaluation 
Specialist shall be responsible for providing evaluation ser¬ 
vices for after-school and summer programs funded by the 
Partnership as described in the “RFP 09-101: Response 
Specifications" document. 

ISSUING ORGANIZATION and LEGAL AUTHORITY: 

Garrett County Partnership for Children and Families, 
Inc./Local Management Board 

Contracts Officer: Crystal Stewart, President/CEO, cstew- 
art@garrettpartnership.org 

12423 Garrett Highway, Oakland, MD 21550 

TEL 301-334-1189, FAX: 301-334-1893 

OBTAINING SPECIFICATIONS AND 
RESPONSE DOCUMENTS: 

The Specifications Document, including required attach¬ 
ments, for RFP 09-101 will be available for download at the 
Garrett County Partnership website at: http://www/garrett- 
partnership.org beginning August 27, 2008. Follow the “RFP 
09-101“ link at the top of the page. 

PROPOSAL SUBMISSION PROCESS: 

Sealed proposals subject to the conditions listed in the 
RFP 09-101 Response Specifications document will be re¬ 
ceived until 4:30 p.m., September 15, 2008. for furnishing 
services and contract deliverable items described therein All 
proposals submitted must be enclosed in a sealed envelope 
that is clearly marked “Request for Proposals 09-101: Evalua¬ 
tion Specialist Services” on the outside of the envelope Addi¬ 
tional details regarding the proposal submission process are 
included in the RFP 09-101 document, which is posted 
online. 
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Buonassissi, Henning & Lash. P C. 

1861 Wiehle Avenue, Suite 300 
Reston, Virginia 20190 
(703) 796-1341 

TRUSTEE'S SALE 
800 Tamarack Circle 
Oakland, Maryland 21550 

In execution of the Deed of Trust dated April 12,2005, recorded 
in Liber 1126, folio 236, among the Garrett County land records, 
the undersigned Substitute Trustees, any of whom may act, will 
offer for sale at public auction on SEPTEMBER 19,2008, at 1:00 
p.m , at the north side of the Courthouse for the Circuit Court for 
Garrett County, Alder Street entrance, at Oakland, Maryland, the 
following property: 

Lot 19, Southern Pines Subdivision. Oakland. 

Garrett County. Maryland, and as more particularly 
described in the Deed of Trust 
The property and improvements will be sold in “as is" physical 
condition without warranty of any kind and subject to all condi¬ 
tions, restrictions and agreements of record affecting the same 
TERMS OF SALE: A non-refundable bidder's deposit of $23,500 
by cashier’s/certified check required at time of sale except for the 
party secured by the Deed of Trust Risk of loss on purchaser 
from date and time of auction The balance of the purchase pnee 
together with interest thereon at 9.82% per annum from date of 
sale to receipt of purchase price by Trustees must be paid by 
cashier's check within 10 days after final ratification of sale 
There will be no abatement of interest due from the purchaser 
in the event settlement is delayed for any reason. Real estate 
taxes to'be adjusted as of the date of sale and thereafter 
assumed by purchaser All other public charges or assess¬ 
ments, including but not limited to water, front foot benefit, sewer, 
sanitary and/or metropolitan district charqes, as well as any tax 
sale amounts, costs and/or attorney's fees, shall be paid by 
purchaser whether incurred prior to or after the sale Purchaser 
shall pay any ground rent escrow and all transfer, documentary 
and recording taxes/fees and all other settlement costs. Pur¬ 
chaser agrees to pay $275 at settlement to sellers' attorney for 
review of settlement documents as well as a reasonable fee for 
any other services rendered by sellers' attorney at the request 
of purchaser or due to purchaser's failure to comply with the 
terms of sale. Purchaser is responsible for obtaining posses¬ 
sion of the property If purchaser defaults, deposit will be 
forfeited and property resold at the risk and cost of the defaulting 
purchaser who shall be liable for any deficiency in the purchase 
price and all costs, expenses and attorney's fees of both sales 
If Trustees do not convey title for any reason, purchaser's sole 
remedy is return of deposit without interest. This sale is subject 
to post-sale audit of the status of the loan secured by the Deed 
of Trust including but not limited to determining whether prior to 
sale a forbearance, repayment or other agreement was entered 
into or the loan was reinstated or paid off; in any such event this 
sale shall be null and void and purchaser's sole remedy shall 
be return of deposit without Interest (21426) 

Joseph V. Buonassissi. II, Richard E. Henning, Jr., 
Richard A Lash, Keith M. Yacko, Brian S McNair, 
James J Inabinett, Jr , David A Rosen, and 

r- r>- t 


IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NOS. 471,475 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

G. CLAYTON LIVENGOOD and JEAN LIVENGOOD, WIFE, 
E. FRANCES MCTIGUE, MARY E DEAL, JAMES E LIVEN¬ 
GOOD. SAMUEL M. LIVENGOOD, DENVER J. LIVEN¬ 
GOOD, PAUL V LIVENGOOD, AND FERN HAWK. MIN¬ 
ERAL RIGHTS 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property. Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice. 

Sondra R. Bucket, Clerk of the Circuit Court 
P.O. Box 447, Oakland, Maryland 21550 
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IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NO. 402 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

JOHN B NOVACK and MARIAN D. NOVACK 
LAURA A KLOTZ, AND SRAH C. BLOCHER, 

UNDIVIDED INTEREST IN MINERAL RIGHTS; 

AND THE UNKNOWN HEIRS OF HENRY BEPLER AND 
MAGDALENA BEPLER, WIFE, REMAINING INTEREST IN 
MINERAL RIGHTS 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property. Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newsDaoer havina a qeneral circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice 

Sondra R. Buckel, Clerk of the Circuit Court 
P.O. Box 447, Oakland, Maryland 21550 
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PUBLIC NOTICE 

Department of the Environment 
Air and Radiation Management Administration 

NOTICE OF APPLICATION AND INFORMATIONAL MEETING 

The Maryland Department of the Environment, Air and Radia¬ 
tion Management Admimstratino (ARMA) received two (2) per- 
mit-to-construct applications from Mettiki Coal, LLC, on June 2, 
2008, for the installation of a 150-tons-per-hour Grassan & 
Jeffrey's portable hammermill crusher to be located at 293 Table 
Rock Road in Oakland, Maryland 21550, and for the installation 
of a 300-tons-per-hour Tyler Ty Level electric screen to be 
located on Red Oak Road in Oakland, Maryland 21550 An 
Informational Meeting will be held on September 24, 2008, at 
7:00 p.m at the Oakland Town Council Chambers, Oakland City 
Hall. 15 South Third Street, Oakland, Maryland 21550. 

Pursuant to the Environmental Article, Section 1-603(a), An¬ 
notated Code of Maryland, the Informational Meeting has been 
scheduled so that citizens can discuss the application and the 
permit review process with the applicant'and the Department 

Copies of the application and other supporting documents 
are available for public inspection Ask for Dockets #24-08 and 
#25-08 at the following locations dunng normal business hours 

Maryland Department of the Environment 
Air and Radiation Management Administration 
1800 Washington Boulevard 
Baltimore, Maryland 21230 

Ruth Enlow Library of Garrett County 
Oakland Branch 
6 North Second Street 
Oakland, Maryland 21550 
Tel No 301-334-3996 

The Department will provide an interpreter for deaf and hear¬ 
ing impaired persons, provided that a request is made for such 
services at least five (5) days prior to the meeting 

Further information may be obtained by calling Ms Shannon 
Heafey at 410-537-4433 

George S. Abum Jr., Director 
9/4.ii(2i_Air and Radiation Management Administration 

NOTICE OF PUBLIC HEARING 

CHANGE TO THE BOUNDARIESOFTHE 
DEEPCREEK LAKE SANITARY DISTRICT 

Notice is hereby given that the Board of County Commission¬ 
ers of Garrett County. Maryland, will hold a public heanng on 
Tuesday, September 16. 2008 at 11:00 a m., in Room 209 at 
the Garrett County Courthouse located at 203 South Fourth 
Street, Oakland. Maryland, to consider a change to the bound¬ 
aries of the Deep Creek Lake Sanitary District.The proposed 
change to the boundaries is to include the following parcels as 
referenced on the Maryland Department of Planning’s property 
mapping system: 


CLASSIFIED ADS 


Phone: 301-334-3963 


Map 

Parcel 

42 

256 

42 

44 

42 

227 

42 

254 

42 

125 

42 

276 

42 

59 

42 

65 

50 

463 

50 

758 

50 

57 

50 

105 

50 

325 

50 

301 

50 

151 

50 

32 

50 

624 

50 

450 

50 

518 

50 

757 

50 

354 

50 

232 

50 

82 

50 

18 

50 

788 

50 

277 

50 

53 

50 

21 

50 

777 

50 

787 

50 

223 

50 

201 

50 

14 

50 

50 

50 

803 


Mapping of the proposed boundary change is available for 
review at the Garrett County Department of Public Utilities' 
office located at 2008 Maryland Highway. Suite 2, Mountain 
Lake Park, Maryland. 

Interested persons will be heard at the public hearing on 
Tuesday. September 16, 2008, in order to determine if the 
proposed change to the boundaries of the Deep Creek Lake 
Sanitary District is necessary for the existing and future health, 
safety, and welfare of the public in general, and is feasible 
financially and from an engineering standpoint 

By Order of the Board of County Commissioners 
of Garrett Countv. Maryland 
R. Lamont Pagenhardt, County Administrator 


EMPLOYMENT 


HELP WANTED - Appli¬ 
cations are being accepted 
for a licensed practical nurse 
(LPN) at the Mountaintop 
Health Center in Davis, 
W.Va. Office hours: Monday 
thru Friday. 36-hour week 
Benefits. EOE. Send resume 
to PTCHC, P.O. Box 399, 
Grafton, WV 26354, or call 
304-265-0312 for an applica¬ 
tion. 27-1. 

HELP WANTED - After¬ 
school activities aide for Loch 
Lynn After-School Program. 
Responsible for assisting 
after-school coordinator with 
comprehensive after-school 
program for students in 
grades 3 thru 5. Must be able 
to work well with students, 
volunteers and parents. Mini¬ 
mum qualifications: Must 
possess a high school di¬ 
ploma or GED. Experience 
with community service or 
youth programs required. 
Approximately 15 hours per 
week, with agency benefits. 
Criminal background check 
and physical required before 
employment. Submit r6sum£ 
or application to Human Re¬ 
sources, Garrett County 
CAC, 104 East Center 
Street, Oakland, MD 21550. 
Deadline for receipt of appli- 
cation/r6sum6: September 
19, 2008, at 4:30 p.m. Gar¬ 
rett County CAC is an Equal 
Opportunity Employer. 27-2. 

HELP WANTED - Appli¬ 
cations are being accepted 
for a full-time medical assis¬ 
tant at the Mountaintop 
Health Center in Davis, 
W.Va. Office hours: Monday 
thru Friday. 36-hour week. 
Benefits. EOE. Send rrisume 
to PTCHC, P.O. Box 399, 
Grafton, WV 26354, or call 
304-265-0312 for an applica¬ 
tion. 27-1. 

HELP WANTED - Appli¬ 
cations are being accepted 
for a full-time permanent 
program technician for the 
Preston County FSA Office in 
Kingwood, W.Va. Applica¬ 
tions (Form FSA-675) may 
be obtained from the FSA 
office, located in the Comer 
Mall of the Kingwood Plaza, 
telephone 304-329-1923 or 
at any county FSA office 
Applications must be re¬ 
turned to the attention of Eric 
M. McCartney, CED, Preston 
County FSA Office, 425 E. 
Main St., Ste. 420, King- 
wood, WV 26537-1793 Pre¬ 
vious USDA-FSA Farm Pro¬ 
gram experience is not re¬ 
quired, but preferred. In order 
to receive consideration, 
applications must be re¬ 
ceived by FSA no later than 
4:30 p.m. September 5, 
2008. Candidates will be 
considered without discrimi¬ 
nation for any nonmerit rea¬ 
sons, such as race, color, 
national origin, sex, religion, 
age, disability, political be¬ 
liefs, sexual orientation, and 
marital or family status. This 
agency provides reasonable 
accommodations to appli¬ 
cants with disabilities. The 
decision on granting reason¬ 
able accommodation will be 
on a case-by-case basis. 
FSA is an Equal Opportunity 
Employer. 25-3. 


PUBLIC NOTICES 


EMPLOYMENT 


HELP WANTED - After¬ 
school activities aide for 
Friendsville After-School Pro¬ 
gram Responsible for assist¬ 
ing after-school coordinator 
with comprehensive after¬ 
school program for students 
in grades 3 thru 5. Must be 
able to work well with stu¬ 
dents, volunteers and par¬ 
ents. Minimum qualifications: 
Must possess a high school 
diploma or GED. Experience 
with community service or 
youth programs required. Ap¬ 
proximately 15 hours per 
week, with agency benefits. 
Criminal background check 
and physical required before 
employment. Submit r6sum6 
or application to Human Re¬ 
sources, Garrett County 
CAC, 104 East Center 
Street, Oakland, MD 21550. 
Deadline for receipt of appli- 
cation/r6sume: September 
19, 2008, at 4:30 p.m. Gar¬ 
rett County CAC is an Equal 
Opportunity Employer. 27-2. 

HELP WANTED - Avon! 
Earn 50% fast cash and free 
gift. $10 to start. Call Karen, 
301-334-3454. 27-4 

HELP WANTED - Now 
hiring carpenters, electri¬ 
cians, and plumbers. Also, 
subcontractors for framing, 
decks, roofing. 301-387- 
6976, evenings 301-501- 
6976. 25-5. 


Deadline: 
Tuesday. 5 PM 


EMPLOYMENT 


HELP WANTED - Drive 
dedicated routes for Werner 
Enterprises and receive top 
pay, weekly home time & 
great benefits! 800-346- 
2818, x520. 25-3 


HELP WANTED 

Experienced 

SALESPERSON 

Apply in person at 

Cork's Cars 

10012 Garrett Hwy. 

am 


Help Wanted 

ASSISTANT 

MANAGER 

for our Hardware and 
Bait House. "Handy-man" 
type with knowledge of 
hardware and fishing 
helpful. The position is 
full time with competitive 
pay and benefits. 

Call for appointment 
or apply in person at 

Deep Creek Outfitters 
32 Outfitters Way 
McHenry, MD 
301-387-2200 


HELP WANTED 

Day & Evening Shift. Nights & Weekends. 

Apply in person 

Slopeside Market/Exxon, McHenry, Md. 

6-Jt 301-387-5055 


a 


EXPERIENCED 

CARE PROVIDERS 


Evenings & Weekends 

Minimum requirement: 1 yr. experience caring for adults. Our 
clients live at home & need assistance with hygiene, light 
housekeeping, meal prep., errands. Reliable transportatin & 
home phone REQUIRED. We check all references & criminal 
background. Vision/dental 8 AFLAC ins. avail. EOE 

„„ Ask for Jeanette at: 301-334-4949 


AFTER-SCHOOL PROGRAM ASSISTANT — The Gar¬ 
rett County Health Department is accepting applications for a 
part-time (20hours per week), contractual assistant to work in 
the Community Health Education and Outreach division at the 
Southern Middle After-School program. The position will 
assist in the day-to-day details associated with running and 
staffing the program. Experience working with youth preferred. 
S10.16-S12.24 per hour based on experience. 

Please submit a Maryland State Employment Application to: 

Personnel.Garrett County Health Department. 1025 Memo¬ 
rial Drive. Oakland. MD 21550 (301-334-7705) Monday - 
Friday, 8 a m. - 5 p.m. Applications available at 
www.garretthealth.org . Closing date for receipt of appl ications 


is September 19.2008. Equal Opportunity Employer/M .F.H 

27-21 




INSTRUCTION/SCHOOLS 


INSTRUCTION/SCHOOLS 




IMMEDIATE OPENING 
PART-TIME 

CONTRACTURAL POSITION/ 
GOBA MANAGER 

On behalf of the Greater Oak¬ 
land Business Association 
(GOBA), the Town of Oakland 
is seeking applicants for the 
position of a GOBA Manager 
This is a part-time, contractual 
position for an individual en¬ 
compassing the ability to per¬ 
form a variety of tasks. Inter¬ 
ested applicants must be will¬ 
ing to promote downtown ac¬ 
tivities. educate businesses, 
serve as a listener, collabora¬ 
tor, clearinghouse, visionary, 
facilitator and coordinator 
based on the four points (or¬ 
ganization, promotion, design 
and economic restructuring) 
of the Oakland Main Street Pro¬ 
gram. The GOBA Manager will 
be required to encourage pub¬ 
lic awareness of the GOBA 
activities and act as a liaison to 
other communities and orga¬ 
nizations in Garrett County. A 
complete GOBA Manager Job 
Description is available for re¬ 
view at Oakland City Hall, 15 
South Third Street, Oakland, 
MD 21550, Monday through 
Friday from 8:30 a m to 4:30 
p.m. 

Interested applicants 
should make application at the 
Maryland Job Service, located 
at221 South Third Street. Oak¬ 
land, MD 21550 Applicants are 
asked to submit a cover letter 
and resume along with their 
application 

The deadline for applica¬ 
tions/resumes is September 
30. 2008. at 1:00 p.m. EOE 
By Authority 
AsaM McCain. Mayor 
Oakland, Maryianu 


ARE YOU UNEMPLOYED OR 
IN A DEAD-END JOB? 

We Are Here Tc Help you Succeed! 

JOIN THE WORLD OF BEAUTY 

cj) Federal Funding 

to those who qualify 

C^> Flexible Schedule 

Day 6 Evening Classes 

Transportation/Living Support 
to those who qualify 

C^> Quality Education 

Call T0C4Y!!! Your future Marts New! 
3C1-777-3C2C 

Intermit iorurf 'Beauty School 

119 N. Centre St., Cumberland, MD 21502 
www.ibscumberland.com 




26 - 

So, you've dropped out of school. NOW, what are you 
dropping into? Are you ready to choose a new path to a good 
job or better education? If so, we may be able to help you 
earn your GED and assist you with your career and educa¬ 
tional goals. Garrett County Success for Youth (GCSFY) 
offers FREE training to individuals ages 16 or older who 
need to upjgrade their basic skills or wish to obtain a GED. 


"Where our goal is YOUR SUCCESS" 


We provide: 

• EVENING CLASSES NOW AVAILABLE! 

Day classes still available for your conveniences 

• Conveniently scheduled part-time classes! 

• Work readiness skills/resum6 writing! 

• Job and career counseling! 

• Job search services! 

• Assistance to transition into vocational/ 
technical training or college! 


To determine if you are eligible for this program, 
please contact the Western Maryland Consortium at 
301-334-8136, to schedule a screening appointment 

'tOeiteiH THditylcmci (Zonoorfcum 

215 S 3rd St. 

Oakland, MD 21550 fgr Ueaf 

1 ■ £00-735-225® 
Maryland K e 14» y: 

eabilltiaa 



EOE 

Auxiliary aide & eervieee are 
available upon re^ueet to 


Individuate with 


dial 7-1-1 


rw»r Wiwl A rlt TV* 
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Reaching Over 
3 5.000 Readers 
In Garrett Co. & Vicinity! 


CLASSIFIED ADS 


Deadline: Tuesday. 5 PM 
Phone: 301-334-3963 


EMPLOYMENT 


HELP WANTED - Cooks 
needed. Must have cooking 
skills and experience plus 
good work ethics. Call Bryon 
at 240-321-0660 25-4 

HELP WANTED - Seek¬ 
ing motivated, dependable 
individual for part-time posi¬ 
tion, approximately 25-30 
hours a week. Excellent op¬ 
portunity for someone who is 
retired. Miscellaneous handy¬ 
man duties to include, but not 
limited to, mowing grass, 
brush hogging, mulching & 
miscellaneous maintenance 
for one residence & 2 busi¬ 
nesses. Reply to Box G-26, 
c/o The Republican, P.O. 
Box 326, Oakland, MD 
21550. 26-2. 


EMPLOYMENT 


HELP WANTED - Meat 

wrapper 301-334-4140. 26- 
4. 

HELP WANTED - The 

road is calling! Train to drive 
a tractor trailer with 
Mountaintop Truck Driving 
Institute in Grantsville, Md 
Beginning drivers can earn 
40K or more, with compre¬ 
hensive benefits and flexible 
home time. Weekday and 
weekend courses available 
Government grants, tuition 
reimbursement, and student 
loans offered to qualifying 
individuals. Call for details, 
301-895-4700, or email terry. 
beachy@garrettcollege.edu. 
27-4. 


Help Wanted 

TIMBER CUTTER 
& SKIDDER OPERATOR 

Experience a must! 

301 - 334-6911 


26- 2t 


Chiropractic Office Seeks 

CLERICAL/CLINICAL ASSISTANT 

Must be people-oriented. 

Typing & computer skills necessary. 
Experience a plus, but will consider 
and train the right person. 

Send resume to: 

Box J-27, c/o The Republican, 

P.O. Box 326, Oakland, MD 21550 


The dining services partner at Garrett College, 
Aladdin Food Management Services, is now hiring. 

Full- and part-time positions are available for 

• Grill/Cooks • Deli/Salad Prep 
• Line Server/Cashiers • Catering 

A generous benefits package is available for full-time 
staff 

Please call 301-387-3041 or pick up an application in 
person in the Laker’s Cafe Food Service Director’s 
Office at Garrett College. 


HELP WANTED 

Instructor Assistant is needed for a day habilitation program 
in Oakland. Duties include, but are not limited to, general 
assisting with daily living activities, personal care assistance, 
assisting with leisure activities, driving, and lifting. 29 hours 
per week at $7.04 per hour with prorated leave benefits. 
Individual must possess a high school diploma or GED, have 
a valid driver's license with a good dnving record, and have 
an interest in working with developmental^ disabled indi¬ 
viduals. Application/resume deadline is Monday. September 
15.2008. Contact: 

Appalachian Parent Association, Inc. 

Appalachian Crossroads 
39 South Third St., Oakland, MD 21550 
301-334-8449, ext. 100 • 301-334-9633 (fax) 
Equal Opportunity Employer/Male-Female 


ATTENTION: LPNs& CNAs 

3-11 & 11-7 Positions 

at Hopemont Hospital, a licensed long term care facility 
operated by the NN \ Dept, of Health a ml Human Resources, 
located in Terra Alta. WV. 

Benefit Package: 

• 12-15 holidays per year 

• 10 hrs of vacation a month 

• 18 paid sick days per year 

• Schedule flexibility 

• Excellent retirement package 

• Medical and life insurance - vision and dental optional 

• $1 00 per hour shift differential (evenings and nights) 
Minimum requirements: 

WV LPN Nursing License. WV CNA Certification. 

Contact DON at 304-789-2411, ext. 233 

Equal Opportunity Employer 


Arrowhead Market A 


BUSINESS CENTER 
PART-TIME POSITION 

looking for Part-Time work? Our Business 
Center part-time position includes benefits 
such as a great work atmosphere, Christmas 
Club, discount movie tickets and more! Candidates 
must be highly motivated, dependable, friendly 
and able to work in a team-oriented environment. 

1 Computer and office skills are a plus. 


If interested, please apply In person: 

Arrowhead Market 
19746 Garrett Highway, Oakland, MD 


EMPLOYMENT 


HELP WANTED - Garrett 
County Area Agency on Ag¬ 
ing has 2 positions at the 
Grantsville Senior Center: FT 
cook (32 hr/wk). Cooking 
experience required. Ability 
to obtain Serv Safe certifica¬ 
tion. $6.76/hour with benefits, 
including prorated sick & 
annual leave, pension plan, 
paid holidays, health insur¬ 
ance. PT kitchen assistant 
(15 hr/wk). Assists with some 
meal prep, dishwashing, 
cleaning kitchen. $6.64/hour 
with limited benefits, includ¬ 
ing prorated sick & annual 
leave, pension plan, paid 
holidays. No health insur. 
Must possess a valid driver's 
license and have reliable 
transportation. Send applica¬ 
tions to: Human Resources, 
Garrett County Community 
Action Committee, 104 E. 
Center St., Oakland. MD 
21550. Application deadline: 
9/12/08. CAC/EOE. 26-2. 


EMPLOYMENT 


HELP WANTED - Full¬ 
time alignment tech. Experi¬ 
ence preferred. Pay based 
on experience. Benefits Ap¬ 
ply in person. Glotfelty Enter¬ 
prises, 14161 Garrett Hwy., 
Oakland 301-334-3911. 23- 
5. 


EMPLOYMENT 


HELP WANTED - Care¬ 
giver to care for elderly per¬ 
son. Must be willing to work 
any shift & must have valid 
driver's license & own vehi¬ 
cle. Call for more details. Sue 
at 301-334-1105, Mon.-Fri., 
8:30 to 3:30. 26-3. 


Help Wanted 

DELI CLERK 
at Browning's 
Foodland 

35-40 hrs/wk 

Applications 
available 
at the store 


27 3t 



Railev Mtn. Lake 

VACATIONS 


Reservations Dept. Position 

Qualified candidates must: 

• Be team oriented 

• Possess good telephone, customer service, and 
computer skills 

• Must be able to work evemngs and weekends 

• Full-Time Position - 40 hours/week 

Excellent benefits: partial health insurance, vacation 
and sick leave, and 401K plan with company contributions. 
Competitive wages being offered, based on experience. 

Railey Mtn. Lake Vacations 
Reservations Department 
5 Vacation Way, McHenry, MD 21541 
Or call 301-387-2124, ext. 1 (ask for LaDonna or Leslie) 

J-2l 


EMPLOYMENT 


HELP WANTED - Garrett 
County Memorial Hospital 
currently has an opening for 
a full-time (40 hours per 
week) unit secretary in the 
emergency department. Indi¬ 
vidual filling this position will 
work rotating shifts between 
the hours of 6:30 a.m.-ll 
p.m., rotating weekends and 
rotating holidays. Must work 
shifts as scheduled. Respon- 


American Heritage 
Home Improvements 
is seeking 
EXPERIENCED 

Carpenter's 

Helpers 

Must have at least 2 yrs. 
experience, own hand tools 
transportation, and a valid 
driver's license 
Good pay & benefits 
Previous appliants 
need not apply. 

301-387-8040 


27-31 



HIRING: 

Assistant 

Manager 

Flexible Schedule 
Competitive Wages 

Send resume to: 

P.O. Box 279 
McHenry, MD 21541 

or call 

301-616-3737 

Equal Opportunity Employer 


FULL-TIME SERVICE TECHNICIAN 

Year round work, with benefits. Individuals must possess a valid driver's license, 
have a clean driving record, and must be able to pass a drug test. This position has 
room for advancement. Applicants must be available for on-call emergencies and 
must be able to travel. Benefits include health insurance, 401K, paid vacation, and 
competitive wages. We provide transportation to the job sites. Mechanical and 
concrete experience a plus. ONLY serious applicants should apply. Based near 
Accident, Md. 

Please call 800-424-1980 
OR fax a work history to 1-888-280-0290 


27 a 


PART-TIME MAINTENANCE 

Benefits. 5 p.m. - midnight/1 a.m., Fri., Sat., Sun, 

SERVER & BUSPERSON positions 

Full- or part-time. Benefits 

Come join our team at Will O' the Wisp! 

• Please call 301-387-5503. ext. 2201. 

Ask for Rhonda or Wendy. 

They will contact you 
if they are not here when you call. 



ROOFERS • LABORERS 

Must have own transportation. 

Pay based on experience. 

START IMMEDIATELY 

All Seasons Contracting 

a 301-533-3232 


— Help Wanted — 

Experienced Truck, Trailer, & Equipment 

Mechanic 

Benefits available • Own tools a plus 

Don Rodeheaver Repair, LLC 

Grantsville, Md. 

301 - 895-3700 • 724 - 415-7862 


SALESPERSON 

Patriot Chrysler-Dodge-Jeep has an immediate 
opening for a salesperson. Experience helpful, but 
will train. Benefits & commission paid. 
Inquire at 

Patriot Chrysler-Dodge-Jeep 

in Mtn. Lake Park 

or call Larry, 301-616-8276 
or Charlie, 301-334-2137 


76-7t 


Staff Accountant 

Garrett County CPA firm seeks highly motivated entry 
level and staff accountants with recent public accounting 
experience tojoin local firm providing professional audit, 
accounting, tax and systems support services to a wide 
variety of clientele. 

Firm uses the latest technology in paperless engage¬ 
ment processes, tax and financial statement research 
Applicants must be CPA or CPA candidates. 

Compensation package includes overtime pay, health 
insurance, life insurance, 401 (k) and profit sharing plans. 

Qualified individuals should send resumes to: 
Rodeheaver & Associates, P.C., 6000 Thayer Cen¬ 
ter, Oakland, Ml) 21550. Attn: RAK n-m 


ATTENTION: RNsand LPNs 

Full- and part-time positions for all shifts will 
become available on or about November 1, 2008, 
to provide nursing services to developmentally 
disabled adults in residential and community 
settings. 

If interested, please submit qualifications, de¬ 
sired salary range, and interest in full- or part-time 
positions, in writing. All inquiries will be kept 
confidential. Please no telephone inquiries. 

Appalachian Parent Association, Inc. 

Appalachian Crossroads 

39 South Third St., Oakland, MD 21550 
Equal Opportunity Employer/Male-Female 


Local financial services firm seeks 

responsible person for full-time position in 

CLIENT SERVICE & 

BRANCH OrriCE ADMINISTRATION 

Candidate must be a self-starter, well organized, 
and accurate with details. Experience with securities/ 
financial services background needed Must also 
have excellent oral and written communication skills. 

For prompt consideration, submit your resume 
online at: www.edwardjones.com/careers 

Include your salary requirements and job code on 
all correspondence. 

You may also send your resume to: 

Edward Jones 
Job Code: 319653-MH 
1245 J.J. Kelley Memorial Drive 
St. Louis, MO 63131 
Fax- 314-R1R.QR1R 


Hiring Skilled Carpenters, Cabinet 
Builders, and Assembly Equipment 
Operators for Expansion of 
Existing Custom Millwork & 
Cabinet Plant. 

Skilled personnel must be able to give design 
ideas & build with shop drawings Heated work 
environment working on high end projects for 
delivery in the US and overseas 

Excellent Joinery Skills a must 

Machine operators must have excellent 
attitude and work ethic. 

Must be willing to learn and grow with the 
company expansion 

Previous millwork experience is a plus 
Modern shop & great support team 
Excellent potential with benefits 
Compensation $21K-$35K, based on skills 

Call Scott Davis 304-704-8946 

Plant Manager, Finished Products 

Hardwood Interiors, Inc. 


EMPLOYMENT 


sibilities Include routine cleri¬ 
cal and receptionist duties, 
transcribe doctor's orders 
and perform all other related 
duties. High school diploma 
required. Knowledge of medi¬ 
cal terminology and previous 
clerical and/or patient care 
experience is desirable. In¬ 
terested, qualified applicants 
may apply in person any 
weekday at Garrett County 
Memorial Hospital, Human 
Resources Department, 251 
North Fourth Street, Oak¬ 
land, MD 21550, or fax your 
rdsumd to us at 301-533- 
4328, or apply online at 
www.gcmh.com. EOE: H/V/ 
M/F. 27-1. 


EMPLOYMENT 


HELP WANTED - Experi¬ 
enced bookkeeper/account¬ 
ing clerk needed. Pay based 
on experience. Experienced 
in computers a must. Send 
resumes to Box H-27, c/o 
The Republican, Attn: 
Accting. Clerk, P.O. Box 326, 
Oakland, MD 21550. 27-3. 

HELP WANTED - Look¬ 
ing for individuals to fill the 
position of parts counterper¬ 
son/assistant manager and 
body shop technician at 
Team One in Oak'and, Mary¬ 
land. Pay is based on experi¬ 
ence. Great benefits. Contact 
Greg Shockey at 301-334- 
9494. EOE. 27-2. 

Continued on Page C-8 


Davis Shop 'n‘ Save Express seeking 
self-motivated applicants for 

DELI/BAKERY MANAGER 

Wages commensurate with experience & performance. 
Benefits pkg. available. All replies held in confidence. 

All replies must be sent to: 

CGP Foods 
Personnel Dept. 

P.O. Box 845 

^ Bellngton, WV 26250 


Human Services Aide - Gan ell County Health Depart¬ 
ment Home Health Agency is currently accepting applica¬ 
tions for a contractual Human Services Aide. Must pos¬ 
sess Geriatric Aide training, a Certified Nursing Assistant 
License, a valid driver's license, and provide own transpor¬ 
tation. Positions are on an as-needed basis without 
benefits. $10.16-$12.24 per hour, based on experience 

For fullest consideration, applicants must be received 
by September 19,2008, at Personnel, Garrett County 
Health Department, 1025 Memorial Dr., Oakland, MD 

21550:301-334-7705. Equal Opportunity Employer/M F H. 
Application available at: www.qarretthealth.org 2J 


Real Estate office seeks a responsible part-time 

Receptionist 

MUST be willing to work weekends. Applicant 
should have telephone experience, basic computer 
knowledge, and good customer service skills. 
Resumes may be faxed to 301 -387-7876 or mailed to: 

23789 Garrett Hwy, Suite 2 
McHenry MD 21541 
7 frt* Attn: H/R Department 




Mine Repair & Maintenance, Inc. 


GMS Mine Repair & Maintenance 

has an immediate opening for a 
JOB TRACER/PURCHASING AGENT 

Primary responsibility will be tracking all outside 
jobs with the company through completion and 
invoicing. Will be working directly with supervi¬ 
sors and must have excellent customer service 
and computer skills. Pay commensurate with 
experience; health & life insurance, 401 (k), paid 
holidays and vacations. 

Interested applicants call Chris 

304-288-6884 



CLASS A DRIVERS 
& TRUCK MECHANICS 

Savage Services is hiring for key posi¬ 
tions in the Oakland, MD, operation, due to 
our growing business. 

CLASS A DRIVERS should be professional. 
Experience preferred. 

DIESEL MECHANICS must have own tools 
and be experienced with diesel engine service 
and maintenance. 

We Offer: 

Excellent Pay 
Local Work 
Family Insurance 
401K Plan 
Profit Sharing Plan 
Uniforms 
Safety Bonus 
Performance Bonus 
Length of Service Bonus 
Paid Holidays 
Vacation Pay 
Career Opportunities 

If you consider yourself a professional and are career- 
oriented, apply in person at 

Savage Services 

354 Tablerock Road, Oakland, MD 21550 
301-334-1820 

www.savaqedrivers.com 

Savage Is an Equal Opportunity Employer. 

Must nuu Phvelcel A Drua Screen 
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EMPLOYMENT 


k ' Continued from Page C-7 

HELP WANTED - Sales 
clerk & miscellaneous re¬ 
sponsibilities. 240-321-4700. 

HELP WANTED - Garrett 
County Memorial Hospital 
currently has an opening for 
a full-time (40 hours per 
week) clinical social worker. 
Responsibilities include: 
planning, organizing and im¬ 
plementing social work ser¬ 
vices for patients and fami¬ 
lies. including discharge 
planning, referrals to commu- 
’nity resources, nursing home 
placements, as well as crisis 
intervention in the emer¬ 
gency room. Mental health 
and long-term care experi- 
•ence helpful. MSW required. 
LGSW or LCSW Maryland 
'license (or license eligible) 
required. 1 year experience 
■ in hospital setting preferred 
Qualified applicants may ap¬ 
ply in person any weekday or 
"send resume to: Garrett 
County Memorial Hospital, 
Human Resources Depart¬ 
ment, 251 North Fourth 
Street, Oakland, MD 21550, 
or you can fax your resume 
to us at 301-533-4328, or 
apply online at www.gcmh. 
com. EOE: H/V/M/F. 26-2. 

HELP WANTED - Mighty 
' Auto Parts has a position 
! open for a full-time person for 

• warehouse duties. Experi- 
! ence helpful. Salary based 
{ on work experience. Please 

• drop off resume Mon.-Fri. at 
; 515 D St.. Mtn. Lake Park 

• 301-334-4816.25-4. 

| HELP WANTED - Driv- 
» ere: Dedicated flatbed runs 
I _ avail now at Swift! CDL-A, 6 
months exp req. Great pay, 
: benefits, home weekly and 
•I more! 800-231-5764. 25-4. 


MISCELLANEOUS I MISCELLANEOUS I MISCELLANEOUS I MISCELLANEOUS | MISCELLANEOUS 


CHILD CARE 


CHILD CARE 



PHENIX 

TECHNOLOGIES 

Phenix Technologies, a lead¬ 
ing manufacturer of high voltage 
high power and high current elec¬ 
trical test equipment, is seeking 
the following 

Electrical Engineer 

Applicants should possess at 
minimum a BSEE degree and 
have a working knowledge of 
single and three phase AC power 
circuits Job responsibilities will 
include power, control and me¬ 
tering circuit design for custom 
high power industrial electrical 
test equipment Experience us¬ 
ing AUTOCAD and SPICE, or 
other equivalen t software pack¬ 
ages will be considered benefi¬ 
cial Competitive wages and ben¬ 
efit package available 

Mechanical Engineer 

Applicants should possess at 
minimum a BSME degree and 
have a basic knowledge of me¬ 
chanical structural analysis and 
design. Job responsibilities will 
include design and analysis of 
electrical equipmentendosures, 
fabricated structures, pressure 
and vacuum vessels, and me¬ 
chanical dnve systems utilizing 
electncal and pneumatic power 
A background in mechanical fab¬ 
rication or ma nufacturing will be 
considered beneficial, as will any 
experience using AUTOCAD or 
other equivalent CAD software 
packages Competitive wages 
and benefit package available 
Standared Products 
Wireman/Assembler 
Must possess a basic under- 
standingofelectnaty/electromcs, 
high school electrical program 
graduates or higher preferred 
We will provide on the job train¬ 
ing, but must have the ability to 
read and work from blueprints / 
schematics and possess an ap¬ 
titude for close attention to detail 
J manual dextenty and crafts¬ 
manship Comoetitive wages and 
benefits available 

Send resume to: 
PHENIX TECHNOLOGIES 
75 Speicher Drive 

Acclden-. MD 21520 
Please leference 
po sition desired 
Fax: 301-895-5570 
email: info@phenixtech.com 


ANTIQUES 


* GE ANTIQUES 

; 1 M-LEC IBLES - 11 mi 
~ jutli of Oakland on 219, 
^across from Suburban Pro¬ 
fane Open Fri.-Sat„ 10-5, 
JSun, 11-5: Mon., 10-5. 

•Cheap prices Check us out. 
^301-334-1776 25-4 

• FOR SALE — Antique 
^former Western Maryland 
•Uailroad 1930s Fairmont 
Jtnotor car Above average 

condition in dry storage for 
over 50 years. Raie find. 
UT8 for $8500. Call Stuart. 

•mi tjx ao ox r 


FOR SALE - 1987 Chrys¬ 
ler 5th Ave. car, needs a little 
work, will sale or trade, $700 
1959 Ford Victoria car, 
needs fixed up, $900 or will 
trade. Hydraulic power hand 
pump, $75. 2 ft. backhoe 
bucket for International. Elec¬ 
tric sewing machine, $35. 
Call after 6:30 p.m. 240-580- 
6986. 27-2. 

FOR SALE - Two 275 
gal. fuel tanks, $50 each. 
Antique table, china closet & 
buffet, $500. 301-387-5945 
after 5 p.m. 27-2. 

FOR SALE - Fishing rods 
& reels, deep sea/regular 
sizes, plus miscellaneous 
lures. 304-789-2135. 27-2. 

FOR SALE - New & used 
Andersen/Pella windows & 
doors, kitchen & bath. 240- 
321-4700. 27-2. 

FOR SALE - 60 gal 
black mix air compressor. 6 
hrs., cast iron, 2 cyl twin oil 
pump, exc. cond. $275. 301- 
746-8473. 27-2. 

FOR SALE - Ashley 
brand woodstove. 22 3 /x" x 
22 / 2 ” x 29%". 16” max log 
length. Used 1 winter. Exc. 
cond. $400 or best offer. 
301-689-6183. 27-2. 

ATTENTION - Orchid lov¬ 
ers. Orchid Haven will be at 
Oakland's Mountain Fresh 
Farmers Market, town park¬ 
ing lot, Second St., with all 
kinds of orchids for sale all 
summer long, every Wednes¬ 
day & Saturday, 10 a.m.-l 
p.m Budding & blooming 
plants. Come see & buy. Any 
questions, call Flo at 304- 
724-9081. 27-4. 

FOR SALE - Custom- 
built storage buildings & play¬ 
houses. 301-895-3688. 27-5. 

FOR SALE - Armstrong 
Ultra 80 125,000 BTU oil 
furnace. Used 2 yrs. Exc. 
cond. $500. 301-746-8473. 

FOR SALE - LuxAire fuel 
furnace: 155,000 BTU, 12 
years old, works great, $350 
or best offer. 304-789-2135. 
27-2 

FOR SALE - 2001 Supe¬ 
rior landscaping trailer, 
6'x16'. Tandem with brakes 
$1000 or best offer. 301-616- 
6781. 26-3. 

FOR SALE - Kohler 
shower stall, almond, 36”x 
48", never used, $490. 301- 
387-7569, 412-860-0751 

FOR SALE - Moncrief 
coal & wood furnace. Call 
301-387-9380. 26-2. 

FOR SALE - Mens Al- 
pina cross-country skis, size 
12, new. 301-245-4645. 

FOR SALE - Dell Dimen¬ 
sion E520 with printer, scan¬ 
ner, Photo 926 with copier, 
plus computer stand Bought 
Christmas 2006. Paid $1200, 
asking $700. Call 240-321- 
4995. 26-2. 

FOR SALE - 2001 6x10 
Homestead trailer, Hercules 
model. Single axle with tor¬ 
sion bar suspension $1500. 
301-334-9715. 26-3. 

FOR SALE - 6"x10V» 
steel pipe, $60 per joint. 240- 
367-6908. 26-2. 


FOR SALE - Wood-burn¬ 
ing stove, 32"x24”x34". In¬ 
cludes some ductwork. Over¬ 
sized firebox, 29"x21”. Ac¬ 
commodates large firewood. 
Perfect for heating large 
spaces. Exc. cond. $300. 
301-334-2452 after 5 p.m. 
27-3. 

FOR SALE - Eagle spa 
hot tub, 5- to 7-person. Runs 
on 110, has cover & steps 
Asking $3500, interesting 
trades or best offer. 301-453- 
3664. 27-4. 

FOR SALE - 5 pc. per¬ 
cussion plus drum set with 3 
cymbals & throne, $500, 
never used. 27" TV armoire, 
rustic looking, has real birch 
tree branches along all 4 
corners including legs, with 
matching mirror, both pieces 
for $200. Wooden entertain¬ 
ment center, $150. Ab 
lounge, $50. 3 tow-behind 
boat water rafts, $50 ea. Call 
301-501-1507. 26-2. 

FOR SALE - 2"x7' steel 
pipe, $4 per joint. 240-367- 
6908. 26-2. 

FOR SALE - Complete 
DJ setup. Including huge 
collection of music. $2500. 
301-334-9715. 26-3. 

FOR SALE - 7 hp 60 gal. 
upright compressor, 135 psi, 
used about 15 hours, $300. 
Chipper/shredder, 3" chip¬ 
ping capacity, 10:1 reduction 
ratio, 1450 Series Briggs & 
Stratton engine, used very 
little, $600. 301-387-6640 or 
301-387-5450. 26-3. 

FOR SALE - Yakima car 
hardware. Roof racks with Q 
towers & boat loader, $100. 
Load Warrior with lock, Desti¬ 
nation 7 roof pack & stretch 
net, $275. Steelhead bike 
carrier & wheel fork, $50. 
Other accessories. Buy one 
or all. Mounted on Rav4. 
240-321-4554. 25-3. 


For Sale 

Used 4'x8' Valley 

POOL TABLES 

w/overhead lights. 

$1,000 ea. 

240-321-3533 

2MI 


FOR SALE - Sunquest 
Pro 24R.S tanning bed, re¬ 
duced to $1500. NordicTrack 
C2000 Space Saver, hardly 
used, $500. Leave message, 
301-616-4966.26-4. 

FOR SALE - Nursery 
stock. Dug trees starting at 
$8: blue spruce, Norway, 
white pine, fir, white spruce. 
Canaan Valley fir & hemlock. 
Call Jay Rice, 301-533-1919. 
25-5. 

FOR SALE - Excel hand 
dryer, wall mounted, for busi¬ 
ness restroom, like new, only 
$185. Call Stuart at 301-334- 
6212. 25-5. 

FOR SALE - Schwinn 
weight bench with lat pull 
down, curling bars, free 
weights, $350. 240-321- 

4554. 25-3. 

FOR SALE - Clark 8000 
lb. fork lift, $4500. 301-616- 
2580. 24-5. 

FOR SALE - 2 black 
powder rifles. One a Knight 
Long Range Hunter, 50 cal., 
forest green, with Leupold 
2x7 scope, $800. One a 
Knight Revolution, 50 cal., 
stainless steel laminate, 
$400. 301-501-6311 24-4 

FOR SALE - Darkroom 
equipment & just about eve¬ 
rything you need to set up 
your own darkroom. 301- 
334-6415. 23-5. 

FOR SALE - Cream 
leather sofa & 2 leather re- 
cliners, 2 years old, $800 or 
best offer. 301-746-8918. 23- 
5. 


Canaan Valley 

k*so*i fc Com r 1 hinci cintir 

A Wf4TVHtr.INI*'TATf 

Canaan Appraisal 
Roadshow & Flea Market 
Saturday, September 13 

Booths available for anyone 
wishing to sell items or 
conduct fundraiser (Scouts, 
youth, or team sport groups) 

Indoor space-S25 per table. 
Outdoor space-SIO per 
space (12'x12' space.) 

Collectors, artisans, and 
crafters encouraged to attend 

Call Missy for details 
304-866-4121 ext. 2678 



INCREDIBLE 

SWEET CORN 

$4.00 Dozen or $13.50 Bushel 

CALL AHEAD TO ORDER 
BUSHELS FOR FREEZING! 
301 - 501-7649 

301-387-6524 or 301-501-7647 



CLASSIFIED AD NETWORK 


APARTMENTS FOR RENT 

A HUD HOME 1 5bd 2ba home only $397/ 
mo 1 4txj 2ba home only SZOS'mo' (5% 
down, ZOyrs 8 8%) For Listings call 
800-628-5983 xT438 

4bd. 2ba Home Buy for only SZOSimo 1 
More 1 -5bd. Foreclosures from $199/ 
mol Never Rent Again' For Listings 
800-585-3617ext. T297 

AUTOMOBILE DONATION 
DONATE VOUR VEHICLE RECEIVE 
FREE VACATION VOUCHER 
UNITED BREAST CANCER FOUN 
DATION F ree Mammograms. Breast 
Cancer Into www ubcl into FREE 
Towing, Tax Deductible, Non-Run¬ 
ners Accepted. 1-888-468-5964 

DONATE VEHICLE Receive $1000 
GROCERY COUPONS. Your 
Choree NOAH S ARC. NO KILL Ani¬ 
mal Shelters Advanced Veterinary 
Treatments Free Towing, IRS TAX 
DEDUCTION Non-runners 1-866- 
912-GIVE 

BUSINESS OPPORTUNITY 

Measure Your Success Advertise in 
120 newspapers across Maryland. 
Delaware, and DC, reach over 2 3 
Million households for only $495 For 
more information contact this News 
paper or call 410-721 -4000. ext 15or 
visrtour website ww mddepress com 
CAREER/TRAINING 
Need a career’'”'’ Become a Nation¬ 
ally Certified Healing/AC Tech 3 5wk 
Nationally Accredited program Gel 
EPA/OSHA/NCCERCertified Local 
Placement Financing Available 1- 
877 994 9904 

DRIVERS 

EXPERIENCED CARHAULERS 
WANTED United Road has positions 
available For Experienced 
Carhaulers To be considered you 
must have Clean MVR, Clear Crimi¬ 
nal Background Pass DOT Physical 
«I>ug TesICallVmce 215-490 6095 

0 A n ha j l E ROWNE ROPERATORS 
WANTED Untied Road has opportu 
mhos For Experienced Carhaul 
Owner Operators You must possess 
a Clean MVR, Clear Cnmrnal Back 
ground Pass DOT Physical 8 Drug 
Test Call John 800 221-5127 Ext 186 


GENERAL MERCHANDISE 

ABSOLUTELY NO COST TO YOU!!! 
ALL BRAND NEW POWER 
WHEELCHAIRS, HOSPITAL 
BEDSANDSCOOTERS IMMEDI¬ 
ATE DELIVERY. CALL TOLL 
FREE 1-888-998-4111 TO 
QUALIFY 

HELP WANTED - TRUCK 
DRIVER 

Driver-$5K Sign-on Bonus tor Expe¬ 
rienced Teams Dry Van & Tern 
Control Solo Lanes also available 
O/Os 8 CDL-A Grads welcome 
Call Convenat: (866) 684-2519 
EOE 

HOMES FOR RENT 

A4bd 2ba Home Only $294/mo’ More 
1 -4 bedrooms Irom $ 199/mo! Great 
Deals 1 Never Rent Againl (4% dn, 
30yrs8 8%) Call tor Listings 800- 
585-3617 ext T296 

HOMES FOR SALE 
New Single-Family Homes in active 
adult (55 plus) community in histone 
Smryna. Delaware, near Beach and 
Bays From$99 900 302-659 5800 
or see www bonayrehomes com 
LAND FOR SALE 
TEXAS LAND SALEM 20-acre 
Ranches, Near BOOMING El Paso 
Good Road Access Surveyed 
ONLY$15,900 $20Q/Down, $159/ 
mo Money Back Guaranteed No 
Credit Checks 1 -800-843 7537 
www sunsetranches com 
LAKE ANNA, V A Steal My Lakefront 
Land 1 Owner must sell 1 All prices 
reduced Lg Water Access $49,900 
Direct Water1ront$199.900 Overl 
mile ol dockable shoreline, under¬ 
ground utlities Call 888-838 9030 
MISCELLANEOUS 
AIRLINES ARE HIRING - Tram tor 
high paying Aviation Maintenance 
Career FAA approved program Fi¬ 
nancial aid if qualified Job place 
ment assistance CALL Aviation In 
stitute ol Maintenance (888) 349- 
5387 

MOUNTAIN PROPERTY 

MOUNTAIN LOG CABIN 8 20. 
ACR E S $ 149 900 Sale Saturday 
9/13 Beautifully wooded mountain 
setting with spectacular new 1800' 
log cabin kit Enjoy private access 


toPotomac River8C80Canal Close 
totown Perfect lorvacatiotVre tire men! 
SAVE $10.000Guaranteed' Ask how 
to pay NO closing costs Low rate 
financing Call now 1 -800-888-1262 

TAX SERVICES 

IRS TAX 0E8T KEEPING YOU 
AWAKE’ Local CPA hrm resolves all 
Federal and State lax problems tor 
individuals and businesses US Tax 
Resolutions, P A 877-477-1108 
TICKETS 
REDSKINS 
SEASON TICKETS 
tickets O brucehallsports com 
703-904-0647 
VACATION RENTALS 

OCEAN CITY. MARYLAND Best se 
lection ol affordable rentals Full/par 
tial weeks Call tor FREE brochure 
Open daily Holiday Real Estate 1 - 
800-636-2102 Online reservations 
www holidayoc com 

Alter Labor Day Savings 1 Oeep Creek 
Lake, MD - Long 8 Foster Resort Rent¬ 
als Rent three nights and get the lourth 
night free' Lakelront. lake access 8 
mountaintop homes, condos 8 
townhomes Pet friendly. 
800 336 7303 

www DeepCreekResort com 

WATERFRONT PROPERTIES 

2 4 ACRES$96.000SmrthfiekJ. VAarea 
wooded parcel w/over 100' frontage 
on navigable creek flowing directly to 
James River Pavedrds water sewer 
ready to build Free Kayak or Canoe 
with Purchase Call now. won't last 
866 764 5238.x 1918 

ACCESS TO JAMES RIVER/ 
SMITHFIELD ONLY $79,900 Ex¬ 
tremely secluded private 5 acre estate 
property with water Access to James 
River and Chesapeake Bay Excel¬ 
lent low rate financing Won't last 
$79 900 Call now 866-764 5238 x 
1918 

5 ACRES RIVERFRONT ON JAMES 
RIVER Smithtieklarea Beautiful sandy 
beaches with over 250’ of frontage 
Minutes to Chesapeake bay Unpar 
alieied views Ready to build with utili 
ties, water sewer Only $199,900 
Won't last call now 866 764 5238 x 
1918 


The Maryland-Delaware-D.C (MDDC) Classified Ad Network currently has 81 
participating newspapers in its network - a circulation of over 1.4 million. To learn 
more about advertising with the MDDC, call The Republican at 301-334-3963. 


FOR SALE - 1973 Monti- 
cello 370 organ. Works, good 
cond,, bench Included. $250. 
Call 301-334-3250.26-2. 

FOR SALE - Bobwhlte 
quail chicks, release birds, 
breeding pairs, quail eggs. 
301-334-9840. 26-3. 

FOR SALE - Baby Wolf 
weaving loom, lots of extras. 
Schacht spinning wheel, 
Ashford spinning wheel. 
Bernina 1230 sewing ma¬ 
chine, lots of extras. 304- 
735-5806. 26-2. 

FOR SALE - Andersen 
C35 casement window, 
rough opening 6' 3 /«" x 5' 
Wood clad, double insulated, 
new, terra tone. Originally 
$573, asking $300. 301-387- 
4815.26-4. 

FOR SALE - Soprano 
saxophone, case & book in 
exc. cond., $500. Several 
Game Cube games, exc. 
cond., $3.50 each. 301-334- 
4689. 26-2. 

FOR SALE - Metal coat¬ 
ed electric wire, 12-2 & 10-3, 
250', $140 each. 240-367- 
6908 26-2. 

FOR SALE - Steel build¬ 
ings discounted. Custom 
commercial design; big or 
small. No middleman; factory 
direct to site. Can erect. 
Cheap freight, www.scg- 
grp.com; Source #15T. 301- . 
616-5502. 26-2. 

FOR SALE - 1989 Bob¬ 
cat 953 skid steer with track 
over tires. Needs motor & 
bucket, otherwise in good 
shape. $3500. 301-616- 

4745. 25-4. 

FOR SALE - Cast iron 
radiators. Phone 301-268- 
blbo. 20-b. 

FOR SALE - Alto Saxo¬ 
phone & trumpet, both in exc. 
cond. 301-334-8570, 301- 
501-6279. 25-3. 

FOR SALE - Pine watch¬ 
maker's bench, $100. Black 
steel case desk & vertical 
files. Beige desk & files. 
Drawing table & taboret, $75. 
Secretary chairs, $25. 240- 
321-4554. 25-3. 


FOR SALE - Five P205/ 
70R15 mud & snow Fire¬ 
stone FR680 tires, like new, 
mounted on Suzuki Samurai 
wheels, $200 take all. Call 
Stuart, 301-334-6212. 25-5. 


FURN./CARPET 
& APPLIANCES 


FOR SALE - Complete 
living room set. Sage & 
cream sofa, love seat, over¬ 
size chair & ottoman. Also 
includes coffee table & 2 end 
tables with lamps. $400 for 
set. Call 301-334-3891 after 
5 p.m. 27-3. 

FOR SALE - White May¬ 
tag gas stove, $100. 301- 
245-4001.27-3. 

FOR SALE - Twin-size 
loft bed. Exc. cond. Solid 
wood, dark finish, only 4 
years old. Purchased new at 
Unfinished Business for over 
$350. Sell for $200, including 
free mattress. Call 301-334- 
8100. Leave message if no 
answer. 26-2. 


V#Lo?gyFurn/V e 

Bittioger, MD 
301-245-4120 

Log Gazebos 

Log Furniture & Railings for Log Homes 


27 2tpd 


—For Sale 

Mocha-colored 

Durapella 

COUCH & 
LOVESEAT 

$800/both 

301 - 334-7889 


www.bibleinfo.com 

www.amazingfacts.com 

www.mcdonaldroad.com 


BAIL 

BONDS 

Prompt Service 

301-334-9021 


Western Maryland 
Tin Shop 



301-334-0670 

Licensed & Insured 

Authorized dealer for 


HA 




LAWN/GARDEN 


FOR SALE - Cub Cadet 
lawn tractor. Hydrostatic 
drive, 48” cut. $600. 301- 
334-9335. 27-2. 

FOR SALE - 955 JD trac¬ 
tor, 4WD, cab, heater, AC, 
wipers, lights, front load 
bucket, low hours Very nice. 
$22,500. 301-334-4894 27- 
5. 

FOR SALE - John Deere 
L-120 48" tractor/mower with 
Agri-Fab heavy-weight leaf 
box sweeper. $2600. 301- 
387-6661. 24-4 

FOR SALE - Zero turn 
mowers, Hustler, First & 
oldest zero-turn in the world. 
Commercial & residential. 
Priced hundreds to thou¬ 
sands below MSRP. Hopkins 
Garage, Rt. 28, Old Cold 
Storage Bldg., Romney, 
W.Va. Call 304 822-3879. 
26-5. 

FOR SALE - Ride behind 
mower, $600 or best offer. 
240-367-6908 26-2. 


TOP SOIL 

Screened & Dry 
Delivery Available 

301-334-1269 

Evenings, please 1 


9-thru Oct 15 


y®* Immediate 
Openings 

Licensed, CPR & First Aid 
Certified, & SIDS Trained. 

141 Sears l.ane, Swunion 
T% A v/A A-rxe- (Right off of Sky lulley Ruud) 

Pf\yCfV£X 301-387-5712 

_ "ip, Mi SS Bev - Transportation options available. 

R»q, * 11-152793 



GROW WITH US 
in-home DAYCARE 


OPENINGS 

m 



Roxie Murry Parent/' 

Large Outdoor 
Playground 

Located in McHenry. 

301 - 501-8189 


# 11-129106 



Visit The Republican Website at 
www.thcrepublicannews.com 


WANTED 


LOST & FOUND 


LOST - Dog. Missing in 
area of Corinth. Toby is a 
white, with large black mark¬ 
ings, small-sized, neutered 
male rat terrier. He has a 
black short tail, large black 
ears & brown eyes. His face 
is mostly black with a white 
blaze down the middle of it. 
Please call with any info. 
Missing since Friday, Aug. 
29. 304-789-2460. 27-1. 


WANTED 

Barn or whole 
farm to rent 

to raise dairy 
heifers in 
Grantsville/ 
Salisbury area. 

301 - 895-4014 




GARAGE SALES 


GARAGE SALES 


WANTED - 1969 & 1970 
Mustangs for parts or to fix 
up. Any condition, any body 
style. 301-334-2213. 25-5. 

WANTED - Information 
about old local quilts. As part 
of the bam quilt project, we 
are researching the history of 
quilting in Garrett County and 
would like information about 
any existing quilts made in 
Garrett County'that'are 50 to 
100 or more years old. We'd 
like to know their age. fab¬ 
rics, piecing patterns, quilting 
patterns, and their maker. If 
you are willing to share infor¬ 
mation about the old quilts in 
your family, please contact 
Jane Benson (Four Seasons 
Stitchery, 301-895-5958) or 
Marilyn Moors (Friendsville 
Library Quitters), 301-746- 
4057). 27-1. 


GARAGE SALES 


YARD SALE - Sept 4, 5 
& 6 at 18 East Center St., 
Oakland. Lots of items. 27-1. 

YARD & BAKE SALE - 

At the Mt. Fresh Farmers 
Market in Oakland; Fri., Sept. 
5; 8 a.m.- 7.27-1. 

GARAGE SALE - 1 day 
only. Fri., Sept. 5; 8-4; 1965 
Memorial Dr. Items include 
table w/4 chairs, end table, 2 
twin headboards, nice mirror, 
porch swing, large slate 
chalkboard, Waverly print 
love seat, bar stools, antique 
school desk, room divider w/ 
picture frames & much, much 
more. 27-1. 

YARD SALE - Sept. 4 & 
5; 5 miles west of Oakland, 
turn right off Rt 39 onto 
Horseshoe Lane (house at 
end of lane). Baby items, 
clothing, housewares, etc. 
26-2 


(f \Large Multi-family 

. 43j|,£ 

<3f!L£' 

RAIN OR SHINE 


Friday and Saturday 
Septembers & 6 
8 a.m.’3 p.m. 

16088 BITTINGER ROAD, 
GRANTSVILLE 

4 MILES SOUTH OF 
GRANTSVILLE ON RT. 495 


% 


1983 Charger Boat, 305 V8 • 1970 Larson Boat w/95 HP outboard, 

(both boats in repairable condition w/trailer) 

2-Commercial Garage Doors 8x10,9x7 • Set of Ford Pick-up wheels for F-150 
8’ Left bedside for Ford Truck 73-79 *351 rebuilt engine for 1987 Ford Escort 
1991 Chevy S-10 2wd short bed • 1991 Chevy S-10 4wd Extended Cab 


Lots of kids clothing »Toys • Household items • Furniture 
Tupperware • Decorations • Glassware • Dishes • Office Desk 
New Red Wing Shoes • Videos • Books • Shoes 
Winter Coats • Teen Clothing (American Eagle, Aeropostale 

and others) • Much more! 




LITTLE RASCALS - 

Early Learning Center. Open¬ 
ings for ages 2-5. 7:30 a.m.- 
5:30 p.m. year-round. Pre¬ 
school activities! Large play¬ 
ground! Safe, clean, loving 
environment. Air-conditioned. 
Sign up for fall! Spaces are 
limited. 301-334-4721.27-5. 

LITTLE BEAR'S DEN 
DAYCARE - Accepting all 
ages. Call Traci. 301-895- 
5283. Lie. #11-152969. 26-4. 

DAY CARE - 2 shifts. 
Open 6 a m. to 11 p.m. Acci¬ 
dent or Grantsville Elemen¬ 
tary, Beechnut Lane. 301- 
245-4002. Lie. #11151148. 


PETS 


FREE - To good home: 
AKC registered, 18-month- 
old white English Lab male 
dog. 301-616-5353. 27-1. 

FOR SALE - ACA regis¬ 
tered male Boston terrier 
puppies. $400. 240-321- 

0006. 26-5. 

FREE - To a good home: 
full-blooded female beagle, 3 
years old. 304-693-7874, 
240-321-3500. 26-2. 

FOR SALE - Mini 
schnauzer puppies, salt & 
pepper, AKC registered, fe¬ 
males, family raised, $200 
each. 301-707-1441. 26-2. 

FOR SALE - Beagle/blue 
heeler cross puppies. 301- 
334-8737. 26-3. 

FOR SALE - Rescued 
standard poodles available, 
black 6-mo.-old male, 1-year- 
old male, 3-year-old female. 
301-501-1818 or 301-387- 
4182.26-5. 

SPAY/NEUTER - Can't 
afford to "fix" your pet? Help 
is available. Call 301-387- 
8396 or visit www.garrett 
paws.org for information. 26- 
5. 

CRITTER SITTERS - Pet 

sitting service. All animals, 
including horses & livestock. 
304-789-5046. 26-5. 

FOR SALE - Cavalier 
King Charles spaniel pup¬ 
pies, champion pedigree 
Regular veterinarian care. All 
4 colors available. 304-789- 
2143. 25-5. 

FOR SALE - Miniature 
horses. 301-501-6514. 25-8. 

FOR SALE - Registered 
bagle hounds, 8 wks old, 
$125. 301-334-1281. 25-3. 

BUYERS/SELLERS - 
The Animal Control Ordi¬ 
nance states that it is unlaw¬ 
ful for a person to operate a 
kennel (breeds/sells pets) in 
Garrett County without a 
valid kennel license. Contact 
the GC Animal Shelter 301- 
334-3553. 18-13. 


GARAGE SALES 


MOVING SALE 

5th & Alder Streets. 
Oakland 

Fri., Sept. 12, 9 to 5 
Sat., Sept. 13, 9 to 3 

Last summer in Oakland; selling 
contents ot apartment At least 
2 families participating 

Furniture, lamps, bedding, kitchen 
& housewares, collectibles, and 
more. _ njt 


>stale I 


LARGE MULTI-FAMILY 
YARD SALE - Thurs & Fri., 
Sept 4 & 5; 8 a m.-5 p.m., 
1307 & 1313 Broadford 

Road. Apple butter kettle, 
corn planter, saw blades, 
Maytag wringer washer, 
large chest freezer. C.J. 
Banks clothing, baby boys' 
clothes, girls' clothes sizes 4 
to 5. many other items 27-1. 

GARAGE SALE - S«pt 4 
& 5, 9 to 4 Oakland Drive 
neat SHS. Clothing for all, 
hundreds of household 

itAmr «fr 97.1 
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TRACKSIDE 

CREAMERY 

Hand-dipped & soft serve 

ICE CREAM 


308 S. 2nd St., Oakland 

OPEN DAILY 


LIVESTOCK 


FOR SALE - Mini don¬ 
key, 7 months old. Gelding, 
halter broke, shots/farrier. 
$500. 301-616-9867.27-3. 

FOR SALE - 6-year-old 
chestnut/white Tobiano 
mare. APHA reg. E/W, great 
blood lines. $5000. 301-264- 
3120. 27-3. 

BOARDING AVAILABLE 

- In McHenry area. Outside 
ring, lots of trails. Call eve¬ 
nings, 301-746-8259. 27-2. 

FOR SALE - 5-year-old 
registered black & white paint 
horse, 5.3+ hands, broke to 
ride. Call after 5. 301-334- 
1438. 26-2. 

FOR SALE - 3 mare 
horses. 1 full-blooded Mor¬ 
gan, 15 yrs. old; 1 Morgan 
Tennessee walker, 9 yrs. old; 
1 full-blooded Tennessee 
walker, 6 yrs. old. Saddle 
with Morgan. $500 each 
horse 304-735-3621.26-3. 

HORSE BOARDING - 
With outdoor arena & daily 
turn out, round pen, lots of 
trails. Half Mile High Ranch 
LLC. 304-789-2177, 304- 

698-9166. 25-5. 

LICENSED BOARDING 
STABLE - Has room for full 
& pasture board in Pleasant 
Vaiiey. 301-616-4661. 24-5. 


FARM ITEMS 


FOR SALE - Timothy 
hay, $4/bale. 240-367-6908. 
Min. of 50 bales. 26-2. 

FOR SALE - New Idea 
rake. $800 or best offer. 240- 
367-6908. 26-2. 

FOR SALE - Ear corn. 
$ 125/ton. 301-245-4283. 


FARM ITEMS 


FOR SALE - New Hol¬ 
land 268 square baler, $1295 
or best offer. 240-367-6908 
26-2. 

FOR SALE - Farmall 460 
Runs & looks good. $4495 or 
best offer 240-367-6908. 26- 
2 . 

FOR SALE - Zetor trac¬ 
tor, 63 hp, 4x4, cab, loader, 
Exc. cond. $16,500. Call 
304-530-6636. 26-2. 

FOR SALE - Hesston 
PT7 haybine, works great, 
$750. 240-367-6908 26-2. 

FOR SALE - This year's 
hay with timothy, alfalfa & 
clover, 400 bales Mulch hay, 
250 bales. 301-334-4552. 
25-4. 

FOR SALE - Hay; round 
& square bales. 301-616- 
9892. 25-3. 

FOR SALE - Second cut¬ 
ting hay, 4Vi' x 4' bales, limed 
& fertilized, bam kept, 700 lb. 
bales with net wrap, 40 bales 
at $35 each. Also, wrapped 
second cutting, same size, 
top quality, $40. 304-789- 
2735, leave message. 
Cranesville. 24-tfn. 

FOR SALE - 2001 John 
Deere 936 MO-CO Impeller 
disc mower/conditioner, exc. 
cond., 11'6“ cut, $10,900. 
304-698-7174 or 304-789- 
6876. 24-5. 

FOR SALE - Used trac¬ 
tors. 301-746-8116.24-10. 


BOAT STORAGE 


BOAT STORAGE 


FOR SALE 

• Bale wagons 

• Round S large square 
bale carriers 

• Feeder Wagons 

• Bale Feeders 

Your local dealer 
for MILLER PRO hay 
$ forage equipment 

Buck Hill Farm 

1254 Legeer Rd. 
Bittinger, Md. 

301-245-4617 


RECREATION 

RECREATION 



FOR SALE 

• 1990 Gasoline Golf Cart. Runs great. 

$1,400 

• 2008 Softail Harley-Davidson. 105th 
Anniversary Edition. Must see. $22,000 

• 1998 Arctic Cat 900 Snowmobile. Runs 

great. $2,500 

• 2002 Arctic Cat 600 Snowmobile. 

$3,000 

301 - 334-7889 


FOR SALE - One 5150 
Nomad snowboard with bind¬ 
ings, 146 centimeters, $150. 
301-334-1581.27-2. 

FOR SALE - Gas golf 
cart, $1100. Like new mini 
bike, $425. 301-453-3118. 
27-2. 

FOR SALE - 2005 Honda 
CRF 70 dirt bike, $800. 301- 
334-0511 27-2 

FOR SALE - 2002 Har¬ 
ley-Davidson Electro-Glide. 
Custom paint; bike has been 
lowered; 18,000 miles; over 
$5000 in extras $13,900. 
301-895-4264 26-5 

FOR SALE - Suzuki 
250T, 4K miles, runs great, 
$600 firm. 301-334-3590. 26- 
2 

FOR SALE - 1993 27 ft 
Sandpiper travel trailer, 
sleeps 6. $4900 301-501- 
1507. 26-2 

FOR SALE - 2002 XR80 
motorcycle. $850 or best 
offer. 2006 230 TTR motor¬ 
cycle. $1600 or best offer. 
301-334-1135 or 301-616- 
0129. 25-3. 

FOR SALE - 2004 Polaris 
Sportsman 500 HO ATV, 
$4900. Dark blue, electric 
winch, Glacier snowplow, tow 
hitch, 77 hrs., 407 miles, exc. 
cond 443-829-4755 25-4 

FOR SALE - 2006 Honda 
CR85R, like new cond. 
$1800 or best offer. Call any¬ 
time, 301-501-5500 25-5. 

FOR SALE - E-Z-Go golf 
carts, gas or electric, custom¬ 
izable options. Knepper Farm 
& Outdoor Equipment, Berlin, 
Pa Call 814-483-0108; www 
kneppers.net. 23-5. 


HEAVY EQUIPMENT 


FOR SALE - IHI mini¬ 
excavator, 25 J model, 18" 
bucket, rubber tracks & 
blade, 1800 hrs. Runs great 
$10,900. 304-698-7174. 304- 
789-6876 24-5 

FOR SALE - 2006 Cat 
277B track skid-steer loader, 
1500 hrs., cab with AC, 4-in- 
1 hydraulic bucket, $23,900 
2006 Cat 242B skid-steer 
loader. 929 hrs, still under 
warranty, new tires, choice of 
buckets, $19,900 2005 Bob¬ 
cat 328G mini-excavator, 
Kubota diesel, 1200 hrs , 
good U/C, quick-change 
bucket, $17,500 2000 Lull 
644D-34 telescopic forklift, 
3600 hrs , 4x4x4, tilt car¬ 
riage, quick-tach forks, 85% 

lirrtr rr >nf • €0*1 OAA 

Located in Romney. W Va 
301-501-7131 23-5 


FOR SALE - 2004 Gulf 
Stream camper trailer, sleeps 
8 , fully self-contained, center 
slide-out, central air condi¬ 
tioning. $4500 or best offer. 
301-616-6781. 26-3. 


AUTOMOTIVE 


2000 Nissan 
PATHFINDER 

V6, 4WD. good cond. 
167,000 ml. Asking $5,000 

301-387-6531 


FOR SALE - 1999 Grand 
Cherokee Jeep 4x4, towing 
package, air, roof rack, pow¬ 
er locks & windows. As is, 
$3500 or best offer. 301-746- 
8266, 240-580-0834 , 240- 
580-5849. 26-2. 

FOR SALE - 2000 Grand 
Prix GT, red, 4 dr, sunroof, 
66 K miles, garage kept, not 
run in winter. Exc. cond. 
$6000. 301-746-5191. 26-2. 

FOR SALE - 2005 Chev 
Ventura van. 26,000 miles, 
loaded, good gas mileage. 
$11,000; best offer. 301-895- 
4264. 26-5. 

FOR SALE - 2000 Lin¬ 
coln limo, good cond. 
$23,500. Call 301-501-6976. 

26- 5. 

FOR SALE - 1987 Ford 

truck F-150, 4x4. 300 V6 
engine, 4 spd, $1000 or best 
offer. 301-334-3877, 240- 

321-3013 25-4. 

FOR SALE - 4WD 2002 
Chevy Silverado extended 
cab. Z71 off-road pkg AC, 
CD player, remote start, 
spray-on bed liner, stainless 
steel nerf bars, new fuel 
pump, new rear brakes & 
rotors. $7500 Call for more 
information. 301-616-5729 

27- 2. 

FOR SALE - 1997 Chevy 
Vi-ton pickup. 6 cyl, 5 spd 
manual transmission, AC, 
AM/FM radio Good running 
cond $3000. Call 301-334- 
9369 27-3. 

FOR SALE - 2004 Audi 
A4 3.0 Quattro AT, AWD, 
fully loaded with options; 
36,000 mi Extremely good in 
snow Exc. cond. Call 301- 
746-5488 for details & price. 
27-2. 


BOAT & 
RV STORAGE 

Call NOW 
For Special Rates 
& Reserve Your 
Spot TODAY! 

301-387-7160 

Garrett Co. 
Self Storage 

1206 Mosser Rd. 
McHenry, MD 21541 


AUTOMOTIVE 


FOR SALE - 1994 Dodge 
Dakota with camper top, low 
mileage, new transmission. 
Runs great, minor body work 
needed. $2800 or best offer. 
Call 301-533-0040 for more 
info. 26-4. 

FOR SALE - 1991 Mitsu¬ 
bishi 3000 GT-VR4 2 dr, 
AWD, white exterior with red 
interior, must see, many ex¬ 
tras. 174,000 miles. $5500. 
301-334-3250. 26-2. 

FOR SALE - 1999 Toyota 
Avalon. Many new systems. 
187K hwy. miles. Very nice 
cond. $4490 301-387-4757. 
26-4. 

FOR SALE - 1986 BMW 
325 car, leather, sunroof, 
good shape, $1000 or best 
offer. Call 301-895-3300 or 
301-707-8998. 18-tfn 

FOR SALE - 2000 Chev¬ 
rolet Astro vork van. New 
engine. Maryland inspected 
Great work vehicle. Body in 
exc. cond. $3500 or best 
offer Also, 2002 Ford Focus 
SE. Needs minor body work; 
cracked windshield. Runs 
well. 140,000 miles. $2500 or 
best offer. Telephone 240- 
321-5213. 24-tfn 

FOR SALE - 1994 Isuzu 
NGR, cab & chassis, 6 cyl 
turbo diesel, auto trans, PS; 
18,000 GVW. Runs great, no 
rust, nice truck. $9500. Call 
Stuart, 301-334-4894 23-5 

FOR SALE - 1996 Inter¬ 
national tk., Low Pro 4700, 
cab & chassis, 444 E diesel 
V8, 5 spd, AC; 21,400 GVW; 
50 gal. fuel tank, tinted glass, 
HD radiator, block heater 
Nice Southern rust-free tk. 
Only $12,500. Call Stuart, 
301-334-4894 23-5 


FOR SALE 

2002 Chevy 
SILVERADO 1500 

Ext. cab, 4 dr., 
new 6" suspension lift, 
American racing wheels, 
35" tires, other extras. 
77,000 mi. Looks good. 
Great shape. 
$12,000o.b.o. 

301 - 616-8356 


2005 

JAGUAR XJR 

16K mi., blue 
w/off-white interior, 
4-door, heated seats. 
Neverdriven in winter. 
Mint condition. 
Call for further 
info. & price 
301-746-8118 


2S-2t 


D&D 

MOTORS 

301-359-9621 

www.dd-motors.com 

All Vehicles M0 Insp 8 Warranty 

BARTON 

03 Subaru Forester XS, AT /9K $10,900 
07 Altima 5 spd, 4 cyl. I03K $7,900 
01 CougarV6 AT. 107K $(.500 

06 Colorado Craw 4x4. AT. 49k $16,900 

BEL AIR 

301-729-3700/729-6494 

05 Nissan Sonlia AT. 54K $9,900 

07 Stratus R/T. 7 di V6 AT $6,900 
01 Mils Muaga 7 dr. AT. /9k $4,900 
00 Ford F1S0 4x4 AT 91K $7,900 


26-3t 


Inside 

B0AT/RV 

STORAGE 

in McHenry 

301 - 501-2780 


22-oct 


INDOOR 
BOAT 
STORAGE 

Will store, wash, 
winterize, pick 
up, and deliver. 

301-S01-0755 

301-387-6693 


FOR RENT 


FOR RENT - 3 BR home 
Can be fully or partially fur¬ 
nished. $1000 a month plus 
utilities & deposit. 301-616- 
5657. 27-4 

FOR RENT - Blooming¬ 
ton Apartments. 2 BR, hard¬ 
wood floors, clean, appli¬ 
ances & some utilities in¬ 
cluded. $395/mo. 301-616- 
3931. 27-5. 

FOR RENT - Nice 2 BR 
apartment in Grantsville, 3rd- 
floor unit. No pets. Heat, wa¬ 
ter & sewerage included. 
$525/month plus security 
deposit. 301-746-5252. 27-5. 

FOR RENT - Lake view 
condo, 1 BR with loft, $800/ 
mo. Some util, included, sec. 
dep. & ref. required. 410- 
935-9447. 27-2. 

FOR RENT - 1 BR apart¬ 
ment in Loch Lynn. 301-334- 
3124; leave message. 27-1. 

FOR RENT - Farmhouse 
Suitable for single or couple 
only. Aurora, W.Va. $350 
rent. No pets. 304-735-3708. 

FOR RENT - Remodeled, 
furnished, private room with 
bath. Walking distance to 
downtown Oakland. $350/ 
month, utilities included. 240- 
321-4700. 27-2. 


FOR RENT 


BOATS 


—FOR SALE— 21 
'96 Omni Harris 

PONTOON 

BOAT 

24’. $5,000 

301 - 387-2760 


AUTOMOTIVE 


FOR SALE - 1998 GMC 
Jimmy SLT, pewter, leather, 
auto, 4WD, loaded with op¬ 
tions, 4 dr, 20 plus mpg, exc. 
cond. $5500. Call Stuart at 
301-334-6212. 25-5. 

FOR SALE - 2003 Lim¬ 
ited Toyota Sequoia. 80K, 
sunroof, leather, with war¬ 
ranty. $18,000v f ..301#46- 
6201 25-4 

MUST SELL - 2005 

Chevrolet Silverado HD 
2500. 45K miles, 5 spd, 4x4. 
Asking $16,000. 304-257- 
6754 25-3 

FOR SALE - 1983 Subur¬ 
ban. 23,644 actual miles 350 
engine, 4 spd trans, 4WD 
One owner, garage kept, 
very nice. $8500. Call Stuart 
at 301-334-6212 25-5. 


2005 

MERCEDES 

SLK-350 


21K mi., 6-speed, 
Obsidian black w/ash 
int., AMG sport pkg., 
plus comfort, trim, 
lighting, heating, 
premium packages, 
& dealer-installed 
options. 

Must see to appreciate. 

Call for further 
info. & price 

301-746-5488 

25-a 


FOR SALE - 1998 Sea- 
Doo GTX Ltd., 130 hp. Like 
new; only 72 hrs....really! 
Includes trailer, Hydraport 2 
floating dock & 3 matching 
vests. $3699 or best offer. 
301-452-3055. 

FREE - U-shaped wood¬ 
en dock on wheels with blue 
barrels. 301-501-0011.27-2. 

FOR SALE - 2004 Crest 
25’ luxury pontoon boat, 4.3 
liter, V6, multi-port fuel in¬ 
jected, 220 hp, 165 fresh 
water hours, with many ex¬ 
tras including privacy area. 
Exc. cond. $23,000. Call 
301-501-1600. 26-2. 

BOAT & RV PARKING - 
Just $1 a day at Jerry's Self 
Storage. Rt. 495, Swanton, 
Md. Phone 301-334-9704. 

FOR SALE - Year-end 
special. Like new, 19’ Cobalt, 
deep V, closed bow, 235 I/O. 
Many extras, with stereo 
system & factory covers. 124 
fresh water hours, stored in¬ 
side. Includes galvanized 
Shoreline tandem trailer with 
brakes. 301-739-8478. 26-2. 

FOR SALE - 1999 Harris 
Sunliner pontoon, exc. cond. 
$8000. Hazelhurst, DCL. 
304-650-5678 26-2. 

FOR SALE - Pakboat 
150T folding canoe, red, as¬ 
sembled, $300. 240-321- 

4554 ? 5-3 

FOR SALE - 1994 Four 
Winns 190 Horizon, white/ 
red. The perfect family ski & 
fish boat. $8500. Steve, 301- 
387-4199. 25-3. 

FOR SALE - 1989 Bay- 
liner Capri, 18 ft., Force 125 
hp O/B, with trailer, new 
cover, radio/tape deck, 
speakers Runs good $2900 
301-387-4873 or 412-856- 
8714. 25-3. 

FOR SALE - 1995 Harris 
Sunliner 24' FloteBote. 
White/red. 48 hp outboard. 
$5800 Steve. 301-387-4199. 


AUTOMOTIVE 


Commercial Trailer (flatbed or sidewalls) 
with 2 mobile home axles. Holds four 
4-wheelers, firewood, rock, machines, etc. 

Call 301-501-5466 


&a44ce (2ar (2a, 

5062 Hutton Rd., Oakland, MD 21550 
1 mile west of Oakland (Rt. 7) on left 

301-334-4995 or 301-334-2727 


03 Subaru Leg. Sta. Wagon. 47 K Mi AWD. Auto, Air. PS., PB, 

Loaded 4x4 Outback, Only .$8,995 

02 Subaru Leg Outback Sta. Wagon 5 Spd AWD. Full Power 8 Air 
Very Nice $ 7,495 

03 Chev. Cavalier. 4 Door Sed 83 K mi Sharp Econo, Loaded With 
Extras, Don't Miss This One, Now $4,995 

03 Chev. Cavalier, Coupe, LS With Ground Effects. Mag Whls. Full 
Power & A C., Very Nice $7,995 

01 PT Cruiser, Limited 8 Loaded Very Nice With Classic Look $4,995 
01 Subaru Leg. 4 door. Very Nice Auto, Loaded. AWD. Now $5,995 
03 Ford Ranger Ex. Cab. 4x4 Trk 51 K Mi, Loaded 8 Nice $9,995 
02 Cavalier Coupe, Sharp With 5 Speed, Nicely Equipped $4,995 

97 Chev. Cavalier Coupe, Very Sharp, Econo. Sporty 8 Clean $2,995 

96 Chev. Cavalier Coupe, Auto. Air. Very Nice 8 Only 51 K mi $2,995 
95 Subaru Leg. Sta. Wagon, Auto. Air, AWD, Clean $2,995 

98 Neon, 4 Door 5 Speed Econo Car $2,995 

98 Ford Escort. 4 Door. Nice 5 Speed Econo Car. Now $2,895 
95 Ford Escort Sta Wagon, Auto, Air, Low Mi, Nice, Only $1,995 

Also Several Econo Cars, Nice Toyota Tercels, Honda Civic, Escorts, 
Subarus, Chev Cavalier. 8 Many More. From $995 

Many SUVS. 6 Explorers 4 Blazers. 2 Trackers 8 More From $995 

Several Little Trucks, 3 Toyotas, 3 Rangers, 1 Nissan. 1 GMC, S-10 8 
Others from $ 1,995 


Also Have Several Full Size 4x4 8 2WD Trucks From 


$995 


FOR RENT - 3 BR, 2 BA 
rancher at Trader's Landing 
next to Brenda’s Pizzeria. 
Available now. Nicely fur¬ 
nished. Washer/dryer. Trash 
removal, cable, snowplowing 
included $950/month plus 
phone & electric. Deposit & 
references required. No pets. 
Please call Steve at 301-387- 
4199. 27-4. 

FOR RENT - 3 BR. 2’/j 
BA house in Terra Alta, to¬ 
tally remodeled. Full, dry 
basement. 1-car garage. Ap¬ 
pliances. Nice yard. $650/ 
month plus util. & sec. dep. 
No pets. 304-789-2135. 27-2. 

ROOMMATES WANTED 
- To share 3 BR house with 
3-car garage. Game room 
with pool table & poker table, 
large deck with gas grill. 
Plenty of 4-wheeler trails be¬ 
hind house. 609-841-7949. 
27-4. 

FOR RENT - Remodeled 
efficiency apartment. Walking 
distance to downtown Oak¬ 
land. $225/month, utilities 
included. 240-321-4700. 27- 
2 . 

FOR RENT - Efficiency 
apartment in Grantsville, 3rd- 
floor unit. No pets. All util, 
included, $275/month plus 
sec. dep. 301-746-5252. 27- 
5. 

FOR RENT - House, Mtn. 
Lake Park, 2 BR. VA BA, 2- 
story & basement. Nice yard. 
Washer/dryer hookup, off- 
street parking. Some outdoor 
pets possible. $550/month 
plus all utilities. Not Section 8 
approved. 301-616-2673. 26- 
2 

FOR RENT - 4 BR home 
south of Accident on Garrett 
Hwy. $600/month plus $600 
security deposit. No pets, no 
smokers. Available Sept, 1. 
Call 301-616-4864. 26-2. 

FOR RENT - 2 BR house. 
Grantsville area Nonsmok¬ 
ing, no pets $600/month 
plus security deposit. 301- 
707-0674 after 4 26-2. 


FOR RENT 


FOR RENT - Remodeled 
2 BR apartment, walking 
distance to downtown Oak¬ 
land. $425/month plus gas. 
240-321-4700. 26-4 

FOR RENT - 3 BR apart¬ 
ment in * Friendsville. Sec. 
dep. & ref. required. 301- 
895-3250. 26-5. 

FOR RENT - 743 Deep 
Creek Drive, 50' lakefront 2 
BR, 1 BA cottage with private 
dock, $850. 25-4. 

FOR RENT - Indoor stor¬ 
age facility. 10'x30' units for 
boats, autos, household fur¬ 
niture, etc. All welcome. 24- 
hour access. Also available, 
outside boat storage. Please 
call 301-501-5500 anytime. 
25-4. 

FOR RENT -2 BR apart¬ 
ment, $325/month plus util., 
sec. dep. & ref. required. No 
pets. Meyorsdale, Pa., area. 
301-746-8431. 25-5. 

FOR RENT - Oakland, 
Sunny & bright, roomy, 1 BR 
apartment. Clean, convenient 
location. Single, mature, non¬ 
smoking adult; no pets. Sec. 
dep., lease, ref. & credit 
check required. 301-334- 
2603. 25-5. 


FOR RENT 


FOR RENT - 3 BR, 2 BA 

house on Cedar Hill, $950/ 
month plus utilities 410-530- 
3831.26-5. 

FOR SALE OR RENT - 

11,000 sq. ft. commercial 
warehouse/storage building 
with 1000 sq. ft. office & 
lunchroom space in Accident, 
Md Call 301-616-0018. 26-5 

FOR RENT - Completely 
remodeled 2 BR, 1 BA sec¬ 
ond floor apartment in Mtn. 
Lake Park. New carpet, 
paint, updated kitchen, walk- 
in closets, washer & dryer 
hookup. $600/month plus 
utilities. Must have good 
credit No pets. Call Lara, 
301-334-3383.26-5. 

FOR RENT - House. 4 
BR, 1 full & 2 half BA in 
downtown Oakland. Full fin¬ 
ished basement with washer 
& dryer included. No smok¬ 
ers, no pets. $300/month 
plus sec. dep. & ref. 301- 
616-8727. 26-5. 

FOR RENT - 3 BR house 
located on Bumble Bee Road 
close to college. All utilities 
furnished. 301-387-6976. 26- 
5. 

Continued on Page C-10 


FOR RENT 

In-Town Oakland Apartment 

Private entrance to 2 nd fl. in historic house. Amazingly light & 
airy. Totally remodeled two years ago. Large living room2 
spacious bedrooms. Bath & large kitchen with all new fixtures 
and appliances. Basement storage privilege. Rent $675/mo., 
includes all utilities. 

Tall Janette. 301-387-8040 


FOR RENT 

Overlooking Deep Creek Lake—New 3 BR 

apartment on Rt. 219. 1 full bath, washer & 
dryer, kitchen w/refrigerator, stove, dishwasher, 
microwave oven. Private off-street parking. 
$1,375/mo. Includes utilities. 

301 - 387-4952 


ATTENTION, RENTERS! 

TOWNHOUSES AVAILABLE 

Taking applications for townhome rentals through 
Garrettland, Inc., in the following locations: 

MEADOWS EAST, MEADOW WOODS EAST, 
UNDERWOOD SOUTH, and OAKWOOD EAST - 1 

BR units - Elderly, handicapped, disabled. Refrigerator 
and range included. All electric; utilities not included. 

Security Deposit, $250. 

PARKWOOD VILLAGE EAST - 2 BR units 
PLEASANT VIEW SOUTH - 3 BR units. 

PINEWOODS EAST - 2-3 BR units. 

Refrigerator & range included. All electric; utilities 
not included. Security deposit, $500. 

RHCDS income guidelines prevail. 

For more information, please contact Garrettland, Inc., or visit our 
web site at www.garrettland.com to download an application. 

GARRETTLAND, INC. 

1000 Thayer Center, Oakland, MD 21550 


301-334-9915 • 301-334-8868 (fax) 

Equal Housing Opportunity 


5 Mon. • Fri. & 1 - 2 on Sat. 


ATTENTION, RENTERS! 

TOWNHOUSES AVAILABLE 

Taking applications for townhome rentals through 
Garrettland, Inc., in the following locations: 

CASSEL RIDGE EAST in Grantsville, Md. - Units 

offer electric heat pump w/central air conditioning, 
stove, refrigerator, garbage disposal, and dishwasher. 
Central laundry on site. Rent amounts as follows: 1 
BR, $390, 2 BR, $417, 3 BR, $480. Security De¬ 
posit, $500. 

MT. VILLAGE WEST COMPLEX in McHenry, Md. - 

Units offer electric heat pump with central air condi¬ 
tioning, stove, refrigerator, garbage disposal, and 
dishwasher. Central laundry on site. Rent amounts 
as follows: 1 BR, $390, 2 BR, $445, 3 BR, $490. 
Security Deposit, $500. 

OVERLOOK NORTH in Oakland, Md. - Units offer 
electric heat pump w/central A/C, stove, and refrig¬ 
erator. Central laundry on site. Rent amounts as 
follows: 1 BR, $382, 2 BR, $431, 3 BR, $471. 
Security Deposit, $500. 

Maryland DHCD occupancy and income guidelines prevail, with a 
1-year lease required There is a $25 non-refundable credit report 
fee due at the time applications are submitted. 

For more information, please contact Garrettland, Inc., or visit our 
web site at Garrettland.com to download an application. 

GARRETTLAND, INC. 

1000 Thayer Center, Oakland, MD 21550 

301-334-9915 • 301-334-8868 (fax) ~~ 

Equal Housing Opportunity 


l 
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FOR RENT 


Continued from Page C-9 

FOR RENT - Immaculate, 
fully furnished 1 BR apart¬ 
ment within walking distance 
of downtown Oakland. In¬ 
cludes utilities, basic cable 
Internet access available. 
Call 301-334-2397.26-5. 

FOR RENT - 1 BR, 1 
den, 1 BA first floor apart¬ 
ment in Nltn. Lake Park. New 
carpet. Must have good 
credit. No pets. $475/month 
plus utilities. Call Lara, 301- 
334-3383 26-5. 

FOR RENT - 2 BR apart¬ 
ment, Upper Springs, Pa. 
$325 + security deposit. No 
pets allowed. 814-662-2658, 
301-895-5920. 25-5. 

FOR RENT - House 
Wonderful 3 BR, 2 BA log 
cabin with loft on Harvey's 
Peninsula. Great room, rear 
deck, hot tub, lower level 
family room. $1400/month, 
sec. dep. required. 703-626- 
0769. 25-4. 

FOR RENT - Deep Creek 
Lake, Md.; unique, private/ 
secluded property with 300 
feet of lake frontage, located 
on Deep Creek Drive in Mc¬ 
Henry. Docking for 1 boat. 
Close to golf course, restau¬ 
rants, Foodland, shops, etc. 
Cabin is fully furnished with 2 
BR, kitchen, living room, bath 
& AC. Grass cutting, snow 
removal & maintenance in¬ 
cluded. $750/mo. + utilities 
Call Mary at 301-387-5536. 
24-5. 

FOR RENT - Luxurious 2 
BR apartment downtown 
Oakland. AC & security, 
$500/month plus utilities. Call 

301-334-3826. 23-5. 


ATTENTION, 

RENTERS! 

Financing Available 
$0 Cash Down 
30-Day Closing 

301-387-8086 
OlympiaWest 
Mortgage Group 
Andrew Orr 

Equal Opportunity Lender 


24-41 


HOUSE 


FOR RENT 

State Street 
Oakland 

3 BR, 3 BA, appliances, 
washer/dryer, Jacuzzi tub, 
2 master suites, central air, 
gas heat, 2-car garage, 
and full basement. 
$900/mo 
+ $900 sec. dep. 

(Tenant pays all util. NO PETS) 

301-616-6210 


FOR RENT 

• Condo Unit at Laurel 
Brook - 2 BR, 2V4 BA. 
S900/mo. ♦ util. 

Furnished. 6-mo to 1 yr 
lease required 

• 4 BR, 3 BA Townhome 

in The Landings at 
Mosser. View of lake and 
ski resort, gas fireplace, 
fully furnished $1,500/ 
mo., plus all util 

ALL HOMES 
REQUIRE A 
SECURITY DEPOSIT 



DEEP CREEK 
REALTY 

Eacfi 0*ic* '$ kvjependentfy 

Please Call 
Coldwell Banker 
Deep Creek Realty 
Ask for Ashley Hinebaugh 
301-187-61X7 
1-800-769-5300 
24439 Garrett Hwy. 
Suite 101 

McHenry, MD 21541 


REAL ESTATE 


FOR SALE - Most afford¬ 
able lakefront on Deep 
Creek Spectacular views 
from this vintage Deep Creek 
cottage. 100 feet of level 
lakefront. Type A dock per¬ 
mitted. Park-like lawn to wa¬ 
ter's edge. $659,900. Garrett 
Land Sales. 301-334-5757. 
27-2 


FOR RENT 


LEASE TO OWN - Newly 
remodeled modular home on 
5 acres. Borders Potomac 
State Forest. 3 BR, 2 BA with 
attached 2-car garage. 
$1200/month plus utilities. 
100% of rent applies toward 
purchase. Call 301-501- 
8123. 25-5. 

FOR RENT -2 BR cabin, 
fully furnished, with washer & 
dryer. Short- or long-term 
rental. Located between 
Deep Creek & Oakland. 304- 
754-5431.24-4 

FOR RENT - 3 BR, 2 BA 
furnished home. Local 
phone, water & cable in¬ 
cluded. Minutes from lake & 
Wisp, 7-9 month lease, credit 
check, ref. $765/month plus 
util. & sec dep. No pets. 
301-387-6466. If no answer, 
call 513-779-4803. 24-5. 

FOR RENT - Newly reno¬ 
vated, spacious loft apart¬ 
ment with second level offers 
luxurious bath, hardwood 
floors throughout, large deck 
leading to convenient park¬ 
ing. Located in historic build¬ 
ing in downtown Thomas 
overlooking walking/biking 
trail along Blackwater River; 
minutes from ski resorts. Call 
304-368-0259. 24-4 

FOR RENT - 1 BR house 
near Swanton. Adults only. 
No pets. 1-year lease & sec. 
dep. required. $500/month. 
Phone 301-334-9704. 24-5. 

FOR RENT - Mobile 
home in McHenry. 2 BR, 2 
BA, kitchen, large living 
room, large garden tub room, 
AC, electric heat, washer/ 
dryer hookup No pets. $550/ 
month, deposit the same, 
plus utilities, references re¬ 
quired 301-387-5046. 24-5. 

FOR RENT - Mobile 
home, Old Morgantown Road 
West, Friendsville. Positively 
no animals! 301-746-5480. 
24-5. 


26-2t 


HOUSE 
FOR RENT 

Oakland area 
3 BR. $500/mo. 

+ util, and security 
deposit. 

NO PETS ! 

301-854-2537 


Free Rent* 

TOWN VIEW 
VILLAGE 

Accident, MD 

For seniors or disabled. 

Spacious 1 BR apartments 
for immediate occupancy. 
Featuring: electric range, 
refrigerator, carpeting, 
patio or deck, security 
features, emergency help 
system. Rent is determined 
by income as set forth by 
Rural Development 
guidelines. 

*Sign a one-year lease 
and receive the first 
month free. 

Contact Stacy Bowser 

Coldwell Banker 
Deep Creek Realty 

for more information 

301-387-5303 (Voice) 
or 800-735-2258 (TDD) 

‘This institution is an equal 
opportunity provider and 
»» employer' 



Bus:301-387-5976 
Fax:301-387-2098 


Propi:r tv Ma na cement Si:r \ ices 


P.O. Box 328, Mr Henry, MD 21541 

FOR RENT 




E. GREEN ST.. 
OAKLAND- 
1 BR apt., 

$525/mo Utllltlas 
included except 
telephone A cable. 


#13 DEEP CREEK 
VILLAGE - 

Fully furnished 2 BR, 
3.5 BA condo. Close to 

Wisp and lake. 


REAL ESTATE 


PRICED TO SELL -4 BR 

house on partially remodeled 
basement. Situated on 5 +/- 
acres. $147,000. 301-876- 
3460. 27-2. 

OWNER MUST SELL - 

Deep Creek Lake home. 3 
BR, 2 BA, completely remod¬ 
eled Inside & out. Secluded 
setting, yet 1 mile from all 
lake activities. Located be¬ 
tween McHenry & Oakland. 
Price reduced below market 
to $184,900. Garrett Land 
Sales, 301-334-5757.27-2. 

FOR SALE - House in 
Crellin. New roof & wiring, 
still needs work. $27,000 
firm. Phone 301-533-0459; 
leave message. 27-4. 

FOR SALE - House, Old 
Crellin Rd., 3 miles from 
Oakland on 3.09 acres. 3 
BR, 2 BA, 2-car garage. New 
energy efficient appliances. A 
pond, an orchard, 24x36 
storage building, 24x30 shop 
with heated floors, paved 
drive $235,000. 301-616- 
1309, 616-5524 27-2. 

FOR SALE - Florida, 
furnished park model in 
Punta Gorda. You own the 
lot. Deep salt water for fish¬ 
ing. New - never lived in. 
$59,900. 941-587-6030. 27- 

3. 

FOR SALE - One rm 

cabin, approx. 700 sq. ft. 
(country church), on Vi ac. 
Old Fields, W.Va. Price red. 
Only $37,000. Mike Curran, 
broker, 304-289-3173 or 
3674. 27-2 

FOR SALE - Home on 1- 
acre lot, Aurora, W.Va. 4 BR, 
3 BA in-law apartment 2-car 
garage, large deck for enter¬ 
taining $139,900. Call 304- 
735-3227 for appointment. 
27-2. 

FOR SALE - 30x60 frame 
building on a '/j-acre lot. For¬ 
merly used as a church. Well 
& septic, his & hers bath¬ 
rooms, office & large open 
space. New oil furnace 
forced air heat. Great loca¬ 
tion for office space, an¬ 
tiques, consignments or retail 
sales. East side of Route 219 
frontage, 5 miles south of 
Oakland. $69,900. 240-321- 
2844. 27-2. 

SEARCH FOR - Homes 
online, compliments of John 
Macy, Long & Foster, at 
www.deepcreeklake.biz. 27- 
5. 

FOR SALE - Double-wide 
rancher on 5 acres sur¬ 
rounded by trees, some 
fields, some woods & a small 
barn with fenced-in area 
Beautiful mountain view. 
Pool, hot tub, small building 
& paved driveway. Basement 
partially remodeled. About 15 
minutes from Deep Creek 
Lake & Jennings Randolph 
Lake. $155,000. 301-453- 

3118. 26-3. 

FOR SALE - Mobile 
home on .53-acre lot just 
minutes from lake & Wisp 
Resort. Nice roadfront lot 
overlooking Sang Run Creek 
$79,500. 301-616-8514 26- 

4. 

FOR SALE - Very nice 
2/1 house in Oakland. Gas 
heat, appliances included. 
Private yard with off-street 
parking $83,900 with $2500 
cash back at closing. 301- 
334-0708 or 240-321-1783 
26-tfn. 


MOBILE HOMES | COMMERCIAL PROP. I COMMERCIAL PROP. ■ COMMERCIAL PROP. I BUSINESS 0PP. 


Republican 

"We are pledged to the 
letter and spirit of U S poli¬ 
cy for the achievement of 
equal housing opportunity 
throughout the nation. We 
encourage and support an 
affirmative advertising and 
marketing program in which 
there are no barriers to ob¬ 
taining housing because of 
race, color, religion, sex, or 
national origin.’ 


FOR SALE - 2 BR, 2 BA 
1996 Redman house trailer, 
14'x70', good cond. Vinyl 
windows & siding, shingled 
roof, dishwasher, refrigerator, 
stove. $17,900. 304-735- 

6310. 26-4. 


MODULAR HOMES 


Reduced 

$ 5,000 


3 BR, 2 BA Home 
28x60. 

Includes many options. 

Colony Modular & 
Manufactured Homes 

Located between Lonaconing 
&Westernport, Md 

www.dd-homes.com 
301-463-2404 * 301-359-9621 


Homes 


REAL ESTATE 


FOR SALE - 2400 sq ft. 
home, Accident, 4+ acres, 
located by Savage River 
State Park 4 BR, 2 BA, fire¬ 
place, beautiful views, hot 
tub, dog kennel, 40'x80' steel 
building, 18'x36' barn, prop¬ 
erty has electric fence al¬ 
ready for horses, full-length 
vinyl deck. $299,900. $2000 
buyer credit. 301-746-7015. 
Possible 6 acres available. 
Owner financing available. 
26-5. 

FOR SALE - Nice 2/1 
house in Cumberland near 
Allegany High School. 
Fenced-in yard, gas heat. 
Appliances included. $57,900 
with $2500 cash back at 
closing. 301-334-0708 or 
240-321-1783. 26-tfn. 

FOR SALE -21.19 acres 
with double-wide rancher. 
Great for hunting & recrea¬ 
tional activities, 4-wheelar 
trails, skeet shooting, hiking 
& more. Lots of nature to 
explore. Property has woods, 
stream, fields, 2 acres fenced 
for animals & a small or¬ 
chard. 15 minutes from Deep 
Creek Lake $250,000. 301- 
876-3460. 26-3. 

FOR SALE - By owner: 3 
BR house near Wisp on 
wooded acre. Fireplace, 
wood floors, stainless appli¬ 
ances. washer/oryer, freezer, 
custom play structure. Turn¬ 
key; $235,000. 301-387- 

6898 25-5 

FOR SALE - Lakefront 
lot, Beckman's Peninsula. 
New boat dock. Nice lawn & 
75 large hardwood trees. 
Water well & sewer system. 
Building & large deck. Resi¬ 
dential area. 200 ft. frontage. 
$1,500,000 301-334-1813, 

301-616-0790. 25-5. 

FOR SALE - By owner 4 
BR, 3 BA rancher on 33 
acres. Good hunting. In¬ 
cludes 30'x40' building & 
20'x24' pavilion. Call for de¬ 
tails. 301-895-4264. leave 
message 25-5. 

FOR SALE - By owner: 
House in Gormania, W.Va., 
area 4 BR. 1 BA, on 3 town 
lots. $58,000. 304-693-7795 
24-4. 

FOR SALE - 3 BR split 
level house, 1% BA, with 
attached garage in Mtn. Lake 
Park on IVilots, $175K 301- 
387-4952. 24-5 

WANTED - One- to ten- 
acre lot near or about New 
Germany/Savage River State 
Forest. Would consider older 
home/cabin on property. Call 
Chris Rose, 1-800-677-7887, 
ext. 327. 24-5. 

WANTED - A quiet house 
to buy in country or country¬ 
like setting 814-662-4823. 
23-5. 


BEAUTIFUL 
COUNTRY SETTING 

4 BR, 2 V 2 BA home with double deck, 
2-car garage, 12x20 shed. 

15 minutes from Deep Creek Lake, 
Md.. 1 mile from Big Bear Lake. 
Asking $210,000 

Call Rick or Lisa • 304-291-8021 




or call our office for other offerings. 


RENOVATED 1900s HOME 
In Friendsville, on River 
3 bedroom, 2 bath with hot tub. 
New kitchen, Fully insulated, 
New plumbing, electric & 
windows. Wired out building and 
carport. 

MUST SEE! 
REDUCED! $185,000 
BY OWNER 
30l-50l-i7l4 l8 .tf 


COMMERCIAL 

SPACE 

40'x40' with 13' garage 
door available. 

SPECIAL 

10x15 units 

ONLY $75/mo. tor 6 mo. 

Call 301-387-7160 

Garrett Co. 

Self Storage 

1206 Mosser Rd. 
McHenry, MD 21541 


FOR RENT 

Prime office or retail space 
on Rt. 219, Oakland, near Wal-Mart 

2 levels available at 768 sq. ft. each. 
Rent one or both at $13/sq. ft. including heat, 
A/C, electricity and snow removal. 

Owner agent. 

Contact Lisa at 301-387-9200 


FOR RENT 

Grantsville 
Shopping Plaza 

1,200sq.ft.& 600sq.ft. 
443-297-9016 


FOR SALE - 30x60 frame 
building on a ’/?-acre lot. For¬ 
merly used as a church. Well 
& septic, his & hers bath¬ 
rooms, office & large open 
space. New oil furnace 
forced air heat. Great loca¬ 
tion for office space, an¬ 
tiques, consignments or retail 
sales. East side of Route 219 
frontage. 5 miles south of 
Oakland $69,900 . 240-321- 
2844 27-2. 

FOR SALE OR RENT - 

11,000 sq. ft. commercial 
w?^;house/storage building 
with 1000 sq. ft. office & 
lunchroom space in Accident. 
Md. Call 301-616-0018. 26-5. 


LOTS & ACREAGE 


FOR SALE - Lot Perked 
1+ acre. Oak Hill Lane off 
Accident-Friendsville Rd., 5 
miles from Deep Creek Lake 
410-247-2523 27-2. 

FOR SALE - 16 +/- acres 
3 /* woods, % fields. 4-wheeler 
trails. Secluded for camping 
& hunting 5 minutes from 
state property. $137,000. 
301-876-3460. 27-2. 

FOR SALE - Royal Char¬ 
lotte subdivision, 3 acres, 
affordable Spectacular views 
of the historic "Pleasant Val¬ 
ley" area in southern Garrett 
County. Utilities are on site. 
This building lot is all 
wooded, perk approved & 
ready to build. Just $49,900. 
Garrett Land Sales, 301-334- 
5757. 27-2. 

FOR SALE - Beautiful 3- 
acre lot on Green Lantern 
Rd. Great view of Savage 
Mtn Perked, surveyed, with 
easy access to 1-68 & Rt 40 
$72,900. 301-816-8514 26- 
4. 

FOR SALE - By owner: 
14+ acres in McHenry, Md 
Seasonal Wisp views & lake 
views. 3 minutes to Wisp 
Resort & 3 minutes to Deep 
Creek Lake access Call any¬ 
time, 301-501-5500 26-8. 

FOR SALE - Beautiful 
building lots in Hemlock 
Acres South near Keyser’s 
Ridge. 6 lots available. 301- 
501-0169 25-3, 

FOR SALE - 1-acre 
wooded lot on Lake Shore 
Drive/Woodlands Hill Lane. 
Public sewer, ERU has been 
paid. $125,000. 336-599- 

2309. 19-8 


INSURANCE 


RETAIL 
OFFICE SPACE 
FOR RENT 

Approximately 
1,500 sq. ft. 

For details 

301 - 616-0169 

301 - 245-4330 


FOR RENT - Office/retail. 
McHenry/Deep Creek Lake. 
301-387-5982 27-5. 


FUELS 


FOR SALE - Firewood 
Cut in lengths 16-18 inches. 
Not split, no delivery. Finger¬ 
board Rd., Oakland. 301- 
334-6060. 27-3. 

FOR SALE D&R's Fire¬ 
wood. 301-387-0342. 24-5. 


Mahoning 
Outdoor Furnaces 
"The natural way to heat.' 
Free Delivery 
Call for a FREE QUOTE 
301-707-2166 


Free Yourself from 
High Heating Costs 


100% thermostatically 
controlled heat 
Heat entire home, 
multiple buildings, 
pools, hot tubs & 
domestic water 
Easily adapts to 
new or existing 
heating systems. 

Exclusive Hippie 
Top* Heatlock 

Battle* firebox CLASSIC 

design tor mm 
maximum efficiency 


NEW-TECH 
Heating System, LLC 
301-616-2580 

_csntralboiler.com 


INSURANCE 



-V 



KIGHT'S 

INSURANCE 

110 S Second St 
Oakland, MD 

301-334-3968 


FOR RENT - Professional 
office space across from GC 
Courthouse. Reception, 2 
offices & half bath. $600/ 
month plus some utilities 
301-387-4952. 24-5. 

FOR RENT - Retail/office 
space across from Wal-Mart, 
1200-4000 sq. ft. 301-387- 
5982. 27-5. 


FOR SALE - 4-bay ga¬ 
rage, formerly DeWitt's Auto 
Repair on Rt. 39 (Hutton 
Rd ). Hoist & air compressor 
$140,000. For info, call 301- 
387-8202, 301-334-4311. 

FOR SALE - Carpet 
store, McHenry-based busi¬ 
ness over 20 years. Business 
is ready to walk in and start 
running. Call 301-501-6976. 


LAWN CARE SERVICESlLAWN CARE SERVICES 


Mountain View Services 

Serving Garrett Co. Since 2002 
Commercial • Residential 

Fall Cleanup 

TOTAL LAWN CARE - Mowing • Mulching 
• Edging • Trimming • and more! 

Call today / Your lawn is my businessl 

301 - 616-0928 


27 If 


PICK-NICK 

Lawn Services 



5jg« 

Mowing • Snow Plowing 
Trimming • Yard Clean-up 
• Mulching • Skids leer Service 

Now accepting large estates up to 8 acres 

Nicholas Pickrel - Owner/Operator 

uif 301-501-1724 or 301-387-4182 



J & J Lawn Care 


• Qpring & Fall Cleanups 

• Leaf Removal 

• Mowing 8r Trimming 

• Gutters 

• Mulching it Mowing 

• FREE E9TIMATE8 

301-616-6178 

301-246-4448 


CLEANING SERVICES 


WILL DO - Cleaning of 
excess clutter in your base¬ 
ment, house or garage. Haul¬ 
ing of just about anything you 
need removed from your 
property. Reasonable rates. 
Fully insured. 240-321-1266 
or 301-616-0813. 25-4. 


SERVICES 


Gutter Tech - Enjoy the 
rain. Let Gutter Tech do your 
spouting. Seamless gutters, 
Leaf Relief® covers, cleaning 
& repairs. For quality & integ¬ 
rity, call 301-334-3376 or 
301-533-1053. 23-5. 


Will Do ™ 

CLEANING 

in the Terra Alta, 
Oakland, and Deep 
Creek Lake areas. 

Reasonable Rates 

304-789-2293 


CLEANING SERVICES - 

Kela & Cindy would love to 
make your home fresh & 
sparkling clean. Sorry, year- 
round work only. Great refer¬ 
ences. 301-533-0098. 27-4 


Res./Comm. 

Int./Ext. 

HI 


Lie & Ins 
MHIC #85608 


m 


PAINTING 

Interior 

Wallpaper Removal • Wood Finishes 
Cedar/Logs • Aluminum 
Deck Care • Masonry 
Caulking • Waterproofing 

Aggressive Surface Preparation 
FREE ESTIMATES 
301-387-8545 • Swanton 

"Quality from start to finish" 


Professinal 
Residential 
Cleaning Service 

FREE ESTIMATES 

301-616-9799 



SERVICES 


MASTERMIND 

DESIGN? 

Signs • Banners 
Vinyl Lettering • Logos 
Graphics • Photography 


240.321.4699 


Mountain View 


■ a 

M 


STUMP GRINDING , 

Free Estimates‘Reasonable Rates 

(814) 395-3726 • Addison, PA 15411 




BUENA VISTA 

Contracting, uc 


Home 

Remodeling 
and Additions 


Visit our website or contact us 
for a complete list of serv ices: 

www.BuenaVista( ontracting.com 
Infottt KuenaYistaContracting.com • 301-387-7880 


Licensed, Bonded, Insured 
v1HIC'#95248 


Free F.stimates 
lourly Rates Available 


INSURANCE 


INSURANCE 


91 

Hershberger Insurance Agency 

Serving our clients since 1939 

* Auto * Home * Farm * Church * Life * Business 

"Providing Reliable Insurance Coverage with Competitive Rates" 


301-895-5161 or 301-746-8562 


141 Main Street, Grantsville, MD 21536 

24-hour service on the web at 



vv vv w.otiSl'iuti^CriuSuraaCC.CGiit 
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SERVICES 


JP BELOWSKY EXCA¬ 
VATING - Lot clearing, 
perks/septic systems, base¬ 
ments/footers. York raking/ 
seeding, driveways/decora¬ 
tive stone, sump pits for wet 
basements, pressure wash¬ 
ing homes & decks. Lie. 
#11240257. Call 301-453- 
3241. 25-5. 

WILL DO - Pressure 
washing of decks, houses, 
concrete pads. Also, will do 
staining and/or water sealing 
of decks. Reasonable rates 
Fully insured. 240-321-1266 
or 301-616-0813. 25-4. 


SERVICES 


SERVICES 




WINDOW 

Custom Draperies 
Blinds • Shades 
iBedcovcrings & Accessories 

Frtt In-Homt Shopping Servut 

HunterDouglas 

Duette* Honeycomb shades 
Silhouette window shading 
Luminette 

Country Woods Classics 
Decor* 

Bitty / 1 mmerman, Consultant 

301-689-9009 

1-800-427-7900 

$8 Broadway, 
Frostburg, Ml) 

n.-Fri., 10 ».m. - $ p.m. 

‘ 1 M££oinlmentonly 


i.ijv I 


SEAMSTRESS SERV¬ 
ICES - Hems alterations, 
new items, drapes, curtains, 
etc Call Karen at 301-334- 
4498 24-5. 

MASONRY WORK 
WANTED - Do basements, 
foundations, pour floors, 
flues, fireplaces Do all kinds 
of block, brick, stone & con¬ 
crete jobs. Call Butler Ma¬ 
sonry, 1-301-387-5669 27-5. 

PRESSURE WASHING. 
MOWING & SKID STEER 
SERVICES - Commercial & 
residential. Curtain drains, 
culverts, leaf & brush re¬ 
moval, grading, hauling, 
backhoe, backfilling & related 
services Senior discounts. 
Serving Garrett County for 13 
years. Fully insured Rick, 
301-387-8348 or 301-616- 
1050. 26-5. 

PAINTING - Intenor/ex¬ 
terior. Free estimates Qual¬ 
ity work. 301-387-3260. 24-5. 


SEWING SERVICES - 

Alterations & repairs. Dress¬ 
es, pants, etc. Curtains & 
sewing projects. Reasonable 
rates. Call Pam, 301-334- 
3938 27-4 

WILL DO - Stone retain¬ 
ing walls. 301-746-5781. 25- 
5. 

GRASS & BRUSH CUT¬ 
TING - With 10 ft brush hog 
Also, pressure washing. Ben 
Kinsinger, 301-334-6561. 27- 
3. 


SERVICES 


SERVICES - Lie. # 
11290004. Need backhoe, 
excavator or dozer work? 
Call Stevel No job too small. 
Septic systems, drains, 
yards, stumps, foundations, 
footers, driveways or will 
consider doing work for junk. 
301-616-0129 or 301-334- 
1135. 23-13. 

MASON CONTRACTOR 

- Offering custom brick, 
block & stone work. 26 years' 
experience. 304-704-5344. 


SERVICES 


WILL DO - Professional 
removal of stumps from 1 to 
any amount you might have. 
Will also do lot clearing from 
1 tree to any amount. 25 yrs. 
experience. Fully Insured. 
Reasonable rates 240-321- 
1266 or 301-616-0813. 25-4. 


SERVICES 


DAVE'S EXCAVATING - 

Services include lot clearing, 
driveways, small foundations, 
backfilling, grading & seed¬ 
ing, yards put in, septic sys¬ 
tems, skid steer work & large 
lots mowed 301-387-6563, 
301-616-6563. 24-5. 


SERVICES 


SERVICES 



CANVAS 

CREATIONS 

• Boat Covers 

• Awnings 

Anything Canvas 

301-387-4192 


R.H. Fewster 
Painting Co. Inc. 
301-387-8782 

Interior/Exerior 

• Painting • Staining 

• Pressure Washing 
and more! 



264tpd 


BEAR CREEK 
LANDSCAPEDESIGN 

Oeiign Gf Installation 
0 Pat ioa, Willrwayn, Gf Walla 
V omplattf l.awn Maintainancc 
0 Mulch, lopauil, Gf Stone 
* Light Grad ing Gf Soil Prop 

30 1 -746-5408 

Vfjfv' licensed and insured 
■ZgW MDHIC * 125203 


Sarah J. Wilt, LLC 

Certified Hnokkeener 
QuickBooks ProAdvisor 

•Bookkeeping • Reporting • Tax Prep 


| CERTIFIED | 

I ProAdvisor I 


24-U 


1 146 Twin Churches Rd 
Grmntsvtte, MD 2 1 1 ’>'< 
Phone: 301-895-5488 
Cell: 240-362-6450 
www.sarahjwilt.com 


Tressler Builders, LLC 

MHBR#942 

Phone 941-979-7877 

Custom Homes 
• Additions • Renovations 

Please visit us at 

www.tresslerhomes.com 

ifr^gjd 


PLUS : 10 Year Parts Warranty 
and S Yaars of Sarvlca Labor 
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80 to 96% AFUE MDHVJiC 20134 


AJS utterTech 


• Gutter covers 

• Repairs & cleaning 

• Where integrity counts 



Oakland, Md. 


Next Day Service • 301-334-3376 


S.E. GREEN 

PLUMBING & HEATING 

Residential/Commercial 
New Construction 
Service U Repair 

Water pumps • Water heaters • Boilers 

Steve Green • 301-501-7817 


25-tf 


MD Master Plumber 18983 




Since 1930, 


36-lf 


orenneman 

D WELL DRILLING, INC. 


GROUND WATER SPECIALISTS 

OFFICE 
301-746-8666 
FAX 

301-895-DRIL 
Providing A Protecting America's Groundwater 
www brennemanwelldrllling.com 


PUMPS 

REPAIRS 

CONDITIONING 



John DeWitt 

Property Services, LLC 
Deep Creek Lake, MD 21541 

"Enjoy the lake. Let us do the work." 

• Power Washing & Staining • Painting 
Drywall Repairs • Plumbing • Electrical 
• Window & Door Repairs • Deck Repair 
• Screen Repair • Gutter Cleaning 

Cell: 301-616-5729 • Fax: 301-387-2550 

m _Licensed and Insured • References ’ - ' 


Giles Builders 

«&: Rcmodclcrs 

Residential and Commercial 
New Construction and 
Home Improvements 

ALL WORK GUARANTEED 
Free Estimates 

301-697-4843 

Licensed, Bonded & Insured MHIC #82723, MHBR #5003 


« 


« 


2 I-If ? 


Don Bologh 



Ace Appliance 

Rlpaib 


Since 1990 


Warranty 
Authorized 
for most 
rrsjcr 
brands 


* Gas & Electric Ranges 
\^ t • Major Appliances 

washars, dryers, refrigerators, 
and dishwashers 
Prompt, Friendly Service 

Swan ton, Md. * 240-321-1025 



Custom Cabinetr y 

Quality cahinets designed to 
fit your architectural needs 

Designs by Dan 

814-662-2215 

814-279-0652 


FREE 


R.H. HOME PROJECTS 

240-321-7430 ESTIMATES 

Pole Buildings • Garages 
Roofs (shingle or metal) • Siding 
Decks • Additions 

"For All Your Building Needs" 



MHIC 89609 

25lt 
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Imp rov em enCs 

Decks • Trim Work • Renovations 
• New Construction, etc. 


Kevin McDonough 
Oakland, Md 

301 -334-2455 or 443-286-0761 


Michael R. Stefan 

28 Years' Experience Masonry 

Concrete 

Block • Brick • Stone 


Licensed & Insured 


Home: 301-895-4424 
Cell: 301-501-7090 



LAIR INCORPORATED 




■ Balloons 

• Bumper Stickers 

• Calendars 

• Caps & Jackets 



. Decals-I abeis 

• t xecutive Gifts 
■ Key Tags 

• Writing Instruments 


Authorized /.Male' 

WAYNt KAUFFMAN 


317-429-6481 cell 


1039 PAUl FRIEN0 RD 
OAKLAND, MD 21550 



Oakland's First & Finest 

Professional Household & Office Moving Service! 

fre Vs 

fcsVim° 

Stan DeWitt 


In business since 1 993 
*Thanks for the opportunity 
to serve you * 
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Phone: 301-334-4211 


Storm Damage • Lot Clearing • Snow Removal 
Firewood • Lawn Care • Custom Skid Steer Services 





Brush, Stump & Tree Removal 


Insured 

Free Estimates 


45|:i 301-334-9784 • Cell 301-616-9784 (J46<) 
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MOUNTAIN 

WORKS 


Seamless Aluminumuutter 


We use high quality .032 
gauge seamless aluminum gutter 


20 COLORS AVAILABLE 
LEAF GUTTER GUARD 


FREE ESTIMATES 


LOCALLY OWNED & OPERATED 

301-334-1160 


E-Z Excavating 

Complata Excavating Service 

Pool Cverly 
301 334 2940 
1 - 800 - 491-3963 


34-11 


D&M 
Stone 

Wide variety 
of landscaping 
stones available 


Delivery Available 


301-483-3200 


Bear Creek Woodworks 

Furniture Repair 
& Restoration 


Richard L. Pullen 
510 Resh Lane 
Accident, MD 



Phone: 301-746-6336 


Need an Auctioneer? 

Deep Creek Lake Auctions, llc 

MD & WV Auctioneering Service 
Donald J. Ringer, owner 

Ringer Auctions and Real Estate 

301-616-7407 • 304-735-3426 

WV Lie. #1634 info@ringer auctlons.com 


Humberson 

Excavating 

• Site preparation 
• Road building 
• Foundations 
Loader, backhoe, 
dozer, dump truck 
— Free estimates — 
301-387-4013 
301-387-5858 
301-387-2501 


MHIC 81637 
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BUILDERS 

NOW ACCEPTING 
All types of projects 
• Remodeling • Additions 
• New Construction 

Over 30 yrs' experience 

Owned & Operated by 
Rick Sharpless and Family 
301-387-2673 
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NEED A LIM0 
301-501-LIMO 
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FAKE 

FIELD 

STACK 



PAVERS 

CONCRETE 


STONE •BACKHOE SERVICE-CONCRETE 

240-580-4046 * suaED 


LICENSED 




e/A’STiCONeiLETE 


FOUNDATIONS 


Warm, Dry and Easy 
To Finish Basement 
Installed in Just 
One day! 


HUMBERSON 

Homes 

US 710 (North of McHenry 
MtM Sirrtll Hwy M.Hor, MD M«l 

301-387-6978 800- 



CARROLL HARVEY 
CONTRACTING 

409 I St., Mtn. Lake Park 


Now Accepting Fall & Winter Projects 


• Basement Remodeling - Let us turn your dreary unfinished basement 

into a cozy living space. 

• Bathrooms - Does your bathroom look older than you do? A clean new 
bathroom just feels good! 

• Kitchens - Does your kitchen feel uninviting? A new kitchen will spice 
up your culinary ambitions. The beauty of wood cabinetry, durable tops, 
contemporary appliances, along with effective lighting will motivate the 
chef inside! We also offer custom cabinets U real maple butcher block tops. 

• Laminate U hardwood floors - Tired of your worn out carpet? We 
install durable laminate flooring U beautiful pre-finished hardwood flooring. 

• Custom stairways - A new stairway can be the focal point of your home 

• Garage finishing - Get that unfinished feeling when you pull into your 
garage? Let us install firewall drywall U paint to your taste. 

• Doors U windows - Do your doors U windows give you the cold chills? 
We install new insulated airtight windows & insulated steel doors. 

• Drywall - Paneled walls giving you the blues? Let us install, finish, U 
paint new drywall for a fresh new look. 

• We also - * Build & install formal & rustic fireplace mantles. 

* Beautifully finish U install new trim work, doors, U panels. 


Call TODAY for a 
FREE Estimate 

301-334-6156 


B$B 


courteous, 

Professionol 


Planning a New Home ?? 





FW and Beam 


Deep Creek Lake Wispering Views 
"Smart Home" Technology £7 ^ 

MODEL HOME 
OPEN 

Mon.-Sun. 9-5 6" 

Purchase this home or 
have us custom build one for you! 


HUMBERSON 


MHBR 

305 



0 
z 

301 - 387-6976 / 800 - 457-6777 
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Featuring events that build assets in youth and promote 
community involvement: 

THURSDAY, Sept. 4 

• Rec Night, Ryan's Glade Community Building, 6 to 8 
p.m. Join in on these recreation nights, featuring basket¬ 
ball. Free. (301-334-7730) 

• Cake Decorating lessons. Gorman Go Getters invite 
anyone interested in the art of cake decorating to join 
this four-session class. Meet each Thursday through Sept. 
25. Registration fee is $20. The first 10 people with paid 
registration will receive a free starter kit worth $15. Call 
301-334-9763 to register. 

FRIDAY, Sept. 5 

• Breakaway at Country Acres Retreat along Foxtown 
Road in Bittinger/Accident, 6 to 9 p.m. Persons in middle 
school through college invited for free events. Evening 


First Time Homebuyer 
Construction-One time close 
Lot Loans-10% down 
Purchase or Refinance 

Call today for a free pre-qualification: 

Shirley Bernard 

FIRST HOME MORTGAGE 

317 East Oak Street 
Oakland, MD 21550 
Phone 301-533-0535 or 
301-707-1215 cell 
sbemard@gofirsthome.com 
www.gofirsthome.com 
_ Equal Opportunity Lender 


continues after 9 p.m. for high school and college students 
with a coffee house. (301-245-4016) 

• Crellin “Drive-In” Movie Night, Crellin United 
Brethren Church Pavilion, 7 to 9 p m. All are invited to 
bring a blanket or lawn chair for a movie under the stars 
with popcorn and a drink. Children under 8 years must be 
accompanied by an adult. Admission is $.50. Sponsored 
by Paw Prints of Crellin, Hutton, and Underwood. (301 - 
334-7730) 

• Deer Park Recreation Program, Deer Park community 
playground, 6 to 7 p.m. Deer Park Eliminators invite all 
ages to this recreation program, which will include 3-on-3 
basketball and other games for younger children. Youth 
attending all seven weeks of the program will receive a 
reward. Drinks provided. Free. For this first week, par¬ 
ticipants are to wear sunglasses as part of the “shade out 
drugs” theme. (301-334-7730) 

SATURDAY, Sept. 6 

• Breakaway at Country Acres Retreat along Foxtown 
Road in Bittinger/Accident, 6 to 9 p.m. Persons in 
middle school through college invited for free events. 
Evening continues after 9 p.m. for high school and col¬ 
lege students with a coffee house. (301-245-4016) 

• Bike Rodeo, Grantsville rescue squad hall, 5:30 to 
6:30 p.m. This rescue squad bike rodeo block party 
is open to all youth bringing bikes and helmets. Free. 
(301-895-3111) 

SUNDAY, Sept. 7 

• Breakaway at Country Acres Retreat along Foxtown 
Road in Bittinger/Accident, begins at 10 a m. Persons in 
middle school through college invited. Concert by Down- 
here at 7 p.m.; $5 admission. (301-245-4016) 

• SuGO Sunday: LEGO Robotics, GEARS building at 
116 Industrial Park Drive in Accident, 1 to 5 p.m Youth 
and families are invited to build LEGO robots, which 
are used to compete sumo-wrestling style in the ring, 
hence the name SuGO. All materials are provided and 
no experience is necessary All ages are welcome, but 
parents must stay and assist with young children. Snacks 
and sodas are available for purchase. Rookie teams 
consist of 2-4 people, $10 per team. GEARS members 
participate for free Sponsored by the Garrett Engineer¬ 
ing and Robotics Society. Persons may call 301-387-2331 
or visit www.SuGO.-GEARSmc.org for more informa¬ 


tion. 

MONDAY, Sept. 8 

• Crellin SADD meeting, Crellin Community Park 
pavilion, 4:30 p.m. Crellin, Hutton, and Underwood 
Road area youth middle through high school age are 
encouraged to join this Students Against Destructive 
Decisions group Teens interested in organizing activi¬ 
ties to promote good fun are invited to make a positive 
impact on the community. (301-334-7730) 

THURSDAY, Sept. 11 

• Rec Night, Ryan’s Glade Community Building, 6 to 
8 p.m. Join in on these recreation nights, featuring bas¬ 
ketball. Free. (301-334-7730) 

• Cake Decorating lessons. Gorman Go Getters invite 
anyone interested in the art of cake decorating to join 
this four-session class. Meet each Thursday through 
Sept. 25. Registration fee is $20. The first 10 people with 
paid registration will receive a free starter kit worth $15. 
Call 301-334-9763 to register. 

FRIDAY, Sept. 12 

• Bike Rodeo, Accident fire hall parking lot, 6-8 p.m 
Kids are encouraged to bring their bikes and helmets 
for this rodeo featuring prizes, refreshments, and bicycle 
inspections. Free. Sponsored by Accident Community 


Benefit Spaghetti Dinner 

to help with 

Mike "Hip" Hardesty 

Funeral Expenses 
AH-You-Can-Elat 

Spaghetti, tossed salad, roll & butter, dessert, amt drink. 

September 13,11:00 am - ? 
Southern Rescue Squad Hall 
$6 Adults • $3.50 Children 
Under 10 Free 
Take-O uts Available 
301-616-6187 240-321-4928 


Planning Group. (301-334-7730) 

• Crellin “Drive-In” Movie Night, Crellin United 
Brethren Church Pavilion, 7 to 9 p.m. All are invited 
to bring a blanket or lawn chair for a movie under the 
stars with popcorn and a drink. Children under 8 years 
must be accompanied by an adult. Admission is $.50. 
Sponsored by Paw Prints of Crellin, Hutton, and Un¬ 
derwood. (301-334-7730) 


Assets are qualities and experiences youth need to un¬ 
leash their potential for growing into healthy, caring adults. 
For more information about Healthy Communities*Healthy 
YouthTM (HC*HY): Garrett County and about building 
assets in youth, persons may call 301-334-1189. 

HC*HY Garrett County and some of the activities above 
are sponsored by Garrett 
County Partnership for Chil¬ 
dren and Families Inc./LMB 
(Local Management Board), 
the Garrett County Health 
Department, Garrett County 
Extension Serv ice, and the HEALTHY YOUTH 
Governor’s Office of Crime 
Control and Prevention. 
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Annual Picnic 

September 7,4:00 pm 

Bring a covered dish b 
lawn chair for an evening 
of fun b fellowship. 
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longandfoster.com 
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Northern Garrett 
$45,000 

Level, wooded 1 acre lot 
Public water & sewer 
Ready for building 
immediately 

LNF.com/GA6765863 


Northern Garrett 
$67,000 

5.59 acres w/ small stream 
Perked, cleared & ready for 
building 

Paved road frontage 

LNF.com/GA6303782 


Lake Access 
$369,000 

Mountamtop lake view building 
site 

Includes assigned boat slip in 
a private community 
Close to Wisp Ski & Golf 
Resort 

LNF com/GA6818806 


Pennsylvania 

$1,399,900 

Quiet, peaceful & nestled in 
the mountains 
Convenient access to 1-68 
Enjoy endless outdoor 

activities 

LNF.com/SS6637706 


ueep ureex 
$449,900 

Lot 7 in the prestigious 
Highline community of Wisp 
Resort 

Offer lake views, community 
pool, tennis, hiking & biking 
trails 

Short drive to Wisp Resort and 
Lodestone Golf Course 

LNF.com/GA6843400 


rennsyivama 

$573,000 

Mountain getaway 
Close to Deep Creek. Yough 
Lake & High Point 
Perfect for the outdoor 
enthusiast 

LNF.com/SS6533158 


Beautiful home site m the log 
home community of Gallatin 
Woods 

Enioy the jog/ walking paths 
Minutes to Deep Creek Lake & 
Wisp Resort 


l Nf com/GA68.18151 


www.deepcreekresort.com 


v. 

LEADING 
RFAITSTATE * 
COMPANIES 


23789 Garrett Highway, McHenry, MD 21541 


800 - 336-5253 • 301 - 387-4700 


XiO'te and Land 


Northern Garrett 
$339,999 

PRICE REDUCTION 

• New 4 BR/ 3 BA home on 3.84 
wooded acres 

• Kitchen w/ island & stainless 
appliances 

• Attractive hardwood floors & oak trim 

LNF.com/GA6835615 


Lake Access 
$535,000 

• Chalet with dock slip & fabulous 
lake views 

• 3 BR/3 BA/air conditioned 

• Located close to all Deep Creek 
amenities 

LNF.com/GA6651602 


Lake Access 
$895,000 

Professionally landscaped & 
maintained 

4 BR, 3BA cedar chalet on 1.20 acres 

Deeded no wake zone dock slip 

LNF.com/GA6831070 


Lake Access 
$335,000 

Well maintained 3 BR/ 2BA home 
Furnishings convey 
Lake access, dock slip available on 
rotational basis 

LNF.com/GA6713436 


Lake Access 
$699,500 

A Nature Lover’s Retreat- 
Beautiful home that blends with the 
picturesque 1.51 acre lot 
Home and lot both have many hidden 

treasures 

LNF.com/GA6837390 




Deep Creek 


Deep Ci 

tQQQ QOQ 

6300 sq ft: 8 BR/ 7 BA in Deep 
Creek Highlands 

Establshed rental “Demond n the Sky" 
Magnificent lake views; dock slip 
available 

LNF.com/GA6685473 


Deep Creek 
$172,900 

Picturesque view 

Home is in excellent condition 

Great location between Deep Creek 

and Oakland 

LNF.com/GA6569053 


Lake Access 
$989,900 

3 BR/ 2 Yi BA custom designed 
lake home 

Gourmet kitchen & open floor plan 
Deeded deep water dock slip 

LNF.com/GA6823207 


Lakefront 

$1,280,000 

Large level lot on Deep Creek's only 
lakefront walking path 
Spacious chalet with 4,000 sq ft of 
finished living space 
Great view of the lake, 135’ of 
lakefront w/ Type A' dock 
LNF.com/GA6843790 


Condo 

$729,900 

Overtook Villas Unit 750 A 
4 Master BR/ enormous living room 
Minutes to Wisp Resort, a must 

S0gl 

LNF.com/GA6591250 


Condo 

$435,000 

Beautiful home within walking 
distance to Wisp Resort 
Enjoy all the seasons from this 5 BR 
town home 

Perfect for year round or a vacation 
getaway 

LNF.com/GA6828865 


Deep Creek 
$175,000 

Great location 
Lake view 

Priced to sell! 

LNF.com/GA6786775 


Northern Garrett 
$324,900 

3 BR/ 2 BA Cape Cod on 10 acres 
w/ above ground swimming pool 
Fabulous sunset views from 1,000 
sq ft deck 

Located just 10 minutes from Deep 
Creek Lake & Wisp Resort 


Northern Garrett 
$479,000 

PRICE REDUCTION 

REDUCED $40,000! Log home on 
10 wooded acres 

Hardwood floors, skylights, stainless 
appliances 

Incredible master suite, low heating 
costs 

LNF.com/GA6833015 


k L3Ke c* wisp nesuri 

LNF.com/GA6847927 




Northern Garrett 
$1,900,000 

139+ acre farm conveniently located 
to Deep Creek Lake 
2 farm houses/ barn & a spring 
house 

Substantial timber value! 

LNF.com/GA6810868 




Northern Garrett 
$339,000 

Cozy chalet on 11 + acres 
Tastefully decorated 

Nice yard with filtered views of Wisp 

LNF.com/GA6770136 
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Lake Access 

$1,200,000 

Breathtaking new construction home 
in beautiful Red Oaks Sub 
Impressive home offers 5 BR, HWF, 
granite countertops 
5 stone FP, covered front porch, near 
the base of Wisp Resort 
LNF.com/GA6846811 








Deep Creek 
$279,000 

Well maintained brick home 
Lower level is finished for additional 
living area 

Covered porch, paved driveway and 
attached garage 

LNF.com/GA6848060 


Northern Garrett 
$218,000 

Located near schools; 10 minutes 
from Deep Creek Lake 
2 wooded acres 

Basement could be separate 
apartment or, 2 more BR 

LNF.com/GA6830838 


Northern Garrett 
$145,000 

Recently remodeled home on a 
beautiful level lot 

3 BR, kitchen island and two great 
decks 

Minutes to downtown Oakland and 
Deep Creek 

LNF.com/GA6852001 


Lakefront 

$1,150,000 

Spectacular home with top-end 
appointments 

170 feet of lakefront and boat slip 

Close to all lake/ ski area activities 

LNF.com/GA6671642 
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“BEAUTIFUL AND QUIET” is how Angela Bald¬ 
win described Deep Creek Lake early Sunday morn¬ 
ing. and the sight was made far more beautiful when 
through the haze she spotted this bald eagle perched 
in an area of the lake known (for obvious reasons) as 
Stump Point. The point is located in the Sandy Beach 


area near Red Run. More and more sightings of this 
once endangered national bird are being reported in 
Gar-rett County, including one last week by Vaughn Win¬ 
ters, who spotted an eagle devouring a deceased ground 
hog on the former Winters Dairy land in Oakland. 


Athletes, Volunteers Gearing Up For 
Second SavageMan Triathlon Fest 


Phelps Family 
Named As AG 
Grand Marshals 

The Grand Marshals of 
Garrett County’s 41st an¬ 
nual Autumn Glory Festival 
Grand Feature Parade have 
been announced as Michael 
Phelps’s mother, Debbie 
Phelps, and his sisters, Hill¬ 
ary and Whitney. The pa¬ 
rade is slated for Saturday, 
Oct. 11. 

The family will be fea¬ 
tured in the annual parade, 
which will begin at 1 p.m. 
in Oakland. Yellowstone at 
Deep Creek Lake Custom 
Log Homes is the sponsor 
of the Grand Marshal posi¬ 
tion. 

During and after the 
Olympics, Phelps and her 
daughters have been inter¬ 
viewed by the Today Show, 
the Associated Press, and 
Time Magazine. Debbie 
Phelps has also been inter¬ 
viewed by Good Housekeep¬ 
ing Magazine, US Maga¬ 
zine, NBC News, The New 
York Times, the Wall Street 
Journal, and ABC News. 
Since the games have ended, 
Phelps has received numer¬ 
ous speaking engagement 
requests as well as offered 


Residents advised of roads 

The second annual Sav¬ 
ageMan Tri-To-Win Tri¬ 
athlon will take place on 
Sunday, Sept. 21, in Garrett 
County, and will involve 
nearly 600 athletes from all 
over the world. Several lo¬ 
cal residents will take part 
in either part or all of the 
three-sport event, joining 
registrants from 23 states, 
Washington, DC., the Vir¬ 
gin Islands, Canada. Bel¬ 
gium. and Sweden 

“The excitement is grow¬ 
ing The SavageMan is a 
great attraction for the Unit¬ 
ed States and internation¬ 
ally,” said Greg Safko. race 
director and board member 

A triathlon is an athletic 
event consisting of swim¬ 
ming, biking, and run¬ 
ning After the success of 
last year’s first SavageMan 
Triathlon, the local event 
has now become known as 
“the world’s most beautiful 
and most savage triathlon,” 
Safko said. 

The internationally re¬ 
nowned “Half" distance 
event is a strenuous race 
consisting of 1.2 miles of 
swimming in the open wa¬ 
ters of Deep Creek Lake, 56 
miles of road bicycling, and 
13.1 miles of running. 

A second, shorter com¬ 
petition, called the Interna¬ 
tional Race, has been added 
this year, offering athletes a 
“more forgiving" event. It 
consists of a 93-mile swim, 
23-mile bike, and 6.2-mile 
run. 

Safko wished to alert all 
residents to the paths of 
the races, so that persons 
may come out to watch and 
support the athletes, as well 
as make sure dogs are kept 
inside for the short duration 
when runners and bikers 
will be passing by. Drivers 
should be aware that racers 
will be on the roadways as 
well 

Both events will begin at 
the Deep Creek Lake State 
Park on Sept. 21 at 8 a m 
(with registration open that 
morning at 6:30 a m ). Ath¬ 
letes will begin their jour¬ 
neys by running into Deep 
Creek Lake and swimming 
the allotted distances 

They will then move on 
to the biking portion of the 
race, with athletes getting to 
the road somewhere around 
8:30 a m. They will head out 
of the state park on Tooth- 
Oick Road onto Glendale for 
about 3 miles, and then onto 


involved in races 
Spring Lick Road for about 
5. They will be on Savage 
River Road for 6 miles, and 
then go on through smaller 
roads to Westernport Road 
for 4.2 miles. There the rid¬ 
ers will encounter the West¬ 
ernport Wall, which is the 
most challenging portion of 
the bike race. 

A special spectator shut¬ 
tle will transport supporters 
from the state park to the 
Westernport Wall, leaving 
the park around 8 a m. and 
returning after the bikers 
have conquered the steep in¬ 
cline. Those wishing to ride 
the shuttle should register 
at the event web site: www. 
savagemantri org. Fans are 
invited to bring noisemakers, 
because the athletes “need 
all the encouragement they 
can get as they get through 
Westernport,” the web site 
states. 

The bikers will then head 
back toward Garrett Coun¬ 
ty, along McAndrews Hill 
and New Germany roads, 
and then Otto Lane. They 
will travel along Jennings 
Road for 18 miles, onto 
Miller Road, Maynardier 
Ridge Road for about 4 
miles, and then on Bittinger 
to Orendorf roads. 

They will be on Beachy 
Road for a little over a mile, 
and then on Rock Lodge 
Road for 5.2 miles. They 
will then follow State Park 
Road back to the park. 

Bikers are expected to 
start returning to the state 
park around 11 a m. They 
will then begin the run, 
which begins on the gravel 
road next to the lake. They 
will run the length of the 
state park and go behind 
the Discovery Center. Run¬ 
ners will then take a right 
on State Park Road and left 
onto Brant Road. After a 
Continued on Page A-4 
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Garrett Trails recently 
celebrated the importance 
of recreational trails to the 
economic development and 
health/wellness of the coun¬ 
ty and its residents, as well 
as announcing the launch of 
a private nonprofit organiza¬ 
tion to continue the building 
of a network of trails. 

Some of the dignitaries in 
attendance included Senator 
George Edwards; Commis¬ 
sioner Ernie Gregg; Robin 
Summerfield, a representa¬ 
tive from Senator Ben Car¬ 
din’s office; Rodney Glot- 
felty, health officer; Duane 
Yoder, president of Garrett 
County Community Action, 
and Charlie Ross, president 
of the Chamber of Com¬ 
merce. Senator Edwards 
spoke about the economic 
impact that the Allegheny 
Highlands Trail has had on 
small businesses near its 
route in Allegany County, 
while Mike Dreisbach, own 
er of Savage River Lodge, 
told a specific story about a 
couple who stayed at their 
lodge recently while biking 
the trail and who said they 
spent $10,000 on their trip. 

Commissioner Gregg 
spoke about his long-term 
support for a network of 
trails in the county, the ad¬ 
visors from local and state 
agencies that the commis¬ 
sioners recently appointed 
to advise Garrett Trails, 
and the importance of trails 
to local residents. Glotfelty 
concurred with Gregg, not¬ 
ing that access to inexpen¬ 
sive recreation for county 
residents was an important 
part of the Health Depart¬ 
ment's Strategic Plan. Tom 
Carr, member of the Board 
of Education, picked up 
the theme of trails and lo¬ 
cal families, calling trails, 
"nature’s gymnasium” and 
encouraging all to use trails 
for physical activity. 

Steve Green, president of 
Garrett Trails and co-owner 
of High Mountain Sports, 
wrapped up the program and 
thanked the many long time 
supporters and advocates 
who were in attendance. He 
also welcomed the newer 
volunteers to the recently 
launched Garrett Trails. 

Garrett Trails is a private 
nonprofit organization that 
seeks to "develop a well- 
used network of outstanding 
nualifv trails that provide 
Continued on Page A-10 


More than 400 people 
are expected to “take to the 
streets” of Garrett County 
tomorrow, Friday, Sept. 12, 
between 7 and 9 a m. and 
declare “Today is the Day to 
Talk to Your Kids.” Volun¬ 
teers wearing purple T-shirts 
and carrying signs will stand 
at designated locations in 
each community. 

The goal of the Today 
is the Day campaign is to 
encourage parents to begin 
talking to children, teens, 
friends, and neighbors about 
the dangers and harmful ef¬ 
fects of alcohol and drugs. 

“We are very pleased 
with the number of people 
who have registered to par¬ 
ticipate in this event,” said 
Nancy Brady, prevention 
supervisor for the Garrett 
County Health Department. 
“All the free shirts have been 
spoken for, but that doesn’t 
mean you can’t join a group 
on Friday morning to take a 
stand against drugs and al¬ 
cohol in your community." 

The Garrett County 
Health Department and the 
Garrett County Drug and 
Continued on Page A-16 


deals 

The Autumn Glory Fes¬ 
tival runs Oct. 8-12, and 
includes a kick-off recep¬ 
tion at Wisp Resort, two 
large parades, concerts, the 
Oktoberfest celebration, 
the Maryland State Banjo 
& Fiddle Championships, 
art exhibits, the Western 
Maryland Tournament of 
Bands, and antique and craft 
shows. 

The festival landed in the 
international spotlight last 
fall, when the travel web site 
msn.com listed it among the 
top fall festivals in the world, 
topping Festival d’Automne 
in Paris and Oktoberfest in 
Munich. 

“Music, parades and awe¬ 
some colors are at the cen¬ 
ter of this festival,” noted 
the site, plugging in parti¬ 
cular the Grand Feature Pa¬ 
rade, the Maryland State 
Banjo & Fiddle Champion¬ 
ships, and the Tournament 
of Bands. 

For more information 
about Autumn Glory Festi¬ 
val, persons may visit www 
autumngloryfestival.com or 
call 301-387-4386. 



THE NEXT BEST THING - Garrett County wasn't quite lucky enough to get 
eight-gold medalist of the 2008 Olympic Games Michael Phelps to join in the Autumn 
Glory festivities, but it has been announced that the county will honor Phelps’s mother, 
Debbie, and his sisters, Hillary and Whitney, as the Grand Marshals for the 41st annual 
Autumn Glory Festival Grand Feature Parade. The parade is slated for Saturday, Oct. 
11. See story for details. 

Garrett College Oakland Bypass Project Has Been 
Enrollment Hits " Deferred” For At Least Six Years 
Record Number 

Garrett College has be¬ 


gun its fall semester with 
a record-breaking number 
of students enrolled. En¬ 
rollment numbers will not 
be official until the cut-off 
date later this month, but 
the college’s enrollment has 
risen to 851, which is a 9.5% 
increase from the fall of 
2007. 

"This dramatic increase is 
the result of several factors,” 
said GC president Dr. Paul 
Dauphinais. “It is m part a 
result of the Garrett Coun¬ 
ty Scholarship Program, 
through which the county 
is making a real and sig- 
ni-ficant investment in the 
education of its young peo¬ 
ple.” 

According to the presi¬ 
dent, it can also be attributed 
to “a long standing history 
of excellent education pro¬ 
vided by the faculty at Gar¬ 
rett College." GC graduates 
who transfer to four-year 
institution have reportedly 
earned the highest grade 
point averages of any Mary¬ 
land community college. 
“It is also a result of a con¬ 
certed effort by our Student 
Affairs staff to recruit good 
students, provide excellent 
services, and create a top 
notch living and learning 
environment,” added Dau¬ 
phinais. 

College officials state that 
a major contributing factor 
for the increase is the expe¬ 
rience that GC offers stu¬ 
dent with its residence halls 
and student activities. “The 
college experience is very 
unique for a two-year college 
and quite comparable to that 
of a four-year college ” 

A large number of stu¬ 
dents from various parts of 
Continued on Page A-10 


Maryland Transportation 
Secretary John D. Porcari 
announced yesterday during 
a press conference in An¬ 
napolis that his department 
has been forced to cut back 
on transportation projects 
by $1.1 billion over the next 
six fiscal years because of 
national economic condi¬ 
tions. 

Among those being cut is 
the $42 million Oakland/Rt 
219 bypass project. Some of 
the right-of-way funding 
and all of the construction 
money for that initiative 
has been deferred, said a 
Maryland Department of 
Transportation spokesper¬ 
son this morning. 

He stressed that all 
state projects affected by 
the cutbacks, including the 
Oakland bypass, that are 
currently under way have 
not been canceled, “just 
deferred.” Once the econ¬ 
omy improves, he added, 
the projects will be re-evalu- 
ated. 

"We expect funding for 


fully restored, but we can’t 
foresee the future," the 
spokesperson said. 

Funding cuts are wide¬ 
spread in the department’s 
six-year spending plan draft, 
including the mass transit 
program. 

The spokesperson 
stressed, however, that some 
areas will not be cut because 
of safety issues. Such pro¬ 
grams as bridges and system 
preservation (road upkeep) 
will be fully funded. 

Porcari will begin his 
department’s annual state 
“road show” next Monday 
in Anne Arundel County. 
The secretary and other 
state transportation officials 
are scheduled to meet with 
the Garrett County commis¬ 
sioners on Friday, Oct. 3, at 
10 a m. at the courthouse. 

The Maryland Depart¬ 
ment of Transportation’s 
draft six-year spending plan 
for 2010 - 2015 will be un¬ 
veiled, and county officials 
and residents will have a 
chance to discuss their con¬ 
cerns with Porcari. 


all of these projects to be 

Humane Society Asks For New Law 
Concerning Animal Neglect Cases 

The local Humane Soci- “You probably know that 
ety asked the Garrett County we’re volunteers," Humane 


commissioners on Tuesday 
for help with their efforts 
in responding to reports of 
animal abuse and neglect. 
Society members requested 
that legislation be drafted to 
enable the Garrett County 
Animal Shelter/Animal 
Control to take over those 
cases. 

Also at the meeting were 
Director Brad Frantz, Gar¬ 
rett County Department of 
Public Safety and Emergen¬ 
cy Management, and two of 
his four-member shelter/ani¬ 
mal control staff. 



A HARROWING, SUCCESSFUL RESCUE opera¬ 
tion took place Sunday evening amidst 40-foot ocean 
swells, churned up by Hurricane Ike. A 60-foot fishing 
vessel was nearly swamped and Its captain called for 
help. Among the responding crew of the U S. Coast 

ftiiArrl HH-An lauhawk halirnntor uwaa I O. I ♦ Hanlal 

Cathell, co-pilot He Is the son of Carl and Kayla Cathell, 


Oakland, a 2002 graduate of Southern High School 
and a graduate of the Coast Guard Academy. The res¬ 
cue was wild, Cathell said, but the crew was able to 
save all four passengers of the fishing boat, and the 
local man even took a picture of Ike In the process. See 

• HHIBAftal nknfn* eisrl e*r\r>» C stHnll I* rslrfiiroH eUnH- 

ing second from left. 


Society president Lisa Baker 
told the commissioners. "We 
don’t get a salary We don’t 
have a county vehicle. We 
don’t get a gas stipend. We 
have no uniforms, no ticket 
books, no training, no tools, 
no insurance. And a lot of 
times we’re threatened when 
we go on these calls.” 

That is scary, she said, but 
members respond because 
somebody has to. State and 
county police officers some¬ 
times assist the Humane 
Society, but, the president 
noted, they do not have the 
authority to seize animals. 

“It’s tough because they 
can’t do what we can do,” 
Baker said. 

Between Dec. 1, 2007, 
and Aug 1, 2008, Humane 
Society members investi¬ 
gated more than 120 reports 
of alleged animal abuse/ 
neglect, according to a list 
Baker presented to the com¬ 
missioners. 

“1 have absolutely no tol¬ 
erance for this kind of non¬ 
sense,” Commissioner Ernie 
Gregg said after looking over 
the list of abuse and neglect 
cases. “Unfortunately, it says 
an awful lot, and not good, 
about the people who do 
it.” 

Those cases were primar¬ 
ily handled by four or five 
members and involved cats, 
dogs, rabbits, cows, hors¬ 
es, donkeys, pigs, and even 
hedgehogs. Humane Society 
members found single or 
multiple animals without 
proper shelter, food, water 
and/or in need of veterinar¬ 
ian care, according to the 
list. Baker described some of 
the cases as "horrific ” 

“But we’re always happy 
that we can go, when we can 
help the animal or help the 
pet owner,” Baker said 

She added, however, that 
her small aroun of women 

Continued on Page A-4 
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59th Harvest Sale Wl11 be « m Wlth the students 


To Be Hosted By 
Swan Meadow 

The Swan Meadow 
School PTO’s annual fund¬ 
raiser, the 59th Harvest Sale, 
will be held on Friday, Sept. 

19. at the Pleasant Valley 
Community Center. 

This annual auction is 
provided by mostly Amish 
and Mennonite families and 
students of Swan Mead¬ 
ow School. Farm produce, 
handmade furniture and 
items, such as a quilted 
wallhanging of sunflowers, 
and baked goods, including 
black walnut as well as red 
beet cakes, will be sold or 
auctioned throughout the 
evening. A “teacher’s bas¬ 
ket” will be auctioned off 
as well. The Swan Meadow 
School History Book, filled 
with photographs and re¬ 
corded memories, will also 
be sold. 

Doughnuts made by 
mothers of the students on 
the day of the sale will be 
available for purchase by 5 
p.m. Caramels, taffy, cook¬ 
ies, fudge, and cinnamon 
rolls will also be sold at that 
time. Half and whole dozens 
of doughnuts and cinnamon 
rolls and gallons of apple 
cider will be sold under the A o Project To 
white tent located close to J 

the entrance of the commu¬ 
nity center. 

“This way, people who 
come to the Harvest Sale 
for homemade goodies have 
the option of purchasing 
them outside the commu¬ 
nity center, then taking them 
to their vehicles before go¬ 
ing inside for dinner and 
the auction,” said Elizabeth 
Rees-Gilbert, a teacher at 
Swan Meadow. 

Inside the center, partici¬ 
pants may buy taco salads, 
nachos, chili dogs, sloppy 
joes, or hot dogs for din¬ 
ner. Coffee, chocolate and 
regular milk, lemonade, and 
apple cider will be sold as 
well. 

The evening’s activities 


of Swan Meadow School 
singing at 6:45 p.m. The 
auction will follow at 7 
p.m. 

The Pleasant Valley Com¬ 
munity Center is located 
along Jom Miller Road, off 
Paul Friend Road, off Rt. 
219, south of Oakland. 

Local Woman 
Sentenced For 
DWI Charge 

A Garrett County Circuit 
Court jury recently found 
a 40-year-old Grantsville 
woman guilty of driving/at¬ 
tempting to drive a vehicle 
while impaired by alcohol. 
Sandra Lee Puffmburg was 
found not guilty of driving 
under the influence. 

She was sentenced by 
Judge Gary Leasure to 60 
days in the Garrett County 
Jail. Fifty-five days of that 
sentenced were suspended. 

Puffinburg was also 
fined $250 and placed on 
supervised probation for 18 
months. 

According to court re¬ 
ports, she was arrested by 
the Maryland State Police in 
McHenry after failing field 
sobriety tests. 


AUTHORS RECOGNIZED BY BOE - Two former Garrett County teachers, Alice 
A. Feather Eary and Jean T. Williams Grose, were recognized by the Board of Edu¬ 
cation after having recently completed 16 years of work with the publication of their 
book, Garrett County Schools of Yesteryear. Both Grose and Eary spent over 30 years 
teaching at several different Garrett County schools. As members of Delta Kappa 
Gamma Society International, a professional honor society for women educators, 
Eary and Grose were originally asked to put together a display on all of the area 
schools. From there, the women decided to compile a book, which led to over a de¬ 
cade of researching photos and stories. “We tapped into every resource we knew of 
and discovered more than 200 schools that were documented,” said Eary. “For me, 
this was definitely a labor of love.” Eary has given many presentations throughout 
the years that included slide shows of area schools. The two educators, both from 
the Cranesville, W.Va., area, said they came into teaching by substituting. “After the 
war, they were taking any warm body off the street," said Grose. They were both 
hired on the spot when they decided to become permanent educators. “I taught for 33 
years and learned all the time from students, colleagues, and even the janitors,” 
said Grose. “For that, I feel very indebted to Garrett County.” The women will be 
presenting signed copies to every Garrett County school library. Above, from left 
are superintendent Dr. Wendell Teets, Grose, Eary, and BOE president James Raley. 


Last Thru Sept. 

The Maryland Depart¬ 
ment of Transportation’s 
State Highway Administra¬ 
tion has begun a $60,000 
project to resurface approxi¬ 
mately three miles along 
Friendsville Road (Rt. 42) 
from Garrett Highway (Rt. 
219) to Milt DeWitt Road. 
The project should be com¬ 
pleted by the end of the 
month, weather permitting. 

Motorists should expect 
single-lane closures along 
Rt. 42, Mondays through 
Fridays between the hours 
of 7 a m. and 7 p.m. Vari¬ 
able message signs, barrels, 
and flag persons will guide 
motorists through the work 
zone. More than 3,300 ve¬ 


hicles reportedly travel the 
section each day. Delays 
should be expected during 
construction 

SHA awarded the con¬ 
tract to Keystone Lime Inc. 
of Pennsylvania. Those with 
questions concerning traffic 
operations along Rt. 42, or 


other state numbered routes 
in Garrett County, may con¬ 
tact SHA's district office at 
301-729-8400 or toll free at 
1-800-760-7138. 

During the next sever¬ 
al months, there could be 
more than 350 work zones. 
“Work zones” describe not 


only large construction proj¬ 
ects that may take years to 
complete, but also smaller 


mobile operations such as 
mowing, pothole repair, and 
litter pick-up. 

GCS0 Seeking Info 
On Loosened Lug 
Nuts In MLP Area 

The Garrett County 
Sheriff’s Office is investigat¬ 
ing numerous complaints 
of tampering with motor 
vehicle in the Mtn. Lake 
Park area. 

Over the past weekend, 
unknown persons have been 
loosening and/or removing 
the lug nuts from parked 
vehicles during the evening 
hours. This causes potential¬ 
ly hazardous consequenc¬ 
es for the owner(s) of the 
vehicle(s). 

Those with information 
on a suspect(s) or anyone 
witnessing suspicious activ¬ 
ity in the area should contact 
the sheriff’s office at 301 - 
334-1911 or Crime Solvers 
at 301-334-1975. 

Volunteers Needed 
For Annual Day Of 
Caring & Sharing 

Volunteers are still be¬ 
ing sought for United Way 
of Garrett County’s annual 
Day of Caring & Sharing, 
scheduled for Friday, Sept. 
19. 

The event will kick off 
at the Oakland Volunteer 
Fire Department hall with 


Thank You 

Savage Services 
Oakland 

for purchasing my 
2008 Market Goat at 
the Garrett County Fair. 

Special thanks to Dad for Tylor 
sponsoring my trophy. Thomas 




Thank You 
Rush Services 
Mt. View Landfill 
Sisler Lumber Co. & 
Somerfield Cable 

for purchasing our 2008 
Market Pigs and Steers. 


Derrica Friend 
Kendra Friend 


a light breakfast. Volunteers 
will then go to their job sites 
and work until noon, and 
then return to the fire hall 
for lunch. 

All volunteers will receive 
a United Way of Garrett 
County T-shirt. 

United Way has selected 
nine projects this year, in¬ 
cluding boxing clothing at 
Christian Crossing Thrift 
Shop, sprucing up the Ac¬ 
cident Elementary School 
grounds, and plantmg flower 
bulbs in the habitat yard at 
Yough Glades Elementary 
School. 

Volunteers are still needed 
at four work sites: the Grants¬ 
ville Senior Center, Dove 
Center, Oakland fire hall, 
and the Garrett County De¬ 
partment of Social Services. 

The deadline for registra¬ 
tion to participate is Wednes¬ 
day, Sept. 17. To register, 
persons may contact office 
manager Michele Walker, 
County United Way, at 877- 
597-2700 or mwalker@all- 
conet.org. 

SHA Resurfacing 
Rt. 135 Section 

The Maryland Depart¬ 
ment of Transportation’s 


State Highway Administra¬ 
tion (SHA) has a safety im¬ 
provement project under way 
in Garrett County, which is 
scheduled for completion 
this fall. 

The SHA is resurfacing 
approximately two miles 
along both directions of 
Maryland Rt. 135 (Mary¬ 
land Highway) between Lee 
Road and the Allegany Coun¬ 
ty line in Garrett County. 

Motorists should expect 
single-lane closures along 
that section of Rt. 135 from 
6 a.m. on Mondays to mid¬ 
night on Fridays. Variable 
message signs, barrels, flag 
persons, and arrow boards 
will guide motorists through 
the work zone. 

More than 6,500 vehi¬ 
cles travel along this section 
of Rt. 135 each day. SHA 
awarded the ST.3 million 
project to Keystone Lime 
Co., Springs, Pa. 

Citizens who have ques¬ 
tions about traffic operations 
at this project or along other 
state-numbered routes in 
Allegany or Garrett coun¬ 
ties may telephone SHA’s 
District 6 Office at 301-729- 
8400, or toll-free at 1-800- 
760-7138. 


Lotweas 

^Fabric A 


Buttons .02 ea. • Jacket Zippers .25 ea. 
Thread 4/$1.00 • 7" & 8" Zippers .05 ea. 


Rt 219,2Kt miles soutk ol Oakland 

Open Fri. £r Sat 9-5 • 301-334-2783 


• Red Heart Yarn 

Blocks, Tablecloths, Bedspreads. Pillowcases 
to Embroider 
DMC Floss • Clear Plastic 54" wide 
Stuffing & Poly Pellets • Cheater Quilts • Baby Quilt Tops 
Hobbs Needlepunch Batting (lo-toft) 45" wide 


www. DeepCreekRealty. com 




■m 




Chalet in Coveted Slcy Valley!! 

6857335 Comes with HOME 
WARRANTY & EXTRA 
COVERAGES, beautiful 
double-sided stone fireplace, 
thermal pane windows & 
constructed with 2x6's. 
Surrounded by common area & 
comes with an extra building lot. 
Lake access with boat slips per 
availability through HOA! 
$349,000 


Your New Deep Creek Lake 
W aterfront Home for Summer 
Fun & Winter Delight! 

6791785 Call for details on this 
sure to please lakefront home 
loaded with neat features. 
$779,000 


ot in Yough Mtn. 
Resort 6841168 Non- 
buildable access lot. HOA 
membership required to fully 
enjoy membership privclages 
Miles of roads for ATV's, 
snowmobiles, hiking, hunting, 
and fishing in designated areas 
Located minutes from Swallow 
Falls, Herrington Manor, and 
Deep Creek Lake Call to find 
out about other planned 
amenities! $3,500 


Immaculately Landscaped. 
Constructed & Maintained! 

6841474 This home is high 
quality and radiates warmth and 
comfort. Contractor built for 
personal use with attention to 
every detail. Situated on the 
lakefront: close to the commu¬ 
nity beach and boat house. 
I njoy the 18 hole golf course, 
indoor pool, lodge and many 
other amenities A rare find for 
the discerning buyer $585,000 


Lake Access 6 Bedrooms 7 

Baths 6366347 Enter the 
center hall. Be led to great room 
w towering ceiling & lake view 
window wall. Play at lake 
access tennis courts Enjoy sun 
on the deck & relax on the 
screened porch. Cozy up to 
fireplaces. Entertain a crowd 
w/6 bedrooms & 7 baths 
(4000+- sq ft). Northern 
lake/great rental potential 
$528,888 


Warm and Inviting Lake- 
Access Home 6762828 Enjoy 
the peace and tranquility of 
Deep Creek Lake from this 
charming, well-maintained four 
bedroom, three bath, lake- 
access vacation home at 
Crescent Shores on Turkey 
Neck. Take in the scenery and 
the views of the lake as you stroll 
the short distance from your 
home to your boat slip 
$559,000 


Watch Autumn Glory Parade 
From Your Front Porch! 

6742766 Gorgeous Victorian 
home located in Oakland's 
Histone District with unbeliev¬ 
able character! Original 
woodwork, stained-glass 
windows, hardwood floors, 
gourmet kitchen complete with 
stainless steel appliances, wine 
cooler, wet bar, and Corian 
countertops. $329,900 


COLDUUGLL 
BAN 1^0 R □ 


DEEP CREEK 
REALTY 

Each Office is Independently 
Owned and Operated 

Visit us soon at www .DeepCreekRMhy.com 
or stop by our office 

24439 Garrett Highway. McHenry, MD 21541 
(in McHenry Plaza) 

8:30 AM-6:00 PM 
7 Days a Week 

301-387-5303 • 800-252-7335 


House with Loads of 
Character! 6780462 Beautiful 
oak woodwork & hardwood 
flooring hiding under carpet. 
Home has been completely 
rewired & up to 2007 GFI code, 
new ceilings, totally repainted, 
gas line installed for future 
fireplace, prewired for cable, 
brand new hot water heater. 
Roof replaced & new windows 
installed within last 5 years. 
$199,000 


Vacation Getaway or Full 
Time Residence ' 6750793 
Features 4-5 bedrooms, 2 full 
baths, large living room, day 
room and Florida room. Open 
floor plan in living room dining 
and kitchen area. Twos free 
standing gas burning fireplace 2 
car detached garage with 
storage. Includes 2nd lot, total 
acreage 44. $149,500 


Quiet Tree Lined Street Close 
to Water 6680662 Enjoy the 
serenity of this lake access home 
located on a dead end road. 
Relax on the deck under 
towering trees or cozy up to the 
fireplace under the vaulted 
ceiling. Play on adjacent 
common lands with tennis 
courts, and at waterfront with 
deeded dock slip. $563,700 


PROPERTY MANAGEMENT AND RENTALS 

•Vacation Rentals — a wide variety of homes, chalets, and condos. 
•Long-Term Residential Rentals — in town or country 
•Property Management ~ professional management for your 

recreational or residential property. 


Town Living In a Country 
Setting! 6822916 Clean, 
energy efficient, well kept home 
in Accident. Level, landscaped 
yard. Farm and mountain views! 
Call today for more details! 
$139,900 


6 Bedroom Lakefront Proven 
Rental 6415249 Enjoy lake 
views w/extensive decking, 
upper balconies, & lower level 
patio/hot tub, 2 fireplaces, 
6BR 51/2 BA. Dine on screened 
porch or dining room that seats 
16. Loft billiards rm, lower level 
family rm. Play golf at your back 
door, enjoy boat at waterfront, 
use community facilities-fishing 
pond/tennis/clubhouse/mini 
golf. Gross rent $60,000+ 
$1,198,000 


Breathtaking Panoramic 
Views! 6798018 Spectacular 
sunset views from the top of 
Backbone Mountain. 6.12 acres 
sutTounded by nature at its 
finest. Borders Monongahela 
National Forest for easy access 
to hiking and other forest uses. 
Choose your ski resort; only 30 
minutes to Wisp, Cannan or 
Timberline. This beautiful lot is 
ready for your dream home. 
Newly built storage shed. 
Underground utilities. $79,900 


Beautiful Lakefront Home!!! 

6763730 Great Views from this 
lovely 4 bedroom and 2 bath 
lakefront home with Type A 
Dock and 2 car garage. Family 
room with wood flooring and 
stone fireplace Deck overlook¬ 
ing Deep Creek Lake Make it 
your dream for this summer to 
have a second home for 
investment or just to have fun 
and enjoy! $419,000 


Colonial Home on 5 Acres! 

6829399 Located in a tranquil 
park-like setting Walk across 
the bridge to the Gazebo Work 
from home in the home 
office/den on mam level. 2-Car 
detached garage for Atv's, 
recreational vehicles. 
Additional acreage available, 
call for details Timber on 
property valued at $30,000 
$259,000 |L 


10-DAY SALES EVENT 

Coming Soon! 

Prices Greatly Reduced! October 10 m -19 lh 

Bringing more buytrs and toilara togathar. 


,v* 


Ig"! « 1997 Coldwell Banker Corporation. An Equal Opportunity Company. t&Equal Housing Opportunity. Each oftiee i> an independently owned and operated member of Coldwell Banker 

■SJ D ‘ v » | fnmnralinn In f maii.i pflfh otfirp k in inrtpnpmEntlv nunprl amt nnprahvi nvmlvr h , ^ : 1 . R *. *r nf f '.in.i.lj wvvu mlihvollh.inlnrenm It!’ 


mrirur! 


iirtNimwnuinni 































































I 111 KfcPI BI.K AN.OAM,AND,MARYLANP-THl!RSDAY,SEPTEMBER 11,2008 A-3 



A BAND OF HURRICANE IKE is shown in the 
photo at right, taken by Junior Grade Lt. Daniel 
Catheil of Garrett County, shown above. He is sta¬ 
tioned at Coast Guard Air Station Clearwater in Flor¬ 
ida. His helicopter crew was called upon Sunday eve¬ 
ning to rescue four people in a sinking fishing vessel, 
in danger of going down in the hurricane-assailed 
ocean. The crew managed the daring rescue amid 40- 
foot swells and driving rain. See story. Catheil, a 2002 
graduate of Southern High and the son of Carl and 
Kayla Catheil, is pictured below. 


Co-Pilot Catheil 
Takes Part In 
Ike Boat Rescue 

An HH-60 Jayhawk 
helicopter crew from Coast 
Guard Air Station Clearwa¬ 
ter, Fla , rescued four peo¬ 
ple from a 60-foot Baha- 
mian-flagged fishing vessel 
at about 8 pm Sunday, 
about 40 nautical miles 
north of Great Inagua, Ba¬ 
hamas, in the vicinity of the 
Category IV Hurricane Ike 
The co-pilot in the helicop¬ 
ter was Lt. Junior Grade 
Daniel Catheil of Garrett 
County, son of Kayla and 
Carl Catheil, Oakland 

The Coast Guard Sev¬ 
enth District Command 
Center in Miami received 
notification from Nrom- 
berto Velez, the owner of 
the Midnight Sun, that the 
vessel was taking on water 
with four people aboard. 
The Command Center 
watchstanders launched a 
Coast Guard Air Station 
Miami HU-25 Falcon jet 
that was deployed to Coast 
Guard Air Station Borin- 
quen, Puerto Rico, to re¬ 
spond to the distressed boat¬ 
ers. 

The Falcon crew arrived 
on the scene and confirmed 
that the vessel encountered 
complete engine failure and 
was taking on water in 70- 
knot winds and 30- to 35- 
foot seas with 40-foot 
swells. The crew of the ves¬ 
sel requested Coast Guard 
assistance and agreed to 
abandon the vessel, accord¬ 
ing to the report. 

The HH-60 Jayhawk 
rescue helicopter crew from 
Coast Guard Air Station 
Clearwater, who were de¬ 
ployed to Providencialcs, 
Turks, and Caicos Islands, 
immediately launched to 
assist the distressed boaters 
After battling strong winds 
and rain, the rescue helicop¬ 
ter crew arrived at about 8 
p.m., deployed the rescue 
swimmer, and hoisted all 
four people aboard the heli¬ 
copter. 

"It was a pretty wild op¬ 
eration," Catheil said in an 
e-mail Tuesday. He said 
they flew along the edge of 


Detectives with the 
Garrett County Sheriffs 
Office arrested Kevin 
Robert Strieker, 18, Ellicott 
City, on multiple counts of 
burglary, theft, and destruc¬ 
tion of property. 

The charges stem from 
an investigation that was 
initially started in February 
of this year. A community 
building and 15 trailers 
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a band of the storm, and 
then went directly into it 
The storm hit the crew's 
hangar, Catheil said. 

"Our hangar is destroyed 
and all our food is gone," he 
said 

In addition to Catheil, 
the rescue crew members 
were Lt. Cmdr Mark 
Turner, pilot, Petty Officer 
3rd Class Jason Menezes, 
flight mechanic, and Petty 
Officer 3rd Class Jon 
Geskus, rescue swimmer 

The men reported that 
the winds were so strong, 
the rain was coming down 
sideways against the heli¬ 
copter In the heavy seas, 
Geskus lost his fins and part 
of his suit on the first de¬ 
ployment, and said the seas 
"looked like mountains." 

The Coast Guard rescue 
crew transferred the boaters 
to ProvidencialW" Airport 
No injuries vwrre reported 


were broken into and van¬ 
dalized at the Wilderness 
Campground, located in a 
secluded area of Kitzmiller 
Over $32,000 in damage 
was done to the trailers and 
campground. The State Fire 
Marshal's Office assisted in 
the investigation and will be 
filing additional charges in 
the future, as one of the 
trailers was completely de¬ 
stroyed by fire 

A 17-year-old juvenile, 
also of Ellicott City, has 
also been charged in the 
investigation with the same 
crimes. Strieker was re¬ 
leased after posting $50,000 
bond. (Sec separate story ) 


Five Arrested On 
Deep Creek Lake 

The Maryland Natural 
Resources Police recently 
made five arrested on Deep 
Creek Lake, all on charges 
of operating a vessel while 
under the influence of alco¬ 
hol, among other charges. 

Police charged August 
D Savio, 55, Oakmont, 
Pa., on Friday, Aug. 29. 
NRP stopped Savio and his 
passenger while they were 
fishing. Savio was arrested 
and transported to the 
Maryland State Police 
McHenry Barrack for pro¬ 
cessing He was charged 
with operating a vessel un¬ 
der the influence of alcohol, 
operating a vessel while 
impaired by alcohol, and 
operating a vessel while 
impaired by alcohol and'or 
drugs. 

N'RP arrested Jonathon 
C. Voelker, 24, Bethel Park. 
Pa., on Saturday, Aug 30, 
after he was stopped for 
allegedly operating his ves¬ 
sel in a negligent manner 
Voelker was transported to 
the MSP McHenry Barrack 
and was charged with oper¬ 
ating a vessel under the in¬ 
fluence of alcohol, operat¬ 
ing a vessel while impaired 
by alcohol and/or drugs, 
and negligent operation 

Jan W. Leonard. 62, Salt 
Lake City, Utah, was ar¬ 
rested on Saturday, Aug. 
30, after he was stopped for 
allegedly not displaying 
proper navigational lights 
on his vessel He was 
charged with operating a 
vessel under the influence of 
alcohol, operating a vessel 
while impaired by alcohol, 
operating a vessel while 
impaired by alcohol and/or 
drugs, and operating a ves¬ 
sel between the hours of 
sunset and sunrise without 
proper navigational lights 

NRP arrested Thomas A 
Walsh, 46, Walkersvillc, on 
Sunday, Aug 31, after he 
was stopped for allegedly 
towing individuals on a 
tube within 100 feet of a 
diK'k Walsh was charged 
with operating a vessel un¬ 
der the influence of alcohol, 
operating a vessel while 
impaired by alcohol, operat¬ 
ing a vessel while impaired 
by alcohol and/or drugs, 
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^Pamela/ Spikes 

wh o pass ed away twenty years ago today. 
Sept. 11,1988 

. It’s been twenty years ago today since you went away 
We still love and miss you to this day. 
Memories of you are all we have; at the end of the 
day we're all still very sad. 

But all of this, one thing is nght. God picked you up 
and held you tight. 



Deeply loved and sadly missed by 

Mom. Dad and family 


18-Year-Old Arrested On Multiple Counts 
Of Theft, Burglary, Destruction Of Prop. 



C. Fred Hazelwood l)l)S 

Family Dentistry 

Wc arc celebrating 25 
years of service. 
Thank you to our 
loyal patients and 
friends. We appreciate 
your confidence in us! 
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served the vehicle cross the 
center and white lines on 
numerous occasions. 

A traffic stop was con¬ 
ducted a( approximately 
2:45 a m. at the intersection 
of Oak and First streets, 
Oakland. The deputy made 
contact- ,with driver Jimmy 
Man in Tfcets Sr.. 47. Oak¬ 
land, ancf detected an odor 
of alcohol about his breath 
After tieid sobriety tests 
were adttperformed to the 
satisfaftflft of the deputy, 
Teets y^aV placed under ar¬ 
rest. -' 

He was charged with 
DU1 DflM, failure to drive 
right djBfiitcr, and negli- 
gent dSPBfe- He was taken 
to the uirrett County De- 
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and towing a person within 
100 feet of a dock. 

Police arrested Anthony 
J. Lagratta, 51, Santa Rosa 
Beach, Fla , on Monday, 
Sept 1, for allegedly not 
displaying appropriate navi¬ 
gational lights on his vessel 
He was charged with oper¬ 
ating vessel under the influ¬ 
ence of alcohol, operating 
vessel while impaired by 
alcohol, operating while 
impaired by alcohol and/or 
drugs, and operating a ves¬ 
sel between the hours of 
sunset and sunrise without 
proper navigational lights. 

All persons arrested were 
released from the MSP 
McHenry Barrack on their- 
signatures. 

NRP reminds individuals 
operating vessels while tow¬ 
ing a person on water skis, 
aquaplane, or similar device 
must keep 100 feet from 
wharfs, piers, pilings, jetties, 
bridge structures or abut¬ 
ments, mdividual(s) in the 
water, and other vessels 

Man Arrest&d Qn 
Charges Of Sex 
Offense On Minor 

A 21-year-old Grantsville 
man was arrested by Mary¬ 
land State Police, McHenry 
Barrack, last Thursday fol¬ 
lowing an investigation that 
led to evidence that he had 
been involved in a sexual 
relationship with a minor 

Through an investigation 
conducted by the barrack's 
Criminal Investigations Sec¬ 
tion, deputies learned that a 


juvenile female had sexual 
relations with the adult 
male twice in 2006. At the 
time of the incidents, the 
male was 19 years old, and 
the female was 12 years old 

The identity of the man 
is being withheld to protect 
the identity of the victim. 
The man is being held on 
$50,000 bond on rape re¬ 
lated charges 

Two Arrested On 
Drinking And 
Driving Charges 

Separate incidents led to 
the arrests of two men on 
drinking and driving 
charges They were arrested 
by deputies with the Garrett 
County Sheriffs Office 

A traffic stop was con¬ 
ducted on Garrett Highway 
early Saturday morning, 
near Mary's Lane. James 
Russell Duckworth. 44, An¬ 
napolis, was arrested at ap¬ 
proximately 2 a m after it 
was determined that he was 
driving under the influence 
of alcohol, with a beverage 
in the vehicle. 

, Duckworth was charged 
with DUI, driving while 
impaired, negligent driving, 
failure to drive right of cen¬ 
ter, and consuming an alco¬ 
holic beverage in a motor 
vehicle. He was taken to the 
Garrett County Detention 
Center to await a bond 
hearing. 

In an unrelated incident 
early Sunday morning, a 
sheriffs deputy was follow¬ 
ing a 1990 Toyota Truck on 
Hutton Road, when he ob- 


tention Center to await a 
bond hearing 

Juvenile Charged 
With Setting Fire 
To Camper In Feb. 

Maryland deputy state 
fire marshals have charged a 
17-year-old juvenile with 
intentionally setting fire to a 
1996 Prowler Camper The 
camper also had a wood 
frame addition 

Investigators determined 


that the male juvenile inten¬ 
tionally set fire to the rec¬ 
reational camper in an at¬ 
tempt to conceal the crime 
of burglary 

The fire, which occurred 
Feb 18 of this year at 1 
Wilderness Campground, 
Kitzmiller, caused an esti¬ 
mated $35,000 in damages. 
The Garrett County Sher¬ 
iffs Office assisted in the 
seven-month joint investiga¬ 
tion and has also charged 
the juvenile with additional 
charges. 

Deputy state fire mar¬ 
shals charged the juvenile 
with second-degree arson 
and first-degree malicious 
burning If convicted of 
these charges, the offender 
could face penalties not to 
exceed 25 years’ imprison 
ment and/or $35,000 in 
fines The juvenile has been 
referred to the Department 
of Juvenile Services. 

Man Arrested On 
Assault Charges 

A joint investigation 
conducted by the Garrett 
County Department of So¬ 
cial Services, Child Protec¬ 
tive Services, and the Mary¬ 
land State Police, McHenry 
Barrack, Criminal Investiga¬ 
tion Section, led to the ar¬ 
rest of a Deer Park man on 
assault charges involving a 
12-year-old child. 

Glenville Clyde Bruce 
"C.B." McFarland was 
charged on a criminal sum 
mons with second degree 
assault after the investiga¬ 
tion revealed that he had 
allegedly physically as-' 
saulted the child last Thurs¬ 
day. 


Deer Park Auto 

424 Edgewood Drive, Deer Park, MD 21550 

301 - 334-9321 

WE NOW DO 

MARYLAND INSPECTIONS 

Complete Mechanical Repair &. 
Body Repair Service 
Foreign & Domestic Vehicles 

• Maryland State Inspections 

• Major & Minor Mechanical Repairs 

• Tune-Ups & Brake Jobs 

• Routine Maintenance 

• Computerized Diagnostics 

• Air Conditioning Service OPEN 

• Custom Painting Monday - Friday 

• Touch Ups 8:00 am - 4:30 pm 

• Complete Body Repair Closed Weekends 

j We Accept Used Car Warranties & Insurance Claims 



is coming... 

ARE YOU 


- 334-9170 READY? 


Install, Replace or Repair Your Garage Door Now! 



Residential • Commercial • Heavy Duty 


Many Styles & Colors Available 
Fiberglass, Wood or Steel %• 

Steel & Fiberglass Doors are Insulated (Rated as hiQh as R-14) 

Designer Glass and Hardware Options 


C.H.I. 


The Door to Quality 




Sales, Servi 

We Service All I 



& installation 

ds of Garage Doors 



Open Mon.-lri. 7 to 5; Sat. 7 to Noon 

762 Joni Miller Road, Oakland • 301-334-9170 • www.cnmetalsllc.com 
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All for Naught?... 

•Tis truly an interesting and somewhat unex¬ 
pected turn of events concerning the proposed Rt. 
219 realignment project, better known as the Oak¬ 
land Bypass, as announced on the front page of this 

newspaper today. 

For several years now there has been an active, 
organized effort by a group called Garrett Countians 
for Smart Growth to stop the proposed bypass. The 
group believes that a bypass is unnecessary, would 
be in many ways unsafe, would negatively impact 
downtown businesses, and would mar some of the 
more picturesque land just to the north and east of 
town. 

The stiffest resistance to achieving that goal has 
come from the mayor and town council of Oakland, 
the majority of whom believe that the bypass is in¬ 
deed necessary in order to alleviate truck and general 
traffic volume through town, that it would be made 
safe, that in many ways it would enhance the down¬ 
town business environment, and that its negative 
impact in an aesthetic sense would be minimal. 

Meanwhile, the Garrett County commissioners 
have tried to remain neutral on the issue, basically 
taking the stand that, if the municipal government of 
Oakland wants the bypass, then they should not in¬ 
terfere. 

There have been scads of meetings, presentations, 
telephone calls, trips downstate, heated arguments, 
letters to the editor, and presentations by all in¬ 
volved We’re talking thousands of hours spent ad¬ 
dressing the matter from all angles. 

Well, in a sense it might be argued that all of this 
effort was in some ways for naught. As it stands 
right now, the project is dead, not because of the 
Maryland State Highway Administration and other 
powers-that-be are suddenly agreeing with the GCs 
for Smart Growth, but simply because there is no 
money to build it. Oh, the MSHA likes to use the 
word "deferred” in describing the bypass project, but 
the likelihood of it getting back on track, at icast 
anytime soon, is probably remote. It is our under¬ 
standing that there are no funds committed to its 
construction at least through 2015. 

While it is acknowledged that there are strong ar¬ 
guments on both sides, this column has been utilized 
to voice support for the stand against the bypass. So, 
regardless of the reason for it, this decision is consid¬ 
ered a victory by this writer. Now if we can just get 
similar news about the wind turbines... 


Writers of letters to the editor are reminded that 
letters will not be published if they exceed 400 
words, do not include contact information, and/or 
are deemed to be libelous. 


To the Editor: 

We wish to thank the 
Garrett County commis¬ 
sioners for their prudent 
decision regarding the build¬ 
ing and location of a new 
jail We respect and appreci¬ 
ate fiscal responsibility that 
not only helps to create fi¬ 
nancial stability, but also 
confidence in the people 
you represent. 

We are all under enor¬ 
mous stress during this eco¬ 
nomic downswing. Seeing 
our officials conserve and 
make good decisions con¬ 
cerning our tax dollars en¬ 
courages us. 

Please continue to halt 
unnecessary spending of our 
tax dollars 

Sincerely, 

Dona M Alvarez, M D. 

Garrett Countians for 
Smart Growth 

To the Editor: 

With the 2008-2009 ath¬ 
letic seasons now under 
way, parents, athletes, and 
spectators will be asked to 
support the Southern Gar¬ 
rett Athletic Association 
The mission of SGAA is to 
raise money through sea¬ 
sonal fundraisers involving 
student athletes and their 
families. 

The money is used to 
sponsor the autumn, winter, 
and spring awards assem¬ 
blies, and to pay for the 
awards and trophies pre¬ 
sented to athletes The 
SGAA also provides a $500 
scholarship annually to both 
a male and female senior 
athlete Scholarship applica¬ 
tions are available in the 
guidance office All mem¬ 
bership fees collected go to 
support these scholarships 
(A $5 membership entitles 
the member to one free ad¬ 
mission to a sporting event 
— what a deal!) 

Neither SGAA nor its 
officers participate in the 
allocation of school funds to 
various sports At one time 
in its history, SGAA had a 
much larger budget and did 
allocate the funds it raised 
to support various sports 
This is no longer the case, 
as each sport sponsors its 
own fundraisers 

The SGAA is you and 
me — parent volunteers who 
want to support the dedi¬ 
cated athletes and coaches 
of Southern High School 
There is a board of officers 
which meets monthly, and 
we welcome anyone who 
wants to help 

Currently we are runninu 
the concession stand in 
Lodi I.ynn, serving the 
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members of the Mtn Top 
Soccer League, our future 
athletes Those interested in 
helping may contact me, 
Leslie Warnick, at 301-334- 
1133. 

The fall SHS athletes will 
be selling chances for a $200 
BP gas card in the coming 
weeks. The tickets will be $1 
each, and each athlete is 
asked to sell 10. The draw¬ 
ing will be held during the 
fall sports awards assembly. 
SGAA also has car magnets 
and umbrellas for sale 
Look for us at the gate of 
upcoming sporting events 

We thank you for sup¬ 
porting Southern High 
School and its athletes 

Sincerely, 
Leslie Warnick 

Editor’s note: The writer of 
the following letter to county 
administrator Monty Pagen- 
hardt asked that it be published 
in this column. 

Dear Mr Pagenhardt, 

I would like to respond 
to your letter to the editor of 
Thursday, Aug 21. 

First of all, I do know 
and understand the employ¬ 
ment law, but 1 had con¬ 
tacted you about my con¬ 
cerns over your employee’s 
misuse of his company cell 
phone. 1 have records of 
this, and you insured me 
this would not happen 
again Then on Easter Sun¬ 
day, 1 received another call 
from your employee’s cell 
phone. 

I spoke with you a sec¬ 
ond time about this issue 
and you told me that your 
employee said that he had 
dialed the wrong number 
Your employee did not call 
me by accident, and 1 would 
like to know why he even 
had his company cell phone 
on during Easter Sunday 

As for the question, is it 
what you know or who you 
know, it was rhetorical 
Everyone who read it al¬ 
ready knew the answer. 

I understand your con¬ 
cerns about firing him be¬ 
fore he goes to court, but 
there are plenty of other 
reasons to let him go For 
example, who pays for the 
gas in his company vehicle 
when used for ms own per¬ 
sonal errands? Or for the 
sheriffs office to run around 
looking for this man when 
he threatened suicide and 
the schools were put on 
lockdown? I’ve waited this 
long and I can wait until he 
goes to court, but after that I 
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be taken 

We are adults, we know 


the difference between right 
and wrong, and we know 
there are consequences for 
our actions. 

Sincerely, 

Rick Kahl 

To the Editor: 

This past year has been a 
trying one, especially for 
low- to moderate-income 
households There isn’t 
much money left over after 
household bills are paid. All 
local businesses suffer this 
loss as well, because people 
can only afford the neces¬ 
sary things. A big part of 
spending is for insurance 
and prescription drugs The 
stimulus Rebate from tne 
IRS helped some people pay 
past-due bills, but not many 
people had it to spend on 
non-essential items 

As autumn arrives and 
heating bills start to accu¬ 
mulate, things will get 
worse. The Area Agency on 
Aging reminds seniors on 
Medicare that there are pro¬ 
grams out there to help pay 
a portion of their costs The 
QMB progiam pays the 
20% medical costs left after 
Medicare pays its 80%, in 
addition to the Part B pre¬ 
mium. The SLMB program 
will pay their Part B pre¬ 
mium 

The good news for many 
people is that the Part D 
prescription program has 
several different levels of 
help, depending on income. 
Social Security helps pay 
premiums, deductibles, and 
co-pays. Income for one 
person can be $1,300 per 
month, and for a couple, 
$1,750. Asset levels are very 
liberal, at $11,990 for sin 
gles and $23,970 for cou¬ 
ples Please do not include 
houses or cars in your asset 
calculations, it is based on 
cash assets only 

There is also a program 
sponsored by the state of 
Maryland (SPDAP) that 
will pay up to $25 of your 
Part D premium There is 
no asset test for this pro¬ 
gram, and the income 
guidelines are really high, at 
$31,200 for singles and 
$42,000 for couples. 

The agency will be host¬ 
ing several workshops and 
enrollment events through¬ 
out the fall season The first 
will be held at the Grants- 
ville Senior Center on Sept. 
17 from 10 a m to 2 p m in 
conjunction with its Health 
Screenings fair This event 
will target the low- to mod¬ 
erate-income group, with a 
focus on Part D extra help 
and the state SPDAP pro¬ 
gram 

The next workshop will 
be in Oakland at the Mary 
Browning Senior Center on 
Oct 28 from 10 a m to 3 
p.m. 

Please see the agency’s 
BBQ insert in The Republi¬ 
can on October 9 for addi¬ 
tional events and locations 
If you have questions on 
any of your health insur¬ 
ance issues, please call me 
at 301-334-9431, ext. 140 

Sincerely, 
Lynda Weeks 
SHIP Coordinator 
Area Agency on Aging 

To the Editor: 

We are writing this letter 
because we have been hit 
again by the very famous 
Garrett County curse, and 
we hope to nip it in the bud 
It’s a sad thing when you 
have to defend yourself like 
this, but Garrett County is 
tremendously notorious for 
rumors, and we hope that 
our members arc above this 
and will help in squashing 
this slander 

It has come to our atten¬ 
tion that there is a very ma 
licious rumor homo thrown 
about town that Oakland 
Health and Racquet is dot 
ing or already has closed I 
wish to state clearly that this 
rumor is false We arc not 
closing, nor are we planning 
on closing Over the past 
several months we have 
made numerous improve 
ments to the club to show 


our commitment to the 
members, the club, and the 
community. 

The recent improvements 
include adding several new 
pieces of equipment. We 
hope to accomplish more 
over the course of the next 
few months, and any input 
from the members and com¬ 
munity will be appreciated 
But, please, let me state 
again, why we would go to 
the expense of adding new 
equipment and making im¬ 
provements if we were clos¬ 
ing? We do not know who 
started this rumor, but it’s 
truly sad when people have 
to resort to this, and it’s sad 
that we have to resort to this 
to protect ourselves. 

Oakland Health and Rac¬ 
quet has always been there 
on a personal level for the 
members — where you have 
had a friend and not just a 
payment. So please consider 
some of these facts when 
hearing rumors: 12 years in 
operation, two locations, 
great prices, great people, 
great members (both present 
and past), and a great staff 

Again, we are not clos¬ 
ing But should we discover 
the individual(s) who cre¬ 
ated and are spreading this 
slander, we will pursue all 
legal courses of action avail¬ 
able to us. It’s cruel and 
malicious. 

To our members, both 
present and past, we are 
grateful for your patronage 
and look forward to provid¬ 
ing you with our services 
now and in the future. 

Sincerely, 
Connie and Stan 

Eggleston 
The Oakland Health & 
Racquet Club 

To the Editor: 

When we retired to Oak¬ 
land from Annapolis seven 
years ago, we knew we were 
coming to live in a special 
place Because my hus¬ 
band's family was originally 
from here, and we had va¬ 
cationed here for many 
years, it was somewhat fa¬ 
miliar to us. 

We soon discovered that 
Garrett County is Mountain 
Maryland, Four Seasons 
Resort, Deep Creek Lake, 
Autumn Glory Festival, and 
great community spirit with 
compassionate and dedi¬ 
cated volunteers. 

One group stands out 
Garrett Mentors Inc. is Gar¬ 
rett County’s premier, not- 
for-profit mentoring pro¬ 
gram which provides chil¬ 
dren from kindergarten 
through 5th grade with a 
mentor who has weekly 
contact with the child, is a 
friend and a good listener, 
and provides school support 
where needed. 

Garrett Mentors “inspire 
by example," as they instill 
the importance of good 
grades and higher learning, 
share their knowledge and 
experiences, teach skills 
needed to succeed in life, 
provide stability, instill val¬ 
ues, build confidence and 
self-esteem, and help the 
child discover his/her 
strengths, set goals, and 
achieve dreams. 

The mentor and child 
share new experiences and 
develop a closer bond 
through planned activities 
during the year Studies 
have shown that atten¬ 
dance, grades, attention in 
class, and overall attitude 
toward learning all improve 
because of this program 

Currently there arc 40 
children receiving the bene¬ 
fits of the mentoring pro¬ 
gram in six schools. The 
program, supported by the 
principals, teachers, coun¬ 
selors, and parents, is look¬ 
ing to expand and be pre¬ 
sent in everv elementary 
school in the county 

We hope that all the ter¬ 
rific folks in Garrett County 
will join us in supporting 
the director, the board, the 

rrw»n»orc inH ctiiHv KmH. 

dies as they begin a new 
school year of lunching and 


learning together. For infor¬ 
mation about the program, 
contact Tricia Cheesman at 
301-387-5437. 

Garrett County — a spe¬ 
cial place with special peo¬ 
ple who care for one an¬ 
other How very fortunate 
we are to live here! 

Sincerely, 
OfTutt and Joan Johnson 
Oakland 

Society Asks 

Continued from Page A-1 
thin and 


ex- 


up 


this 


was "spread 
hausted." 

"We can't keep 
pace," Baker said. 

Since fall 2006, Humane 
Society members have han¬ 
dled all the neglect calls that 
they receive at their homes 
or that come into the Ani¬ 
mal Shelter. The Humane 
Society used to primarily 
handle farm / livestock 
cases, while Animal Control 
investigated cases involving 
household pets. 


In 2006, however, county 
attorney Mike Getty in¬ 
formed Animal Control 
employees that it was illegal 
for them to respond to any 
animal abuse/neglect calls 
because of the Maryland 
Annotated Code. As cur¬ 
rently written, state law 
places most of the responsi¬ 
bility of investigating cases 
on "an officer of a humane 
society." 

Garret! County might be 
able to enact a local law 
allowing Animal Control to 
handle the cases, but be¬ 
cause the county has a com¬ 
missioner form of govern¬ 
ment, proposed laws need 
the approval of the Mary¬ 
land General Assembly. 

"We’re asking you to get 
this law moving along to 
where it needs to go so that 
Animal Control can take 
over these neglect calls," 
Baker told the commission¬ 
ers. 

The commissioners tried 
to introduce legislation in 
2007 to allow for additional 
animal control authority, 
but discovered what was 
proposed could have super¬ 
seded state law. The county 
decided not to introduce a 
bill in the 2008 General As¬ 
sembly session, as there was 
a statewide move to amend 
the current state law. But 
this effort did not get "any 
traction," according to 
county administrator Monty 
Pagenhardt. 

"We thought the state 
was going to straighten it up 
last year," Commissioner 
Fred Holliday said. 

Frantz noted that the 
current state law is ambigu¬ 
ous, and it is his under¬ 
standing that changes need 
to be made at the state level 
before anything can be done 
locally. 

The commissioners indi- 
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MEETINGS 

The board of trustees for 
the Ruth Enlow Library 

will meet at the Accident 
Library on Thursday, Sept 
18, at 4 p.m The public is 
invited to attend 

The American Associa¬ 
tion of University Women 
(AAUW) will meet Mon¬ 
day, Sept. 15, at 5 p.m. for a 
pizza dinner meeting to 
review fundraising activi¬ 
ties, task force goals, and to 
plan for future activities. All 
members, friends, and those 
interested in becoming 
members arc invited. Per¬ 
sons should contact Judy 
Carbonne at 301-387-4974 
or Marilyn Moors at 301- 
746-4057 for directions. 

The Beacon, a peer out¬ 
reach and support service 
for individuals with mental 
illness, meets every Friday 
at Harvey House from 9 
a m. until 5 p m 

The TOPS Club c haptei 
379 meets Monday evenings 
at Mtn Glade Adult Day 
Care Center, Pythian St., 
Oakland Weigh-in is at 
5:30 p.m , with the meeting 
immediately following. 
New members are welcome. 

Alcoholics Anonymous 
meets every Saturday and 
Sunday at 10 a m , Monday 
at 6 p m and 8 p.m.; Sun¬ 
day, Monday, Thursday, 
Friday, and Saturday at 8 
p.m.; Wednesday at noon 
and Tuesday at 7:30 pm, 
at the Liberty Club, 125 
Liberty St., Oakland; 
Wednesday at 8 p.m at St 
Mark's Lutheran Church, 
Oakland; Thursday at 6 
p.m at St Peter’s Catholic 
Church, Fourth St., Oak¬ 
land The McHenry chapter 
of AA meets Tuesdays at 8 
p.m. at the Deep Creek 
Baptist Church along Rt 
219 across from Uno's 

Alcoholics Anonymous 
meets every Thursday and 
Sunday at 8 pm at the 
Bayard (W.Va.) United 
Methodist Church, located 
along Rt 90 For more in 
formation, persons may call 
240-321-3128 and ask for 
Charlie 

Alcoholics Victorious 
will meet every Thursday at 
6 p m at the Liberty Club 
on Liberty Street in Oak¬ 
land For more information, 
persons may call 301-501- 
1238 

Al-Anon Family Group 

meets at 125 Liberty Club, 
Oakland (use side entrance), 
every Monday at 8 p.m. 
Brueeton Al-Anon Family 
Group meets at Brueeton 
United Methodist Church 
Thursdays at 7pm Entry is 
thiougn the siUc uooi. 

Narcotics Anonymous 


(NA) meets every Wednes¬ 
day at 8 p.m. at the 125 Lib¬ 
erty Club along Liberty St., 
Oakland, 301-334-1298. 

CHURCH 

The White United 
Methodist Church Home¬ 
coming will be held on Sun¬ 
day, Sept. 14 Sunday 
School, 10 a m.; worship, 

11 a m.; covered dish picnic 
at noon with an afternoon 
program at 1:30 p.m. Sev¬ 
eral special guests will pro¬ 
vide music. All are wel¬ 
come. 

Corinth Pentecostal Ho¬ 
liness Church will hold a 
revival on Sunday, Sept. 
14, at 6 p.m., and Monday, 
Tuesday, and Wednesday, 
Sept. 15-17, at 7 p.m. The 
theme will be "Winds of 
Change," with Rev. Robert 
Fletcher Sr. as the guest 
speaker. The church is lo¬ 
cated off Russ DeBerry 
Road in Corinth. W.Va. 
For more information, per¬ 
sons may call 301-334-2496 
or 301-533-0551. 

MISCELLANEOUS 

The Cindy’s Fund Poker 
Run will take place on Sat¬ 
urday, Sept. 13, beginning 
at JG's Pub, near Deep 
Creek Lake Registration is 
at noon, and the ride will 
start at 1 p.m. The entry fee 
is $20 per person. Entertain¬ 
ment and food will follow 
the run at JG's Pub For 
more information, persons 
may call 301-387-6369 

The Garrett Area I adies 
Society (GALS) will hold a 
tea luncheon at Cornish 
Manor Restaurant on Satur¬ 
day, Sept 13, from noon to 
3 p.m The cost is $20 per 
person, and the RSVP dead¬ 
line is Sept. 8 For reserva¬ 
tions, persons may go to the 
GALS web site at www.the- 
gals.org or call Maggie 
Scott-Lemak at 301-387- 
7800. 

MEALS 

The Friendsville United 
Methodist Church will host 
an all-vou-can-cat" home¬ 
made vegetable soup hot 
rolls dinner on Sept 19,4-7 
p m Cost: $6 for adults, $3 
for children Quarts avail¬ 
able, delivery available In¬ 
formation: 240-321-3818. 

A Buckwheat Supper 
will be hosted at the Apos- 
tolics of Oakland church, 
located at the corner of G 
Street and Rt 135 in Mtn 
I ake Park, on Friday, Sept 
19, 4-7 p m Menu buck¬ 
wheat cakes, pancakes, sau¬ 
sage gravy, applesauce, sau¬ 
sage patties, coffee, tea, 
punch Adults, $7, children, 
$4 Guests may eat in or 
i.ikc out. iiiiciiuiauoo. jui 

334-5873. 


cated they would meet with 
Getty, Sen George Ed¬ 
wards, and Del Wendell 
Beitzel and discuss possible 
legislation, either on the 
local or state level, for the 
2009 General Assembly 
session. 

Animal Shelter/Control 
supervisor Bonnie Zimmer¬ 
man wondered if her staff 
would have to handle all 
neglect calls, including 
those involving livestock, or 
just dogs and cats, once a 
new law is enacted. 

Baker indicated that 
some Humane Society 
members might be willing 
to take on the livestock 
cases, which amount to 
about one-third of the ne¬ 
glect/abuse calls received. 

"We have to get Mary¬ 
land to straighten this mess 
up so that we can move 
forward," Commissioner 
Denny Glotfelty said 
"Then we can decide what 
we want to do." 

Holliday noted if the leg¬ 
islation passes, it would not 
go into effect until October 
2009. 

Baker said her group re¬ 
ceives many reports of ne¬ 
glect during the winter 
months. She asked if the 
commissioners could help 
the Humane Society out 
until a new law passes by 
contracting/hiring a mem¬ 
ber to handle the cases. 

But Holliday indicated 
that he did not see how that 
would be possible as the 
county did not have that 
authority under the current 
state law. 

Glotfelty reiterated that 
they would discuss the issue 
with the county attorney. 

Baker also noted that 
once the law is enacted, her 
group would like to see the 
county hire a full-time ani¬ 
mal control officer, in addi¬ 
tion to the current Animal 
Shelter staff. 

"I think you really need 
an officer who can dedicate 
his or her time to go on 
these calls and do follow¬ 
ups," she said about the 
large number of animal ne¬ 
glect/abuse reports. 

Triathlon Fest 

• • i . • 

Continued from Page A-l 
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turnaround on that road, 
they will circumnavigate 
the park’s campgrounds and 
return to State Park Road 
A 2-mile jaunt on State Park 
Road will lead to a 1/4 mile 
climb up Thaycrville Fire 
Tower Road and to a turn¬ 
around Runners will return 
again to State Park Road 
and down Meadow Moun¬ 
tain Lane, re-entering the 
state park and completing 
the loop. 

The International Race 
participants will share part 
of this course in their 
events, although their paths 
are shorter 

The first athletes in the 
SavageMan Half are ex¬ 
pected to come through the 
finish line sometime around 
12:45 p.m. The Interna¬ 
tional race should start 
wrapping up about an hour 
earlier. 

The final cut-off for rac¬ 
ers is 4:40 p.m. During 
those hours, all residents, 
especially those living in 
that area, are asked to take 
note of the roadways in- 
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volved and be aware of the 
athletes. All are encouraged 
to come out and cheer for 
the participants, Safko said 
Some athletes will do 
one portion of the races, 
such as just the bike event 
or just the running. Others 
are taking on the entire 
race. The results will be 
available online at the event 
web site, and local results 
will be reported in The Re¬ 
publican when they become 
available 

All proceeds of the Sav¬ 
ageMan "Tri-to-Win . the 
fight against melanoma" 
Triathlon Festival benefit 
the Joanna M Nicolay 
Melanoma Foundation's 
efforts toward medical re¬ 
search leading to a cure for 
melanoma, opportunities to 
educate the general public 
on prevention and the seri¬ 
ousness of melanoma, and 
the development of re¬ 
sources for patients and the 
entire melanoma commu¬ 
nity. 

Melanoma is the most 
serious and lethal form of 
skin cancer that strikes indi¬ 
viduals of all ages, races, 
and economic levels. 

"The foundation is very 
instrumental as the voice 
for melanoma prevention, 
detection, care, and cure,'" 
Safko said. 


Senior Citizens' Menus 

Community Action's Area Agency on Aging Senior 
Nutrition Program menus for the week of Sept 15-19 are 
as follows: 

Monday - V-8juice, sliced tomato rings & onions on 
lettuce, hamburger on bun, four-bean bake, fruit (chefs 
choice), 1% milk 

Tuesday - Roasted pork, Oriental vegetables, brown 
rice, zucchini squash, plum/fruit in season, roll, 1% milk 

Wednesday Cranberry salad, roast turkey w/fat-lree 
gravy, sage dressing, sweet potatoes, broccoli, cherry 
crisp, 1% milk 

Thursday - Pickled beet salad, crispy fried fish, butter 
beans stewed tomatoes, corn bread, melon fruit in sea¬ 
son, 1% milk 

Friday - Coleslaw, beef stew w/carrots. potatoes, on¬ 
ions, pineapple tidbits, warm biscuit, 1% milk 

Coffee or tea served with all meals 

Reservations for meals are required Meal reservations 
and cancellations are to be made at the nutrition site or 
senior center prior to the next service day Reservations or 
cancellations may be made no later than 9am on the 
service day if absolutely necessary. Individuals who are 
able to give the full cost of the meal are encouraged to do 
so; however, all contributions are welcome Days of con¬ 
gregate meals and telephone numbers of individual sites 
follow Grantsvillc Senior Center, Grantsville, Tu, W & 
Th, 301-895-5818; Kitzmiller Community Building, Kitz- 
nnller, W, Th & F, 301-453-3445; Marv Browning Senior 
Center, Oakland. M, W & F, 301-334-9431, ext 134; Old 
Mill Restaurant, Gorman, Tu. Th & Sa, 301-334-4865; 
Swanton Community Building, Swanton, M & Tu, 301 - 
387-9191, Friendsville Community Building, Friendsville, 
•M. Tu & W, 301-746-5300. 

Please note that home delivered meal clients receive 
the same menus Menus subject to change. C heck with 
your site manager if necessary. 
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GIRL SCOUTS RECRUITING - Girl Scouts of 
Garrett County will be sponsoring a recruitment event 
this Sunday, Sept. 14, from 2 to 4 p.m. at the Oakland 
Armory along Eighth Street. Most area leaders will be 
in attendance, sharing information regarding awards 
and scholarships, adventure and travel opportunities, 
camping. Girl Scout trivia and songs, and community 

Empty Bench, Outdated Platform 
Plaguing Maryland Republicans 

state's most promising Re¬ 
publican leader, said Zach 
Messitte, former St Mary's 
College in Maryland profes¬ 
sor and now vice provost 
for international programs 
at the University of Okla¬ 
homa. 

Steele was the most 
prominent Maryland Re¬ 
publican at the Republican 
National Convention, 
which ended last Thursday 
He spoke to the more than 
30,000 delegates, alternates, 
and media representatives 
gathered to nominate Ari¬ 
zona Senator John McCain 
for president 

But the rest of the state's 
top Republicans stayed 
home, including the only 
two GOP congressmen, 
Roscoe Bartlett of Frederick 
and Wayne Gilchrest of 
Kennedyville; as well as 
state Senator Andrew Har¬ 
ris, who knocked off Gil¬ 
chrest in the primary, and 
Ehrlich 

Ehrlich announced his 
decision not to attend just 
before the convention 
opened, citing his schedule. 

Bartlett has never been a 
fan of the conventions and 
said this time around, "I'm 
not so sure wc need this sort 
of congregation." 

Hams did not attend in 
part because of a scheduled 
fundraiser on Sept. 4, the 
last day of the convention, 
Chris Meekins, his cam¬ 
paign manager said. But 
"the primary reason was so 


service activities. The above picture shows a number 
of scouts from the Accident area during an end-of-the- 
year ceremony. From left are Lexi Nicklin, Leah Hoy- 
land, Matia McCrobie, Kylie Frantz, Alex Miller, Katie 
Carpenter, Junior Troop 55023 leader Debbie Carpen¬ 
ter, and Cadet Troop 55021 leader Linda Fazenbaker. 


That doesn't happen when 
one party runs everything 
Marylanders are starting to 
realize that and will move 
toward it," said Bartlett 

Kratovil's Republican en¬ 
dorsements are evidence 
that the platform needs 
work, Cain said. 

State Republicans push 
"the same old mantra" and 
"are not putting forth a co¬ 
herent system of policies," 
said Cain. "They need to 
apply new positions to im¬ 
portant issues that the De¬ 
mocrats have already taken 
the lead on, like the envi¬ 
ronment and energy." 

Steele acknowledged the 
need for change and said, 
"We can't keep our heads in 
the sand and fall back into 
the old playbooks that we 
are comfortable with that 
quite frankly have no use 
anymore." 

With less than a 30 per¬ 
cent hold in both the House 
of Delegates and the Senate, 
the only way to press for¬ 
ward is to reach out to the 
moderates and Democrats. 

"It’s a long way up,” said 
Messitte, "but there's always 
the chance lightning could 
strike." 
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DARE TO BE YOU, An 11-week parent-child program has begun thin week at 
Cherry Glade Mennonite Church and will be held every Wednesday through No¬ 
vember 19, from 10 a.m. to 12:210 p.m. The program is geared toward pfirents and 
children ZVi to 5 years old. Dare to be You focuses on basic key principl es in deci¬ 
sion making and problem solving, self-discipline, assertiveness, positi ve commu¬ 
nication and social skills, responsibility, ro'e models, and self-esteei n. Rewards 
include family meals and a workshop incentive for completion of the program. At 
each session, time is allocated f or a parent-child activity. Above are .‘Shannon and 
Jeff Baker working with daughtnr Emillie on a self-concept activity. Those inter¬ 
ested in being considered for the program should call the Garrett County Health 
Department at 301-334-7730. Dare to be You is sponsored by the <3CHD through 
funding from the Alcohol/Drug Abuse Administration. 


by Lauren C. Williams 

Capital News Service 

Now that the party's 
over, the Maryland Republi¬ 
can Delegation has come 
home from its national 
party convention to an up¬ 
hill struggle to regain its 
former glory. 

When the national Re¬ 
publican Party convened in 
2004, the Maryland GOP 
had a governor, Robert Ehr¬ 
lich, and the state's first 
black elected statewide offi¬ 
cial, Lt. Gov. Michael 
Steele. Two years later. Ehr¬ 
lich lost re-election, and 
Steele lost the race for U S. 
Senate. 

To top that off, the party 
now holds just 37 of 141 
seats in the House of Dele¬ 
gates and 14 of 47 seats in 
the Senate. Maryland's reg¬ 
istered Republicans are out¬ 
numbered 2 to 1 by Demo¬ 
crats 

To turn things around, 
Maryland's Republicans 
need to scout for new lead¬ 
ership and modify their plat¬ 
form in order to appeal to 
an electorate more moder¬ 
ate than the national party, 
political analysts say 

"After Ehrlich and 
Steele, who do they have?" 
said Michael Cain, director 
of the Center for the Study 
of Democracy at St Mary's 
College of Maryland. 

The Maryland GOP 
lacks "up-and-coming 
stars," and it needs to create 
and nurture Steele, the 
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Community, Recreation, Outreach, Winners 

Saturday. Sept 13 

Grand Opening Celebration - Come welcome 
The Quilter’s Comer. A new quilting shop in 
Oakland in the Walmart Plaza Don't miss the 
ribbon cutting at 10 am and check out what the 
store has to offer! Contact 301.334. 4301. 
Saturday. Sept 13 

A Nostalgic Visit to the Cleveland Cottage - 

Deer Park, 5:00 - 8:00 pm. Tour the Cleveland 
Cottage, newly renovated to its former splendor. 
Fnjoy drinks and a light repast. Contact 
301 334.4278. 

Saturday. Sept J3 

(. \I S Event - Cornish Manor lea Luncheon and 
Dessert Decorating Demo at Cornish Manor in 
Oakland, l or reservations contact Maggie Ccmak 
at 301-387-7800. 

Saturday. Sept. 13 - Sunday, Sept. 14 
Plant It & They Will Come - Free tours of 
wildlife habitat garden at 10 am, noon and 2 pm. 
Native plants and habitat boxes. No restrooms or 
pets. Contact info@elkndgenatureworks.com.or 
301-334-9597 for more information. 

Wednesday. Sept. 17 

Business After Hours - September's event will be 
held at the newly opened Mt Lake Park campus 
of Total Hiz Fulfillment Join your fellow 
Chamber members for an evening of light 
refreshments, networking, and tours RSVPto 
301.387.4386 ext. 16. 

What would you like to CROW about? 

'Something to CROW about' is a promotion of 
the Garrett County Chamber of Commerce. To 
submit information, contact Katie Kimmel 
at 301-387-4386 ext. 10 or 

l/nfl<»4»'lrtn»*rAth'homhnr 

Listen to WKHL the Train & WMSG 


he could focus on District 1; 
he wanted to meet the vot¬ 
ers — the fundraiser was 
secondary," said Meekins. 

On day two of the con¬ 
vention, Gilchrest endorsed 
Democrat Frank M Kra- 
tovil Jr for state senate, a 
state's attorney who already 
has Republican backers, 
including Roy Crow, presi¬ 
dent of the Kent County 
Board of Commissioners, 
and Jack Cole, president of 
the Caroline County Board 
of Commissioners 

Harris' absence "shows 
how competitive the race 
between him and Kratovil is 
and how short McCain’s 
coattails will be in Mary¬ 
land," said Cain. "I think 
Harris' campaign is worried 
that he won't get a big boost 
from McCain supporters." 

The spotlight was in¬ 
tensely fixed on Steele since 
Maryland's elite were no- 
shows. 

Steele is "everything the 
[Maryland Republican! Par¬ 
ty could want in a leader," 
said Bartlett, however, he 
hasn't made known his in¬ 
tentions for 2010, when 
Sen Barbara Mikulski’s 
term comes up and the gov¬ 


ernor's election is sched¬ 
uled. 

When asked about his 
role in the Maryland Re¬ 
publicans' future, Steele 
defaulted to: "My role will 
be whatever the party lead¬ 
ership wants it to be." 

But there won't be much 
of a future without Steele, 
according to Cain, who 
said, "He represents the fu¬ 
ture of the Republican Party 
and they need to find a way 
to appeal to black and His¬ 
panic voters. 

"The convention, like the 
party, is overwhelmingly 
white, a little bit older and 
that is not the demographic 
of the country for the next 
10 years," Cain continued. 

In addition to grooming 
more candidates, the Mary¬ 
land GOP needs to recon¬ 
sider its platform With the 
historical trend of moderate- 
to-liberal Republicans being 
elected, such as Charles 
"Mac" Mathias and Spiro 
Agnew, the state party 
needs to moderate its posi¬ 
tions. 

"The public is best served 
with a truly open govern¬ 
ment, and we need the bal¬ 
ance of a good dialogue. 


W atermen Say Bushel Limits On 
Crabbing Come At Worst Time 


by Anath Hartmann 

Capital News Service 

Since new crabbing limits 
took effect Monday in 
Maryland, Gregory James 
said he has been relying 
more heavily on his boats in 
North Carolina to keep his 
business going. 

"It's forced me to out¬ 
source," said James, of 
Choptank River Seafood 
LLC. "Crabbers can't catch 
females [in the Chesapeake 
Bay]. The individual limits 
they give each crabber are 
done in an unfair portion — 
and 1 make 90 percent of 
my money from blue crab 
fishery." 

The new regulations, 
which impose daily limits 
on the bushels of female 
crabs that can be taken from 
the bay in September and 
October, are part of a larger 
effort to reduce the harvest 
of females, or "sooks," by 34 
percent 

The state in April decid¬ 
ed to shorten the crabbing 
season by two months, clos¬ 
ing it on Oct. 23. It also 


prohibited recreational crab¬ 
bing of sooks as of June 1. 

Marylands moves were 
echoed bv regulators in Vir¬ 
ginia, which cut the number 
of commercial crab pot li¬ 
censes it issued this year by 
15 percent, and shortened 
its crabbing season to end 
on Oct 27. 

All are part of an effort to 
protect the blue crab, whose 
numbers in the bay have 
dwindled by approximately 
70 percent since the early 
1990s, according to the 
Maryland Department of 
Natural Resources. 

"These regulations... are 
definitely making a big im¬ 
pact on crabbers' ability to 
make money, so it's cer¬ 
tainly understandable that 
they don't like it," said 
Brenda Davis, a fisheries 
biologist with the DNR. 

The latest restrictions, 
the bushel limits, are stag¬ 
gered according to the size 
of the operation As of 
Monday, large commercial 
crabbing operations were 
limited to 30 bushels per 


day, w.ith limits dropping as 
low as a bushel per day for 
small operations. In Octo¬ 
ber, traditionally a good 
month for crabbing, the 
limits rvill go from one 
bushel p er day for the small¬ 
est crabbers to 50 per day 
for the largest operations 

But Jack Brooks, a fourth 
generation crabber and 
owner of J.M. Clayton Co. 
in Camfc'ridge, said limiting 
crabbing at this time of year 
is like closing a beach dur¬ 
ing the summer. 

"October here is like go¬ 
ing to O'cean City and say¬ 
ing, Hey, were taking the 
month o f July away from 
you,"' Bri )oks said "We sell 
this crab meat that we pick 
in the wi nter months until 
the spring months arrive. .. 
Were goi ng to feel it, no 
question." 

Davis s aid crabbers were 
told of their smaller bushel 
numbers nn July and had 
until August to appeal them 
if they found them too 
small. Of the approximately 
200 appea Is the department 
received, i t changed only "a 
few" bushel limits, Davis 
said. 

"They were perhaps not 
so happy with the way we 


did it, but... many of [the 
crabbers] realize that reduc¬ 
tions needi to be made," she 
said. 

Brooks said the restric¬ 
tions w ill likely cost Dor¬ 
chester County as much as, 
$20 million in lost revenue , 
Cont inued on Page A-10 
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08 Jeep Wrangler 
Unlimited X a Dr. 
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wheels.. . sporty! #«oooe 

PAY ONLY $2Q 195 


08 Dodge 1500 
Quad Sir Big Horn 

4.7LV8, AT, PW, PL, 

Trailer Tow, Sat. Radio »eoos* 

25,390 






os Dodge 
Nitro SLT 4x4 

3.5L V6, auto, pw, pi, alum 
wheels. #eom 

21,350 


STYIISH $4 


SUV 


m 




OB Chrysler 
Sehring louring 

2 41 4cyl, pw, pi, MyGig radio, 
alum wheels »«oux> 

""18,050 

FIVE STAR 

ooooo 


08 Jeep Grand 
Cherokee Laredo 4x4 

3 71 V6. auto, pw, pi, CD. alum 
wheels #moo6 

POWERAND $OJ| nnn 
COMFORT A^UJIU 


08 Jeep Compass 
Sport 4x4 

2 4L 4cy1. auto, air a loaded 
tun vehicle #eour 

NOT. INDI 
THE LOT FOR ONLY 


"19,550 


08 Chrysler Town & 
Country muring.™ » 

3 8L V6, power sliding doors, 
power lift gate, dual DVD! 

HIT THE ROAD $4C QQf| 
FOR ONLY Cd,U3U 


PATRIOT 


www.patriotmotors.us 

2499 Maryland Highway • Oakland, MD 21550 

301-334-2137 • 866-696-6727 


Hours: Monday-Thursday 8 00 A M 
Saturday8 00 A M -2 00PM 


■ 7 00PM Fhday 8 00AM 6 00PM 


P>cn nctod* at «kcwis mm vw appataw innun Pncn do not mam* lam up axwrmutor ton Ohm no iVXX Ohw no imponMM tot *fton m omnium Photo! tot MM iwpout 

onl» Coriuit duto* tot amptoM ttowts on M (Am Pncoi metutto A ntum «nd nwntom rmncmg mu* » mhi gu»M. M ruiiom*™ Not w outomoti «• ouWtfy Olm nm ma wttm tMtUhto 


[fliii» uitiiii^THwi irm Lianna u 

08 Chevy Imp tala LS, 34K 30MPG.$15,900 

08 Dodge Avianger SE, 21K.. $15,500 

08 Subaru Lecjocy Sedan,13K . $19 500 

07 Dodge Oxango SLT 18K, 2 fij THIS PRICE $17,500 

07 Jeep Gr. Cherokee Laredo. 17K, 3 AT THIS PRICE $17,500 

07 Jeep Compass 4x4, 29K. $15,995 

07 Jeep liberty Sport, 18K, 2 AT THIS PRICE . $14,500 

07 Chrysler T & C IX, 15K . $15,900 

07 Dodge Cato erRTAWD, 17K, 2 TO CHOOSE $15,995 

07 Chrysler T & C LX 15K . $15,900 

07 Dodge Cafcer SE, 15K . $15,900 

07 Dodge Mlro SXT 24K . $16,500 

07 Honda Accord LX, 34K $17,500 

07 Hyundai Banna, 27K . $13,900 

07 Jeep Patriot '?K . $15,995 

06 Pontiac Torrent, 55K . $12,500 

06 Ford Escape XLT 31K . $13,995 

06 Dodge 1500 SIT TOC, 4, 13K. $17,900 

06 Dodge 1500 SIT 4x4, 27K.. $16,900 

06 Pontiac G6, 34'K . $14,500 

06 Toyota 4 Rimer SRS. 28K $22,900 

05 Dodge Dakota Quad SLT 4x4, 59K. $15,500 

04 Chryslef T&C Toutag Ptatimm Series. 80K $8,995 

04 Kia Sorento EX 4x4, 55K $13,900 

04 Chrysler tad* ca AWD, 53K . $12,500 

04 Ford Freest® SES, 61K $7,900 

04 VW Toureg AWD . $19,500 

03 VW Passat SW, 65K $8,995 

03 Dodge Duango RT 58K . $8,500 

03 Ford F 150 Ext Cab 4 x4. 79K.$12,900 


do not include tones tags docume^ta* 
©ryj 9/30/06 


WE NOW OFFER , 

SCORPION SPRAY- 
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OBITUARIES 

BEACHY, Feme A , 94, 
Bittinger. 

CALLIS, William A, 
54, Mtn. Lake Park 

HARDESTY, Mary 
L.H., 76. Swanton 

HOLLIDAY, Victor M , 
91, Grantsville. 

LLOYD, William R„ 
73, McHenry. 

MtDOWELL, Lona L., 
8 2, Cumberland. 

SAVAGE, Junior R., 75, 
Fr lendsville. 

UPHOLD, Evelyn J, 
9.2, Friendsville. 

WAGNER, Edward J., 
85, Cresaptown 

\\ n.T, Timothy A., 47, 
Hagei stown. 

lon a l. McDowell 

Lona' Lee (Simmons) 
McDow ell, 82, Cumber¬ 
land, die d on Sunday, Sept. 
7, 2008, a t her residence. 

Born J une 18, 1926, in 
Oakland, s he was a daugh¬ 
ter of the la te Jacob Lee and 
Ocie Mae (Kellar) Sim¬ 
mons. She was also pre¬ 
ceded in death by her hus¬ 
band, Walter Lee McDow¬ 
ell Jr.; one daughter, 
Maxine CaroJyn McDow¬ 
ell; one groat-grandson, 
seven sisters; and one 
brother 

She was an elder of 
Soul’s Harbor Church of 
Cumberland 

She is survived by three 

sons, Richard Earl iMcDow- 
i?U, Cumberland, Kenneth 
Wayne McDowell, <Cresap- 
to wn, and Timothy Allen 
McDowell, Pinto; nine 
grandchildren; 22 .great¬ 
grandchildren; and 13 great- 
great-, grandchildren. 

Frie nds were received at 
Scarpel h Funeral Home, 
Cumberland, where a ser¬ 
vice was held today, Thurs¬ 
day, Sept. 11, with the Rev 
Betty Kennedy official ing 

Interment was held in 
Hillcrest Memorial Park. 



WILLIAM R. LLOYD 


William Roger Lloyd, 
73, McHenry, passed away 
on Friday, Sept. 5, 2008, in 
Oakland. He lived most of 
his life in the Blue Ridge 
Mountains in Bluemont, 
Va., and retired to the beau¬ 
tiful mountain country of 
McHenry in 2005 with his 
loving wife of 40 years, 
Roberta. 

Bill was bom in Frog- 
town, Va., and loved to 
hunt and fish. He taught his 
beloved son Billy <;o follow 
in his shoes as a h unter and 
fisher He retired f rom Fair¬ 
fax County after 30 years 
and then worked part time 
at Winchester Livestock 
Exchange until moving to 
Maryland. 

He was very involved 
with his churche s and com¬ 
munity activities. He was a 
man with the utmost integ¬ 
rity, with a generosity that 
knew no bounds It is a con¬ 
sensus that he gave the 
greatest hugs of all time. 
Family and friends take 
solace in knowing he is now 
with his Lord and Savior, 
Jesus Christ 

He was preceded in 
death by one son, William 
"Billy" Roger L loyd Jr., his 
parents, Roger Vernon and 
Minnie Jenkins. Lloyd, one 
brother, Fred Lloyd; one 
sister, Esther Collis; one 


brother-in-law, Ed Collis; 
and one sister-in-law, Char¬ 
lotte Lloyd 

In addition to his wife 
Roberta, he is survived by 
his children, Roxanne Daw¬ 
son and husband Jeff, Blue 
Spring, Mo., Julie Mulligan 
and husband Robby, 
Bluemont, and Philip A. 
Kelley and wife Natalie of 
Leesburg, Va.; grandchil¬ 
dren Parie Kadir, Katie Kel¬ 
ley, Jessica Mulligan, Ash¬ 
ley Dawson, Lou Mulligan, 
Philip P Kelley, Ryan Mul¬ 
ligan, and Hallie Dawson; 
one great-granddaughter, 
Brooklyn; two nephews, 
Carl Collis and Phil Lloyd; 
and one niece, Iris Tisinger. 

A memorial service will 
be held at Deep Creek Bap¬ 
tist Church, Oakland, on 
Saturday, Sept 13, at 1 p m. 

In lieu of Dowers, the 
family requests any dona¬ 
tions be made to Deep 
Creek Baptist Church or a 
chanty of choice 

(Paid Obituary) 

MARY L.H. HARDESTY 

Mary Lou Hauger 
Hardesty 76, Scottsboro, 
Ala., and formerly of Cor¬ 
inth, W.Va., died Saturday, 
Sept. 6, 2008, at Huntsville 
Hospital, following a short 
illness. 

Born Nov. 17, 1932, in 
Preston County, W.Va., she 
was a daughter of the late 
Victor E and Nellie Fave 
Reckart Hauger She was 
also preceded in death by 
her husband, William C. 
Hardesty Jr.; and one sister, 
Barbara Remagen 

She is survived by one 
son, Thomas W Hardesty, 
Peducha, Ky.; one grand¬ 
son, three sisters, Alice 
Harmon, Baltimore, Bonnie 
Kempher, Terra Alta, 
W.Va., and Janet Hauger, 
Corinth; and three brothers, 
Gary Hauge r , Terra Alta, 
and David and Jim Hauger, 
both of Corinth 

Her body was cremated 

TIMOTHY A. WILT 

Timothy Alan Wilt, 47, 
Hagerstown, formerly of 
Westernport, died Sunday, 
Sept. 7, 2008, in Hagers¬ 
town. 

Born Aug. 22, 1961, in 
Keyser, W.Va., he was a 
son of Velma (Grove) Wilt, 
Westernport, and the late 
Wilbur T Wilt He was also 
preceded in death by one 
brother, W Thomas Wilt 
Jr 

He was a 1980 graduate 
of Bruce High School He 
was Protestant by faith 

In addition to his 
mother, he is survived 
by one brother, Mark 
Wilt, Missouri; and one 
sister, Lori Kooken, Swan- 
ton 

Friends were received at 
Boal Funeral Home, Wes¬ 
ternport, where a service 
was conducted on Wednes¬ 
day, Sept 10, with the Rev. 
William O’Haver officiat¬ 
ing. 

Interment was held in 
Philos Cemetery, Western- 
port 



Thursday, Sept. 25,9 a.m. • 7 p.m. 
Friday, Sept. 26,9 a.m. • 4 p.m. 
Saturday, Sept. 27,9 a.m. • Noon 

Men's, Women's & Children’s Clothinn 

Accessories - Jewelry, S'noes, 
Purses & Scarves 

St. Paul’s United 
Methodist Church 

'to oOoqocbsCq 9s 0®@sjG®o] ® jo to 
O®GDD©0> (^®(V0 (?GCd © (2>S)C3 

ALL PROCEEDS WILL BENEFIT ST PAUL'S MISSION PROJECTS! 
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welcomes its newest tenant to 

OAKLAND PLAZA 

Quitter's 

Corner 


13180 Garrett Hwy • Oakland, MD 21550 






SHOW 


SHOE 


For leasing opportunities, call Dave Moe (301) 387*9471 



FERNE A. BEACHY 


Feme Alice Beachy, 94, 
Bittinger, died Friday, Sept. 
5, 2008, at her residence. 

Born Nov. 11, 1913, in 
Bittinger, she was a daugh¬ 
ter of the late W Edward 
and Bertha "Bess" (Wiley) 
Bucket She was also pre¬ 
ceded in death by her hus¬ 
band, Jonas M. Beachy, in 
1976; one special grandson, 
Brian Beachy, in 1974; six 
brothers, Blake, Blair, Rich¬ 
ard, Max, David, and 
Robert Bucket and two 
sisters, June Green and 
Ruby Orendorf. 

Feme graduated from 
Grantsville High School 
and came to work at the 
Beachy farm, where she met 
and married Jonas M 
Beachy. 

Mrs. Beachy was a 
homemaker and a life mem¬ 
ber of Emmanuel Lutheran 
Church and Women of the 
ELCA She also attended 
Bear Creek Church of the 
Brethren She was a charter 
member of Bittinger Home¬ 
maker's Club, and a charter 
member of Bittinger Fire¬ 
men's Auxiliary, Garrett 
Co. Farm Bureau, and 
Garrett Co. Fair Board 

She is survived by one 
son, David Beachy and wife 
Nancy, Accident; four 
daughters, Phyllis Mazer, 
Columbia, Mary Ellen Pres- 
graves and husband Steve, 
Fenwick island, Del, and 
Cindy Stanton and husband 
Sam and Sally Poholsky 
and husband Lenny, all of 
Accident, two sisters, Beu¬ 
lah Moon, Bittinger, and 
JoEllen Graham, St Al¬ 
ban's. W.Va.; two sistcrs-in- 
law, Bee Buckel, Silver 
Spring, and JoAnne Buckel, 
Richmond, Va.; eight 
grandchildren, Susan Schef- 
fres and husband Michael, 
Steven Mazer and wife 
Donna, Tim Mazer, Brent 
Beachy and wife Kelly, 
Douglas Stemper and wife 
June, Aaron Stanton, Lea 
Pochet and husband Mike, 
and Torrey Poholsky; 12 
great-grandchildren, Joe 
and Julie SchefFres, Morgan 
and Lindsey Mazer, 
Amanda and Ashley Mazer, 
Wyatt and Teagan Beachy, 
Matthew and Marly Stem¬ 
per, McKenna Stanton, and 
Blake Pochet 

Her grandchildren and 
great grandchildren were 
her greatest joys. She was 
the last surviving aunt to 
many Beachy nieces and 
nephews. 

Friends were received at 
Newman Funeral Home, 
Grantsville 

A service was conducted 
at Emmanuel Lutheran 
Church on Monday, Sept 
8, with the Rev. Randolf 
Richardson officiating 

Interment was held in 
Bear Creek Church of the 
Brethren Cemetery, Acer 
dent 


Expressions of sympathy 
may be directed to Env 
manucl Lutheran Church. 

Condolences may be sent 
to the family at ww w new- 
manfuneralhomes com 



(Paul Obiruaiy) 


C*mdshMaywr 

iustaurant&;u>ungc 


PERFECT FOR 
EVERY OCCASION! 

Buy 10 Gift Certificates, 
in Any Amount, 


■50 Memorial Drive, Oakland 

301-334-6499 


VICTOR M. HOLLIDAY 

Victor Morris "Bill" 
Holliday, 91, 
Grantsville, died 
Friday, Sept 5, 
2008, at Oakland 
Nursing and Rehabilitation 
Center, Oakland 

Born March 20, 1917, in 
Listonburg, Pa., he was a 
son of the late Albert Law¬ 
rence and Jeannette (Camp) 
Holliday. He was also pre¬ 
ceded in death by six broth¬ 
ers, Edgar, Fred, Freeman, 
Sylvester, Delbert, and 
James; two sisters, Evanell 
Vogel Pyle and Viola 
Blochcr; and one grand¬ 
daughter, Beverly. 

Mr Holliday was em¬ 
ployed by Local 616 in road 
construction. He was a U S. 
Army veteran of WWII. 

He is survived by his 
wife, Cleda Joyce (Walls) 
Holliday; three sons, Wil¬ 
liam Holliday and wife 
Linda, Confluence, Pa., and 
Roy Holliday and wife Deb¬ 
bie and Gary Holliday and 
wife Marilyn, all of Grants¬ 
ville; seven daughters, 
Mabel Yoder and husband 
Delmas, Springs, Pa., 
Brenda Dolan, Accident, 
and Joyce Lapp, Karen 
Green and husband Randy, 
Dolores Lapp, Susie Hol¬ 
liday, and Ginny Keller and 
husband Danny, all of 
Grantsville; two sisters, 
Irene Hussey, Orange, Cal , 
and Ruth Sausman Contin¬ 
ence; 21 grandchildren; and 
32 great-grandchildren 
Friends were received at 
Newman Funeral Home, 
Grantsville, where a service 
was conducted on Tuesday, 
Sept 9, with the Rev. Tho¬ 
mas Twigg officiating 

Interment was held in 
Grantsville Cemetery, 
where military honors were 
accorded by Grantsville 
Post 214, American Legion 


Expressions of sympathy 
may be directed to Family 
House at Montefiore Hospi¬ 
tal, 514 N. Neville St., Pitts¬ 
burgh, PA 15213; or Mi¬ 
chael J. Fox Foundation 
for Parkinson's Research, 
Grand Central Station, P O 
Box 4777, New York, NY 
10164-3772. 

Condolences may be sent 
to the family at www new- 
manfuneralhomes.com 
(Paid Obituary) 



WILLIAM A. CALLIS 

William Andrew "Andy" 
Callis, 54, Mtn. Lake Park, 
passed away on Thursday, 
Sept. II, 2008, at his home. 

Born Aug. 22, 1954, he 
was a son of the late Wil¬ 
loughby "Bill" McClellan 
Callis and Marilyn "Mary 
Jo" Josephine (Posey) Cal¬ 
lis. He was also preceded in 
death by on<- brother, Ray¬ 
mond Albert Callis. 

He is survived by his lov¬ 
ing wife, Frances; two sons. 
Justin Thomas Callis and 
Nicholas Callis; three broth¬ 
ers, Richard Theodore Cal¬ 
lis, Virginia Beach, Va., 
Michael Edward Callis, 
Wilmington, Calif., and 
John Lincoln Callis, Front 
Royal, Va.; two sisters, 
Lyn (Callis) Cummins and 
Virginia Patrice "Jenny 





Store Hours: 
Monday 10-5 
Tuesday-Saturday 10-8 
Sunday 12-5 


1-79 Morganto» n. Exit 152 
Phone:(304)292-7621 
Wth: \s»».chucksfurniture.com 




I 


Drew! Heritage j 
Henrednn 
IhomawUtr I 
l a ? Bov 


Hroyhill 

Bassett 


Pat" (Callis) Tasker; and 
several nieces, nephews, 
great-nieces, and great- 
nephews 

There is no information 
on visitation or a service at 
this time Newman Funeral 
Home is in charge of ar¬ 
rangements. 

(Paid Obituary) 

JUNIOR R. SAVAGE 

Junior Ray Savage, 75, 
Friendsville, died 
Thursday, Sept. 4, 
2008, at Garrett 
County Memorial 
Hospital, Oakland 

Born Oct. 3, 1932, in 
Preston Co., W.Va., he was 
a son of the late William 
Ray and Cora (Ault) Sav¬ 
age. He was also preceded 
in death by one sister, Ellen 
Hardesty. 

Mr. Savage was an off¬ 
road tire specialist for Glot- 
felty Enterprises. He was a 
U S. Army veteran of the 
Korean War and a member 
of Lake Ford United Meth¬ 
odist Church, where he was 
a choir member. 

His favorite pastime after 
retirement was to sit in the 
yard on summer evenings 
and read Louis L'Amour 
novels. He also enjoyed 
spending time with his fam¬ 
ily. 

He is survived by his 
wife, Ada Florence (Davis) 
Savage; three sons, Timothy 
Ray Savage and wife 
Cheryl, Friendsville, Allen 
Earl Savage and Cristina 
Valdes, Ellicott City, and 
Mark Wayne Savage, 
Friendsville; one daughter, 
Amy Faith Fines and hus¬ 
band David, Nottingham, 
England; three brothers, 


Robert Savage, Friendsville, 
Glenn Savage, Ocean City, 
and James Savage, Frost- 
burg; five sisters, Shirley 
Sines, Somerset, Pa., Elma 
Williams, Cheyenne, Wyo., 
Patty Martin, Oakland, A1 
ice Sisler, Friendsville, and 
Jean Mc-Robie, Bruceton 
Mills, W.Va.; seven grand 
children, Timothy Savage 
Jr., Kevin Savage, Nickolas 
Savage, Katy Savage, Adam 
Savage, Austin Savage, and 
Christopher Savage; and six 
great-grandchildren. 

Friends were received at 
Newman Funeral Home, 
Friendsville, where a service 
was held on Monday, Sept 
8, with the Rev. Donald 
"Ed" Savage officiating. 

Interment was held in 
Lake Ford Cemetery. 

Expressions of sympathy 
may be directed to the 
American Cancer Society 
Condolences may be sent 
to the family at www.new- 
manfuneralhomes.com. 

(Paid Obituary) 

Obituary Policy 

The Republican reserves the 
right to edit obituaries to 
conform to the guidelines 
established by the editorial 
department. The publishing 
of obituaries is a comple 
mentary service. 

Those individuals wishing 
to have an unedited obitu¬ 
ary published may do so for 
a per-column-inch charge. 

Continued on Page A-7 


NEED A LIM0 
30I-501-LIMO 

deepcreektimes.com/limo 




Johnson Memorial Company 


Since 1905 


Buy Direct from the Manufacturer & Save 
Largest selection in the area. 

Our quality and workmanship can't be beat. 
Gall for directions 

1 - 800 - 562-1296 

20 Salisbury Street_Meyersdalc. 1*A 15552 



Any New 
Car or 
Truck 
In Stock! 


See dealer for details 


MERCURY 


www.shafferfordsales.com 


HOURS Mon -Frt 8AM-6PM: Sat 8AM-1PM; and By Appointments 

301-334-2121 • Toll Free 1-877-334-8501 
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THOMAS J. 

JOHNSON JR. 

Thomas J Johnson Jr., 
87, Morgantown, W.Va., 
passed away Sept. 10,2008. 

Born Jap. 18, 1921, in 
Morgantown, he was a son 
of the late Thomas Jefferson 
and Nora (telle Johnson He 
was also preceded in death 
by his first wife, Marjorie 
Wilson JLinson; his second 
wife, MmlAlice Johnson; 
one brother, Fred Johnson; 
and twJ 'inters, Pearl Fra¬ 
zier ani^Bessie May John¬ 
son. v 

I " ■ r I 


Me lived his entire life in 
Morgantown As a young 
man he worked with his 
father in the lumber busi¬ 
ness. Thomas (Tom) gradu¬ 
ated from Randolph Macon 
Military Academy and en¬ 
joyed playing football. After 
graduating he worked for 
his father as a mine foreman 
and superintendent for 
many years. 

He owned and operated 
Johnson Welders Supply in 
Riverside. Tom served on 
the board of directors for 
Garrett National Bank, 
Oakland. Upon his father's 
death, he became president 
of Rosedale Coal Company 
Inc., Mon Valley Coal & 
Lumber Company Inc., and 
Mon Valley Mining Com¬ 
pany Inc 

Tom stayed active and 
enjoyed gardening, fishing, 
hunting, and traveling He 
wintered in New Smyrna 
Beach, Fla., and was a 
member of the New Smyrna 
Yacht Club. In his later 
years, Tom was active with 
his real estate development 
projects. He was a true vi¬ 
sionary and stood by his 
beliefs with conviction 

He is survived by three 
daughters, Judith Kiszonas 


i 'Sept. 19, 2008 

deadline to file Tucker Community 
H uindation 2008 Grant Applications 


For nore information call 304-478-2930 


NaiAte dropper... 



VEItSACE 


D&G FENDI 


MICHAEL HOBO mac & iac 
Michael Kors & JaC 


£>rcp by... 


Studio 24E ■ 

Downtown Oakland 

301.334.4111 

wwu studio24c com 





Adorable 

Adoptables 












ing World War II for four 
years, which is where she 
met her husband stationed 
at Fort Belvoir, Va. 

They were married Feb 
19. 1944, in Alexandria. He 
then went overseas, and she 
returned to Covington and 
worked in a silk mill for two 
years. When her husband 
returned, he brought her to 
Friendsville. She worked in 
Sterling Processing Co., 
Oakland, for 18V) years be¬ 
fore retiring. 

She is survived by one 
son, Steven P Uphold and 
wife Saretha, whom she 
loved like a daughter, Cum¬ 
berland; one sister, Marga¬ 
ret Willard, Walbridge, 


Ohio; a friend, Teddy 
Lewis; six grandchildren, 
Saretha, Robin, Diane, 
Ralph, Tom, and Donald; 
17 great-grandchildren; six 
great-great-grandchildren; 
and several nieces, neph¬ 
ews, and cousins. 

Friends will be received 
at Newman Funeral Home, 
Friendsville, on Saturday, 
Sept. 13. from 9 a.m until 
the 11 a.m. time of service, 
with the Rev. Donald Sav¬ 
age officiating 

Interment will be in 
Blooming Rose Cemetery. 

Condolences may be sent 
to the family at www.new- 
manfuneralhomes.com. 

(Paid Obituary) 




"AUSTIN DIDN'T WANT TO SHOW HIS FACE for 
the camera, but if you saw it you would fall in love 
with him," said a Humane Society spokesperson The 
beagle/Sheltie mix, pictured above left, was given up 
by his owners and is available for adoption af the 
Garrett County Animal Shelter. The blurry beagle mix, 
above right, is still looking for a home He was picked 
up along 1-68 still wearing his battery collar. "He is a 
medium-size bundle of joy (batteries not included)," 
said the spokesperson. Below left is a female hound 
mix that was dropped off at the shelter, so there is no 


information about her. But she is described as "a 
sweetie " Dropped off with her is the "equally nice" 
female black and white hound pictured below right. 
"None of last week’s 'Adorable Adoptable' dogs were 
reclaimed or adopted, and more have been brought 
•n," said the spokesperson. "We now have three black 
Lab mixes and plenty of nice young cats. Please come 
in and meet all of them and give them a second 
chance " For more information, persons may call the 
shelter at 301-334-3553. Open Monday through Friday, 
the facility is located along Oakland Sang Run Road 



Call Me About 
Our Home and Auto 
Discounts! 


american 

insurance 

center 


Representing ERIE* Insurance 
and other fine companies 

301-334-1159 

2000 Thayer Center 
Oakland 



Kendra I Simpson. Agent 
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and husband Lyle, Morgan¬ 
town, and Dianna Johnson 
and Carolyn Stacey, both of 
Tampa, Fla.; two grandchil¬ 
dren, Alexandra Stacey and 
Thomas Stacey. Tampa, 
two stepsons, Doug Bum- 
gardner and wife Mary 
Helen, Maryland, and Fred 
Bumgardner and wife 
Priscilla, Flemington, 
W.Va ; one sister. Ora Lee 
Ludwig. Morgantown; and 
many nieces and nephews 
Friends will be received 
at Hastings Funeral Home, 
Morgantown, today, Thurs¬ 
day, from 6 to 9 pm, Fri¬ 
day, from 2 to 4 and 7 to 9 
pm, and Saturday, Sept 
13, from 9:30 a m until the 
10:30 a.m funeral service, 
with Pastor Bennie Moran 
officiating 



Burial will follow at I i t 
Oak Grove Cemetery, Mo 

gantown. 

Donations may be made 
in his memory to Hospia 
Care Corporation, 3363 
University Avenue, Mor¬ 
gantown, WV 26505 
(Paid Obituary) 

EDWARD J. \\ U.M R 

Edward Jefferson \\ # 
net, 85. Cresaptown. dx : 
on Sunday, Sept. 7, 2008 . ,u 
WMHS Memorial Campus 
Cumberland 

Born Dec. 25. 1922. in 
Oldtown. he was a son -i 
the late Claude Wesley 
Wagner and Daisy Belle 
(Lewis) Wagner Ik was 
also preceded in death by 
one sister, Nellie Evans 
three brothers, Nile Dick 
Wagner, Robert Wagnei 
and an infant; and one 
grandson, CpI Gene A 
Stark 

Mr Wagnei retired from 
the Chessie System, where 
he had 40 years o I service as 
a boilermaker He served .is 
chairman and secretary 
treasurer of the Boilermak 
ers and Blacksmiths I oca I 
# 1032, Cumberland 

He was a member of 
Calvary Baptist Church, 
Cresaptown 

He is survived by his wife 
of 55 years, L ucy 
(Shepherd) Wagner; two 
sons, Larry G. Stark and 
wife Rose, Dupo, 111 , and 
Ronald W. Stark and wife 
Pauline, Augusta, Ga , one 
daughter, Judy Wilson, 
California; four brothers, 
James Wagner and Daniel 
Wagner and wife Jean, all 
of McHenry, Claude W 
Wagner Jr and wife Jam , 
Oakland, and Donald Wag 
ner and wife Beverly, York, 
S.C.; four sisters, Pauline 
Chapman and Carrie Platt, 
both of Cumberland, Mar 
garet Edgar, Oakland, and 
JoAnne Brcnneman and 
husband Eugene, Canton, 
Ga , eight grandchildren, 
eight great-grandchildren; 
and lour great great-grand 
children 

Friends were received at 
Upchurch Funeral Home 


Gomtsh Manor 

i/staurantiH uungc 


■;5nn* - 


Best American A 
European Cuisine 


AA/rtxhlwt mi At*#! 

(wntnington rot if 

8 so Memorial Drive, Oakland 


mberland, where a ser- 
c was conducted today, 
ursdav Sept 11 with the 
\ Hi uce McBride offici 


Rest I awn Memorial Gar 
dens 

Ed passed .iway alter a 
live-yeai battle with kidney 
disease l he family sin¬ 
cerely appreciates the kind, 
compassionate care pro¬ 
vided bv Dr Raniithan and 


the dialysis staff. For the 
past year, he had been a 
resident at Devlin Manor 
under the care of some won- 
derful caretakers. 

(Paid Obituary) 

EVELYN J. UPHOLD 

Evelyn J. Uphold, 92, 
Friendsville, died Monday, 
Sept 8, 2008, at Garrett 
County Memorial Hospital, 
Oakland 

Born July 12, 1916, in 
Covington, Va., she was a 
daughter of the late William 
and Elsie Mac (Robinson) 
Gillespie. She was also pre¬ 
ceded in death by her hus¬ 
band, Perry C. Uphold, 
lune 4, 1975; four brothers, 
Paul William Jr., Howard, 
and Harold Gillespie; two 
sisters, Catherine Csigas 
and Nadine Dellapenna; 
and one great-grandson. 

Mrs. Uphold was a mem¬ 
ber of Laurel Run Church 
of God and Woodmen of 
the World Camp 45. She 
worked at Naval Torpedo 
Plant. Alexandria, Va., dur- 


BIG BUCKS 

a 


nPFR PARK COMMUNITY 

FIRE department 


Ticket $30 

Doors open at 5:00 pm 4<V 
Games start at 6:30 jUfT" 





Multi ple names win up to _i50_ea, 

Thursday, Sept. 18 

TERRA ALTA AMBULANCE SQUAD BLDG. 

Doors open at 5:00 p.m. 

Early bird games start at 5:30 p.m. 
Games start at 6:30 p.m. 

Tickets: $30 

NO ADMISSION UNDERAGE 18 
PAYOUT & JACKPOT ADJUSTED ACCORDING TO ATTENDANCE 
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Select Accent Tables, 
Prints, & Mirrors 

40%-60% OFF 


T. rr 




RE % a W; 


! 


Rea. SALE 

Blue Tweed Wing Back Chair .$1.299.95 .. $699.95 

Leather Reclining Chair .$1,749.95 .S999.95 

Red Leather Recliner with Wood Arms .$1,279.95 .$899.95 

Woven Accent Chair with Padded Seat.$569.95 $189.95 

Wood & Iron Accent Chairs (2 Available).ea. $199.95_ea $89.95 

30" White Wash Bar Stools 

w Green Check Padded Seats 2 Available).ea $439.95 ea. $149.95 

Blue Floral 3-Cushion Sofa $1.099.95 .$499.95 

Red Camel Back with Wood Trim Loveseat $1.349.95.. $699.95 

Green Brown Plaid Storage Ottoman $749.95 . $499.95 

... $699.95 .$449.95 

... $579.95 .$299.95 

. $649.95 .$299.95 

. $439.95 $199.95 

. $999.95 $499.95 

$659.95 .$399.95 

... $379.95 .$149.95 

. $629.95 ... $289.95 

$399.95 . . $199.95 

$399 95 . $149.95 

$399.95 .... $199.95 

ea $599 95. ea $249.95 

$629 95 $349.95 

$1.179 95 $799.95 

$374.95 .$179.95 

$1,049.95 $499.95 

$399.95 $249,955 

$1.189 95 .$699.95 


Oak Chest of Drawers . 

Shaker Table with Drawers. 

Red Pine Cocktail Table, Lift-Top . 

White Cottage Sofa Table . 

Fossil Stone Sofa Table . 

Black Sofa Table . 

Marble Top Cocktail Table 
Set of Nesting End Tables 
Large Gold Della Robbia Mirror 

Colonial Pine Mirror . 

Large Bamboo Mirror . 

Creme Night Stands with Drawer ? Available)... 
Country Creme Low Bookcase 

Charcoal Sideboard . 

Butcher Block Work Table w Storage 
Wine Cabinet w Removeable Leather Tray Top 

Pine Server . 

Country Creme Sideboard w Plate Rack 


Blue Collage 
Sofa & Loveseat 

Reg. 2,818.95 

NOW 

$1,499.95 


Black 

Wood Mission Sofa 

w/Red Plaid Cushions 

$1,499.95 

now $799.95 


Designer 
Swivel Chair 

Reg. $1,199.95 

NOW 

$699.95 

Wood Arm Caramel Leather 

Chair & Ottoman 

Reg. $1,399.95 

now $799.95 

Red 

Entertainment Center 

Reg. $839.95 

now $499.95 



* Mtn. Lake Park, MD • 301-334-2612 

Open Monday thru Saturday 9 to 5 


VISA 
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Notes From Bittinger 

by Joan Glotfelty Sussman 
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inland But that hope was 
dashed early this morning 
when I was awakened by a 
major thunderstorm The 
storm was so extreme that 
my Meredith crawled into 
my bed with me I wished I 
could stay in bed longer, but 
the pain in my left leg drove 
me out of it. 

At X a m the rain was 
still pouring down. If this 
weather lasts all week, it 
will be very bad news for 
Nate and Jennifer. 

It would also be some 
bad news for the family of 
Denver and Naomi Beitzel, 
who are planning a big out¬ 
door wedding of their 
granddaughter Markell Kla- 
vuhn, daughter of their old¬ 
est son Gary, who plans to 
tie the knot with Jason 
Fickes. Hopefully, the 
weather will cooperate. We 
did really need the rain 
badly. 


The biggest news from 
Bittinger last week was the 
passing of one of our 
"grandest of dames," Feme 
Beachy, who died Friday in 
her sleep at the Poholsky 
home, where she was resid¬ 
ing 

Of her five children, she 
had three living within 
walking distance of her: 
Dave, Cindy, and, of 
course, Sally. She also had a 
grandson, Aaron Stanton, 
Uving next door to her. She 
was the daughter of the late 
Edward and Bess Buckel, 
and has/had four sisters. 
Beulah Moon and JoEllen 
Graham are still living She 
has many nieces and neph¬ 
ews, grandchildren, great 
grandchildren, and cousins. 

Feme’s niece, Sheila 


Southerly, was busy practic¬ 
ing some special music for 
her aunt's luneral on Mon¬ 
day, which was at Em¬ 
manuel Lutheran Church in 
Bittinger Burial was in the 
Bear Creek Brethren 
Church cemetery in Acci¬ 
dent next to her late hus¬ 
band, Jonas Beachy A 
luncheon was held for fam¬ 
ily and friends at the Bit¬ 
tinger Community Building 
following the graveside ser¬ 
vice. 

There was about eight 
feet of water in the Frost- 
burg basement of one of my 
former and beloved students 
and wife, Nate and Jennifer 
Blatchly, the effects of a 
former hurricane that came 
inland I hope that no more 
storms like that will come 



HOSPICE DONATIONS GIVEN - Grantsville organizations recently made their 
annual donations to Hospice of Garrett County Inc. The organizations included the 
American Legion, Sons of the American Legion (SAL), and the Lion's Club. Pic¬ 
tured above, from left, are Lynn Patton, American Legion and SAL; John Braskey, 
SAL and Lion's Club; George Edwards, American Legion and Lion's Club; and 
Brenda Butscher, director of Hospice of Garrett County. The checks were pre¬ 
sented at the annual Jail and Bail during the Garrett County Fair. 
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Located at 16335 Garrett Hwy., Oakland 


Programs at both the 
elementary and 
high school levels are 
FULLY ACCREDITED, 
and hold to the highest 
standards of excellence. 

Qualified personnel 

provide instruction for 
students in Pre-K 
through 12th grade. 





Students and staff of Mt Top Church School are wailing 
to welcome new students 


V 


Educate For Life 

For 2008/2009 enrollment information or 
questions about the curriculum offerings, 
call 301-387-9532. 


I don’t think this gray 
weather will help ripen my 
green tomatoes, but my sis¬ 
ter Carol served some lus¬ 
cious red tomatoes from her 
garden at the reception of 
my Uncle Ralph’s memorial 
service last week, and at the 
pizza party at Rodney's 
home during the last family 
event before my aunt and 
cousins headed back home 
to the state of Washington 

Those from Washington 
especially noticed how com¬ 
mon are the bonfires at the 
summer gatherings around 
here, because their area is in 
a severe drought with lots of 
wild fires burning, so no 
outdoor burning is permit¬ 
ted 

Anyone who knows 
Cindy Kolbe’s birth date 
will not be caught off guard, 
because it is today, Septem 
ber II, and the media ha 
been hyper prior to the an 
mversary of the terrible at 
tack in 2001. 

Ruth Detrick sent some 
lovely red tomatoes to me 
while she was in town visit¬ 
ing her mother, Mary Bren- 
neman Frey. Mary dropped 
by my house bearing fresh- 
baked banana bread I really 
appreciate everyone’s 
thoughtfulness. 

Cindy Richardson is 
headed for Tanzania, Af¬ 
rica, with other Lutherans 
representing Operation 
Bootstraps. Their mission is 
to build schools for girls, 
and also hospitals She will 
leave on Sunday and be 


DIEHL’S 



ANNOUNCES. 
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ft for 72 Mos. 


FACTORY lp 
REBATES 


Y ip co rnn 

s to 


(on select vehicles) 

“All Remaining k 08 Ford Models MUST GO!” 


‘09 tr, 


St* 9 9011 

St6rtmg Gr*y 3 5 L V6. GU, Dual 
AC Panoramc V«ia Roo< . #4r#f 
HMUd Sm& Sony Kjq c Sync . 
Powtf WlvSwn If* Aiuranum 
*»•««* Mor* 

MSRP._|37,4¥5 

On — Uf#| 12,000 

iMeblf l>f tenant . J57t 

Hm 0.f\ Available 


FLEX SEE 
AVVTI 



Sale $ 34,917 


‘09 C9 Fusion SE 

S«k #*0lk 

Sport Biuo.2.3L Amon**. 0u« Soodi 
Pag. 18* AJunvnum WhMfe. AC. Pwm 

Wt, P Moonroof. Sync Roar SpoAtt, _ 

Sport Suoptowon, Artmnt Ughlng 


MSRP_$23,190 

Pkf. Discount—.....—SS4S 

k sctnrv Retflto_S 1.500 

DlcbJ'i Dlscnun!--1511 

of 0% 4 vmlaNt 



Sale $21,334 


‘08 FI50 STX S/C 4x4 

Stk #aon 

Bnght Red 4 61V8 Auto. AC. T 
Tow Cnjtt* R Bnft Wbeois & 

Str pet Pkg Fog Lam*. If* 

Aiumnu»n Whooto end 'Wt* 


MSRP...$34,490 

Factory Rrbnle.43.500 

Ford Credit Rebate... 42,004 

Owner Lovaltv R«b.42.000 

Diebl’i Du«oun!.41.492 

Or 4.000 ♦ 19% Armtlmble 



Sale $ 21,698 


‘08 Taurus Limited FWC 


Stk *0017 

htcaBha 1JL A Auto. AC, 
M*wr HMM Sm*. LTD Cam PH*., 
Pltoarvoaf he SiU bt 

RaA> PtoPL1»Sa*. 

Tag Lamp* I it** 


-429.455 


MSRP_ 

Factory Rebate-41.500 

Ford Credit Rebate-4500 

Owner Ley airy Rrto—42.000 

DtekJ't Duceaat._4817 

•rfJ.JM* 19% ArmUsbU 


m 



Sale $24,838 


‘08 Focus 4 Door 

11 *02i: 

SAvor Froot. 2 0 L OOHC Auto. 

AC AM^M/CD. Td WNnaf 
Dual A* Bagi S«M 4 Curtom 
A*f Boq$ t (,iau ard tAyo' 


MSRP._114.240 

f ■( tor > Rebate 51.000 

Ford Credit Rebate.4500 

•r If00 ♦ 19% AomdmbU 



Sale $ 14,740 


‘08 Ranger S/C XLT 4x4 


M24) 

Vitti Blua, 4.0L V4, J 
Speed Manual. AC, Fog 
[anv*. AM.T'M/CD, Alum. 
W heel*. RWL TVca. Jump 
Santa. CnuM, Tift A Murat 


MSRP...422,115 



Or 0% ArmlabU 


"Sales 19,364 




PRE-OWNED HEADQUARTERS 


QualityChecked 

Certified Pre-owned 



8,885 | 0 ^k n p*' *38395 


‘07 F usion S 



4287R - Krdfirr, 2.31.. Aulo. 
AC*. PU. PDL, ( rune. TUt. 
C D. 2 3K MUrt A More' 


‘04 Mercury Mountaineer 

Prrmer 
* -“* AWP 


• 290R - 4 6 L V*. Auto. 


Soot, PW/1.. Power Seat. 39K 
_ A Morel 


$ 14,998 *17,497 



AS It Mlfll | (M It 

<xlJARAi\TJ:i<I> 

(lllUIT APPROVAL 


EVERYONE APPROVED 
Regardless Of Pre vious Cr edit 
C all today 
800-240-5135 



‘07 Ford Explorer 

XLT, Gold 

$22,508 

•95 Ford F-150 

XLT, 4x4 

$5,695 

‘07 Ford F.xplorer 

XLT, Blue 

$21,247 

‘02 Dodge Intrepid 

4 door 

$4,995 

‘06 Ford Explorer 

Eddie Bauer, Dk Cherry 

$19,969 

‘91 Kawataki Mojave 

ATV 

$1,999 

‘95 Ford Explorer 

i XLT 

$3,995 

•95 Ford E-250 

Cargo Van 

4,498 

: ‘9<» Ford F-150 

4x4, XLT S/C 

$11,486 

‘05 Ford Mustang 

GT, Convertible, 7K 

$26,986 

‘06 Honda Rubicon 
4x4, ATV 

$4,999 

‘08 Ford Ficape 

4x4, XLT 

$20,535 

■ 

‘02 Ford Explorer 

XLT, 4x4 

$8,995 

•03 Chevy S-IO LS 
Ext Cab, 4x4, ZR2 

$10,878 

‘07 Ford Focua 

ZX4, SF.S 

$12,995 

•Tax. MVA fees 

'00 Ford Ranger 

S/C, 4x4 

$8,995 

and licences not included i 


‘01 Dodge Ram 

1500, Spt, 4x4 

$8,995 

"05 Ford Five 
Hunched 
SEL 

$11,964 

‘03 Ford Eicape 
XLT, 4x4, Green 

$10,232 

‘00 Ford Explorer 

LTD, V8 

$8,282 

‘07 Ford Focui 

ZX4.SE 

$12,995 

'00 Pontiac Gr. Am 
OT, 2 Door 

$6,295 

‘97 Pontiac Gr. Am 

SE,4door 

$2,998 


‘03 Ford Escape 

XLT, 4x4, Gold 

$8,989 

‘Ot Pontiac Gr. Am 

GT 

$7,975 

‘87 Ford F-150 

4x4 

$3,595 

'01 Ford Mustang 

Coupe 

$5,295 

‘05 Chevy Fquinos 

LS. AWD 

$11,987 

'08 Chevy Cohall 

LS, Coupe 

$13,889 

‘03 Ford F.xplorer 

XLT, 4x4 

$9,998 


All Vehicles Maryland Inspected 


ALT US RT 40 EAST 

GRANTSVILLE, MD 

(301) 895-SI 35 


k a-A»A‘J m 


www.ditohlsford.com 

HOURS; Mon Fri 8 Dam 6 00 pm 
SatuiUay 8 Dam 7 no pm 


) 
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away for about 12 days. 
Pastor Randy will take her 
to the Pittsburgh Airport to 
catch her plane, and they 
will visit Gary O’Brien from 
St. John’s, Meadow Moun¬ 
tain, who had a heart trans¬ 
plant last Monday. Gary is 
improving daily. 

The Bittinger Woodmen 
of the World will sponsor a 
covered-dish dinner with a 
memorial service in remem¬ 
brance of the victims of the 
September 11 attack this 
evening at 6:30 p m at the 
Bittinger fire hall. 

I learned some additional 
details about the passing of 
Feme. Her great-grand¬ 
children rang the church 
bell 94 times for each year 
of Feme's life prior to the 
ceremony. 

A memory of Feme that 
I was given was that when 
she was a little girl, on her 
birthday, November II, all 
the church hells were ring¬ 
ing and she thought they 


were ringing for her birth¬ 
day Of course, they were 
really ringing to celebrate 
the end of World War I. 

Some remembrances of 
her life were placed in her 
casket by her children and 
included her old porcelain 
doll, her harmonica, and a 
small American llag Feme 
could be seen waving her 
American Hag recently as 

yL ROSE 
III ELLIS 

(iifls At ( ntfht 
jC-ol tecti ble* 

McCall’s 

Candle of the Month 

“Apple Spice ” 

m OFF 

Mon. - Fri 10 to 5. 

Sal. ft Sun. 10 to 4 

SUE. Alder St., Oakland 

soi-smus 


she sat outside Sally's ga¬ 
rage. 

I hink how few truly 
saintly people have inhab¬ 
ited the Earth Some are 
officially given sainthood, 
but many others in my 
mind should be eligible. 
I lunk of all the people who 
lived with all their hearts to 
make our Earth home a 
better, kinder place for all 
creatures, great and small. 
Think of some great people, 
some famous, who labored 
endlessly to that end. 

Marie Curie is an exam¬ 
ple. She struggled to give an 
unknown substance to soci¬ 
ety, which has had an im¬ 
measurable impacts on the 
world, among which is to 
aid in the cure of cancer. In 
the end, her zest for knowl¬ 
edge killed her, because she 
didn’t realize radium's dan¬ 
ger 

Ihink of Vincent Van- 
Gogh, who lived on the 
other spectrum of discovery 
in art He lived his life in 
white fury to try to express 
his view of the world 
through art. As is the case 
with some artists, he suf¬ 
fered disappointments and 
was branded a failure be¬ 


cause he couldn't sell his 
paintings for enough to pay 
his way in the world 

Elton John is another 
example His song "Candle 
in the Wind" reflected his 
thoughts on Marilyn Mon¬ 
roe and her struggles. 

I also think of Princess 
Diana, who had a rare inno¬ 
cence and believed in love 
and happy endings She 
shared her love and energy 
with some people who find 
life's struggles hard: people 
with AIDS and victims of 
land mines. 

Some people are still 
concerned mainly about 
how they loDk in the mirror, 
but don’t look to keep their 
inner beaut" shining. In the 
end, w hat Je see in the mir¬ 
ror is onlyljreflection, not a 
true representation of what 
lies within. 

I hope ny daughters 
have learnec this lesson 
from me. Sometimes it is 
difficult when you expect 
things from people that they 
don't have to give. But there 
is always love, and my 
daughters have known love, 
because 1 tried to shower 
them with it Ipeir entire 
lives. 


BING 


WEDNESDA’ 

St. Peter’s Social Half 

Corner of 4th and Oak St. 301-334-2202 

Doors open at 5:30 p.m. Games start at 6:30 t).m. 

$ 500 Jackpct 

* Mystery number ‘Winner take all ‘Refreshments 
NO admission under 18. 





E3 Postin 'vpedic 
Special Purchase 
Queen Set 

699 

Queen 2 Piece Set 

Regular Price s 999 



TOSS AND 
TURN-FREE ZONE 

Sealy Posturepedic 
is designed to 
eliminate tossing 
and turning 
caused by 
pressure points. 

H Hv,uirv/*</n' 

_J 


?X * It *4 m 


mp 

- 


t4* (i i< 



FREE delivery, set-up 
and removal with any 
mattress set. 
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Concierge 
Club Room 

Plush, 

Cushion Firm, 
and 

Cushion Firm 
Pillow Top 

Twin 

SALE $599 

Reg. S849 
Full 

SALE $679 

Reg. $949 
King 

SALE $999 

Reg. $1399 


Grand Central 

Grand Central 

Grand Central 

Station 

Home Furnishings 

at the Lake 

301-334-3006 

301-334-9515 

301-387-2278 

312 S. 3rd St„ 

Maryland Hwy., 

Trader's Landing, 

Oakland, MD 

Next to 84 Lumber 

21329 Garrett Hwy. 

Mon.-Sat., 10-6; 

Mtn. Lake Park, MD 

Deep Creek Lake, MD 

Sun., 11-5 

Mon.-Sat. lb-6; Sun. 11-5 

Mon-Thurs., 10-6; 

www.grandcenlralhomefurnlshlngs.com MB I&J tHS Pgj 

Fri. & Sat., 10-7; Sun. 11-5 
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ENVIRO-THON 

The NHS Envirothon team is collecting empty ink car¬ 
tridges and old cell phones for recycling This is a year¬ 
long fundraising event. Students should bring these items 
to school and drop them off in Room 224. 

ATHLETICS 

2008-00 Northern Huskies Season Pass Applications 
are still available 

•A family pass costs $110 and includes admission for 
two adults and one student Additional family members 
may be added to the pass at $20 each. 

•An adult pass costs $55 

•A senior citizen pass (55 or older) costs $35 

•A student athlete pass costs $30 

Those interested in purchasing a pass should contact 
Phil Carr or Tracy Brenneman at 301-746-8668 for an 
application. 

QSP FUNDRAISER 

Freshmen and sophomores have received QSP fund¬ 
raiser information and are selling home items, magazines, 
candy, etc , to benefit this year's school yearbook. For 
additional information, persons may contact Jennifer 
Theriot at the school. 

SOPHOMORES CLASS 

•Dues: Sophomore dues are $40 for all four years pay¬ 
able to Northern High School. Students may submit 
checks/money to Ms. Harman, Mr. Pessim, Mr Beitzel, 
Ms. Ellis, or Mrs. Garlitz. 

•Officers Elections for sophomore class officers will be 
held in the upcoming weeks. Interested students should 
sec Ms. Harman for applications for the offices of presi¬ 
dent, vice-president, secretary, and treasurer 

JUNIOR CLASS 

•Dues: Forms were to be sent out this week for the col¬ 
lection of junior class dues. 

•Prom Committee: The junior class has announced 
that this year's prom will be held in May 
BAND NOTES 

The band competed in the Elkins High School "Tiger" 
Tournament of Bands. The band received first place in 
Group 1; percussion won the award for Best Percussion, 
color guard won the award for Best Color Guard: and 
Kristen DeWitt won as Best Drum Major. 

AFTER-SCHOOL TUTORING 

After-school tutoring will begin Wednesday, Sept 24, 
and will continue throughout the school year on Wednes¬ 
days from 3:15 to 6 p.m 

This program is provided by a partnership of the 
Northern High School Maryland's Tomorrow program, 
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High Perform a nce Radiate 
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A TRADITION 09 INNOVATION 


GENERAL TIRE <3 


GOODYEAR 


■ IRELLI 

TOVO TIRES 




* 


'UNIROYAL 

jrYOKOHAMA j| 


: ~ 

¥ 


THOMAS TIRES & ACCESSORIES 

Rt. 39, Oakland • 301-334-4547 



Saturday, Sept. 20 

RAIN OR SHINE 

Located at the 

Alpine Lake Boathouse 

FREE ADMISSION 


GOLF SCRAMBLE - Prizes Awarded 




Bring a loursome or |om one of ours 
8 00-9 00 a m tee limes 

GERMAN FOOD & DRINK 



12 00 noon until ?? 


HAYRIDES 

Children 12 & under FREE, Adults $1 00 

LINE DANCING ^ 

1230 23 °‘ >m 4&S* 

ALPINE OLYMPICS 

WV Corn Toss 2 00 p m 
Stein Holding Contest 3 00 p m 



GIG HOLDS PICNIC - An "Old Fashioned Picnic" 
was recently held by Grantsville Involvement Group 
(GIG) at Grantsville Park, at which participants played 
games, sang karaoke, and won prizes. Above is 4-year 
-old Tyler Yoder, who sang karaoke with D.J. Jimmy 
B. ‘The cake walk is always great fun," said Sharon 
Menges, outreach worker with the Garrett County 
Health Department. "As always, thanks to the volun¬ 
teers who make it possible." The group's next event 
will be "Autumn in the Park" on Saturday, Sept. 27, 
from 1 to 3 p.m. Events will include karaoke, games, 
and prizes, and food will be available for purchase. 
Activities of GIG are supported in part by funds from 
the GCHD to promote healthy living and prevent risky 
behaviors. For more information, persons may con¬ 
tact Menges at 301-895-3111 or 301-334-7730. 


the Western Maryland Consortium, Garrett College, and 
GEAR UP All students who participate in the Mary¬ 
land's Tomorrow program and/or the Garrett County 
Success for Youth program (WIA) as well as the GEAR 
UP cohort (sophomores) are eligible to attend All stu¬ 
dents participating in the summei jobs program are ex¬ 
pected to participate in tutoring and maintain passing 
grades. 

•A parent's permission form must be signed and on file 
for every participant. Students may ride the activity bus at 
6pm A separate parent’s permission form is required for 

the bus. 

•When school is canceled or dismissed early, tutoring 
is canceled as well. Any other cancellation will be an¬ 
nounced at school. 

•School rules do apply, and students may be excluded 
from tutoring at the discretion of the staff Any noncom- 
pliance with school rules or with any other rules estab¬ 
lished by the tutoring staff may also result in dismissal 
and exclusion from tutoring. Each student must bring 
work sufficient for the amount of time he/shc is staying 
for any tutoring session. If a student does not have work 
to do he/she may be dismissed from the session. 

The tutoring schedule is as follows: 

Sept. 24; Oct. 1, 8, 15, 22, 29; Nov. 5, 12, 19; Dec 3, 
10. 17; Jan 14, 28; Feb 4, 11, 25; March 4, 11, 18, 25; 
April 1,8, 22, 29; May 6 

Dates open for any rescheduling are as follows: 

Jan. 7, 21; Feb. 18; April 15, May 13,20,27 
YEARBOOKS 

Students who graduated last year may pick up their 
yearbooks after school in the library on Wednesdays from 
3:30 until 6 p.m Current students may also pick up year¬ 
books for graduates during lunch this week or in Room 
216 before school. There is also have a limited number of 
extra yearbooks, which may be purchased for $72.08, 
which includes tax 

ALL STUDENTS 

Students are reminded to turn in health forms, general 
information forms, and signed release forms to home¬ 
room teachers 

COLLEGE BOUND JUNIORS 

The PSAT test will be given on Wednesday, Oct 15, to 
interested, college-bound juniors. This is the same test 
that.sophomores are given each year as part of the career 
development program. Juniors may choose to retake the 
test Students are reminded that this test can be used as 
practice for the new SAT test, and scores from the stu¬ 
dent’s junior year only are eligible for participation in the 
National Merit Scholarship Competition programs 
(Scores from the sophomore year are not eligible.) To re¬ 
take this test, juniors must register by paying a $13 test fee 
in the Counseling Center This is a fee charged directly by 
College Board Checks may be made payable to Northern 
High School The deadline for juniors to register for the 
PSAT is Wednesday, Oct. 8. 

DANCE 

The senior class is holding a casual dance after the 
football game tomorrow, Friday, Sept. 12, from 9 to 11 
p m The price is $5 per student 


Perfection 

offering: Plus 


k ratinComple\ 

hair therapy 

bvCXDPPOLA 


Specially formulated as 
rejuvenating treatment: 

- Can be used on all hair types 

- Eliminates frizz and curl 



- Gentle - will not cause hair damage 

- No unpleasant fumes or odors 

- Leaves hair softer, silkier and shinier 

- Less maintenance 

- Reduces daily styling time 





VlM OVFD Fu 

«OKTOBERFEST BAND An, 

* 4 00 p.m. - 7:00 p m 

Directed by Manning Smith 



© Alpine Lake 

700 W Alpine Drive. Terra Alta, WV 


JU4-7(tS-24tt1 or BOO-752-7179 

L ocated 23 Miles from Deep Creek Lake M0 

www alpinelake com 

Sponsored by fb* Alpine Lake Property Owners Committee 


■ Softer and silkier 
• Straighter and shinier 
- Faster and easier to blow-dry 
. - Reduces daily styling time 
I - Less maintenance - close to being 
"maintenance free" 


Call for appointment 

301 - 334-4747 

Located at the Castle, Oakland 




ACCIDENT 

The regular town meeting was held on Thursday, Sept. 
4, at the town hail 

•Clay Riley reported the water tank is scheduled to be 
delivered within the next few weeks. The pre-construction 
meeting for the Phase 1-B sewer project was held on 
Thursday, Aug. 21 The contractor was scheduled to start 
digging this week 

•Deputy Friend from the Garrett County Sheriffs Of¬ 
fice was present to discuss several problems throughout 
the town. Parents are reminded to tell their children not to 
stand in the roadway while waiting for the school bus. 

•A public hearing will be held on Thursday, Oct. 2, at 
7:30 p.m. at the town hall to update the residents on the 


progress of the water tank project Ordinance Amendment 
2008-4 will be discussed at the meeting as well. This 
amendment changes the late fee service charge from 1 5°o 
to 10%. This affects the customers who fail to pay their 
water/sewer bills by the due date 

•The council passed Resolution 2008-03 to participate 
in the Garrett County Community Legacy Program 
•The council agreed to check into becoming a Desig 
nated Neighborhood through the Maryland Department 
of Housing and Community Development 

•The Planning Commission and the council are sched¬ 
uled to meet with Jakublak & Associates to discuss the 
town's new Comprehensive Plan 

The next town meeting will be held on Thursday, Oct 
2, at 7:30 p m. at the town hall 

LOCH LYNN HEIGHTS 

•The Planning Commission meeting is scheduled for 
Monday, Sept. 15, at 6 p.m 

•The regularly scheduled meeting will be held on Tuev 
day, Oct. 7, at 6 p.m 

The town council of Loch Lynn Heights has perma 
nently changed the meeting time to 6 p m Meetings are 
held on the first Tuesday of each month 

All scheduled meetings are open to the public and are 
conducted at the town hall. 

•The clerk/treasurer’s office and the maintenance office 
will be closed on Friday, Sept. 12. 



08 Pontiac G5 

$ 


Now 5 15,595 88 NOW $ 19,417 


SKICK OFF TO 
GREAT SAVINGS! 


08 Chevrolet Impala LS 

$1 n #,-■ -* 13 * 



4 cyl., AT. A/C, AM/FM/CD, 
Anti-Lock Brakes, Red. 
*80607 


3.5 V6, AT, A/C, PW, PL. Tilt, 
CR, AM/FM/CD, Floor Mats, 
and much more. #80614 




08 Buick Lacrosse CX 

$01 CC075 


08 Buick Lucerne CX 

$oo nm 83* 


NOW 21,558 NOW s 23,901 



3.8 V6, AT, A/C, PW, PL, Tilt, CR, 
6 pass, seating, and much more. 
*80556 


3.8 V6, AT, A/C, PW, PL, 
Tilt, CR, 6 pass, seating, 
and much more. *80338 




08 Chevrolet Vz T. Reg. Cab 

Now S 18,990 00 


08 Chevrolet Equinox LS 

Now S 21,847 33 



4x4. 4.8 V8, AT, A/C, Chrome 
Wheels, Grille, Locking Rear, 
and much more. #80193 


AWD, V6, AT, A/C, PW, PL. 
Tilt, CR, Floor Mats, and 
much more. #80383 


08 GMC Vz T. Ext Cab 

$o#z -ycn88* 


08 GMC Yukon XL SLE 

$- 


Now $ 24,750 88 * Now *33,652 


i95* 


4x4, 5.3 L. V8, AT, A/C, 
Z-71 Pkg., SLE Pkg., 
P. Seat, Tow Pkg., and 
much more. #80634 



4x4. 5.3 V8, AT. A/C, 9 Pass., 
PW, PL, Tilt, Tow Pkg, and much 
more. #80166 

Save Over $10,000! 




08 Cadillac Escalade EXT ESV.Super Low Price! $37,900 

#776591, Navigation system leather power seats heated seats Keyless 
remote start, running boards Black 29 000 mi 

08 Chevrolet Uplander..Factory Warranty! $14,900 

#776581, 6 cyl auto. A/C. 7 passenger PW PL. tilt, CR AM. FM/CD keyless 
entry White 19.000 mi 

08 GMC Sierra 3500 Reg Cab 4x4.Only 4.000 Miles! $23,900 

#776491 6 0 L V8. auto. A/C W/T tilt wheel automatic headlamps 
AM/PM/CO bugshield vent shades White 

08 Saturn Vue XE AWD.Factory Warranty! $18,900 

#776691 3 5 L V6. auto. A/C. alum wheels PW PL bit. CR Silver Metallic 
20 000 m 

08 Subaru Forester Sport X AWD. $17,990 

#776671,2.5 L 4 cyl, auto. A/C, PW. PL, bit, CR AM/FMCD alum wheels 
Gray Metallic. 23 000 mi 

08 Pontiac Grand Prlx Sedan.Super Sharp! $15,900 

#776651, 3 8 L V6. auto A/C power seal PW. PL. loglights rear spoiler 
AM/FM/CD Victory Red 22,000 mi 

08 GMC Acadia SLT AWD.Dual Sky Scape Sunroof! $33,900 

#776631, 3.6 L 6 cyl, auto leather power seal PW. PL. tilt CR. alum 
wheels, real DVO, center buckets, 18 000 mi 

08 Chevrolet Impala LT.Factory Warranty! $15,900 

#776741, 3 9 L 6 cyl auto AC, PW PL power seat keyless entry, Gray 
Metallic. 23.000 mi 

08 Cadillac SRX AWD .Factory Warranty! $28,900 

#776771, 3 6 L V6 auto, A/C. PW PL power seat leather keyless entry 
only 13.000 mi 

07 Buick Lucerne CXL.$19,900 

#776131. 3 8 L V6. auto A/C leather seating Onstar keyless remote entry 
power seat. PW PL tilt. CR. 21 000 mi 

07 Nissan Xlerra 4x4.$17,490 

#776461 4 0 L 6 cyl, auto AC alum wheels root rack PW PI tilt 
AM/FM/CD. loglights. Yellow. 29 000 mi 

07 Mitsubishi Endeavor LS AWD.$15,900 

#776451 3 8 L 6 cyl auto AC PW PI AMTM CD, alum wheels till root 
rack. Dk Red Metallic 29 000 mi 

07 GMC Yukon Denali .Factory Warranty! $34,900 

#776561 6 2 L V8 auto leather quad seating 7 passenger, tow pkg 
running boards alum wheels loglights. sunroof Black 28 000 mi 



□AUTO mall 


Oakland, MD 




Chevrolet BUICK 

4r 4/n enter ftevohtbar *•*• 


Pum tor Vie Soul 


Pixjttssnrml Gndt 


‘All prices include oil applicoble incentive prices Price does not include MVA fees oi 
state soles tax Price does not include $89 DOC fee Prices good until 9/30/08 

07 Toyota RAV 4 Sport AWD.$19,490 

#776681.4 cyl. auto. AC sunroof PW PL tilt. CR, root rack alum wheels. 
White. 37,000 mi 

07 Jeep Patriot 4WD.$13,900 

#775951, 3 7 L 6 cyl auto. AC leather power windows locks & mirrors 
roof rack, bit. CR, Khaki Metallic, 32.000 mi 

07 Chevrolet Coball Sedan LT.GM Cerlilied! $11,500 

#775981,2 2 L 4 cyl, auto. AC PW. PL. tilt. CR AM'FM CO Silver 32.000 
mi. 

06 Chevrolet Silverado 1500 Crew Cab LT 4WD.$13 900 

#705321. 5 3 L V8, auto bucket seats w'console. Z-71, fever 's akoy 
wheels tow pkg PW PL tilt. CR 21.000 mi 

06 GMC Envoy SLE 4W0.Very Clean' $14,900 

#700952.4 2 L 6 cyl. auto AC, PW PL tilt CR, keyless entry, tow pkg 
49 900 mi 

06 Toyota 4 Runner SR5 4WD.$20,500 

4 0 L V6, auto AC PW PL tilt, CR. alum wheels root rack tow pkg , Black. 
29,000 mi 

05 Buick Rendezvous CXL AW0.Nice! $14,500 

#775921, 36L V6 auto leather seats power seat. PW PL AC AM/FM/CD 
59 000 mi 

05 Honda Pilot EX AWD.$14,900 

#776721. 3 5 L 6 cyt, auto AC power seat power windows locks & 
mirrors Am/FMCD, tilt. CR Lt Blue Metallic 52 000 mi 

05 Buick LeSabre Custom.$11,500 

#803412, 3 8 L V6 auto. AC AM/FM/CD, power seat PW PL tilt CR 
keyless entry. Silver Metallic 42 000 mi 

05 Subaru Legacy GT AWD.$14,900 

#806111,4 cyl, 5 spd AC sunroof rear spoiler alum wheels PW PL tilt, 
CR. Lt Green Metallic. 69 000 mi 

05 Chrysler Crosslire.Clean! $13,900 

#776661.3 2 L 6 cyl 6 spd manual PW power door locks tilt CR 18- 
alum wheels Black. 46 000 mi 

04 Hyundai Santa Fe LX AWD.$10,900 

#802891 6 cyl. auto. AC leather loglights alum wheels PW PL bit. CR 

Dk Red 62 000 mi 

04 Chevrolet Silverado 1500 LS Ext Cab 4x4 $14,900 

#775621 5 3 L V8 auto AC PW PL tilt CR NeH Bars tow pkg 7 71 

pkg loglights bedlmer 55 000 mi 

04 Dodge Dakota Ext. Cab 4x4 .$12,500 

#802621 4 7 L V8 auto AC. bedlmer alum wheels tilt SLT tnm loglights 

CR Green 46.000 mi 

04 Chevrolet Corvette 6 Speed Coupe.Local Trade! $17,900 

#805102. 5 7 L V8, leather PW PL tilt alum whls Pewter Metallic. 66 000 

Look lor our 
Giant Flan! 

We support our tonnftx \ 
troops with pride and honor 

wwjieamoneauto.com 

■34*1494 • 800-458-6695 

Mon.-lnurs., tt-7; hi., o-b, bai., b-<( 
12899 Garrett Highway, Oakland, MD 

Across from Wal-Mart Super Center Minutes trom Deep Creek 
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Gallery Hosting 
Green's "Thread 
Of Ariadne" Show 

The Garrett County Arts 
Council has announced an 
exhibit by artist Fabian 
Green of Terra Alta, W.Va., 
titled "Thread of Adiadne," 
consisting of two full-sized 
human sculpted figures and 
eight busts, along with 
mixed media canvas art 
including oil, acrylics, and 
photography. 

The exhibit will be on 
display at the Gallery, lo¬ 
cated along Alder Street in 
Oakland, from Sept. 15 to 
Oct. 31. A reception at the 
same locale for the artist is 
slated for Oct. 2 from 5:30 
to 7 p m. Everything on 
exhibit will be for sale, 
Green noted. 

Green said his art is in¬ 
spired by recurring dreams 
of long confusing hallways 
and dark courtyards sur¬ 
rounded by stone In re¬ 
searching something that 
resembles the images, 
Green said he stumbled 
upon a the story of a prin¬ 
cess, Ariadne, which led 
him to create images of her. 

"Using recycled newspa¬ 
per from The Republican 
newspaper office, I've cre¬ 
ated/sculpted two full hu¬ 
man figures (including the 
princess Ariadne) and eight 
busts from my imagina- 
i tion," the artist said. 

"In the exhibit I’ll also 

* artistically explain the rela- 

• tion of Ariadne to the con¬ 
stellation Corona Borealis, 
the Northern Crown, by 
using thread, shadow boxes, 
and vinyl mirrors," he 
added 

Green said according to 
myth, Ariadne is the daugh¬ 
ter of King Minos of Crete 
and his wife Pasiphae. 

"Her story begins with a 
chance encounter with a 
handsome stranger She 
falls in love with the Greek 
hero Theseus. They meet in 
Crete, where Theseus was 
sent to kill the deadly Mino¬ 
taur According to the 
myth, it was Ariadne who 
helped Theseus escape the 
Labyrinth (which was the 
Minotaur's lair) by supply¬ 
ing the hero with thread 
used to navigate the tangled 
passages. In appreciation 
for her assistance, Theseus 
promised to make Ariadne 
his bride, and he takes her 
with him when he leaves 
Crete and sails for his home 
in Athens 

"But something happens 
on the way to Athens Dur¬ 
ing their journey, Theseus 


•THREAD OF ARIADNE" is the title of a new 
multi-media exhibit to open at The Gallery in Oakland 
on Monday. The display is the work of Fabian Green 
of Terra Alta, W.Va. The exhibit is based on the myth 
of Ariadne and her love encounter with the Greek hero 
Theseus and then her rescue by Dionysos. See story. 


stops to rest on the island of 
Naxos (also known as Dia) 
When he again sets sail, he 
leaves Ariadne alone on the 
island. Ariadne is devas¬ 
tated," Green explained 

"As she cries and laments 
her cruel fate, a miraculous 
event takes place," the artist 
continued. "The god Diony¬ 
sos appears, in all his divine 
glory, and rescues the for¬ 
saken heroine In some ver¬ 
sions of the myth. Dionysos 
then marries Ariadne Dio¬ 
nysos brings her external 
glory by throwing the crow n 
on her forehead into the 
sky, and as it soars through 
the heavens, its jewels are 
changed into shining fires, 
now called the Corona Bo¬ 
realis." 

Green said that "Ariad¬ 
ne's thread" is now the term 
used to describe the solving 
of a problem with multiple 
apparent means of proceed¬ 
ing - such as a physical 
maze, a logic puzzle, or an 
ethical dilemma through 
an exhaustive application of 
logic to all available routes 

"If a contradiction re¬ 
sults, then one must back up 
to the last decision made, 
mark it as a failure, and try 
another decision at the 
same point. If no other op¬ 
tions exist there, back up to 
the last place in the record 
that does exist, mark the 
failure at that level, and 
proceed onward," he said 
My interpretation is, basi¬ 
cally, to travel forward to 
the unknown, but allow 
yourself to find your way 


back." 

Green is the executive 
director assistant at The 
Gallery, and an ad represen¬ 
tative and designer for The 
Republican newspaper He 
earned an associate's degree 
in visual communications 
from the International 
Academy of Design and 
Technology in Fairmont, 
W Va., and studied com¬ 
puter animation at the Art 
Institute of Pittsburgh. 

The exhibit will open on 
Monday, Sept 15 


Enrollment Hits 

Continued from Page A-l 
Maryland have been enroll¬ 
ing in Garrett College in 
recent years, as well as stu¬ 
dents from out of the state 
"This year we enrolled stu¬ 
dents from areas such as 
DC., Ohio, Pennsylvania, 
and New York," noted 
Dean of Students Ed Robin¬ 
son "What our students are 
realizing is that we can offer 
them a true college exjjeri- 
ence, allowing them to go 
away to college, stay in our 
residence halls, and have a 
slate of activities in which to 
participate.” 

The college has seen a 
major increase in students 
living on campus this year 
as well. Since the new resi¬ 
dence hall has been com¬ 
pleted, which allows the 
housing of 184 students, the 
dorms are nearly at capac¬ 
ity. 

The school year began 
with an orientation week- 
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www.garrettarts.com 

FRIDAY, Sept. 12 

• Forbidden Broadway "Special Victims Unit” oil-Broadway musical revue. Frostburg 
State University's Cultural Events Series, Pealcr Recital Hall, Performing Arts Center, 
Frostburg, 8 p m Tickets; $18 for adults, $13 for those younger than 17. Information: 1- 
866-849-9237 or ces.frostburg.edu 

MONDAY, Sept. 22 

• David Parker, a performer who blends music, movement, and humor Frostburg 
State University’s Cultural Events Scries, the stage at Mountain Ridge High School, 
Frostburg, 7:30 p m Free with ticker required Information: 1-866-849 9237 or ccs frost¬ 
burg edu 

SATURDAY, Sept. 27 

• High Strung, fiddle fest offering a diverse fusion of cultures and musical styles with 
an eclectic mix of music, song, and dance Frostburg State University's Cultural Events 
Series, Main Arena, Cordts PE Center, Frostburg, 8 p m Tickets: $18 and $13 for adults, 
$13 and $7 for those younger than 17 Information I 866-849 9237 or ccs frostburg edu 

EXHIBITS 

t hrough Sept 12 "Transition." an exhibit of watercolor, monotype prints, and col¬ 
lage by Sue Arnson, at the Gallery, 206 F. Alder Street, Oakland. Monday through Sat¬ 
urday, 10 a m to 5 p m Info 301-334-6580 or www garrettarts.com 

From Sept 15 through Oct. 31 "Thread of Ariadne" exhibit along with mixed me¬ 
dia display including oil, acrylics, and photography by Fabian Green The Gallery, 206 
F Alder Street, Oakland, Monday through Saturday, 10 a m to 5pm Info: 301-334- 
6580 or www garrettarts com 

Serving the Garrett County Arts Community Since 1976 

Gar red Couniy AMs Council 

206 E. Alder St., Oakland, MD 21550 CpCC' 301 -334-6580 
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A TALE OUT OF LUCK 
by Willie Nelson (with Mike Blakely) 

c. 2008, Center Street Publishing, $21.99, 256 pages 

Review by Terri Schlichenmeyer 
Let’s say someone wronged you. They cut you off in 
traffic; stole from you; backed into your car and didn’t 
leave a note; hacked into your computer and left a virus. 

Things like that make you mad, and you probably plot 
all kinds of revenge ranging from mild to murder. Some¬ 
times, though, getting back at someone gets you nothing 
but trouble. 

In the new novel A Tale Out of Luck by Willie Nelson 
(with Mike Blakely), an old crime follows former Texas 
Ranger Hank Tomlinson, and someone wants revenge 
The problem is, Hank’s innocent. 

In small towns, word travels fast. So when Hank Tom¬ 
linson brought a fine racing mare from Kentucky to tiny 
Luck, Texas, everybody knew about it. 

Hank was famous in them parts Once a Texas Ranger, 
then the founder of the town and owner of Broken Arrow 
Ranch, everybody knew Hank and liked him well 

Everybody, that is, except the neighbors at the Double 
Horn Ranch. Still, the Tomlinsons got by fine with Jack 
Brennan and his men at the Double Horn 

Then Hank’s mare went missing on his sons’ watch 
As if rustlers weren’t enough of a problem, a stranger with 
arrows in his body and a branding rod in his possession 
was found near the Broken Arrow, and soldiers in nearby 
Fort Jennings attacked the Comanches with little provo¬ 
cation Being unarmed in Indian Country was suddenly a 
foolish and dangerous thing 

When someone came pokin' around, asking about the 
stranger’s murder, things got even worse. 

As Hank’s sons Skeeter and Jay Blue went in search of 
the missing mare, Hank found himself in the fight of his 
life. Years before, three of his fellow rangers were killed, 
and rumor was that Hank murdered them The distinctive 
markings on the arrows found in the stranger were identi¬ 
cal to the ones that killed Hank’s friends. Hank knows the 
arrows come from someone aimed at revenge, but he has 
no alibi and the state police are on their way to arrest him 
With the help of a heart o'gold saloon keeper, an al¬ 
bino ex-slave and his Mexican wife, two wet-behind-the- 
ears boys, and several ranch hands, Hank tries to save 
himself from the noose before time and Luck run out. 

Well... All I can say is that author Willie Nelson might 
want to keep his day job 

That’s not to say that this is a bad book, because it’s 
not But alas, it’s not a great book, either 

A Tale Out of Luck lacks the poetry of good westerns 
and its authenticity is questionable, particularly the lan¬ 
guage While the characters are likeable, they’re typical 
western fare The ubiquitous cowboys-and-lndians battle 
scene is exciting, but culminates in a silly ending with just 
too many ho-hum, saw-that-one-coming coincidences 
This book reads well enough, but could be better, that’s 
all It’s merely okay 

Readers who put cowpoke novels on then reading list 
just for something different might like this book If you’re 
a die-hard western fan looking for the next L Amour or 
Kelton, though, you're out of luck here. 


end, a three-day event in¬ 
cluding food and activities 
Residential students were 
greeted on move-in day by a 
student welcoming team, 
pizza, and a movie Labor 
also offered a barbecue. Slip 
'n Slide, and other outdoor 
activities. 

Several other activities 
have been planned through¬ 
out the school year, includ¬ 
ing a beach luau, family 
day, a winter and spring 
formal, a talent show, and 
Garrett College Olympics 
In addition, the school reno¬ 
vated its loft area over the 
summer to give students a 
place to lounge, interact, 
and relax with one another 
before, between, and after 
classes The loft will also 
serve as a venue for movie 
nights, dances, parties, and 
pool tournaments. 

Those seeking additional 
information may contact 
Melissa Parker at 301-387- 
3010 or via e-mail at 
melissa.parkerfK garrettcol- 
lege.edu 

Discuss Impact 

Continued from Page A-l 

access to Garrett County’s 
historic, municipal, and 
environmental treasures and 
that link to trails outside the 
county " 

The new organization is 
the evolution of a long-term 
Commissioner Task Force - 
The Recreational Trails 
Task Force - and Chamber 
of Commerce Committee 
The new organization struc¬ 
ture is intended to support 
the expansion of the private 
resources and volunteers 
working on trails in the 
county 

"Nothing that we do in 
the county will have as posi¬ 
tive an impact on as many 
people for as little money as 
supporting the development 
of a network of trails." 
noted Green, in an attempt 
to make the case for more 
trails and a more connected 
trail system "Having recrea¬ 
tional trails throughout the 
county has an economic 
development impact . and 
a health impact. 

Garrett Trails is an ex¬ 
ample of public/pnvate 
partnership and of "the syn¬ 
ergy that can be created 


through passionate people," 
noted Paige Teegarden, a 
consultant assisting Garrett 
Trails The organization has 
an advisory committee 
made up of representatives 
from many state and local 
agencies, including DNR, 
Garrett Roads, local and 
state planning departments, 
State Highway Administra¬ 


tion, the Health Depart¬ 
ment, and Economic Devel¬ 
opment 

Local businesses are en¬ 
gaged with Garrett Trails 
through the fundraiser, the 
Taste of Garrett, and local 
hikers, bikers, skiers, and 
other business owners arc- 
involved as board members 
or members of the organiza¬ 
tion’s three committees - 
Trail Development, Map¬ 
ping & Public Awareness, 
and Resource Development 

"Garrett Trails is as inter¬ 
dependent and connected as 
the network of trails we 
seek to create," stated Tee- 
garden "With the support 
of so many in the county we 
will succeed in creating a 
trail system the rival of any 
in the country.” 

Those seeking more in¬ 
formation about Garrett 
Trails or who wish to volun¬ 
teer should contact Tee- 
garden at GarrettTrailsto- 
gmail.com. 

Watermen Say 

Continued from Page A-5 
according to calculations he 
did with the Chesapeake 
Bay Seafood Industries As¬ 
sociation, a seafood-pro- 
cessing non-profit of which 
he is president. 

The restrictions, which 
prohibit recreational crab¬ 
bing of all female crabs ex¬ 
cept soft crabs, arc among 
the most severe evei to 
come to the Chesapeake 
Bay. 

The last time there were 
restrictions on crab fishery 
was in 2001, but that effort 
at reducing harvest numbers 
had little effect on increas¬ 
ing the blue crab popula¬ 
tion, Davis said. 

"The big difference be¬ 
tween what hapjjened previ¬ 
ously and these regulations 
is that the last time Virginia 
did not close [its] harvest. 
These regulations are bay- 
wide," she said 

Larry Simns, president of 
the Maryland Watermen's 
Association board of direc¬ 
tors, said restrictions are 
misdirected He said the 
better strategy would be 
combating nutrient pollu¬ 
tion, long a problem in the 
bay because of the contribu¬ 
tion of phosphorous- and 
nitrogen-dumping to "dead 
zones," oxygen-depleted 
areas in the water. Crabs 
require oxygen to live. 

"You got to be harsh on 
developers and you got to 
be harsh on municipalities," 
Simns said "You can't keep 
dumping in the bay. and 
expect to have a resource 
there." 
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Robin and Linda Williams 
and Their Fine Group 

A hearty blend of bluegrass, folk, 
old-time and acoustic country. 

Saturday, Sept. 20-7:30 PM 
Palace Theatre, Main St., Frostburg 

SIS general admission. $13 m advance* 

$8 students/children 17 and under 

Allegany Arts Council members 

S12 in advance. S13 at the doot 

*at Mam Street (toots. Frostburg, Allegany Arts 
Council, Cumberland, or call 301 687 3124 


FRIDAY, SEPTEMBER 19 

Symposium: The Appalachian Environment 

Noon -6PM* Frostburg State University 

Appalachian film festival 

8 PM • Palace Theatre, Main St., Frostburg 


SATURDAY, SEPTEMBER 

Appolochion Feslivol 

TO AM 6 PM *FSU Upper Quad 
Free Admission 

• Regional Music 

• Traditional Arts & Crafts 

• Appalachian Dance 

• Appalachian Food 

• Cultural Programs 

• History Presentations 

• Environmental Talks 

• Children’s Activities 

• Goat Milking 

• Beekeeping A morel 

(SU n MmvMrteO ro mating ad M nr programs, 
terriers amt anmnirs a<rrst*lf to person <mn 
PnaNinei Mr aiiommodanon <alt Ml M7 4107 
or use a V00 a 1 R00 71S.77S8 
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Sponsored by: 

Allegany Ms Council 
City of frostburg 
(ml Peoples (ommunsty FCU 
Frostburg! list 
frostburg State University 
Mam Street Books Frostburg 
Maryland Historical trust 
Maryland Slate Arts Council 
Maryland Traditions 
Historic Palace Theatre 
WfWM Radio 
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STATE UNIVERSITY 

www fmdhurj eiiu/tvenlt/nfrd 


The Republican 

POETIC LICENSE 

Garrett County, Martflantl 


A BREATH FROM ETERNITY 

A most tragic day in our history, 

That September 11th in New York City 

When vermin slaughtered three thousand or more, 

And put our rescuers at death’s door. 

Many wouldn't survive this calamity. 

They were only a breath from eternity. 

Then the Twin Towers fell with a horrendous crash, 

And half the city was filled with ash 
A nation watched aghast and in shock, 

As the survivors escaped the smoldering rocks. 

Helped on their way by the pride of the city, 

All were just a breath from eternity. 

They knev' the risks all too well 
Prepared to fight the fires of hell 
Police officers, firemen, and security, 

Many lost their lives in this catastrophe 
Let them never be lost to obscurity, 

Our heroes who went on to eternity. 

How must they go on, the families, sons, and daughters, 
Of those who were caught in this senseless slaughter? 

And our heroes who gave all they could give, 

So that their friends and neighbors could live. 

We know we ll be with them eventually, 

Because they’re in God’s special place in eternity 

September / 1, 2001 — May we always remember them, as well 
as the victims of riiglii 93 and those at the Pentagon. 

Jerry Ruby 
Oakland 


GARRm 

Cinema! 


Call for Movie Times 

(301) 387-2500 


GIFT CERTIFICATES AVAILABLE 
FRIDAY, SEPTEMBER 12th - THURSDAY, SEPTEMBER 18th 


RIGHTEOUS KILL 


Robert O* Niro 


* FRI 4 50 710 9® 


— 1 Fffl«a 73)945 

SAT-SUN 1200.230 4 56 720 9 45 
MON-THURS 510 745 


BURN AFTER READING _ 

G*or«* cioonpy rur 

Frpncpp McDormavx) 

FRI 420,650,920 

E SAT-SUN 1130 200 420 650 920 
MOfTHURS 540 806 


RRIDESHEAD REVISITED 


Emma Thompson 
Nhchaal Gambon 


FRI 630 915 

SAT-SUN 1230.330 6 30 915 
MON-THURS 4 50 7 40 


TROPIC THUNDER 


FRI 500,715 9 40 
SAT-SUN 1210 2 40 500 715 9 40 
MON-THUHS530 7 50 


THE WOMEN 


iv-1> 


BEER FOR FRI 510 950 

MY HORSES SAT-SUN 510 950 

[pcaal MON-THURS 8® 1 


MAMMA MIA 

sing along 
VERSION STARTS 
SATURDAY f?»l3 


SAT-S 


HOUSE BUNNY 


Anna Farit 
Emma Stona 


FRI 430.705 925 

'm-u. SAT-SUN 11 40 210,4 30 705,925 
MON-THURS 550 810 


BANGKOK DANGEROUS 

Nkcolaa Cag* 


E 


FRI 440 700,935 

SAT-SLft 1205 225 440 700 935 , 

MON-THURS 525,755 J 


Showtime* Available at www.garrett8cinema.cor 
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Tom DeLuca 

Hypnotist 

Saturday, October 4, 2008 
at 7:30 p.m. 

1 Garrett College Auditorium 

Adults SI7 • Students $7 

FREE for children 5 years and younger 

(but children need a ticket) 

The Hippist Hypnosis Show # 

Volunteers from the audience are hypnotized 
and do crazy and interesting things Tom has ap¬ 
peared on Good Morning America, CBS Morning 
Show. Dateline NBC, CNN, PBS and many other ’ ■ 
national television and radio talk shows. He is a 
hot item on the college circuit! 

Sponsor Partners: 

LAOC, Jim and Brenda Shank 

GLAF Season Sponsors: ( we Banket Deep Creek Realty, f lrs6»^ 

Jj 

Herbert H letghlon. M D Smcell Publishing Company. Total Btt 
Fulfillment and Wiso Resort Large gifts and grants have been given 
by Audrey and Howard Naylor The Garrett County Arts Council. The 
■Hyland State Arts Council Mid Atlantic Arts Foundation National 
Endowment 7t the Arts and Pennsylvania Performing Arts on Tout 


i a r -srvrv 
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GLAF 2008 


PARA I 


llUfJ 




Tickets available online. 

www.artsandentertainment.org 
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News from Preston. Tucker. Grant and Mineral Counties. 


AURORA/EGLON 


CI ASS OF *46 
(Correction) 

The class of 1046 re¬ 
cently held its 62nd year 
reunion at Donna Jean's 
Restaurant on Aug 23. 
Those attending were Nada 
(Kitzmiller) and Grover 
Evans, Elkins; Ruby 
(Evans) and Bill Skinner, 
Mtn. Lake Park; Mona 
(Summerfield) Herring, 
along with her daughter, 
granddaughter, and great- 
granddaughter, Confluence, 
Pa.; Jerry and Mary Lou 
(Wiles) Watring, Lambert 
ville, Mich.; Donald and 
Elizabeth (Knotts) Stemplc, 
Bruceton Mills; and celebra¬ 
tion planners Richard and 
Alice (Wilt) Schrock, Oak¬ 
land The group will make 


this an annual event and 
will meet again in 2009 
CHICKEN BBQ 
A chicken barbecue din¬ 
ner will be held by the 
Aurora Area Historical So¬ 
ciety on Sunday, Sept. 14, 
at the old store in Aurora, 
W.Va. Featuring famous 
John Slawter chicken, the 
serving will begin at 11 a m. 
and will continue until the 
food is gone. Baked beans 
and coleslaw will also be 
served as part of the meal. 
Guests may eat in or take 
out Reservations shotiM be 
made for those planning to 
eat in by calling 304-735- 
5831. Take-outs may be 
ordered at the same num¬ 
ber. A donation of $7 is to 
be paid at pick up. 


mif; S. LONG & FOSTER REAL ESTATE, INC.' 1 

(il? ;{wirrnn til 200 South George Street. Cumberland. MD [3 
T'V hK 301-722-4700-1-800-531-9425 • 1 800-836-7858 

REAL (Sim IX. lonqandlostef com 


Grantsville/Frostburg GA6708375 $300,000 


<wf. 


Move right inlo this totally remodeled gorgeouf 4 bedroom, 2 'A hath 
rancher on 2 heautiful acres in the desirable Blue Lick Commons 
community. Spacious great room w/gas fireplace, large kitchen »/lots 
of granite counter space, huge master suite w/jacuzzi tub & two walk- 
in closets, formal dining room (or den), over-sized 2 car garage, lots of 
storage. 25 minutes from Cumberland or Deep Creek. 

Listing Agent and Property Owner: 

Alan Gill • 301-616-6320 Cell 
alan.gillfa longandfoster.com 
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567 Glendale Road, oorr out 

Silver Tree Center 301-387-8333/ 


IS 


Beautiful Lakefront Location! 


| Monday Madness: 5-7 p.m. i 
Half priced menu items 
and appetizers. 

Happy Hour 
Drink Specials 

(at the bar only) 

Wednesday: 

Order a bottle of wine 

and receive 20% off 
of your wine bottle purchase, j 
Available in restaurant and bar ! 


Tuesday: 

Family Style Dinners 
Bring your family, friends 
or office for an Italian family 
style dining experience! 


Thursday: 

Live JAZZ 

from 7-9:30 
with Jenny 
and Nathan Wilson 


9 


Join us for Happy Hour: 
Mon. • Fri., specials every night! 

$1 Domestic Draft 
$2 Domestic Bottle 
$3 Rail Drinks 
$4 Well Drinks 
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NAMED NATIONAL JUMPER CHAMPION - Terra Alta resident Ashley Ball 
recently competed in the 2008 National Welsh Pony Association Show in Syracuse, 
N Y. The 12-year-old brought home many ribbons, including those for grand cham¬ 
pion jumper and reserve champion western. Ashley placed first in hunter over 
fences and hunter under saddle, with ribbons in showmanship, trail, western 
pleasure, and English pleasure. Ashley was accompanied by her trainer/coach 
Carol Burdick, owner and operator of Terra Alta Lake Welsh Farm, home of the two 
Welsh ponies Ashley showed. She is the daughter of Mark and Sheri Ball. 


INSTRUMENTS 

NEEDED 

The music teacher at 
Aurora School has a lot of 
interested students wanting 
to learn to play an instru¬ 
ment, hut are unable to af¬ 
ford new ones. Those who 
own instruments that are no 
longer in use might consider 
donating them to the school 
to give students the oppor¬ 
tunity to learn to play. Do¬ 
nations may be dropped off 
at the school, or pickup of 
instruments may be ar¬ 
ranged by calling 304-735- 
3781. 

BETHEL UNITED 
METHODIST CHURCH 

The annual Texas gospel 
sing at Bethel United Meth¬ 
odist Church is scheduled 
for Sunday, Sept. 28, begin¬ 
ning at 1:15 p.m Area 
church choirs and other 
groups will be providing 
music. 

PERSONAL 

Private J jshua Waters 
was home on leave over the 
Labor Day weekend 
Joshua joined the Army in 
April and completed basic 
training from Fort Sill, 
Okla , in July. He was 
transferred to Virginia, 
where he is training for his 
AIT as a geospatial engineer 
and will graduate AIT in 
November. While home, 
Johsua's family celebrated 
his birthday with a dinner 
hosted by his wife, Laura 
Roberson-Waters In atten¬ 
dance were his parents Ray 
and Cheryl Strawser, Swan- 
ton, and Laura's parents, 
Terri and Jeff Roberson, 
Aurora, and several close 
family and friends 

Benefit Hymn Sing 
Slated In Mt. Storm 

The Mount Storm 
United Methodist Church 
will hold a benefit hymn 
sing on Saturday, Sept 20, 
at 7:30 p.m. featuring the 
Potomac Valley Men's 
Choir. 

Admission is free, but a 
"love offering" will be taken 
to help pay for Amy War¬ 
ner's medical expenses 

The church is located 
along Rt. 50 in Mt Storm 


TM 


DANCE YOUR WAY INTO fit NESS! 

At The Balanced^ Body Studio 

On ABC's hit show" Dancing with th« Stars ”, 
countless pounds are shed and bodies are transformed 
right before our very eyes. Now it's YOOR turn to 
dance your way into fitness using elements of well 
known dance steps! Taught personally to you by 
Professional Ballroom Dancer and Instructor Jennifer 
Christophel, using your favorite rock and roll, soul 
and swing hits music. Come join the fun and gain 
confidence on the dance floor while building a 
stronger and welt toned physique! 

TUESDAYS 6:00 -6:95PM - couples only 
WEDNESDAYS 6:00-6:95 PM - singles only f 

RSVF is required. 

110 per person per single class 
$8 card rate 

Call 301-387-7S8S 


TERRA ALTA NEWS 


TERRA ALTA 

BETTERMENT INC. 

The Walker Brothers 
Circus was a successful 
fundraiser for Terra Alta 
Betterment Inc. (TABI). 
The organization thanked 
all who supported this ven¬ 
ture 

Persons who have sug¬ 
gestions for projects or other 
activities for TAB! may 
contact Carol Burdick or 
any other TABI member 
TERRA ALTA 
PUBLIC LIBRARY 

Community Educational 
Outreach Service (CEOS) 
members Nancy Hoffman 
and Crystal White led the 
Wednesday afternoon story 
hour at the Terra Alta Pub¬ 
lic Library with leaves as 
the subject Cadin Garlitz, 
Makayla Garlitz. Arrabella 
McCloud, and Chase Gar¬ 
litz learned about develop¬ 
ing of roots and growth. 
The children then made 
their choice of leaves: oak, 
maple, or hickory These 
were made in fall colors for 
the decorations on the li¬ 
brary table, and each child 
also took one leaf home. 
These afternoon story hours 
will continue , on ttypdncs- 
days at 3 30 p.m 

Those recently donating 
materials to the library .ur 
Zoe Hanks, Grace Athey, 
Linda Himelrick, Brian 
Schoolcraft. Lawrence Sy- 
polt, and Doug Auvil 
These donations consist of 
books, periodicals, items of 
interest for genealogy re¬ 
searchers, and toys or puz¬ 
zles. 

ALPINE OCTOBERFEST 

The Alpine Lake Resort 
Property Owners Associa¬ 
tion will host the 9th annual 
Octoberfest on Saturday, 
Sept 20, noon until dark at 
the boathouse, rain or 
shine. Admission is free. 

The day will feature 
homemade German food, 
hayrides, line dancing, Al 
pine games, and music by 
the Oakland Volunteer I ire 
Department Oktoberfest 


Ash 

Sheila 


tvivtv. balancedbodystudio.com 
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Decorating Dilemma? 

Sheila oilers helpful advice. 


Dear Sheila 

Where are you? I went to 
your store and found out you 
had moved 7 Are you still in 
business 7 What Is the deal 7 

I am in desperate need ot 
your services, but am not sure 
what they are anymore 1 

Perplexed 

Dear Perplexed 

Yes. we moved to 119 S. 
Second Street in downtown 
Oakland We are right next to 
Rudy's clothing We have 
definitely downsized out space 
but our services remain the 
same We are a full service 
design studio Whether it is a 
window, a room or a house , we 
can still do it all. 

I have decided to 
concentrate mainly on the 
design aspect, but we do have 
some beautiful original artwork 
and other specialty pieces We 
are open from W OO until 5 00 
6 days a week 01 course, we 
will always accommodate 
different times with an 
appointment 

Stop in and visit and see 
our new look' 

\ \ 

at DECORATOR S NOOK 


Schedule an in-home appointment 
with one ol our deiipnert 

nr visit us at 

119 S. Second St.. Oakland 
301 387 2355 


Band On Sunday, Sept. 21, 
breakfast will be served by 
the Alpine men at 8 a m at 
the Boathouse All are wel¬ 
come. 

NEIGHBORHOOD 

WATCH 

Neighborhood Watch, a 
crime prevention organiza¬ 
tion, meets every third 
Thursday of the month at 
the town hall, beginning at 
7 p.m. All residents are wel¬ 
come and encouraged to 
attend 

PSC Conservation 
Program Ranked 
33rd In Country 

Potomac State College of 
West Virginia University 
was named one of the top 
50 associate degree produc¬ 
ers in the nation for natural 
resources and conservation, 
as reported this summer by 
Community College Week, a 
national, biweekly inde¬ 
pendent source of in-depth 
information for and about 
two-year college faculty, 
administrators, and trustees. 

For its annual report of 
top degree producers, Com¬ 
munity College Week used 
data icported by the institu¬ 
tions to the Integrated Post¬ 
secondary Education Data 


System, or IPEDS, which is 
run by the National Center 
for Education Statistics. 
Community College Week 
compared, and then ranked, 
the number and average 
annual increase in associate 
degrees awarded between 
2005-2006 and 2006-2007, 
the most recent year for 
which data are available. 

Included under the natu¬ 
ral resources and conserva¬ 
tion field of study are Poto¬ 
mac State's forest resources 
production and manage¬ 
ment and general forestry 
courses Potomac State tied 
for the 33rd ranking, having 
graduated 10 students along 
with Hawaii Community 
College, Hawaii, Columbia 
College, Sonora, Calif; and 
Southeastern Community 
College, Whitevillc, N.C., 
in academic year 2006- 
2007. 

Potomac State offers an 
associate of arts degree in 
forestry with majors in rec¬ 
reation and parks manage¬ 
ment, resource manage¬ 
ment, wildlife resources, 
and wood industries. For 
more information, persons 
may visit www.potomac- 
statecollege edu, click on 
Academics, and then click 
on Academic Programs, or 
telephone 800-262-7332 or 
304-788-6820. 

Mk ~ 

* V,' ■ 

The recent births of two 
babies were announced this 
week, one girl and one boy. 

A son, Zachary Johann, 
was born to Naaman and 
Clara (Pctersheim) Miller, 
Oakland, on Aug. 6 at 
Garrett County Memorial 
Hospital. 

A daughter was born to 
Joshua P and Jolene 
(Brenneman) Custer, Swan- 
ton. on Aug. 28 at Garrett 
County Memorial Hospital 


NEED A LIM0 
301-501-LIMO 

deepcreektime* .com /limo 


Socioi 


Itlumeis CeieBxote 5Cth Gnnwexdcvuf 
tit} ‘Jlenewinq Jfieix Wedding Vow 3 


Robert ana Carol Rumer, 
Terra Alta, W.Va., cele¬ 
brated their 50th wedding 
anniversary by renewing 

Marriage Permits 
Recently Issued 

Eight couples recently 
applied for their marriage 
licenses, according to Son- 
dra R Buckel, clerk of the 
Garrett County Circuit 
Court. 

Anthony David Glover, 
25, and Paula Jean Beck¬ 
man, 23, both of Mtn. Lake 
Park 

Shawn Lee Gittere, 35, 
and Rox Ann Wooden, 45, 
both of Loch Lynn 

Justin Henderson Con¬ 
ner, 28, and Brandi Jo Wag¬ 
ner, 23, both of Grantsville. 

Joseph Terrence Spiker, 
35, and Summer Lynn Rho¬ 
des, 29, both of McHenry 

Robert Matthew Teter, 
42, and Odette Bridget 
Poston, 45, both of Terra 
Alta, W.Va. 

John Ono Workman, 29, 
and Jennifer Linn Barnard, 
29, both of Newville, Pa 

Joshua McBride Spiker, 
31, McHenry, and Shantelle 
Ann Brenneman, 21, Acci¬ 
dent. 

Larry Robert Flesher, 50, 
and Jennifer Lynn Flesher, 
49, (former husband and 
wife) both of Grafton, 
W.Va 


their vows at the Summit 
Inn, Farmington, Pa., on 
Aug. 23. The couple were 
married on Aug. 22, 1958, 
in Oakland 

They have four children: 
Robert Rumer, Baltimore; 
Donald Rumer, Houston, 
Texas; Barbara Ross, Glen 
Burnie; and Kimberly 
Gantt, Shrewsbury, Pa. Bob 
and Carol also have four 
grandchildren and one 
great-grandchild. 

Seventy guests from 
Texas, Virginia, Delaware, 
Maryland, Pennsylvania, 
and West Virginia attended 
the celebration. 


C/ornfshiMj&ioT 

Hestaumntdc! Lounge 


Join us for 


IFTTHTI 


Less expensive than you think... 
come see for yourself! 

EXCEPTIONAL FOOD 
CENEROUS PORTIONS 
CREAT PRICES 

Ask about our Dally Special! 
•Dine in err carry out 

830 Memorial Drive, Oakland 

301-334-6499 


www.artbutlerauto.com 


Cars 

08 Ford Taurus X SEL AWD 15.000k $19,989 
07 Ford Fusion AWD 18,000 mi. $17,989 
07 Chevy Cobalt 4 dr 33,000 mi. $10,989 

07 Buick Lucerne CXL 17,000 mi. $20,989 
06 Chevy Impala LT 33,000 mi. $13,589 
05 Chrysler 300 22,000 mi $15,989 

03 Chevy Impala 64,000 mi $7,989 

suv 

09 Nissan Murano 10.000 mi. 

08 Jeep Grd Cherokee 22,000 mi. 

08 Toyota 4-Runner 13,000 mi. 

08 Toyota 4-Runner 21,000 mi. 

08 Nissan Rogue 15,000 mi. 

08 Mitsubishi Endeavor 15,000 mi. 

08 Mitsubishi Endeavor 16,000 mi 
08 Mitsubishi Endeavor 21.000 mi 
07 Chrysler Aspen 35,000 mi. 

07 Jeep Grand Cherokee 30,000 mi 
07 Nissan X-Terra 36,000 mi 
07 Jeep Patriot 4x4 10,000 mi 
07 Toyota RAV4 28,000 mi. 

07 Toyota Highlander 27,000 mi 
07 Toyota Highlander 28,000 mi 
07 Toyota Highlander 27,000 mi 
07 Dodge Nitro SXT AWD 20,000 mi $15,989 
06 Jeep Liberty Renegade 32,000k $15,989 
06 GMC Envoy 35,000 mi. 

05 Jeep Liberty 29,000 mi 
05 Hyundai Sante Fe 22,000 mi 
05 Dodge Durango 50,000 mi. 

04 Mitsubishi Endeavor 56,000 mi 


$24,989 

$15,989 

$21,989 

$21,989 

$18,989 

$15,989 

$15,989 

$15,989 

$15,989 

$14,989 

$14,989 

$13,989 

$18,989 

$16,989 

$16,989 

$16,989 


$14,989 

$11,989 

$13,989 

$11,989 

$10,989 


Bad Credit? 
Check With Us! 


FOREIGN 

08 Mazda 3 18,000 mi. $14,989 

07 Hyundai Sonata 27,000 mi. $13,989 
07 Subaru Impreza AWD 40,000 mi. $14,989 
07 Nissan Sentra 11,000 mi. $14,989 

07 Suzuki Sx4 AWD 28,000 mi $12,989 

07 Mitsubishi Galant 16.000 mi $13,989 
05 Mazda 3 32,000 mi $13,989 

04 Toyota Camry LE 77,000 mi $10,989 

Truc ks 

08 Nissan Titan crew 4x4 22,000 mi. $18,989 
08 Dodge Ram quad 4x4 19,000 mi. $18,989 
08 Dodge Ram quad, 4x4 19,000 mi $18,989 
06 Chevy 1500 crew 4x4 52,000 mi $16,989 
07 Mitsubishi Raider crew 4x4 71 k $16,489 
07 Toyota Tundra 4x4 9,000 mi $16,989 
07 Nissan Titan ext 4x4 9,000 mi. $17,989 
06 Toyota Tacoma crew 4x4 21,000 mi $21,989 


03 Dodge Dakota quad 4x4 84,000 mi 
03 Dodge Ram 1500 quad 74,000 mi 
02 GMC 1500 ext 4x4 75,000 mile 
02 Chevy 2500 ext 4x4 52,000 mi 

Vans 

05 Chrysler T&C 18.000 mi. 


$9,989 

$13,489 

$12,989 

$16,589 


$11,989 


CHECK WEBSITE INVENTORY- 
CHANGES EVERYDAY! 


ACCIDENT. MD Rt. 219 
across from Northern High School 


AkttJr. 


C Jf 4/ SWATS' 

www.artbutlerauto.com 


Mon. - Thurs. 9 -7; Fri. 9-6; Sat., 9-3 
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Husky Gridders Nearly Pull Off 
Upset Of Smithsburg In Opener 


Despite being dominated 
in the statistics, the North¬ 
ern High School varsity 
football team nearly pulled 
off an upset of powerful 
Smithsburg last Friday eve¬ 
ning, but was edged by the 
heavily favored Leopards, 
27-21. It was the season 
opener for both teams. 

The host team would 
finish with a lopsided 346- 
98 lead in total offense, and 
held a 14-0 lead by the end 
of the first quarter, but the 
Huskies never gave up and 
had an opportunity to win 
the game late in the fourth 
quarter. 

Smithsburg took a 7-0 
lead at the 6:38 mark of the 
first quarter when Josh Con¬ 
way hauled in a 26-yard 
louuidinsn pass from Kyle 
Orndorf, and Coby Blum 
booted the extra point. 

After the Huskies were 
stopped on their next pos¬ 
session, the Leopards re¬ 
corded a second successful 
TD drive, capped by a 
three-yard pass from Orn¬ 
dorf to Eric Parker Blum’s 
PAT kick made it 14-0. 

The Huskies’ first score 
was set up by a fumble re¬ 
cover on the Leopaids’ 25- 
yard line in the second quar¬ 
ter. Zach Fratz scored on a 
three-yard carry, and Josh 
Duckworth booted the extra 
point to make it 14-7 with 
9:26 to play in the first half. 

The Leopards would 
answer with another touch¬ 
down when Orndorf con¬ 
nected with Conway again, 
this time with an 11-yard 
aerial. After Blum's kick, it 
appeared that Smithsburg 
would take a 21-7 lead into 
the locker-room at intermis¬ 
sion since there were just 40 


seconds left in the period. 

However, the Huskies 
would trail by just seven 
points, as Fratz received the 
ensuing kickoff on his own 
10-yard line and raced 90 
yards to score with 23 ticks 
left on the clock. Duck¬ 
worth was again successful 
with the extra-point kick 

The momentum seemed 
to shift to the Huskies with 
Fratz’s big return, as the 
Northern defensive unit 
allowed only six points in 
the second half. Those were 
recorded at the 2:40 mark of 
the third quarter when 
Parker scored on a one-yard 
run for the Leopards. 
Blum’s kick was no good, 
and the Huskies trailed at 
that point by a 27-14 mar¬ 
gin. 

Northern cut the Leop¬ 
ards' lead to six points late 
in the fourth quarter when 
Kyle Gillum caught an 
eight-yard touchdown pass 
from Duckworth with just 
2:15 to play. Duckworth's 
conversion kick made it 27- 
21 . 

The Huskies then tried 
an onside kick, but the ball 
was recovered by Smiths¬ 
burg. Still refusing to give 
up, Northern nearly got the 
ball back for one more at¬ 
tempt to score, as the stingy 
Husky defense had the 
Smithsburg offense in a 
fourth-down and-less-than- 
one situation, but the game 
essentially ended when the 
Leopards ran a successful 
quarterback sneak and then 
ran out the clock 

The big ground gainer for 
the winners was Parker, 
who amassed 207 yards on 
30 carries. 

Leading the Huskies’ 



Social Security Disability State and Federal Disability 


Short/Long Term Disability 
(Private and ERISA) 


Long Term Care 
Life Insurance Claims 


The Disability Benefits Law Firm 

Llkinri V Shed 

866-NEED-LTD w 866.633.3583 

www.disabilitybenefitslawfirm.com 

Oakland & Silver Spring Offices 


N S 

1 st Downs Rush 4 

1 st Downs Pass 2 1 

1st Downs Penalty 1 3 

Totallst Downs 7 11 

Passes Attempted 12 4 

Passes Completed 6 4 

Passes Intercepted 1 0 

Yards Passing 66 49 

Rush-Net Yds. 28-32 50-297 
Punts-Average 7-43.1 2-26.5 
Fumbles-Lost 0.0 0.0 

Penalties-Yrd. 8-55 7-40 
Total Offense 98 346 

defensive effort was Adam 
Moranduzzo, who had a 
dozen tackles. Jared Rode- 
heaver finished with a sack 
and a fumble recovery, 
while Jason Green and 
Randy Wiley each had a 
fumble recovery. 

"We were pleased with 
our kids’ effort against such 
a big, talented team,” said 
NHS coach Phil Carr 
"Being our first game, we 
had execution problems on 
both sides of the ball, but 
our kids never gave up. and 
we definitely played better 
defensively in the second 
half” 

The Huskies should be 
favored to get into the win 
column this week when 
they host Williamsport, a 
team that lost a number of 
key players to graduation. 

The Huskies defeated the 
Wildcats last year, 12-0, in 
the first-ever meeting be¬ 
tween the two teams. 

"They are similar to us in 
terms of team numbers,” 
Carr said “They lost a 
number of key players, and 
are picked to finish some¬ 
where in the middle of the 
pack in the Hagerstown 

area conference.” 

Two players with whom 
the Northern defense must 
be concerned arc senior 
wide receiver Cortez Boyce 
(5-11, 150) and sophomore 
running back Reggi Russ (5- 
9, 165). 

“Boyce is their 

SMITHBURG (27) 
NORTHERN (21) 

Northern 0 14 0 

Smith. 14 7 6 

First Quarter 

S - Josh Conway 26 pass 
from Kyle Orndorf (Coby 
Blum kick), 6:38. 

S - Eric Parker 3 pass from 
Orndorf (Blum kick). 0:48. 
Second Quarter 

N - Zach Fratz 3 run (Josh 
Duckworth kick), 9:26. 

S - Conway 11 pass from 
Orndorf (Blum kick), 0 40. 

N - Fratz 90 kick return 
(Duckworth kick), 0:23. 

Third Quarter 

S - Parker 1 run (kick 
failed). 2:40 

Fourth Quarter 
N - Kyle Gillum 8 


play- 


7-21 

0-27 


from Duckworth 
kick), 2:15. 


pass 
(Duckworth 
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MAKE YOUR HOLIDAY PARTY PLANS NOW & SAVE! 

It's Time to plan your company or family holiday party! We've made 
planning your parly easy by creating holiday menus to fit any size group, 
from 10 to 400, and every budget. Please visit our website at www.dclfun. 
com or call 301-387-6500. 

A GIFT CARD TO YOUR PARTY GUESTS & WE’LL DOUBLE 

THE VALUE! 

Looking for the perfect gift for your party guests? Purchase our gift cards 
anti we'll double their value* when you book a holiday party at Pine I odge 

Steakhouse! 

•Please i all for more details. 

THE PERFECT STOCKING STUFFER! 

Our gift cards are three in one! The DCLFUN gift card is accepted at Pine 
I odge Steakhouse, Smiley's Pizzeria and Smiley's Funzone! 
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LUNCH SPECIA! 
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PINK 
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Exicimvt Chef. Aiiam Murray 


Now Accepting Reservations! 


maker,” Carr said. “They 
like to get the ball in his 
hands as much as they can 
He also returns kicks and 
punts, and is a standout 
track athlete. 

“Russ also has 
speed and runs very 
especially for his size, 
added 

“Their offense is 


good 

hard, 

Carr 


a lot 


like ours,” he continued 
“They spread things out, 
often with just one back in 
the backfield and a couple 
of wide-outs. They use a lot 
of motion and try to fool 
you, so we are going to 
have to stay focused and 
play smart ” 

Friday's kickoff at the 
Cove is set for 7 p m 


Rams Crushed By Campers, 
52-8, In Campaign Opener 


The opening game of the 
2008 high school football 
season turned into a long, 
tough evening for the 
Southern High varsity play¬ 
ers, coaches, and fans at 
Greenway Avenue Stadium 
in Cumberland last Friday, 
as the Rams were ham¬ 
mered 52-8 by the host Alle¬ 
gany High Campers. 

The tandem of junior 
fullback J D Hook and jun¬ 
ior halfback Dustin Whar¬ 
ton led the charge against 
the Rams, with Hook re¬ 
cording three touchdowns 
and 80 yards rushing, and 
Wharton finishing with a 
pair of TDs and 68 yards on 
just six carries. 

The contest quickly got 
out of hand, and the home 
team never looked back. 
The Campers led 20-0 by 
the end of the first quarter, 
and 45-0 at halftime. 

Hook drew first blood by 
scoring on a three-yard run 
at the 9:52 mark of the first 
quarter John Carpenter 
booted the first of five extra 
points for the evening to put 
Alco up 7-0. 

The Rams were unable 
to move on their next pos¬ 
session and had to punt the 
ball, which was returned 33 
yards by Trevor Jessie to the 
Southern 1-yard line. The 
Campers would score a few 
plays later via a seven-yard 
pass from Drew O’Neal to 
Jessie with 7:15 remaining 
in the quarter Carpenter 
added the conversion kick 

After another three-and- 
out by the Ram offense, the 
Campers took over on the 
Southern 49. They would 
ultimately score on a 31- 
yard run by Wharton on a 
fourth-and-11 The conver-' 
sion run was stopped short, 
leaving Allegany on top 20- 
0 with 1:40 still remaining 
in the first quarter 

It was more of the same 
in the second period, with 


S A 

1 st Downs Rush 4 8 

1st Downs Pass 0 3 

1st Downs Penalty 0 0 

Total 1st Downs 4 11 

Passes Attempted 4 5 

Passes Completed 1 4 

Passes Intercepted 0 0 

Yards Passing 9 53 

Rush -Net Yds. 41-75 24-225 
Punts-Average 6-26.5 0-0.0 
Fumbles-Lost 4-2 1-0 

Penalties-Yrd. 3-15 4-20 
Total Offense 84 278 

Alco scoring on a 43-yard 
run by Hook at the 10:10 
mark, and Carpenter kick¬ 
ing the PAT. 

Allegany scored just over 
three minutes later, this 
time via a 14-yard carry by 
Wharton, who also ran for 
the two-point conversion to 
make the score 35-0. 

The Ram offense was 
forced to punt again on its 
next possession, but the 
punt traveled only eight 
yards, giving the Campers 
possession on the Southern 
25. A few plays later, Shane 
Kreiling scored on a two- 
yard run, and Carpenter’s 
conversion kick made it 42- 
0 with 2:20 left in the sec¬ 
ond period. 

Things only got worse 
for the Rams, who fumbled 
the ball away on their next 
possession, leading to a 27- 

f Winter Won t Wait,. i 

* What we're all looking tor... * 
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* 
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t 301-334-6911 i 

* FREE DELIVERY * 
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yard field goal by Carpenter 
in the closing moments of 
the first half 

The Campers wasted no 
time scoring in the second 
half either, as Jessie re¬ 
turned the kickoff to the 
Alco 48, and two plays 
later. Hook scored his third 
touchdown, this time on a 
28-yard carry. Carpenter hit 
his fifth PAT of the night to 
conclude Allegany’s scor¬ 
ing. 

The Rams avoided a 
shutout by finally putting 
together an 80-yard, 16-play 
scoring drive in the fourth 
period that was capped by a 
nine-yard touchdown pass 
from Ryan Sweitzer to Bry¬ 
son Knox Sweitzer then 
ran successfully for the extra 
two points. Junior halfback 
Tyler Sanders gained 37 
yards on six carries in that 
drive. 

The Campers, who were 
never forced to punt the 
ball, finished with a total of 

ALLEGANY (52) 

SOUTHERN (8) 

Southern 0 0 0 8 -8 

Allegany 20 25 7 0 - 52 

First Quarter 

A - J.D. Hook 3 mn (John 
Carpenter kick), 9:52. 

A - Trevor Jessie 7 pass 
from Drew O'Neal (J. Carpen¬ 
ter kick), 7:15. 

A - Dustin Wharton 31 run 
(run failed). 1:40. 

Second Quarter 

A - J.D. Hook 43 mn (J. 
Carpenter kick), 10:10. 

A - D. Wharton 14 mn (D. 
Wharton run), 6:59. 

A - Shane Kreiling 2 run (J. 
Carpenter kick), 2:20. 

A - J. Carpenter 27 field 
goal. 

Third Quarter 

A - J.D. Hook 28 mn (J. 
Carpenter kick), 10:16. 

Fourth Quarter 

S - Bryson Knox 9 pass 
from Ryan Sweitzer (R. 
Sweitzer run), 8:02. 


278 yards of offense, com¬ 
pared to just 84 for the 
Rams. 

The Rams will be on the 
road again this Friday at 
Boonsboro. 

Baker , Mason 
Lead Northern 
Jayvees To Win 

Led by Alex Baker and 
Josh Mason, the Northern 
High School junior varsity 
football team rolled over the 
Mountain Ridge jayvees last 
night at the Cove, 42-14 

Baker amassed 136 yards 
of rushing on just nine car¬ 
ries and scored four touch¬ 
downs, while Mason picked 
up 156 yards on only five 
caries and scored two 
touchdowns. 

Baker had touchdown 
runs of eight, five, and 70 
yards from scrimmage, and 


also scored on an 80-yard 
kickoff return. Mason’s six- 
pointers came via runs of 63 
and 28 yards 

Also recording a TD for 
the Huskies was Cody 
Rodeheaver on a 40-yard 
carry. 

None of the Huskies’ 
conversion attempts was 
successful 

Justin Moore and Pat 
Livington scored the Min¬ 
ers’ touchdowns on runs of 
six and 19 yards, respec¬ 
tively. Cody Sindy booted 
the extra points. 

Carlos Howard and 
Rodeheaver led the Hus¬ 
kies’ defensive effort. How¬ 
ard recorded nine tackles, 
including one sack, while 
Rodeheaver finished with 
seven tackles and an inter 
ception. 

The Huskies will play at 
Hampshire on Monday. 

Try oi'r Want Ads. They Pay. 
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f lrmji Preston County Inn 

Since \3J7 

Fine Food, Spirits and Lodging 


LUNCH: Monday-Saturday 11:00-2:00 
DINNER Monday-Saturday 5:00-9 00 
SUNDAY BRUNCH BUFFET: 10:00-2:00 


♦ Banquet Facilities 

♦ Off Site Catering 

♦ Patio Dining 

Monday !A Price Any Bottle of Wine » purchase of 2 Entrees 
Tuesday: “Surf & birf” 8 or. Top Sirloin & 12 Shrimp $15.95 
Wednesday. Senior Citizens' Night - i Price Entree for Seniors 
Thursday All-You-Can-Eat Snow Crab Legs $21.95 

Phone 5U4-52V-ZZZU Pax: .504-329-4030 

112 West Main Street, Kingwood, WV 

Jean-Manuel & Deborah Guillot, Proprietors 


BUCKWHEAT SUPPER 


Apostolics of Oakland 

fridaij, tept. 19 • 4 p.m 7 p.m. 

Buckwheat Cakes • Pancakes • Sausage Gravy 
Applesauce • Sausage Patties • Coffee. Tea. Punch 

Adults m Children 



Sold by the cord or Z2 cord 

Stacking available upon reguest 
Call for Pricing 



EAT IN or CARRY OUT (no deliveries) 

Location: Comer of G St. & Hwy. 135 in Mtn. Lake Park 

301-334-5873 



Garrett Rehab Services 
6th Annual 

MAD DASH RACE 

Held August 30th, 2008 at Garrett Rehab Sendees 


You helped us raise over $5,000.00 for Landon's Library!!!! 


GddSxBnsors ($ 100.00or more) 

Lome, Jason, Jarett, Jett and Jaa Millet 

Western Maryland Tin Shop 

MtTop Carpet and Upholstefy 

M&N Automotive 

Jeff and ShenyGosnell 

Don Rodeheaver Repairs, LLC 

Bit's Outdoor Center 

Daikon Ad lit Day Care at Mt Glade 

Silver Sponsors ($50-$99) 

Dr. CbvidTuel, M.D Crthoped cs, LLC 

Few's Pizza Den 

Maloney & Associates PLLC 

Railey Reality, LLC 

S v\o nton Corrmunity Center 

Helbg Jewelers 

Wellspring Family Med cine 

Team One Auto Mall 

Beita?) Corporation 

Art Butler AutoSales 


Glotfetty Lumber, Co., Inc. 
IhorZakalureny, MD 
Jan&JudyFinkel 
Stephanie Ranger 
BearCreekTradets 
LakePdntlm 

Dream Dental, Lindsay Rhodes 


Randall’s Home Impitvement 
Garreti8 Cinemas 
KayfnPaugh 

Grand Central Furniture and Gifts 
Terri and Ernie Gregg 
Sheri and Justin Herehman 


Fust United Bank and Trust 
Cornerstone Family Medicine 
Western Maiyland Tin Shop. LLC. 
Sylvan Manufacturing 
Mettiki Coal, LLC 
Cornish Manor 



Bronze Sponsors 

D»ch I.vnn Service Tenter, Inc. 

laihr Distributors 

Painted Clipboard 

Oakland Golf (Tub 

Hill Top Market 

Delegate Wendell licit/cl 

Nancy and Betty Murphy 

Santa Fe Grille 

Wal-Mart 

George Miller 

Rudy's 

Tyler, Jonah St Allie Alt 
Simon Pierce 
Smiley’s, LLC. 

Nature's Own Home and garden C enter 




www.rlclfun.com 




J 


A special thanks to our race volunteers: Jen Pa ugh, Susie Alt, Tonya and Alyssa I- riend. 
Sue Snyder, Holly VVarne, Amber W hite, Lorrie FiLsinger-Miller, 

Kandi Rodeheaver and Maria Mapa 

A joint venture between Imrreft Memorial Hospital anil .Select Medical l orporalion 

www.garrettrehab.com 





























































THE MAGELLAN 
by David Bertsch 

The Magellan Race is the last race of the season here 
on Deep Creek Lake. It is one of several enhancements to 
sailing on the lake, in general, and the Turkey Neck Club, 
in particular, that were conceived by the late Harry File- 
myr. 

If you follow this column with any regularity, you are 
aware of his wife, Marilyn "Fearless" Filemyr, who sails 
w ith Dan Muss, the usual author of this column 

Until recently, our weekend racecourse was a set of 
turning marks placed in three of nine numbered "zones” 
south of the Glendale Bridge. Since many sailors here at 
the lake compete in district or national races, we now set 
courses similar to those used in the Olympics. Some sail¬ 
ors think these courses are not as much fun as the old 
“mail route" courses, but it's good training for our off- 
lake competitors. Typical weekend races last around an 
hour 

Harry thought it would be challenging to sail around 
marks in all nine "zones”; thus the Magellan Race was 
bom. The race is always sailed on the Saturday after La¬ 
bor Day. It can take three hours or longer, depending on 
wind conditions and where the turning marks are set. The 
early races were handicapped with the Portsmouth handi¬ 
cap rating system. This system gave time handicaps de¬ 
pending on how a boat finished during the regular season. 
Therefore, a typically slower Challenger fleet sailor could 
(and did) win this race. 

Up to 20 boats have competed. This year the fleet was 
smaller, perhaps because of the possibility of thunder¬ 
storms. The wind was light — 3-4 mph for the first 45 min¬ 
utes or so, then freshened to 7-9 mph (just about ideal) for 
the rest of the day. The race started and ended east of the 
club docks. 

Debbie McCombs and I were third rounding the first 
mark near Back Bay We passed Lee and Joan Coraor 
(who finished third) on the way to the mark near the 
Glendale Bridge The only boat ahead of us was that of 
Dick Gregory, his daughter Allison Felix, and grandson 
David They led until the approach to the mark in Hoop 
Pole Cove, where they sailed into a "hole” (a place where 
there is little or no wind). We passed them and managed 
to stay ahead for the last half of the race, although they 
nearly passed us again on the last leg between Penn Cove 
and the finish line. That leg turned into a nail-biting 
"tacking duel," in which the Gregory boat was trying to 
gain the lead by tacking (90 degree change in direction 
across the wind) to take advantage of wind shifts or what¬ 
ever. We tacked whenever necessary to stay between 
them and the finish line, and were successful 

David and Dorothy Tuel, selected as Rookie of the 
Year during the regular season, finished fourth. 

The race was ably run by Harry Carpenter, with the 
assistance of Dan Warnick. Roger Titus and Don Hott 
served as race patrol. 

Among Harry Filemyr’s other contributions are the 
annual Filemyr Trophy, awarded to the sailor who has 
shown the most improvement from the previous season. 
As you pass the club, you may notice a large pavilion 
where we have lunch and hold social events. Harry was 
responsible for the design and construction-of fTMt won- 1 
derful addition to the Club 

Finally, I would to make an addition to last week's 
article In the July/August series, I sailed the last half 
with Ronn Dow ney as crew 


Sfeelers Win In 
CA YFL Action; 
Oakland Falls 

After dropping their sea¬ 
son opener in the Cumber¬ 
land Area Youth Football 
League to the Braddock 
Warriors, the Division I 
Northern Steelers bounced 
back this past Sunday with 
a 28-12 victory over the 
Ridgeley Rams (1-1). 

Jeremy Bender put the 
Steelers up 6-0 with a 10- 
yard touchdown run in the 
first quarter. 

The Rams rallied to tie 
the score early in the second 
stanza via a four-yard TD 
run by Marcellus Hocka- 
day. 

The Steelers took the 
lead for good later in the 
same quarter when Aaron 
Broadwater connected with 
Robert Hill on a 52-yard 
touchdown pass, to make 
the score 12-6. 

After a scoreless third 
period, the Steelers padded 
their lead early in the fourth 
period when Bender hauled 
in a TD pass from Broadwa¬ 
ter that covered 62 yards 
Bender booted the two- 
point conversion to give the 
Steelers a 20-6 lead. 

Midway through the fi¬ 
nal stanza, Broadwater 
capped a drive with a two- 
yard touchdown run, and 
Bender tacked on the two- 
point conversion to con¬ 
clude the Steelers’ scoring 

The Rams' second touch¬ 
down came late in the game 
on a two-yard carry by Cole 
Smith. 

Bender finished with 151 
all-purpose yards, and 
Broadwater went 5-for-8 
through the air for 143 
yards and two touchdowns 
Leading the Steeler defen¬ 
sive unit were Shawn Sny¬ 
der and Nick Ruff 

Leading the Ram defense 
were Dustin Richards, 
Hunter Flanagan, and 
Thane Cutter 

In the Division II clash, 
the Steelers were topped by 
the Rams, 20-6. Justin 
Derato scored the only 
points for the Steelers, as he 
reached the end- «nne> on a 
one-yard carry in the second 
quarter. 

Hunter Jenkins, Jona¬ 
than Hedrick, and Brady 
Watson each scored a 
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45-127 PRIVATE ACRES 
DOLLY SODS NAT L FOREST 
OWNER FINANCE 

Grant Co, WV-An exceptional buying opportunity within 4 miles of 
15.000 acre Nat'l Forest. 45 to 127 Alpine acres boasting some of the 
“Best Views” in WV. An absolute “Wildlife Hotel” at an absolute 
“Bargain Price” Only SI50,000 

WILL SUBMIT ALL OFFERS! 

www.mikehaywoodgroup.com 

800-651-5540 
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touchdown for the Rams 
Tommy Durst, Hunter 
Hill, and Zac Hare were 
defensive standouts for the 
0-2 Steelers 

The Steelers teams will 
take on the Miners this Sat¬ 
urday at Westmar Middle 

School. 

The season opener for 
the Oakland Division I 
team was unsuccessful, as 
the local squad was 
whipped by Keyscr, 44-14 
Scoring two touchdowns 
for Oakland was Brian 
Wildman, on runs of 22 and 
51 yards Cole Sanders ran 
for two conversion points. 

J.R Flint led Keyser by 
running for a pair of touch¬ 
downs and throwing for 
another He also booted 
four two-point conversions 
The Oakland Division II 
team was victorious in its 
opener, handing Keyser a 
12-6 defeat. 

Coy Ozias and Reese 
Haskiell each scored a 
touchdown for the winners, 
while Blake Ravenscroft 
scored one for Keyser. 

The Oakland Division I 
squad was also topped this 
past Sunday by Bishop 
Walsh, 33-6. Kevin Cola 
scored the only points for 
Oakland, reaching the end 
zone on a nine-yard carry. 
Quincy Redmon scored 
three touchdowns and Bran¬ 
don Reed threw for three 
touchdowns for BS. 

The Oakland Division II 
team rolled to a 33-0 win 
over the BW second squad, 
with Flanigan scoring three 
touchdowns 

Oakland will play at 
Ridgeley this Sunday. 

WARRIORS (35) 

NORTHERN (6) 

Northern 0 0 6 0 -6 
Warriors 0 6 21 8 -35 

W - Christian Thomas 5 
run (kick failed). 

W - Madison Wolford 65 
run (kick failed). 

N - Bender 33 run (kick 
failed) 

W - Payton Hedrick 1 run 
(Chris Fram kick). 

W - Christian Thomas 42 
interception (Ryan Murphy 
pass from Josh Van Meter). 

W - Carter Imes 54 pass 
from Van Meter (Fram kick). 

WARRIORS (21) 

NORTHERN (0) * 

Northern ' V t) 0 0 - 0> 
Warriors 7 7 0 7 - 24 

W - Shook 15 run (Lopez 
run). 

W - Hillegas 62 run (Shook 
run). 

W - Shockey 2 run 
(McCagh run) 

KEYSER (44) 

OAKLAND (14) 

Keyser 14 16 8 6 -44 

Oakland 0 0 7 7 - 14 

K - J.R. Flint 18 run (kick 
failed). 

K - Danny Fife 32 run (Flint 
kick). 

K - Josh Golub 64 pass 
from Flint (Flint kick). 

K - Derek Wilt 56 run (Flint 
run). 

K - Dakota Daugherty 2 
run (Flint kick) 

O - Brian Wildman 22 run 
(Cole Sanders run). 

O - Wildman 51 run 
(Sanders run). 

K - Flint 62 pass intercep¬ 
tion. 

OAKLAND (12) 

KEYSER (6) 

Keyser 6 0 0 0 0 -0 
Oakland 0 0 0 6 6-12 

K - Blake Ravenscroft 68 
run (run failed) 

O - Coy Ozias 2 run (run 
failed). 

O - Reese Haskiel 1 run 

PEE WEE FOOTBALL 
LEAGUE RESULTS 

OAK RENEGADES (45) 
OAK. VIKINGS (6) 

First Quarter 

R - Bryson Vinegar 25 
pass to Brock Lohr (run 
failed). 

R - Vinegar 30 run (run 
failed) 

R - Lohr 67 run (run 
failed). 

V - scoring unavailable 
Second Quarter 
R - Logan Cvetnick 1 run 
(Clay Todd run) 

R - Josh Adams 5 run (run 
failed) 

R - Travis Newton 2 run 
(run failed) 

Fourth Quarter 
R - Austin Perando 43 run 
(Raymond McGehee run). 
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Friday Night 


Italian Special 

A Three Pasta Combo 


served with a side salad. 


garlic toast. 

gnu h qww u r ctmh w — 

8S0 Memorial Drive. Oakland 
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Ram Golfers Win AMAC Title And 
Avenge Thursday Loss To Huskies 


Four days after the 
Southern High School golf 
team was handed a 181-188 
defeat by county rival 
Northern on the Oakland 
Golf Club course, the Rams 
topped the Huskies and five 
other teams on the same 
course Monday to win the 
2008 Appalachian Moun¬ 
tain Athletic Conference 
championship 

Austin Doerr, who was 
the medalist against the 
Rams last Thursday with an 
individual score of 42, also 
captured the individual title 
in Mondays AMAC event, 
in which he carded a 76. 

Huskies Aaron Newman 
and Mike Ragula each 
scored 45s for the Huskies 
against the Rams, while 
Tyler Ewing and Brady 
Donaldson paced Southern 
with 44s. 

In Monday’s tourna¬ 
ment, Southern finished 
with a team score of 355 
and had three golfers 
among the top six The 355 
was 16 strokes better than 
second-place Fort Hill with 
371. Northern finished third 
with a 383, followed by 
Frankfort with 388, Keyser 
with 404, Mountain Ridge 
with 438, and Allegany with 
445. 

Donaldson led Southern 
with an 81, while Trevor 
Messenger carded an 89 and 
Ewing finished at 90. 

Pacing the Fort Hill Sen¬ 
tinels were Drew Morgan 
with an 82 and David Gor- 
nall with a 91 JefF Alt led 
the Frankfort Falcons with 
a 91, and Keyser's best per¬ 
former was Charlie Aber¬ 
nathy with a 93. Carding a 
99 to lead Mountain Ridge 
was Evan Schultz, and Alex 
Wotaski led the Allegany 
Campers with a 98 

Both the Rams and the 


Huskies will be back in ac¬ 
tion this afternoon at Ca¬ 
naan Valley Resort vs. 
Tucker County, Pocahontas 
County, and Tygart Valley 

Southern will be on the 
road Monday for a tri¬ 
match with Mountain 
Ridge and Fort Hill, and 
will play at Moorefield next 
Thursday. Northern is 
slated to play at Preston 
next Thursday. 

Women Golfers’ 
Results Noted 

Members of the Oakland 
Women’s Golf Association 
played an alternate-shot 
format in their weekly gath¬ 
ering at the Oakland Golf 
Club course last Thursday 

Placing first with a net 
score of 67 was the team of 
Pearl Daniels and Becky 
Glotfelty. Debbie Weissger- 
ber and Sue O’Neal placed 
second with a 72, while the 
team of Judy Upperman 
and Barbara Franz was 
third with a'seore of 75. 

Hunters 'Special 
Winners Named 

A Hunters’ Special arch¬ 
ery shoot was held Sunday 
at the Potomac-Garrett 
State Forest 3-D Archery 
Range, and the various win¬ 
ners in that event are as fol¬ 
lows: 

Hunter Class — Greg 
Hipp, 294, Jayson Harvey, 
280; Gary Gregory, 275; 
Dakota Daugherty, 274; 
Glen Wilson, 273; Gary 
Corby, 272; Gary Crosco, 
268; Robert Sebold, 258; 
Andy Zimmerman, 248; 
John Burns, 242; Anthony 
Crosco, 234; Donnie 
Ashby, 225; Ricky Reams, 
196; and Josh Burns, 182. 

Traditional Class — Rich¬ 
ard Helmick, 286 


Trailers! Trailers! Trailers! 


| ATV Trailers, Utility Trailers of all sites!! 
| IIORSE AM) LIVESTOCK! 

| DUMP TRAILERS & ENCLOSED TRAILERS I 

I We service what we sell! 

! GARRETT AUTOMOTIVE LLC j 
j 301 -387-6148 

[Trailers!_ Trailers!_ JTmiJerslj 



BROTHERS PLAY IN STATE TOURNEY - Two 
young baseball players with family ties to Garrett 
County both made it to the Cal Ripken Maryland State 
Championship games in their divisions. The boys, 
Caden (left) and Brandt Bailey, are the sons of Laura 
(Buckley) and Jim Bailey, Severn, grandchildren of 
Doug and Bonnie Buckley, Oakland, and Mary Lou 
Buckley, Mtn. Lake Park, and the great-grandchildren 
of Louise Bell, Oakland. The brothers play baseball for 
the Severn Athletic Club, with Brandt covering second 
and third bases on the 11U team and Caden playing at 
second base for the 9U team, for which their father is 
the head coach and manager. Brandt's team won the 
Cal Ripken 11U Maryland State Championship this 
summer, advancing to the 2008 Cal Ripken Mid- 
Ailantic Regional Tournaments, held in New Jersey in 
August. In the state game, they were down 11-1 going 
into the bottom of the 3rd inning and came back and 
tied the game and ended up winning the title. Caden's 
team was the runner-up for the Cai Ripken 9U Mary¬ 
land State Championship, held in Elkridge in July. "It 
was an honor for them to play in the championship 
game for the state title, as there were a total of 21 
teams in the tournament," their mother said. "We’re so 
proud of both boys." The 11U team won the first and 
second games of the Cal Ripken Regional Tourna¬ 
ment, and then fell in the third and fourth match-ups. 
Brandt is in the 7th grade at Old Mill Middle South, 
and Caden is a 4th-grader at Ridgeway Elementary 
School. 


Female Class — Liz 269; and Marshall Corby, 
Wagner, 298; and Britani 250 

Sebold, 244. Cub Class — John Wag- 

Youth Class — Logan ner, 300, and Eack Durst, 
Hinebuagh, 273; Sam Ours, 238. 


Hunting Retreat; Oct - March 
Sporting Clays & Skeet & Double 
Wooble Trap: Year Round 
3-D Archery: Spring - Late Fall 

Cfiattenge ^ 

Pheasant Hunting 
at Its Best! 

301-746-8868 

Accident. MD • Minutes 
from Deep Creek Lake 


3-D Archery-30 Targets Walk Through 

Call for details: 301-895-5054 or 301-707-0081 

Directions From Interstate 68 going west: Take exit 14A, 219 Sooth approx. 4.5 
miles, turn ngnt onto Bear Creek Road (road bears left along creek), follow for 2.3 
miles, turn nghtonto Eve by Road (slays right and straight), follow 1 mile to top pf hill, 
park as convenient and follow signsfarrows near Pavilion to 3-P Archery Range, 
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Alaska became the 49 th state 
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The Purple People Eater hit the charts 

;Mhe 

Jolly Green Giant made his first appearance 
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SMOKE WILT on SEPTEMBER 16 
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So if you see him on Tuesday, 

be sure to wish him a 


HAPPY 50th! 
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You have grown 
into such a Y A 

fine young man. 

Happy 
16th 

Birthday , 
Tyler! 

Love. I'appy. Maw & Aunt Dee Dee 



/ heard a story the other day, 
l didn / know just what to say. 
It may be true what l was told. 



* '^'AciTy Parly ^ * 

On Sunday September 21 , 2008 


From 3:00 fo 5:00 pm % 

Sfaitfc SiongeOcafl Sfm Cluacli 

1009 Qaiwft “Ttitjluint) 

JlaLr Pmk. ^l(T)' # * 
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Husky Booters Begin Campaign 
By Blanking Keyser And Southern 


Oll'u) an impressive start 
on the soccer pitch this sea¬ 
son is the Northern High 
School hoys' varsity, which 
opened the 2008 campaign 
on Saturday by crushing 
visiting Keyser, 8-0, in an 
Appalachian Mountain 
Athletic Conference clash. 
The Huskies then blanked 
county rival Southern, 3-0, 
in another A MAC match 
played Monday evening at 
the Cove. 

In the 8-0 whitewashing 
of Keyser on Saturday, Zac 
I ipscomb recorded a hat 
trick for the Huskies, with 
all three of his goals being 
scored in the first half. 
Teammate Dan Warnick 
finished with two goals and 
two assists. 

The Huskies drew first 
blood about 15 minutes into 
the match, with Lipscomb 
hitting the back of the net 
off a feed by Steven Holt- 
schneider. 

Just over two minutes 
later, at the 23:16 mark, 
Lipscomb struck again, this 
time off an assist by War- 

NORTHERN (8) 

KEYSER (0) 

Keyser 0 0-0 

Northern 4 4-8 

First Half 

N - Zach Lipscomb as¬ 
sisted by Steven Holtschnei- 
der, 25:47. 

N - Lipscomb assisted by 
Dan Warnick, 23:16. 

N - Warnick assisted by 
Alex Daniels. 5:19. 

N - Lipscomb unassisted, 
4:54. 

Second Half 

N - Holtschneider assisted 
by Frank Moravetz, 28:03. 

N - Warnick assisted by 
Jeremy BetLzel, 27:36. 

N - Ryan Beiler assisted 
by Warnick, 17:43. 

N - Tyler Kamp assisted by 
Moravetz, 2:00. 


nick. 

Warnick put his first goal 
of the night on the board 
with 5:19 remaining in the 
half via an assist by Alex 
Daniels. 

Then just 25 seconds 
later, Lipscomb completed 
his hat trick with an unas¬ 
sisted goal to give the Hus¬ 
kies a commanding 4-0 lead 
at intermission. 

The second half was 
more of the same, with 
Holtschneider netting a goal 
at the 28:03 mark off a fed 
by Frank Moravetz. 

Warnick then picked up 
his second goal of the night 
less than 30 seconds later, 
scoring off an assist by Jer¬ 
emy Beitzel at the 27:36 
mark to give the Huskies a 
6-0 lead. 

About 10 minutes later. 
Northern’s Ryan Beiler shot 
the ball past the Tornado 
keeper off a feed by War¬ 
nick, and Tylor Kamp 
tacked on the eighth goal of 
the match with just two 
minutes to play, taking a 
pass from Moravetz. 

As the score would indi¬ 
cate, the Huskies dominated 
offensively, taking 23 shots 
on goal, compared to just 
two attempts by Keyser. 

Northern keeper Travis 
McFarland turned away 
both of those shots, while 
Tommy Paugh recorded 11 
saves for the Golden Torna¬ 
dos. 

The loss dropped Keyser 
to 1-3 overall and 1-3 in 
AMAC play. 

Zac Lipscomb put two 
goals on the board Monday 
night to lead the Huskies to 
their 3-0 blanking of South 
em. 

His first was unassisted. 



Game nights 
only 

Excluding Weekends 


. September ENTERTAINMENT 

i 

I Sepf. 5, FRIDAY - The Groove Docfor (dining 

1 room) 

• Sepf. 6, Safurday • Ronnie B. 

■ Sepf. 13, Safurday - Floyd Cowger 


MOONEY 


Bradley Lane DIIR 
Oakland 



Hours: 11 a m. - 9 p.m. 
PUB opens at 3 p.m. 


Serving Food 
MON-SAT 



IT WAS A TWO-GOAL NIGHT Monday evening for Northern High School’s Zac 
Lipscomb against the visiting Southern Rams, as the Huskies handed their county 
rivals a 3-0 defeat. Lipscomb is pictured above (photo by John McEwen) just prior 
to passing the ball to a teammate, and coming on strong defensively is Southern’s 
Andrew McCreery. Ready to advance the ball in the photo below (by Karlo Gesner) 
is Southern's Nixon Malcolm, while Husky Daniel Boylan tries to move in for a 
steal The Huskies are 2-0 and have yet to allow a goal. They will play at home 
again this evening against Trinity. Southern, currently 1-2, will also play this eve¬ 
ning, at Preston. 



and would be the only goal 
of the first half of action. 

About 3'/ 2 minutes into 
the second half, Daniel 
Warnick would make it 2-0, 
scoring off a feed from 
Frank Moravetz at the 
36 35 mark 

Lipscomb recorded his 
second goal and the final 
one of the evening less than 
three minutes later, this 
time off an assist by Tylor 
Kamp. 

The Huskies finished 
with a 14-3 advantage in 
shots, and led in corner 

kicks, 5-0. 

McFarland had a pair of 
saves in goal for Northern, 
and Royce Warnick re¬ 
corded 10 saves for South¬ 
ern. 

I he Rams, who lost their 
season opener to Allegany 
on Saturday, played again 
last night at home against 
Frankfort. (See other story.) 

The Huskies w ill go after 
their third straight win this 
evening when they host 
Trinity, with a 7 p.m start. 
They will play their first 
road match next Thursday 
at Allegany. 

NORTHERN (3) 

SOUTHERN (0) 

Southern 0 

Northern 1 

First Half 

N - Zac Lipscomb unas¬ 
sisted. 33:24 

Second Half 

N - Daniel Warnick as¬ 
sisted by Frankie Moravetz, 

36:35. 

N - Lipscomb assisted by 
Tylor Kamp, 33:51 


Southern Girls Start Season 
By Shutting Out BW, Frankfort 


o • 0 

2 - 3 


On average, a cord of firewood 
has the same heating potential 
as 155 gallons of heating oil. 

155 gal. of heating oil = approx. $600. 

1 cord of wood is about a QUARTER OF THE COST of heating oil... 


...Keep your home warm 
this winter for less! 


Recording a pair of shut¬ 
outs is a great way to begin 
any sports season, and 
that's what the Southern 
High School girls’ varsity 
soccer team did this past 
week, blanking host Bishop 
Walsh in Cumberland on 
Saturday, 3-0, and then 
shutting out visiting Frank¬ 
fort, 4-0, in an Appalachian 
Mountain Athletic Confer¬ 
ence match on Tuesday. 

Sophomore Claire Wil¬ 
kinson led the Rams in the 
w r in over Bishop Walsh 
with a pair of goals. After a 
scoreless first half, Wilkin¬ 
son put the ball into the net 
off an assist by Morgan 
Anderson just over two 
minutes into the second 
half 

Joanna Guy made it 2-0 
with a goal off a feed by 
Wilkinson at the 27 38 
mark 

Wilkinson struck again 
with 17 40 to play, scoring 
off an assist by Anderson 

The Rams finished with 

SOUTHERN (3) 

BISHOP WALSH (0) 
Southern 0 3-3 

Bishop Walsh 0 0-0 
Second Half 

S - Claire Wilkinson as¬ 
sisted by Morgan Anderson, 
37:42 

S - Joanna Guy assisted 
by Wilkinson, 27:38 

S - Wilkinson assisted by 
Anderson, 17:40 


FIREWOOD FOR SALE 


Sold in bulk or individual bundles 

Pick-Up or Delivery 7 Days A Week 

L 




Green 


LLC 
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MHIC 96039 
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301 - 334 - 5810-301 < 616-6576 

Open Mon. - Frl. 6am 6pm; 

Qlt - Mnnn • C i mrf our b«> onnf nnlu 
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www.GreenThingsLLC.com 

Located on Rt. 219, approx. 7 mi. South of Oakland 


THANK YOU 

to all our 2008 
Market Steer 
Market Hog buyers! 




Don Rodeheaver Repair ; LLC 
Southern States - Oakland 
American Industrial Fencing 
First United Bank & Trust 
Westmar Builders 
Preston Contractors 


Jeremy tx Justin Ashby 
Lee Tbdd Custer 



SOUTHERN GIRLS WIN TWO — Off to an impressive start on the soccer pitch 
this season is the Southern High School girls’ varsity squad, which recorded shut¬ 
out victories in their first matches of the campaign. They defeated host Bishop 
Walsh on Saturday, 3-0, and blanked visiting Frankfort, 4-0, on Tuesday. Taking a 
shot against the Falcons in the photo above is Vicki Stevens. In the left back¬ 
ground is her teammate Kelsey Lear. Sending a pass toward photographer Karlo 
Gesner in the photo below is Southern’s Kaitlyn McDade. The Rams are slated to 
play at Fort Hill this evening. 



a 21-14 advantage in shots, 
and Ram keeper Destinee 
Fulk recorded five saves 
Chenoa Zais and Erin Mc- 
Gi :jt had 10 and 8 saves, 
respectively, for the Spar¬ 
tans. 

The Southern junior var¬ 
sity also recorded a 3-0 win 

In the victory over 
Frankfort on Tuesday, four 
different SHS players each 
put a goal on the board, 
once again all in the second 
half of action. 

The first was recorded by 
Lora Ashby, who scored 
unassisted at the 28:11 
mark. 

Erin King followed with 
the Rams’ second goal at 
the 19:04 mark off an assist 
by Gina Stuck. 

About nine minutes later, 
Wilkinson scored off a feed 
by Ashby, and Anderson 
concluded the goal produc¬ 
tion for the night via an un¬ 
assisted score with 7:45 left 

SOUTHERN (4) 

FRANKFORT (0) 

Frankfort 0 0-0 

Southern 0 4-4 

Second Half 

S - Lora Ashby unassisted, 
28 11 

S - Erin King assisted by 
Gina Stuck. 19:04. 

S - Claire Wilkinson as¬ 
sisted by Ashby. 10:24 

S - Morgan Anderson un¬ 
assisted. 7:45. 


in the match 

The Rams dominated 
play by taking 25 shots on 
goal, compared to just five 
shots by the Falcons. 

Southern head coach 
Sara Shaffer noted the out¬ 
standing play in the first 
half by Frankfort keeper 
l.exi Conley, who turned 
away 21 of the Rams’ shots 

Fulk recorded five saves 
for the Rams, including a 
diving stop in the second 
half. 

The Rams will play an 
other AMAC match this 
evening at Greenway Ave¬ 
nue Stadium in Cumberland 
against Fort Hill. They will 
travel to the Cove next 
Tuesday to take on the 


Northern Huskies, who are play at Mountain Ridge 
also undefeated, and will next Thursday. 


A TTENT ION HUNTERS!!! 

DEER PROCESSING!!! 


MmikmUlm, i£8. 



Featuring 

Bender’* 

Itologna 

Four Kinds 

Regular • llot • Sweet lllckorey • Sli/llot 


• Full) Refrigerated Facility *Cut, Wrap & freeze 

• FREE TENDERIZING!* TAXIDERMY SFIOP 


Accepting Deer and Bologna Meat 
Starting September 2, 2008! 

Call before you come! Closed Sunday's! 

Visit us on the web! www.ejstaxidennv-nteats.com 
(301)245-4409- — (301)245-4403 * Bitringer, Maryland 
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ACCIDENT, MD 


2007 Chevy Cobalt 4 Door 

28,000 miles $10,995.00 

2007 Toy ota Corolla CE 

30,000 miles $13,995 00 

2007 Ford Focus ZX4 SES 

31,000 miles $12,995 00 

2007 Pontiac G6 

35,000 miles $12,495.00 
2006 Toy ota Camry LE 

56,000 miles $13,995 00 
2005 Subaru Legacy 

69,000 miles $12,495.00 
2005 Chevy Impala LS 

45,000 miles $11,895 00 
2005 Dodge Neon SXT 

34,000 miles $9,495.00 
2005 Honda Accord LX 

58,000 miles $13,695 00 
2005 Chevy Cobalt 2 Door 

31,000 miles $9,525.00 
2004 Mitsubishi Eclipse GS 

71,000 miles $9325 00 


2003 Pontiac Vibe 

98,000 miles $6,895 00 

2002 Ford Escort ZX2 

85,000 miles $6,995 00 

2004 GMC Sierra Z-71 Ext. Cab 

56,000 miles $15,995.00 
2007 Toy ota Highlander 

31,000 miles $16,895.00 
2007 Kia Sportage LX 

17,000 miles $14,995 00 
2007 Kia Sorento LX 

31,000 miles $14,795.00 

2006 Ford Freestyle Limited 

30,000 miles $15,995.00 

2005 Toy ota RAV-4 L 

50,000 miles $14,995.00 

2007 Ford E-250 Cargo 

32,000 miles $14,795.00 

2004 Jeep Gr. Cherokee Laredo 

68,000 miles $9,325.00 

2006 Chrysler Tow n & Country 

28,000 miles $13,995 00 

2005 Ford E-250 Cargo 

67,000 miles $12,925.00 
2005 Ford E-150 Cargo 

78,000 miles $10,295.00 

2003 Chevy Astro Cargo 

42,000 miles $7,995 00 
2001 Dodge Grand Caravan EX 
66,000 miles $6,995 00 


Get The Randy Butler Advantage 

Lowest Prices in the Area on Quality Cars, Trucks, SUVs & Vans 
The Best Warranty Around: 12 Month / Unlimited Mileage Power 
Train Included in the Price_ 


In-Depth & Multi-Photo Vehicle Listings 
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YOUTH COMPETE IN SOCCER SHOOT - The 
Oakland Elks Lodge #2481 held its annual Youth Soc¬ 
cer Shoot on Saturday at the Loch Lynn sports field, 
with 64 local athletes participating in the event. This is 
a BPOE Grand Lodge Program that includes youth 
activities and drug prevention awareness. "The goal is 
to create a healthy diversion from the use of drugs by 
creating a healthy alternative,” said Exalted Ruler Sue 
Saunders. The winners from each age group will go 
on to Hagerstown for the regional competition on 
Sept. 27. The winners are as follows: girls under 8 
years (U8) - Katie Catulle, first, Kaylee Green, second, 
and Emilee Graham, third; boys U8 - Peyton Missi- 


mer, first, William Meagher, second, and Brandon Mc- 
Clung, third; girls U10 - Courtney Roth, first, Georgi 
Powers, second, and Kristen Kope, third; boys U10 - 
Brady Merrick, first, Christopher Davis, second, and 
Ronnie Schrock, third; girls U12 - Alex Miller, first, 
Bailey Stephens, second, and Hanah Loughrie and 
Mikhalia Missimer, third; boys U12 - Brent Gabhardt, 
first, Ben Reichard, second, and Joe Mousch, third; 
girls U14 - Alicia Roth, first, Jill Yant, second, and 
Emily O’Neill, third; and boys U14 - Nathaniel Long¬ 
est, first, Antony Shreve, second, and John Mousch, 
third. 


Northern Girls Whip Allegany 
Behind Hat Trick By Graham 


The varsity girls’ soccer 
team of Northern High 
School, under new head 
coach Jeff Graham, opened 
its 2008 campaign with a 5- 
2 victory, recorded Tuesday 
over the Allegany Campers 
at Greenway Avenue Sta¬ 
dium in Cumberland 

The Lady Huskies got 
caught off guard just 42 sec¬ 
onds into the match when 
Alco’s Detoma DeGross 
ran seized possession about 
30 yards out and blasted a 
shot into the left corner of 
the goal to give the Camp¬ 
ers a 1-0 lead. 

The Huskies knotted the 
score at 1-1 at about the 
26:18 mark when freshman 
forward Sydney McFarland 
was on the receiving end of 
a cross from senior forward 
Kara Savage and volleyed a 
shot into the upper-netting 
from point-blank range. 

The score was still tied at 
the half, even though the 
Huskies led in shots 5 to 1. 


NEED A LIMO 
301-501-LIMO 

deepcreektimes.com/Umo 


"We felt very confident 
at the half that we were in 
charge of the match at that 
point,” Coach Graham 
said "The girls knew they 
were connecting passes well 
and were getting quality 
looks at the goal.” 

Just four minutes into 
the second half, Northern 
junior striker Adria Graham 
scored off a pass from 
sophomore forward Jenny 
Shaffer to give the Huskies 
their first lead of the con¬ 
test. 

Allegany's DeGross an¬ 
swered back at the 28:14 
mark, scoring off an assist 

NORTHERN (5) 

ALLEGANY (2) 

Northern 1 4-5 

Allegany 1 1-2 

First Half 

A - Detonia DeGross unas¬ 
sisted. 39 00. 

N - Sydney McFarland 
assisted by Kara Savage. 
26:18 

Second Half 

N - Adria Graham assisted 
by Jenny Shaffer, 35:42. 

A - DeGross unassisted, 

N - tfaillyhrh-^ratz unas¬ 
sisted, 23:33 

N - Graham assisted by 
Fratz, 19:47. 

N - Graham unassisted, 

5:34 



ROBERT G. STUCK 

REALTOR’ 

Sales Associate 

Deep Creek Lake Office 
237X9 Ciarrctt Highway. Suite 2 
McHenry. MD2I54I 
Office: 800-336-5253 
Office: 301-387-4700 Ext. 286 
Cell: 301-616-2137 
E-Mail Robert Stuck <1 longand foster com 




Sunday mornings @ 9:15 
Garrett 8 Cinemas 


Pastor Dave & Patty Marsh 
invite you to join us for Garrett 
County s newest and most 
innovative worship experience! 


Crossroads 


by her sister Deonnia De- 
Gross from the left side, 
knotting the score once 
again at 2-2. 

The DeGross goal 
seemed to be the catalyst 
that the Huskies needed, as 
they proceeded to record 
three unanswered goals to 
secure victory. 

Sophomore forward 
Kaitlynn Fratz beat several 
detenders oft the dribble 
and gave the Huskies the 
lead for good with an unas¬ 
sisted goal at the 23:33 
mark 

Graham followed with a 
pair of goals to get a hat 
trick for the match, scoring 
off a pass from Fratz at the 
19:47 mark, and then hit¬ 
ting her third of the night 
off a pass from Shaffer with 
about five minutes left in 
the match 

"Allegany proved to be a 
tough opponent," said Gra¬ 
ham "This was a very good 
first test for us The De- 
Gross sisters are tough play¬ 
ers, but in the end, our pace 
was too much for them ” 

Northern keeper Justine 
Harvey finished the evening 
with three saves, while Jade 
Washington had five for the 
Campers Northern held a 
10-5 advantage on shots, 
and each team had two cor¬ 
ner kicks. 

The junior varsity Hus¬ 
kies cruised to an 8-0 vic¬ 
tory in the first match over 
the Allegany jayvees, as 
sophomore forward Whit¬ 
ney Murphy recorded a hat 
trick plus two assists. Tara 
Goff scored twice and had 
one assist, Monica Keller 
provided one goal and one 
assist, Karina Deniker and 
Rosemary Rosser each 
scored a goal, and freshmen 
midfielder Kiersten Butler 
finished with two assists 
Northern keeper Brittany 
Mallow had one save for 
the Huskies, who domina¬ 
ted the Campers in shots on 
goal, 21-1 

The Huskies will play 
Mountain Ridge this after¬ 
noon at Frostburg State 
University, with the junior 
varsity clash slated to kick 
off at 3:30 p m and the var¬ 
sity tilt to follow at 5 p m 

Northern will host unde¬ 
feated Southern next Tues¬ 
day at 6 and 7:30 p.m The 
Huskies will celebrate 10 
years of girls’ soccer at 
Northern that night All for¬ 
mer players are invited to 
attend and be recognized. 

Subscribe to The Republican 


NEW MEMBERS WELCOME! 
Join now for 2009 and PLAY the rest of 2008 On usl 

Valid for New Members with Paid Initiation Fee. Call the Golf Shop for more Info. 



Twilight SPECIAL 

after 2:00 p.m. 

7 DAYS A WEEK! 

S29 Includes 

Cart, Green Fee & Tax 


SENIOR SPECIAL! 

29 for 55 ‘ 

Sunday-Friday 
ANYTIME! 

18 HOLES 


Make your tee times online at: 
•yyw -yy.yptlfanoaM aunudl. 

Celebrating (r rr/r/erstr/ 

Oin? 70tli Birthdav' _ .. . 

Diduicy Lane, Oakland, Maryland 301-334-3883 

kS »ii’ fay wt havt iht best greens in the instate area Vi invite you to be the \udge 1 


Archery Hunting 
Season To Open 
Monday, Sept. 15 

Maryland’s annual deer 
archery hunting season will 
open next Monday, Sept. 
15, and continue through 
Jan. 31,2009. 

"Archery hunters con¬ 
tinue to be an integral part 
of our comprehensive deer 
management strategy,” said 
Wildlife and Heritage Ser¬ 
vice deer project leader 
Brian Eyler 

Last season a total of 
22,064 deer (8,342 antlered 
bucks, 11,700 does, 2,022 
button bucks) were taken 
with archery equipment, up 
from a total of 21,991 in the 
2006-2007 season 

Maryland’s deer hunting 
regulations vary in the two 
deer management regions 
In Region A (Garrett and 
Allegany counties) the 
white-tailed deer archery 
bag limit is two deer — one 
antlered and one antlerless. 
Additionally, no more than 
two antlerless deer may be 
taken on public lands in 
Region A with any combi¬ 
nation of bow, muzzle- 
loader, and firearm bag lim¬ 
its, excluding the Junior 
Hunt Day. 

Crossbow deer hunting 
will be permitted statewide 
from Oct 1 through Oct 
15, and from Jan 15 to Jan. 
31, 2009 Any deer taken 
with a crossbow will count 
toward the hunter's appro¬ 
priate re gional bow bag 
limit. Crossbows are also 
legal for all hunters during 
the firearm and muzzle- 
loader seasons 

Successful Maryland 
deer hunters must register 
their deer either by calling 
1-888-800-0121 or online at 
www gamecheck dnr state.- 
md us Hunters must imme¬ 
diately place a "field tag” 
on the deer's head and com¬ 
plete the Maryland Big 
Game Harvest Record 
When registering each deer, 
hunters will receive a confir¬ 
mation number that must 
also be recorded on the 
hunter’s Big Game Harvest 
Record 

Deer taken with a 
straight limb bow, recurve 
bow, or compound bow 
should be registered as 
taken with a vertical bow 
Deer taken with a crossbow 
should be recorded as taken 
with a crossbow These re¬ 
cords enable DNR biolo¬ 
gists to continue to monitor 
any influence of crossbows 
on Maryland’s deer man¬ 
agement program 

A limited number of 
Sundays will be open to 
bow hunting during the 
2008-2009 hunting season 
Bow hunting opportunities 
on Sundays vary by county 
For a complete listing of 
Sunday bow hunting oppor¬ 
tunities, persons should re¬ 
fer to the 2008-2009 Guide to 
Hunting and Trapping. 

Complete bag limits, sea¬ 
son dates, deer registration 
procedures, and bow hunt¬ 
ing regulations arc also 
online <:t www dnr mary- 
land gov/huntcrsguide The 
2008-2009 Guide to Hunting 
ii Trapping, issued with 
each hunting license, also 
contains detailed informa¬ 
tion about all of Maryland's 
hunting seasons 


Visit The Republican Website at 
wwwtherepubhcannews com 
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Rant Soccer Team Falls To 
Alco, Huskies; Tops Falcons 


After dropping the first 
two matches of the new 
season, the Southern High 
School boys' varsity soccer 
team got into the win col¬ 
umn Tuesday night at home 
by rolling over Frankfort, 6- 
0, in an Appalachian Moun¬ 
tain Athletic Conference 
contest 

The Rams were edged in 
their season opener by visit¬ 
ing Allegany on Saturday, 
2*1, and fell to Northern at 
the Cove on Monday, 3-0. 

In Saturday’s AMAC 
loss to the Campers, there 
was no scoring until more 
than halfway through the 
second half 

The ice was finally bro¬ 
ken by Garrett Kiddy, 
whose unassisted goal put 
Alco up 1-0. 

A second unassisted 
goal, this one by Andrea 
Maracci, gave the visitors a 
2-0 advantage 

Then with just about two 
minutes to play, the Rams 
got on the board when An¬ 
drew McCreery connected 
on a penalty kick 

ALLEGANY (2) 

SOUTHERN (1) 

Allegany 0 2-2 

Southern 0 1-1 

Second Half 

A - Garrett Kiddy unas¬ 
sisted, 15:00 

A - Andrea Maracci unas¬ 
sisted, 18:00. 

S - Andrew McCreery pen¬ 
alty kick, 2:00. 


Southern finished with a 
10-8 edge in shots on goal, 
with Royce Warmck re¬ 
cording seven saves in the 
net for Southern, and Luke 
Tompkins turning away 
nine of the Rams’ attempts 

The Southern junior var¬ 
sity was also defeated in the 
first match, 2-0. 

Details of Monday’s loss 
to Northern can be found in 
the story about Northern’s 
matches 

In Tuesday’s win over 
Frankfort, McCreery re¬ 
corded two of the Rams’ six 
goals, the first of which was 
via a penalty kick midway 
through the first half. 

Connor Forrester made it 
2-0 with a goal about five 
minutes later off an assist by 


Cody Lewis. 

A goal by Nick Brant off 
another feed by Lewis at 
about the 6:00 mark was 
followed four minutes later 
by a goal by A J. Storck, 
assisted by Nixon Malcolm, 
which gave the Rams a 
commanding 4-0 lead by 
intermission. 

With about 18 minutes 
remaining in the match, 
Lewis recorded a goal off an 
assist by Storck McCreery 
then capped off the scoring 
for the night with a goal off 
a pass from Chris Shad 

The Rams dominated 
play, finishing with a lop¬ 
sided 28-6 lead in shots, an 
d also led in corner kicks, 3- 
1. 

Royce Warnick was 
credited with four saves in 
goal for Southern, and 
Aaron Riley had two. Andy 
Hughes turned away a 


dozen of Southern’s shots in 
the first half, and Cameron 
Spence recorded 10 saves 
for the Falcons (2-4) in the 
second half. 

The SHS junior varsity 
was edged in the first 
match, 3-2. 

The Rams will travel to 
Preston for a match this 
evening, and will meet Alle¬ 
gany again next Tuesday in 
Cumberland 

SOUTHERN (6) 

FRANKFORT (0) 

Frankfort 0 0-0 

Southern 4 2-6 

First Half 

S - Andrew McCreery pen¬ 
alty kick, 20:00. 

S - Conor Forrester as¬ 
sisted by Cody Lewis, 15:00. 

S - Nick Brant assisted by 
Lewis, 6:00. 

S - A.J. Storck assisted by 
Nixon Malcolm, 2:00 

Second Half 

S - Lewis assisted by 
Storck, 18:00. 

S - McCreery assisted by 
Chris Schad, 1200. 



'08 Mountaintop 


Platters To Go 

7 Flavors 

Orders must be placed by 1 p.m. 

& picked up between 12 & 4 p.m. 

Let us do the work! 

■ 301 - 533-0120 

li............ 


MOONEY’S 
PUB 



Bradley Lane Oakland 


Soccer Season 
Now Under M/ay 

The Mountaintop Soccer 
Association’s (MSA) recrea¬ 
tional season of league play 
opened Saturday, Sept. 6. 
There are 31 teams this 
year, in age divisions of 
Under 6, Under 8, Under 
10, Under 12, and Under 
15. 

In the two younger divi¬ 
sions scores are not kept, 
but those final scores in U- 
10, U-12, and U-15 are re¬ 
corded and published each 
week There will be play-off 
matches at the end of regu¬ 
lar season play for the two 
older divisions. The 
matches for the older three 
divisions take place at the 
fields in Loch Lynn, while 
the younger divisions play 
at Broad Ford Elementary 
School 

The scores of the first 
week of league play are as 
follows: 

UNDER 15 
Saturday. Sept. 6 

WKHJ Spirit defeated Cor¬ 
nerstone Family Medicine 
Blast, 6-1 

Regional Eye Center Rang¬ 
ers defeated Markwood Family 
of Dealerships Jammers, 5-2 
Monday, Sept. 8 
Cornerstone Family Medi¬ 
cine Blast defeated the Dental 
Health Group Blazers. 2-0 
Tuesday. Sept. 9 
Dental Health Group Blazers 
and Regional Eye Center 
Rangers tied, 2-2 

Wednesday, Sept. 10 
Cornerstone Family Medi¬ 
cine Blast defeated the Mark- 
wood Family of Dealerships 
Jammers, 6-0 

UNDER 12 
Saturday. Sept. 6 
RPM Construction Crew 
defeated Wood Products Rap¬ 
ids, 7-1 

Wilson Supply Fire defeated 
NuWay Interiors Mutiny, 3-2 
FCSI United defeated Santa 
Fe Grille Revolution, 5-3 
UNDER 10 
Saturday, Sept. 6 
The Paintworks Tornadoes 
defeated the Ashby Engineer¬ 
ing Tsunamis. 4-3 

MLP Lions Club Lightning 
defeated Gel 'N' Go Hurn- 
canes, 3-2 

Tuesday, Sept. 9 
Railey Realty Thunder de¬ 
feated Get 'N' Go Hurricanes. 1 
- 0 . 

Wednesday, Sept. 10 

MLP Lions Club Lightning 
defeated Ashby Engineering 
Tsunamis. 3-2 

(Note Some scores in U12 
and U10 have not yet been 
reported All referees are re¬ 
minded to e-mail their match 
scores to marym@therepub- 
licannews com or call them in 
to 301-334-3963 as soon as 
possible) 


CmtCshtMafinr 

testaumnt Lounge 



Urmcmbcr... 

Monday Night 




you choose the cut. 


you choose the size! 

830 Memorial Drive Oakland 

S01-SM-M99 





Smith's v mjiMim 

Antiques £ Collectibles 

A must visit on your trip to Deep Creek Cake 

Over 6,000 SQuare feet of furniture, china, 
heirloom jewelry, tools and much more. 

Full-time, courteous staff available while you browse. 

Open Mon. - Sat.; 8:30-5:00. Sunday 8:30 - 4:00 

^£)©ttie s c^iuntain Grill 

Where friends, old and new. meet and celebrate 
Full breakfast and lunch service available. 

Daily lunch specials and outstanding milkshakes! 



Enjoy a real Garrett County breakfast! 
Genuine buckwheat cakes & sausage. 


301 533-0000 * Open T days a week at 8:30 a.m. 

205 Alder Street at Second Street in downtown Oakland 



0% FINANCING 

FOR 60 MONTHS 


TC30 Tractors 

30 hp 



TT-A Series Tractors 

35 to 62 PTO hp As low as $240 per mo. 

$0 Down 

T1500 Series Tractors 30 and 35 hp 

Loader extra - plus lax A delivery 

For power and a price that are easy to handle, check out the Lean & Mean tractors 
from New Holland. This breed of tractors gives you reliable power and solid 
performance at an affordable price And, for a limited time, you can get 
0% financing for 60 months for payments that are extra-lean 

But hurry! This offer ends September 30. 2008 _ 


Addison Farm 


H NEW HOLLAND 


AGRICULTURE 


& Industrial Equipment, Inc. 

7008 National Pike, Route 40, Addison, PA 15411 

X14-TQS-TA71 . XXX-7A1-X7QX 
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Saturday, Sept. 13 

at 10 a.m. 

Quitter’s 

Corner 


Quality Fabric & Notions ' *— 

Next to Wal-Mart in the Shopping Plaza 

301 - 334-4301 

Open Monday thru Friday 10 to 6 and 
Saturday 10 to 3; Closed Sunday 


Real 
Estate 
Eacts by... 


-fO VYN- WIDE YARD SAt£ 

The town of 


Grantsville 


is sponsoring a 

Town-wide 
Yard Sale Day, 

Saturday, Sept 13, 2008 


Have a yard sale Sept. 13. 


TRI STATE 
MEMORIAL CO. 
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RAMS TOP HUSKIES - In the first county clash 
on the volleyball court this season, the home-standing 
Northern Huskies were defeated by the Southern 
Rams, 3-1. Above, Northern’s Chelsie Custer aims to 
get the ball past the blocking arms of Southern's 

SHS Volleyball Team Begins 
By Topping Campers, Huskies 


The girls' varsity volley¬ 
ball team ot Southern High 
School started its season on 
a positive note this past 
week with a pair of victories 
in Appalachian Mountain 
Athletic Conference match¬ 
es. 

The Rams opened with a 
3-0 sweep of visiting Alle¬ 
gany on Monday, and then 
handed county rival North¬ 
ern a 3-1 defeat last night at 
the Cove. 

Despite the sweep over 


the Campers of Allegany, 
the Rams had to work hard 
for all three game victories, 
which ended with scores of 
25-19, 25-18, and 26-24. 

Seven was the lucky 
number for Southern’s 
Shayna Sweitzer, as she led 
her team with seven kills, 
seven assists, and seven 
digs. 

Alycia Horner contribu¬ 
ted five kills, five digs, and 
three aces to the Ram cause, 
while Kaycee Ackerman 


Deer Park Vol. Fire Dept Fire Hall 


KEEP THE CART BEHIND HIE HORSE! 


It's probably no surprise that nearly all buyers 
* require financing for their home purchase. The real 
■> challenge is not so much in getting the loan as it is in 
finding the loan that's right for you 

The time to start your loan search is before you 
begin looking at homes After you've reviewed your 
loan options, you'll have a better idea ofjust how much 
home you can afford 

Many real estate agents have experience and 
relationships with local lenders, and can suggest one 
or more lenders who offer a variety of loans with 
competitive terms and quality service. Your mortgage 
is as individual as you arc, so take the time early on to 
match a loan to your particular needs. 

Starting early also gives you an edge when you 
offer to purchase a property, because most contracts 
will specify that you have to apply for financing w ithin 
a certain amount of time, usually seven to ten days. 
Meeting with a lender in advance prevents your 
having to rush into a loan decision. 

You'll also have an advantage with sellers, 
because an offer to purchase from a pre-approved 
buyer is more attractive to sellers who won't have to 
worry about whether you'll qualify for financing It 
demonstrates to both you and the sellers that you have 
the financial strength to complete the purchase on 
schedule t all your real estate agent today and happy 
house hunting. If you are thinking of buying or selling 
a home but feel “out of touch" with real estate, give me 
a call today. 


Northern Garrett 
Volleyball Schedule 


Date 

Opponent 1 

Loc. 

9/6 

Keyser 

A 

9/8 

Frankfort 

H 

9/10 

Southern 

H 

9/16 

Fort Hill 

A 

9/18 

Mtn. Ridge 

A 

9/23 

Bishop Walsh 

A 

9/24 

Allegany 

A 

9/29 

Meyersdale 

H 

9/30 

Mtn. Ridge 

H 

10/2 

Fort Hill 

H 

10/8 

Allegany 

H 

10/9 

Hampshire 

A 

10/15 

Salisbury 

A 

10/16 

Bishop Walsh 

H 

10/22 

Southern 

A 


will have "a tremendous 
responsibility” to get the 
ball to Sweitzer, who was a 
first-team all-conference/all- 
area player last year 

“Our goals include play¬ 
ing every game with inten¬ 
sity and limiting our mis¬ 
takes,” she said "We really 
have to stick with the funda¬ 
mentals. 1 am worried about 
our passing, but am pleased 
with the ability we have 
shown so far of keeping the 
ball in play ” 

NHS Volleyball 
Team Opens With 
Trio Of Defeats 

It’s been a tough start to 
the new high school girls' 
volleyball season for the 
Northern High School var¬ 
sity, as the Huskies dropped 
3-0 matches to host Keyser 
on Saturday, to visiting 
Frankfort on Monday, and 
finally to county rival 
Southern at home last night 

Northern fell to Keyser 
by scores of 25-8, 25-11, and 
25-13. 

Jessica Maltba led the 
Huskies with 12 digs, while 
Jessica Baker recorded four 
aces and Tanya Devine fin¬ 
ished with six kills. 

The Huskies were out- 
scored Monday by Frank- 


In Loving Memory Of ** j 
Vema A. Friend, 1906-1988 
on her birthday, September 19 

A mother of 9 children who 
worked the garden and canned the food. 

She washed the clothes on a 
scrub board she used. 

She doctored her children 
with herbs and teas. 

Pur them to bed with a prayer 
to put them at ease. 

Sadly missed by all her children 


Shayna Sweitzer (#12) and Torie Bosley (#23). Other 
Huskies in the photo are, from left, Taylor Maltba (#8), 
Chelsie Glotfelty (#11), Katy Umbel (partially hidden), 
and Alyssa Rounds (#1). Photo by John McEwen. 


Southern Garrett High School 


Player Year 

Alycia Homer 9 

Anna Keefer 11 

Samantha Calhoun 12 

Emily Lipscomb 12 

Alicia King 11 

Shayna Sweitzer 12 

Kaylee Sisler 11 

Tiffany Matthews 12 

Kaycee Ackerman 12 

Marissa Aronhalt 12 

Torie Bosley 12 

Jennifer Donham 12 


provided five aces and three 
kills 

The Campers were led by 
Jenna Mathews, who had a 
match-high 10 kills and four 
aces. Rebekai. Wormack re¬ 
corded 10 points and eight 
kills 

The SHS junior varsity 
was topped in the first 
match, 2-1. The Rams won 
the first game, 25-20, but 
lost the next two, 25-19 and 
15-13. 

Courtney Graham led 
Southern's effort with 10 
points and two aces, with 
Corine Fike contributing 
seven points with six aces 

Details of last night’s win 
over the Huskies were not 
received as of this morning 

The Rams will return to 
action next Tuesday at 
Frankfort, and will host 
Hampshire next Thursday 

SEASON REVIEW 

Southern head coach Sue 
Newton is optimistic about 
the Rams' 2008 season, as 
her group of seniors has 
played together since they 
were freshmen 

“They finished 14-0 
when they were freshmen, 
so their experience should 
be very beneficial against 
many of the teams on our 
schedule,” Newton said 
"But we will really have to 
step it up to have a chance 


Roster 


Ht. 

Position 

5'6" 

Setter/Hitter 

57" 

Setter/Hitter 

5'6" 

Hitter 

5'4" 

Defense 

5'6" 

Hitter 

5’9" 

Setter/Hitter 

57" 

Hitter 

5'6" 

Hitter 

5'6" 

Hitter 

57" 

Setter/Hitter 

5'6" 

Hitter 

5’5" 

Hitter 

Southern Garrett 
Volleyball Schedule 


Date Opponent Loc. 

9/8 Allegany H 

9/10 Northern A 

9/16 Frankfort A 

9/18 Hampshire H 

9/23 Fort Hill H 

9/25 Mtn. Ridge A 

9/27 Fort Hill A 

Tournament 

9/29 Bishop Walsh A 

10/1 Allegany A 

10/6 Preston A 

10/8 Fort Hill A 

10/15 Frankfort H 

10/20 Mtn. Ridge H 

10/22 Northern H 

10/23 Keyser H 


against our most difficult 
opponents, such as Frank¬ 
fort, Fort Hill, and Hamp¬ 
shire.” 

Key players lost to 
graduation from last sea¬ 
son's 13-3 squad were Alex 
Barnard and Melodie Stol- 
bom The top returning 
players include Shayna 
Sweitzer, Kaycee Acker¬ 
man, Marissa Aronhalt, Tif¬ 
fany Matthews, Emily Lips¬ 
comb, and Jennifer Don¬ 
ham. 

"My biggest concerns are 
a lack of depth in terms of 
offensive power,” Newton 
said, "and if we don’t per¬ 
form well defensively, we 
will struggle against teams 
like 1 just mentioned.” 

Newton added that fresh¬ 
man setter Al(ycia) Horner 


SPIKING, DIGGING, AND KILLING the volleyball 
this season for the Northern High School teams are 
the young ladies pictured here. Members of the var¬ 
sity team are pictured above. Kneeling, from left, are: 
Katy Umbel, Courtney Humberson, Tanya Devine, 
Emma Bass, and team captains Chelsie Glotfelty and 
Hannah Sines. Standing are: head coach Amanda 
Frantz, Jessica Baker, Cassie Doerr, Chelsie Custer, 


Erin Elizabeth Beiler, Alyssa Rounds, Tayloi Maltba, 
and assistant coach Kim Friend. The junior varsity 
team is pxtured below. In the front are team captains 
Maddy Whittemore and Kerah Umbel. Kneeling, from 
left, are: Alex Glotfelty, Rachel Frazee, Samantha Carr, 
and Brianna Lowdermilk. Standing are: Coach Frantz, 
Jordan Seaman, Katelynn Hanek, Miranda Beasom, 
Breanna Mallow, Tabitha Beasom, and Coach Friend. 


fort, 25-8, 25-13, and 25-16, 
as Morghan Snyder led the 
visitors with 14 points and 
27 assists 

Katie Carder had a 
dozen digs, six points, and 
one ace for the Falcons, 
while Saydi Whiteman con¬ 
tributed seven kills, six digs, 
and two points with one 
ace. Aira Whiteman re¬ 
corded eight kills and two 
digs, and Manah Miller 
provided eight service 
points, including three aces 

Pacing the Huskies were 
Maltba with seven digs, 
Baker with four aces, and 
Alyssa Rounds with three 
kills 

The Northern junior var¬ 
sity was also defeated, 25-16 
and 25-11. 

See other story for details 
on the Northern loss to 
Southern last night 

Campaign Set 

Continued from Page A-l 
Alcohol Council with vari¬ 
ous community partners are 
working together to mobi¬ 
lize a countywide response 
to the substance abuse prob¬ 
lems in Garrett County 

"This has truly been a 
cooperative effort between 
the Health Department, 
other community groups, 
schools, and concerned citi¬ 
zens,” said Brenda Sisler, 
Today is the Day coordina¬ 
tor "Our Outreach Team 
has done a great job getting 
the message out into the 
communities " 

For more information 
about Today is the Day and 
other drug/alcohol preven¬ 
tion efforts, persons may 
visit garretthealth.org or call 
the Garrett County Health 
Department at 301-334- 
7730 or 301-895-3111 


Subscribe to The Republican Try our Want Ads. They Pay. 


SUBARU. 
Parts & Service 

PM Inspections - All Models 

©aaowsGS z*\c^@XKa)®G8w® 

301 - 387-6148 


Main office in Piedmont, WV 
1-800-924-6701 

Area Representatives: 

Marsha Swauger 
Grantsville, MD 

301-895-5764 

Amy Custer 
Oakland, MD 

301-334-1139 

Tbp quality Granite, Marble, & Bronze 
Personalized Memorials - Duracolor Etchings 
Expert Design & Superior Workmanship 


1.) $500 Coverall in 55 nos , 

2.) Progressive Bonanza $500 Coverall in 56 nos. 
3.) Mystery number game $358 + attendance 

Refreshments! 

Sponsored by Southern Band Boosters 

COMPUTERIZED BINGO SYSTEM W/VERIFICATION 
_ No one under 18 will be admitted. _^ 


S01-387-5303 


DEEP CREEK 

REALTY 800-2.>2-733*) 
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Leave the Landscaping to Us! 


Also offering Fall Clean-Up 


Schedule your landscaping 
before October 1. 2008, 8 get 


Hydroseeding 

?e results in as little as 4 days 

Landscaping • 


On all new lawn installation 


Bulk Mulch 


Open Mon. - Fri. 6am - 6pm; 

' Sat. 6am - Noon 

^ Sundays by appt. only —^ ^ 

Call Today for your FREE Estimate 

301-334-5810 • 301-616-6576 Green! hin g s.ixc 

WWW.Green I hingsLLC.com Landscaping and Property Maintenance 

orate,! on Rt 219, approx. 7 mi. South of Oakland Loca,l > °* ned * Operated 


MHIC-96039 


February 16. 1 9823Smemb?aibl20jJ2 


Love Always. 
Mom, Dad, Dawn, 
Chrissy, Stephen. Dan 
and all friends and 
your whole family. 


FRIENDSVILLE NEWS 


BLOOMING ROSE 
UNITED METHODIST 
CHURCH 

Blooming Rose Church 
will be holding a yard sale 
and bake sale at the church 
this Saturday, Sept 13, 
from 9 a m. to 3 p.m. All 
donations of yard-sale 
items, homemade crafts, or 
baked goods will be appreci¬ 
ated 

A church council meet¬ 
ing will be held next Tues¬ 
day, Sept. 16, at 7 p.m. at 
the church. 

FRIENDSVILLE 
UNITED METHODIST 
CHURCH 

A charge worship service 
will be held Sunday, Sept. 
14, at Friendsville Commu¬ 
nity Park, beginning at 
10:30 a m A coverea-dish 
dinner will follow at noon. 

Bible study will begin 
Monday, Sept 15, at the 
parsonage at 7 p.m., and 
will be held again on Tues¬ 
day, Sept. 16, at 9 a m. The 
study will center on the 
book of Ezekiel. 

A church council meet¬ 
ing will be held next 
Wednesday, Sept. 17, at 7 
p.m. at the church. 

SELBYSPORT UNITED 
METHODIST CHURCH 

A church council meet¬ 
ing will be held Wednesday, 
Sept. 24, at 7 p.m. 

SOUP SALE 

The Friendsville United 
Methodist Church will hold 
a homemade soup sale on 
Friday, Sept. 19, at the 
church from 5 to 7 p.m. The 
soup of the month is vegeta¬ 
ble soup and the meal con¬ 
sists of soup, bread, and 
dessert Persons may eat in 
or take out. Soup will also 
be sold by the pint or quart. 
Noontime deliveries will be 
made upon request. 


Gmt&hiMaiur 

1tzstaumnt&Lounge 


JLemcmbcr... 

Monday Night 


RMffl 


you choose the cut. 

priced by the ounce... 

you choose the size! 

850 Memorial Drive. Oakland 


PANCAKE SUPPER 
Grace Lutheran Church 
will hold its annual pancake 
supper on Friday, Oct. 3, 
from 4 to 7 p.m at the 
church The menu will in¬ 
clude pancakes, sausage, 
sausage gravy, etc Thrivent 
will provide matching funds 
of the free-will donation 
proceeds 

DRUG PROGRAM 
SLATED 

Garrett County’s Today 
is the Day for parents to talk 
to their children about drugs 
will be held this Friday, 
Sept. 12, from 7 to 9 a m in 
front of S&S Market. Every¬ 
one involved will be asked 
to take a stand against drugs 
in the community. For 
more information, persons 
may contact Kecia Smith at 
301-746-5230. 

GRANDPARENTS 
CELEBRATION 
The Friendsville Com¬ 
munity Watch will host its 
annual Grandparents Cele 
bration on Friday, Sept. 19, 
beginning at noon at the 
Friendsville Community 
Park pavilion. The event 
will include a free chicken 
dinner, games, door prizes, 
and fellowship. Those plan¬ 
ning to attend are asked to 
telephone Sharol at 301- 
746-5601 or Kecia at 301- 
746-5230. 

MEYERS REUNION 

The Walter and Martha 
Meyers family reunion will 
be held this Saturday, Sept. 
13, beginning at 1 p.m. at 
the Sand Spring Church of 
God picnic pavilion. 

CUN/CASII BASII 
The Northern Garrett 
County Rescue Squad will 
be holding its third annual 
Gun/Cash Bash on Satur¬ 
day, Sept. 20, from noon to 
6 p.m. at the Garrett Coun¬ 
ty Fairgrounds in McHenry. 
Donation is $25 per ticket 
For more information, per¬ 
sons may contact any mem¬ 
ber of the squad Informa¬ 
tion can also be obtained 
online at www.ngcrs.com 
TRIP PLANNED 
The next trip for the Cir¬ 
cle of Friends will be to Get¬ 
tysburg, Pa , on Saturday, 
Oct 25 The trip will in¬ 
clude the new museum and 
visitors' center, lunch at 
Dobbin House Tavern, his¬ 
toric church tour, and the 
Shriver House. The tour is 
open to the public and in¬ 
cludes pickup at Grants- 
ville. Ftustbutg. and Cwn-« 
berland. For more informa¬ 
tion, persons may telephone 
Louise Brenneman at 301- 
895-5697. 


EAGLE SCOUT DONATION - Grantsville Squadron 214, Sons of the American 
Legion, recently made a donation to Daniel Uphold of Boy Scout Troop 49 toward 
his Eagle Scout Community Service Project. He plans to build a flower box at the 
base of the new "Welcome to Grantsville" sign along Route 495. Pictured above, 
from left, are Ray Uphold, Troop 49 Scoutmaster; Daniel Uphold, and Frank Davis, 
commander of Grantsville Squadron 214. 


Earns Transfer 
Scholarship To 
Bucknell Univ. 


Christy Stahl, Accident, 
was recently awarded a 
scholarship to Bucknell 
University, which she is 
currently attending in Lew- 
isburg. Pa. She is the daugh¬ 
ter of Kris and Jeanne Stahl 
Stahl graduated from 
Northern High School in 
2006, then attended Garrett 
College for two years as a 
math/science major. She 
was awarded her AA degree 
from Garrett in May 2008. 

"We couldn’t be happier 
for Christy, because this is 
what she really wants to do. 
Noted her parents, upon 
receiving tic wr of the Bdck- 
ncll transfer scholarship. 
"We're so grateful toward 
Bucknell University for 


Fall is a Great Time to Plant! 


ATTENTION 
Renal Dialysis Patients 


Ever Consider Your Therapy Options? 


/resen ins Medical Care of B meet on Mills 
Offers: 

• Home Hemodialysis 

• Peritoneal 

• In-center Hemodialysis 

• Free Treatment Options Classes 

For more information, contact the 
Home Therapy Coordinator 
to discuss your options at 
1-304-379-2770. 

f'/iiii rt n net 

v vwii. huh laj/ii/i i iiuiiik i/tui^aia 


their generosity and very 
appreciative of the wonder¬ 
ful staff at Garrett College 
who have helped her 
through the process, so she 
can follow her dream." 

In 2007, Stahl success¬ 
fully applied for a summer 
program scholarship to 
Bucknell University, which 
she attended for six weeks. 
She earned eight credit 
hours of transferable course- 
work, full tuition, room and 
board, and a stipend. At¬ 
tending the summer session, 
and completing her second 
year at Garrett College were 
requirements for the addi 
tional tuition scholarship as 
a transfer student. 

She was awarded the 
second scholarship to pur¬ 
sue her bachelor's degree at 
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Featuring events that build assets in youth and pro¬ 
mote community involvement: 

THURSDAY, Sept. 11 

• Rec Night, Ryan's Glade Community Building, 6 to 
8 p.m. Join in on these recreation nights, featuring bas¬ 
ketball. Free. (301-334-7730) 

• Cake Decorating lessons Gorman Go Getters invite 
anyone interested in the art of cake decorating to join 
this four-session class. Meet each Thursday through 
Sept. 25 Registration Tee is $20. The first 10 people 
with paid registration \4tll receive a free starter kit 
worth $15. Call 301-334-9763 to register 

FRIDAY, Sept. 12 

• Bike Rodeo. Accident fire hall parking lot, 6-8 p.m 
Kids are encouraged to bring their bikes and helmets 
for this rodeo featuring prizes, refreshments, and bicy¬ 
cle inspections. Free Sponsored by Accident Commu¬ 
nity Planning Group (301-334-7730) 

• Crellin "Drive-In" Movie Night. Crellin United 
Brethren Church Pavilion, 7 to 9 p.m All are invited to 
bring a blanket or lawn chair for a movie under the 
stars with popcorn and a drink Children under 8 years 
must be accompanied by an adult Admission is $.50. 
Sponsored by Paw Prints of Crellin, Hutton, and Un¬ 
derwood. (301-334-7730) 

• Deer Park Recreation Program. Deer Park commu¬ 
nity playground, 6 to 7 p.m Deer Park Eliminators 
invite all ages to this recreation program, which will 
include 3-on-3 basketball and other games for younger 
children Youth attending all seven weeks of the pro¬ 
gram will receive a reward Drinks provided Free For 
this third week, participants are to wear a headband as 
part of the anti-drug theme. (301-334-7730) 

THURSDAY, Sept. 18 

• Rec Night, Ryan's Glade Community Building, 6 to 
8 p.m. Join in on these recreation nights, featuring bas¬ 
ketball Free (301-334-7730) 

FRIDAY, Sept. 19 

• Friendsville Grandparents Celebration, Friendsville 
Senior Center, noon Friendsville grandparents are 
welcome for chicken dinner, bingo, door prizes, and 
fellowship Free Persons must register by Sept. 16 by 
calling 301-334-7730, ext. 6611. Sponsored by Friends¬ 
ville Community Watch 


Assets are qualities and experiences youth need to 
unleash their potential for growing into healthy, caring 
adults For more information about Healthy Communi- 
ties*Healthy Youth' M (HC*HY): Garrett County and 
about building assets in youth, persons may call 301-334- 
1189 

HC*HY Garrett County and some of the activities 
above are sponsored by Garrett 
County Partnership for Children 
and Families Inc./LMB (Local 
Management Board), the Garrett 
County Health Department, 

Garrett County Extension Serv¬ 
ice, and the Governor's Office of 
Crime Control and Prevention 
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for students who show po¬ 
tential to succeed in a 
bachelor’s program, heve a 
GPA of 3.5 or higher, have 
completed at least 12 col¬ 
lege credits after their first 
year at Garrett, demonstrate 
leadership abilities and 
problem-solving skills, and 
meet the income require¬ 
ments 

Those interested in learn¬ 
ing more about this scholar¬ 
ship program should con¬ 
tact Phil Rivera at 301-387- 
3077 or Dana Shimrock at 
301-387-3003. 

Hoyland To Speak 
At Next Meeting 
Of Garden Club 


SMS Senior Selected To Participate 
In Zimbabwe Mission Of Peace Trip 


Bucknell University. Her 
major will be a combination 
of psychology and biology 
courses, which will prepare 
her to become a pre-med 
student. She is considering 
becoming a physician’s as¬ 
sistant. 

"I have never wanted 
anything more than to have 
an opportunity such as this 
one," she stated after learn¬ 
ing of acceptance to the uni¬ 
versity. "All of the work up 
to this point has all been 
completely worth it." 

Garrett College will be 
actively pursuing potential 
candidates for this scholar¬ 
ship in the upcoming fresh¬ 
man class. This program, 
funded by Bucknell Univer¬ 
sity and the Jack Kent 
Cooke Foundation, looks 


BRYCE HOYLAND 

The Mountain Laurel 
Garden Club (MLGC) will 
meet Tuesday, Sept. 16, at 
10:30 a m. at the North 
Glade Inn near Deep Creek 
Lake. Bryce Hoyland will 
present a PowerPoint pres¬ 
entation titled "Gardening 
in the Shade and Preparing 
the Garden for Winter." 
The meeting is open to the 
public. 

Hoyland holds a bache¬ 
lor’s degree in agronomy 
and a master's degree in 
plant pathology from Penn 
State University. After col¬ 
lege he worked for a land¬ 
scaping and tree care com¬ 
pany in Philadelphia He is 
a certified arborist and a 
Maryland licensed tree ex¬ 
pert 

After moving to Garrett 
County in 2004, he opened 
Hoyland Horticulture, a 
small tree care, landscaping, 
and nursery operation The 
company recently merged 
with Greenscapes, and Hoy¬ 
land is the sales manager for 
the company. 

Garden Club members 
will be contacted for lunch 
reservations Non-members 
interested in attending the 
meeting, making a lunch 
reservation, or receiving 
further information about 
the MLGC may contact 
Ginni NefT at 301-387-7387 
or Helga Williamson at 301- 
387-8069. 

MLGC, observing its 
20th anniversary year, is a 
member of the Federated 
Gardens Clubs of Maryland 
Inc., Central Atlantic Re¬ 
gion, and the National Gar¬ 
den Clubs Inc. Affiliated 
clubs provide education, 
resources, and national net¬ 
working opportunities for 
members as well as promote 
gardening, floral design, 
and civic and environ¬ 
mental responsibility, a 
spokesperson said. 


Andrew McCreery, a 
senior at Southern High 
School, has been selected by 
the Northeast Jurisdiction 
of the United Methodist 
Church to participate in a 
"Mission of Peace" trip to 
Zimbabwe He is one of 
three selected from the West 
Virginia Annual Confer¬ 
ence. 

The group is scheduled 
to leave on Dec. 27 for a 15- 
day experience through 
which members will interact 
with other young people 
and their families with hope 
of gaining a better under¬ 
standing and perspective of 
each others' lives 

The cost of the trip is 
$4,500, which each partici¬ 
pant is expected to under¬ 
write. McCreery has already 
raised $2,500 to date and is 
seeking additional support. 
Those interested in support¬ 
ing the mission project may 
send a check made payable 
to St. Paul's United Meth¬ 
odist Church, with a nota¬ 
tion for Mission of Peace. 
The church address is 318 
E. Oak St., Oakland, MD 


21550. 

McCreery is pictured 
with Joan Johnson, vice 
president of the United 
Methodist Women, who 
recently made a presenta¬ 
tion to him. 

Underwood United 
Brethren Church 
Homecoming Set 

The Underwood United 
Brethren in Christ Church 
will celebrate its annual 
Homecoming Day on Sun¬ 
day, Sept. 14. 

The day will begin with 
worship at 9 a m. with Pas¬ 
tor Phillip (Marty) Wilt, 
followed by Sunday School 
at 10 am 

A covered dish meal will 
be shared at 1 p.m. at the 
church pavilion. A program 
with the Boone Brothers 
from Morgantown, W.Va., 
and other talent from the 
congregation will begin at 
2:30 p.m 

The public is invited to 
attend. The church is lo¬ 
cated along the Underwood 
Road. 
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Join tUt Il4h! 


Kitzmiller 

NATIONAL NIGHT OUT/BLOCK PARTY 


Where: Front of Town Hall 
When: Saturday, Sept. 13 

Schedule of Events 

PRE-SHOW ENTERTAINMENT: 3 PM - 6 PM 
featuring Mark Stevens 
BLOCK PARTY: 6 PM-9 PM 
Entertainment by Country Boys 

Throughout the night, enjoy^ 

-Entertainment 
•Games 
-Food 

•Dunking Booth 
•Baked Goods 

Dejonstrati^ 

Cotton Candy, Snow Cones, 
Popcorn, & Ice Cream 


- February 16, 
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1 Miss You 

The Memories flash before me 
It makes me want to cry 
I miss you even more when they appear 

k I wish you were here 
■ I remember the times we spent together 
I You took me here and there 
I hate that I can't see you 


301 334 3522 

Three Smith Third Street Oakland Ml) 2IS50 


But I feel you watching me 
Day in and day out 
I miss you so much 
And wish you were still here 

You were the greatest brother and son 
That I could ever ask for 
You’re missed so much 
That you will never know 

Wish you were still here 
Where you’re always loved 
The memories are being treasured 
Inside of me, there's a place for you 
1 miss you more than you can ever know 
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Maryland Faces 
Revenue Shortfall 
Of $432 Million 

by Eli Segall 

Capital News Service 

ANNAPOLIS - Mary¬ 
land’s projected revenue 
stream was slashed by $432 
million Tuesday, as state 
officials proposed more 
spending cuts and blamed 
the shortfall on the battered 
economy. 

The Board of Revenue 
Estimates said the state will 
collect nearly $14.1 billion 
in its general fund next fiscal 
year, down from the rough¬ 
ly $14.5 billion predicted 
in March The lion's share 
of the plunge came from 
sliding sales and income 
tax receipts, but other dips 
are expected in everything 
from tobacco to motor fuel 
charges. 

The general fund bank¬ 
rolls nearly all of the state’s 
operating expenses, includ¬ 
ing education, health care, 
and salaries for state work¬ 
ers. 

• Gov. Martin O'Malley, 
who described the shortfall 
as "not unexpected,” said he 
will soon propose hundreds 
of millions of dollars in cuts. 
Comptroller Peter Franchot 
also said he wants to trim 
state spending. 

Neither specified where 
the ax should fall. 

“Th<. bright fact is that 
we are still growing,” said 
state Treasurer Nancy Kopp, 


STOREWIDE 

SAVE NOW! 

All FOOTWEAR 

25% OFF 

or MORE! 

In sux* toelWMr only Ho special orders 
layaways '*»unds or exeftanges Al sales final 


-Clothes lor your reet! ,,T " 

1429 Maryland Hwy.. Min. Lake Park 

301 - 334-6112 

lues thru Fn. 10 5 30. Sat 10-3 


Occupants Sustain 
Minor Injuries After 
Car Overturns 


QUILT RAFFLE WINNER NAMED - The Friendsville Library Quitters recently 
presented their latest quilt “Friendsville in 1775” to winner Barry Frazee, Friendsville. 
The quilt drawing was held last week, with the winning ticket sold at the Friendly Cup, 
Friendsville. The queen-sized quilt uses a technique called string piecing and honors 
Friendsville history as an early settlement in Garrett County. The raffle earned $1,226 
for the Friendsville branch of the Ruth Enlow Library to use for the purchase of books 
and supplies and to support library programs. 


Kasic Expanded Cable 
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A McHenry woman and 
her juvenile passenger were 
transported to Ruby Memo¬ 
rial Hospital, Morgantown, 
W.Va., for minor injuries fol¬ 
lowing a motor vehicle acci¬ 
dent on Garrett Highway. 

Cheryl Paugh, 51, and 
a passenger were traveling 
south in her Ford Taurus 
on Saturday, when a north¬ 
bound vehicle crossed the 
center line. Paugh swerved to 
avoid the oncoming vehicle, 
lost control, and overturned 
after striking a ditch. 

Both Paugh and the ju¬ 
venile suffered minor inju¬ 
ries and were taken to Ruby 
Memorial by Northern Res¬ 
cue Squad. The driver of 
the northbound vehicle was 
cited for failing to drive right 
of center. The second driver 
was not identified by Mary¬ 
land State Police. 

Deep Creek Volunteer 
Fire Company also respond¬ 
ed to the scene of the ac¬ 
cident. 


READER MEETS ORIOLE BIRD - A number of Summer Reading Program Club 
participants throughout Maryland public libraries recently attended the Orioles vs. 
Red Sox baseball game in Baltimore. Thirteen kids, ranging from ages 3% to 19 years, 
were selected to walk out onto the field during the pre-game activities. Superintendent 
of Schools Nancy Grasmick congratulated readers, while right-fielder Nick Markakis 
presented each with an Orioles hat and the Oriole Bird mascot gave high-fives. The 
Orioles are supporters of the Summer Reading Club series and supplied free tickets 
for two games to Maryland public libraries, which were distributed to club participants. 
Several libraries held drawings for the tickets, while Ruth Enlow Library gave them 
by request. The Oriole Bird gave high-fives to 8-year-old Olivia Bonitz, middle, who is 
the daughter of Terry and Darlene Bonitz, Accident. She was among Maryland’s 2008 
Summer Reading Club honorees at the game. “I was excited to meet Nick, the Oriole 
Bird, and Ms. Grasmick, my principal’s boss,” said Bonitz. Olivia attends Accident 
Elementary School. 
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That same day, Franchot 
voted against raising the bar 
on how much money Mary¬ 
land can borrow for schools, 
road construction, and other 
projects That vote by the 
Capital Debt Affordability 
Committee, passed 4-1. 

Franchot, in an interview, 
blamed the most recent 
projected shortfall on the 
soured economy and “out- 
of-control” state spending. 

“Those are the two cul¬ 
prits in this area; we’ve got 
to reform state spending, 
and we cannot tax our way 
out of a bad economy,” he 
said. “We have to, like the 
rest of Maryland, do some 
penny-pinching and kind of 
rein in spending." 

Still, some revenue gaps 
can’t be blamed on the econ¬ 
omy or state expenditures. 
Estate tax revenues, for in¬ 
stance, are expected to fall 
nearly 14 percent from last 
fiscal year, to $210 million. 

“Generally, (that figure) 
if almost entirely random.' 


said David Roose, director 
of the Bureau of Revenue 
Estimates. “It just depends 
on whether a handful of 
really wealthy people die or 
not ” 

Violation Of 
Protective Order 
Leads To Arrest 

Sheriff’s deputies were 
called to a residence on Al¬ 
der Street, Oakland, early 
Wednesday morning An 
Oakland man was arrested 
following investigation into 
a reported domestic violence 
incident. 

Barry Lynn Anderson Jr., 
24, was charged with violat¬ 
ing an out-of-state protec¬ 
tive order and taken to the 
Garrett County Detention 
Center. He was to await an 
initial appearance before 
a District Court commis¬ 
sioner. 

Kiwanis Club 
To Possibly Be 
Formed In GC 

Several members of the 
Capital District of Kiwanis 
International recently visited 
Garrett County to explore 
the possibility of forming a 
Kiwanis Club in the county. 

Part of this effort in¬ 
cluded visits with several 
community leaders and gov¬ 
ernment officials. During 
these meetings the goals and 
programs available through 
Kiwanis were reviewed. It 
was also emphasized that 
a new Kiwanis Club would 
work to complement current 
organizations. 

The primary Kiwanis ob¬ 
jectives would be to place 
an emphasis on the devel¬ 
opment of service leaders 
through the utilization of 
K-Kids, Builders Clubs, and 
Key Clubs. Additionally, 
the BUGS and Terrific Kids 
programs have also proved 
successful in improving aca¬ 
demic standards and student 
behavior in schools where 
implemented. AKtion clubs 
for developmentally chal¬ 
lenged young adults and a 
CKI chapter for college stu¬ 
dents could also be formed 

The consensus by the citi¬ 
zens who participated was 
that the programs available 
could benefit the citizens, 
are different from what is 
currently available, and have 
the potential to improve 
the development of service 
leadership As a result, the 
Capital District of Kiwanis 
will contact citizens to de¬ 
termine if a core group is 
interested in developing a 
Kiwanis Club These efforts 
will include press releases, e- 
mail campaigns, and group 
meetings during the next 
several weeks. 

If such a core group is 
recruited, a total of 25 to 30 
women and men would be 
required to form a Kiwanis 
Club. This group would de¬ 
termine club location, meet¬ 
ing time, and program pri¬ 
orities for the local club 

Those interested may 
contact Arthur N. Riley, 
Capital District governor, at 
410-857-0656; or via e-mail 
at RxArthur®aol.cotn 


referring to Maryland’s pro¬ 
jected 4 percent growth rate. 
"Some other states are still 
down year over year.” 

Maryland’s fiscal woes 
were thrust into the spot¬ 
light last fall, when the Gen¬ 
eral Assembly entered a spe¬ 
cial session, often working 
into early-morning hours, 
to plug a $1.7 billion bud¬ 
get gap. The lawmakers ap¬ 
proved a series of tax hikes, 
including a 1-cent jump in 
the sales tax. 

However, these and oth¬ 
er efforts have so far fallen 
short Maryland still faces a 
potential $1 billion deficit, 
and in March the Board of 
Revenue Estimates predict¬ 
ed a $333 million revenue 
shortfall. 

The state will release up¬ 
dated revenue projections in 
December, at which point, 
Franchot said, the estimates 
may again be cut. 

On Monday, Franchot 
proposed setting up a panel 
to review state spending. 


Discover the Difference Put our network, products and customer service to the test for 30 days • Change your 
calling plan at any time during your service agreement without signing a new contract • Renew your contract and 
take advantage of new phone pricing before your current contract ends 

Let us help you find a location: visit uscellular.com or call 1-888-BUY-USCC 
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ANSWER ym PHONE 

FREELY. 


US. Cellular 

believe in something better' 


Get Free Incoming Calls. Texts and Pix only from U.S. Cellular 


Also available In Licorice 


__ LG UX830 

touch screen 

$9095 

Alter S50 mail-in rebate that comes as a 
Visa Debit Card New 2-y(. spirit, plus 90-day unlimited 
eatyedge “ plan required While supplies last 


LG UX300 

GPS with voice 
turn-by-turn directions 


New 2-yi agtmt required 


MOTO Q 9c 

SMARTPHONE 

with wireless e-mail & Web 
and 1.3MP camera 

$9995 

Attar 9100 marl-in rebate that comes as a 
Visa* Oebit Card Requires new 2-yr agrmt plus 
939 95 voice plan and Smaitphone Plan purchase 


SAMSUNG R500 

with music player 

$3995 

New 2-yt apmt required While supplies last 


Save over $175 instantly. 
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Save $180 instantly. 
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0 Comfort Zone Infrared Portable Heaters are 
Proven to be 14-15% More Efficient Than Any 
Other Brand on the Market 

3 Year Extended Warranty 
30 Day Money Back Guarantee 
Virtually Maintenance Free 
0 Savings of 35 - 50 % on Your Heating Cost 
0 SAFE Around Children and Pets 
0 Energy Efficient 

Come see IIEAT-4-LESS 

Your Authorized 
Comfort Zone Distributor 

^ t 5 Miles West of Oakland on Rt. 7 

301-334-0762 


(Hutton Road) 


Open Tuesday thru Friday 10 to 5 b Saturday 10 to 2 


Benefit Dinner Scheduled To 
Help Young Cancer Patient 


A spaghetti dinner will 
be held on Sunday, Nov 9, 
at the Cresaptown Eagles 
hall to benefit 3-year-old 
Kaden Sharpless, grandson 
of Martin "Moon" and Sue 
Sharpless of Mtn Lake 
Park. The event will include 
raffle prizes and musical 
entertainment. 

Kaden, the son of Marty 
and Stephanie Sharpless of 
Bel Air, was diagnosed in 
late March with Stage 3 
neuroblastoma, a form of 
childhood cancer that af¬ 
fects the immature nervous 
system After an initial cycle 
of chemotherapy, numerous 
tests, and an exploratory 
abdominal surgery, Kaden's 
tumor cells have been classi¬ 
fied as "aggressive." 

With catheters hanging 
from his chest, Kaden can 
no longer swim or bathe. 
According to Kaden's ma¬ 
ternal grandfather, Larry 
Goldizen, this does not dis¬ 
courage him 

"Kaden takes this all in 
stride," he said "He still 
plays rough with his 7-year- 
old sister Payton and rides 
his tricycle all around the 
hospital You just can't keep 
up with him.” 


Kaden's treatment plan 
will involve six cycles of 
chemotherapy, surgery to 
remove as much of the tu¬ 
mor as possible, six days of 
high-dose chemo, and a 
stem-cell transplant, fol¬ 
lowed by four weeks of ra¬ 
diation. 

The family has been trav 
eling back and forth to Bal 
timore every week for 
chemo, fevers, blood trans 
fusions, and appointments; 
however, they will need to 
remain in Baltimore for 100 
days after Kaden receives 
his stem-cell transplant at 
Johns Hopkins Children's 
Center. Approximately four 
of those weeks will be spent 
in isolation 

Eventually, Kaden will 
be released as an outpatient, 
and the family will have to 
get an apartment within 20 
minutes of Johns Hopkins 
for the remainder of the 100 
days. 

"They hope to bring 
Kaden home by Christmas," 
said Sue Sharpless 

All proceeds from the 
spaghetti dinner will go to¬ 
ward helping to defray 
medical, transportation, and 
housing costs faced by the 


DENIED SOCIAL SECURITY? 

CALL 

KIRKWOOD & ROGERS, P.A. 

Experience You Con Trust 

KEYSER CUMBERLAND 

304-788-8080 301 -759-4040 

♦ SERIOUS PERSONAL INJURY 

♦ WORKERS’ COMPENSATION 
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Aeroquip 

Hydraulic Hose 
and Fittings 

HYDRAULIC HOSES 
MADE WHILE 
YOU WAIT! 

■ 1,2.4 and 6 Wire Hose Irom 
mrior 

John Deere 0 Ringfece Seel 
Finings 

Solil Flange Cd6l and Cd62 
Kamatsu, Metric, JIC. Pipe 

0 Rmg, Cnmp Fittings 

• Owe* Disconnects 

• Power Swivels 
-rt • Hydraulic Suction 

■ Push Lock Hose and Fittings 
. Truck Hose and Reusable Fittings 

• Air Brake Hose and Peusabie 
Fittings 

• Stainless Steel Teflon Hose 
and Fittings 

Cnmp Machines and Bulk Hose 
Programs 

■Two Convenient Locations 

104 Commerce Drive 
Mtn. Lake Park 

301 334 4136 

3030 Earl L Core Road 
Morgantown, WV 

304 296 4639 


Garrett Industrial 
Supply Inc. 

Oakland, MO and Morgantown, WV 
WWW.OAARCTTINOUeTMALSUPPLV.COtf 
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BENEFIT SCHEDULED FOR TODDLER - A spaghetti dinner, along with raffle 
prizes and musical entertainment, will be held In November to benefit 3-year-old 
Kaden Sharpless, grandson of Martin "Moon" and Sue Sharpless of Mtn. Lake 
Park. Kaden, the son of Marly and Stephanie Sharpless of Bel Air, was diagnosed 
in late March with Stage 3 neuroblastoma, a form of childhood cancer that affects 
the immature nervous system. Kaden's treatment plan will involve six cycles of 
chemotherapy, surgery to remove as much of the tumor as possible, six days of 
high-dose chemo, and a stem-cell transplant, followed by four weeks of radiation. 
See story for details Pictured, left to right, are Kaden, Marty, "Sponge Bob," 
Stephanie, and Payton, Kaden's 7-year-old sister. 


Sharpless family. Tickets 
are $5 at the door 

Donations can be made 
out to the "Kaden Sharpless 
Benefit Fund" and mailed to 
the M&T Bank, Western- 
port Branch, 51 Main 
Street, Western port, MD 
21562. 

"Any donation will be 
greatly appreciated," Sue 

said. 

Persons who would like 
to donate an item or basket 
to be rallied at the benefit 
may call Larry and Donna 
Goldizen at "301-729-8034 
or Moon and Sue Sharpless 
at 301-334-8286 

Numerous Cases 
Processed In GC 
District Court 

Numerous cases were 
heard in Garrett County 
District Court during the 
latter half of August Defen¬ 
dants faces a range of 
charges, from domestic as¬ 
sault to illegal dumping of 
trash The majority of the 
cases were "nolle prose¬ 
qui" (not prosecuted). 

A second degree assault 
charged was put on the stet 
dtKkct by Judge Jack H 
Price Jr. for Raymond E. 
Schroyer, 38, Friendsville. 
The judge stetted the case 
based on the condition that 
Schroyer undergo alcohol 
addiction treatment 

The defendant was ar¬ 
rested in May after he alleg¬ 
edly beat a 17-year-old vic¬ 
tim during a domestic alter¬ 
cation. According to the 
report, Schroyer was intoxi¬ 
cated at the time of the inci¬ 
dent 

Rebecca L. Smith, 27, 
Oakland, faced a charge of 
disobeying the lawful order 
of a police officer. In pro¬ 
ceedings of Aug 20, Judge 
Edward A. Malloy Jr. 
placed the case on the stet 
docket. The charge 
stemmed from a domestic 


altercation on Jan. 29 of this 
year during which Smith 
allegedly resisted a sheriffs 
office deputy. 

Carla Jo Songer, 48, 
Loch Lynn, was charged 
with second degree assault, 
and faced Judge Malloy on 
Aug. 20. The case was not 
prosecuted She had been 
accused of assaulting an¬ 
other woman on May 7, 
and was arrested by a dep¬ 
uty of the Garrett County 
Sheriff’s Office. 

John J. Douglass, 53, 
Bethel Park, Pa , pleaded 
guilty on Aug 20 to a 
charge of driving an off¬ 
road vehicle on government 
property Malloy ordered a 
PBJ (probation before judg¬ 
ment) and fined Douglass 
$ 100 . 

The defendant was ar¬ 
rested on Oct 20, 2007, by 
Natural Resources Police 
Officer T. McMillan on Old 
Morgantown Road in 
Friendsville According to 
the report, Douglass was 
driving an off-road vehicle 
on property owned or 
leased by the state of Mary¬ 
land. 

Another defendant in 
same case. Jeffrey Allen 
Deross, 53, Pittsburgh, Pa , 
pleaded guilty to the same 
charge and received the 
same fine 

Steven L. Dawson, 21, 
Oakland, faced 11 charges 
of failure to comply with a 
peace warrant, and one 
charge of obscene telephone 
use The charges were all 
nolle prosequi Dawson was 
accused of harassing a 
woman on the phone in 
April He was arrested by a 
sheriffs deputy on April 26. 

Timothy B F Lax, 21, 
Mtn Lake Park, faced a 
charge of selling or furnish¬ 
ing a minor with alcoholic 
beverages A fine of $100 
was deferred, and Judge 
Malloy sentenced him to 60 
days in jail, all suspended 
He will be on probation for 
18 months, supervised by 
the division of Parole and 
Probation Several other 
charges against Lax were 
nolle prosequi 

According to the report, 
Lax gave beer to two or 
three juveniles at his rest 
dencc on April 21. 

Kenny Ray Landis, 21, 
Oakland, faced charges of 
CDS (controlled dangerous 
substance) possession and 
conspiracy to sell The case 
was not prosecuted based 
on the defendant's guilty 
plea in another matter, ac¬ 
cording to the court report. 

Landis was charged in 
March following a Narcot 
ics Task Force investigation 
and sting operation Landis 
apparently purchased two 
bags of heroin while being 
observed by a confidential 
informant 

Janelle N Lewis, 22, 
Oakland, faced a charge of 
second degree assault result¬ 
ing from a domestic alterca¬ 
tion in May According to 
the report, the complainant 
asked that the charges be 
nolle prosequi Judge Price 
agreed to the request 

Lewis was accused of 
assaulting a man by punch¬ 
ing him in the eye and rip¬ 
ping his carring out, accord¬ 
ing to the court report 

A Baltimore man, Ryan 
Eugene Watson, 23, was 
not prosecuted by Judge 
Price on several charges of 
theft His case was heard on 
Aug 19. 

An Oakland man was 


ordered to complete 40 
hours of community service 
for dumping more than 100 
pounds of items at Christian 
Crossing in Loch Lynn. The 
dumping of items at the 
thrift shop during closed 
hours is against the law 

Curtis L DeWitt, 35, 
was reportedly caught on 
video tape in January plac¬ 
ing large items at the shop. 
He was later interviewed by 
police and said that he did 
not know it was against the 
law 

Judge Price stetted the 
charge on the condition that 
DeWitt complete the 40 
hours of service. 

DUI/DWI 

A number of driving 
while under the influence/ 
while impaired (DUI/DWI) 
cases were heard in district 
court in mid-August. 

Walter K. Felts Jr, 61, 
Md , was fined $200 plus 
court costs after being found 
guilty of DUI. He had en¬ 
tered a not guilty plea to 
several counts Felts was 
arrested on Jan I at 1 44 
a m along Rt 219, north of 
Sang Run Road, according 
to the report 

Lorin J. Rounds, 27, 
Md., pleaded not guilty to 
DUI but was found to be 
guilty of the charge He was 
fined $500 with $100 sus¬ 
pended, and was also sen¬ 
tenced to 60 days in jail, 
suspended He was placed 
on probation for 18 months 
He was arrested on March 7 
along Rt. 40 cast of Lower 
New Germany Road. 

Donald L. Allen, 45, 
Md , was found guilty of 
DUI and was fined $200 
plus court costs. He was 
arrested on Aug. 14, 2007, 
in the early morning along 
Deep Creek Drive, accord¬ 
ing to the report. 

Robin L. Moyer, 36, 
Md., was found guilty of 


DUI while several other 
charges against the defen¬ 
dant were not prosecuted. 
Moyer was sentenced to 18 
months in jail, according to 
the report. 

DUI and failure to drive 
right of center charges 
against Floyd Dwane Plat¬ 
ter, 66, Md , were placed on 
the stet docket He had been 
charged in March of this 
year. 

Justin B. Robinson, 20, 
Md., was found guilty of 
reckless driving, but a DUI 
charge against him was not 
prosecuted. He was fined 
$250 plus court costs. He 
was arrested in November 
of last year along Garrett 
Highway near Bumble Bee 
Road, according to the re¬ 
port. 

A DUI charge against 
David Sweitzer, 45, Md., 
was not prosecuted He was 
stopped on April 11 along 
Garrett Highway at the Mt. 
Nebo picnic area, according 
to the report. 

A charge of DUI against 
William S. Cantrell, 38, 
Va., was placed on the stet 
docket, according to the 
court report. He was 
stopped on April 15 along 
Bumble Bee Road. 

Linsey M. Ferguson, 20, 
Md., pleaded guilty to DUI 
and a PBJ was ordered. The 
defendant was fined $92.50 
plus court costs, according 
to the report., and will be on 
supervised probation for 
one year. Ferguson was 
stopped on June 22 at the 
intersection of Oakwood 
Drive and E Street. 

Emily M Knotts, 33, 
Md.. pleaded guilty to DUI 
and was fined $292.50 plus 
costs, and was placed on 
supervised probation for 
one year. She was stopped 
on Jan. 13 along Memorial 
Drive in Oakland. 

Corey S. Tressler, 25, 
Md., pleased guilty to DWI 
and a PBJ was ordered. He 
was placed on one year of 
unsupervised probation, 
according to the report, and 
was fined $142.50 plus 
costs. The traffic stop oc¬ 
curred on May 3 along Nest 
Lick Acres Road. 

David A Hill, 25, Md , 
was found guilty of DWI 
and was fined $292 plus 
costs. He was given a 60- 


day jail sentence, which was 
suspended, and will be on 
supervised probation for 24 
months, according to the 
report. He was stopped on 
Nov. 17, 2007, at the inter¬ 
section of Rt 219 and Deep 
Creek Drive. 

Junior M Detrick, 60, 
Md., was found guilty of 
DUI and was fined $100, 
which was waived upon the 
condition that the defendant 
undergo treatment A 
charge of transporting an 
unrestrained child was not 
prosecuted Detrick was 
charged on June 27, accord¬ 
ing to the report, along 
Blooming Rose Road. 

Trichia D Fratz, 40, 
Md., was found guilty of 
DUI and was fined $250. 
She was arrested on May 25 
along Sand Flat Road, ac¬ 
cording to the report 

Michael J. Miller, 44, 
W.Va., was found guilty of 
DUI and was fined $1,000, 
waived. He was arrested on 


April 24 in Mtn Lake Park 

Daley E. Uphold. 46, 
W.Va , pleaded not guilty 
to DUI, but was found 
guilty of the charge He was 
fined $150 plus costs He 
was stopped on March 8 
near Wilson Corona Road, 
according to the report 

Delbert L. Wiles, 22, 
W.Va., was found guilty of 
DUI and was fined $150 
plus court costs. He was 
stopped on Nov. II, 2007, 
along Pleasant Valley Road. 

James E. Stewart, 62, 
Md., was not prosecuted on 
a DUI charge but was 
found guilty of failure to 
stop after an accident. He 
was fined $150 plus costs 
and sentenced to one year 
of unsupervised probation. 

A DUI charge against 
Robert H Stewart, 24, Md., 
was placed on the stet 
docket, according to the 
report He was stopped on 
July 5 along Boy Scout 
Road. 
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for purchasing my market hog 
at the Garrett County Fair. 

Lindsay Wolf 
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by M. Keith Nester, Sr., BC-HIS 
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CAN NEWBORN HEARING TEST GIVE SIDS CLUE? 

Newborn heonng tests may provide research teams in their continuing efforts to 


parents with valuable information that goes 
beyond assessing hearing ability According 
la a small retrospective study, researchers 
found that infants who loler died of sudden 
infant death syndiome (SIDS) hod a 
distinctive loss of hearing in their light ears at 
birth No one is exoclly sure what leads to 
SIDS deaths, but disturbed breathing control 
is thought la be o loclot The link between 
SIDS and right ear hearing loss may rest with 
the possibility that high blood pressure m the 
umbilical vein could damage the inner eot 
Such domage may involve not only the 
cochlear organs, which would ucplam the 
hearing loss, but also the vestibular hair cells, 
which hove been linked to bcealhmg control 
At AUDIBfl, we applaud the diligence of 


probe even deeper into all aspects ol heonng 
heolthcore For out pad. we being you this 
column os a public service to help ouc families 
ond friends become awoie ol and better 
undeistond how lo enhance ond preserve then 
heonng ond thus their quality of life ll you 
would like moie information on any of our 
topics or on appointment, please give us o coll 
We aie youi pottners for better hearing 
PS According lo the teseonh described 
above, heonng in the left ears ol SIDS babies 
wos also lower, but not significantly so 

AUDIBEL 
OfSce d l> IVAirts Ctwaprortc 

eC?0wrU.e •LkvUr JttFa* LCu'SK) 

1 -666-AUDtBEL • 1 -866 283-4235 


www nudibnl com 
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Roderick 

Leaves No Regrets v 


(KOI 


203 Main St. 
Westernport, MI) 

Open Mon., Wed., Fri. 10-8; 

Tues. & Thurs. 10-5; Sat. 10-4 
Closed Sunday 

301-359-0451 www.roderickoutlet.com 


•Sealy •Ashley 
•Berkline •Flexsteel 

• La-Z-Boy 

• BenchcraSt 

• Broyhill 

•Free Delivery 
•12 Months Same As Cash 


All major credit cards accepted 


' Vve got a 

banker 

power 

Xodon e.” 


My Bank actually took time to learn about my business -- so 
when I need something they're already a step ahead. I get 
smart ideas and the right answers... fast! 

My banker is Julie Peterson, Commercial Lender, 
and My Bank is First United. 


with 


(^TMELIVERS 

SOLUTIONS 


Dr. Jim Jones, Optometrist 

Rtglonal Eye Cwntor 

My Bank first United Customer Since 1983 


My Bank Delivers SOLUTIONS' 
... Does Yours? 


(301)334-9471 

www.mybank4.com 

Oakland | Mid Towns | My Bank Express 
Deoji Creek Lake | Friendsville | Grantsvllle 
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Senior Center To 
Host "Bingo Bash" 

The Mary Browning Sen¬ 
ior Center, Oakland, will 
hold a "bingo bash" on Fri¬ 
day, Sept. 19, from 1 until 3 
p m Light refreshments will 
be served 

The cost is $2 at the 
door, and an additional S. 10 
per card to play. There is no 
limit on the number of cards 
that may be played. 

Proceeds benefit the sen¬ 
ior center's activity fund 

September Is 
Alcohol, Drug 
Recovery Month 

Department of Health 
and Mental Hygiene 
(DHMH) Secretary John 
M Colmers helped kick off 
Maryland's recognition of 
National Alcohol and Drug 
Addiction Recovery Month 
this past week. 

Colmers, who presented 
a proclamation from Gover¬ 
nor Martin O'Malley, was 
joined by keynote speaker 
Charles Mooneyhan, execu¬ 
tive director of Wells House 
Inc. 

Kathleen Rebbert- 
Franklin, the acting director 
of the DHMH Alcohol and 
Drug Abuse Administration 
(ADAA), introduced Secre¬ 
tary Colmers, Mooneyhan, 
and Robert Hendricks 

Hendricks provided 
greetings from the federal 
Substance Abuse and Men¬ 
tal Health Services Admini¬ 
stration (SAMHSA), the 
organization that has pro¬ 
moted this observance for 
the past 19 years. 

In his keynote address, 
Mooneyhan highlighted his 
experiences with "Real Peo¬ 
ple, Real Recovery” 
through the provision of 
addiction treatment and 
recovery services 

According to the 
DHMH, Alcohol and Drug 
Addiction Recovery Month 
provides Maryland health 
officials with an opportunity 
to highlight the depth of 
substance abuse problems in 
the state and steps that can 
be taken to address the is¬ 
sues. 

It is estimated that more 
than eight percent of Mary¬ 
land residents are depend¬ 
ant on and/or abuse alcohol 
or illicit drugs One of five 
of those is between the ages 
of 18 and 25. 

More than 211,000 indi¬ 
viduals were provided pre¬ 
vention services and 75,000 
received treatment in the 
state in 2007. 

Treatment reduces sub¬ 
stance use, homelessness 
and crime, and increases 
employment, the DHMH 
says, adding that research 
shows that each dollar spent 
on treatment saves approxi¬ 
mately seven dollars in the 
costs of criminal justice, 
health care, and lost produc¬ 
tivity. 

ADAA promotes the 
belief that, in order to pro¬ 
vide quality substance abuse 
prevention, intervention, 
and treatment services, state 
government and communi¬ 
ties must work together to 
create a "seamless support 
system” that recognizes and 
understands the disease of 
addiction and facilitates the 
process of recovery 

Last week's ceremony 
was held on the ADAA 
campus at the Spring Grove 
Hospital Center in Catons- 
ville 

More information about 
Alcohol and Drug Addic¬ 
tion Recovery Month is 
available by clicking on 
"Alcohol and Drug Addic¬ 
tion Recovery Month," lo¬ 
cated under "Hot Topics" at 
www dhmh state md us 

Activities listed at this 
site, among others, include 
those scheduled in Garrett, 
Harford, and Montgomery 
counties, and in Baltimore 
City. 


GARRETT 

AUTO RENTALS INC 



LOW DAILY SATES 
INSURANCE REPLACEMENTS 
CARS VANS IS PASS VANS 

Iwaftf mi I Operated hr It toil 
* 719 Dmo Crook lake 

MqorCwJf Cards Accepted 


Mini Health Fair 
To Be Held After 
Recovery Race 

A mini health fair will be 
provided for participants 
and spectators at the second 
annual Recovery Race, 
scheduled for this Saturday 
at the Adventure Sports 
Center International (ASCI) 
in McHenry. The fair will 
begin at the conclusion of 
the race and conclude at 
approximately 11 am. 

The mini health fair will 
have booths that will offer 
seated massage, blood pres¬ 
sure monitoring, grip 
strength testing, pulmonary 
function testing, skin analy¬ 
sis, and body mass index. 

There is no charge to 
participate in the health fair; 
however, the organizers are 
encouraging attendees to 
participate in the Recovery 
Race that begins at 9 a m 
The race will include a 5- 
kilometer run or 2-mile 
walk along paved roads and 
hiking trails at the top of 
Marsh Mountain. 

Race registration will 
begin at 8:00 a m. All par¬ 
ticipants will receive com¬ 
memorative T-shirts The 
first 50 to register will also 
receive a shoe bag for their 
running gear. Door prizes 
will be randomly given to 
race participants, and $50 
cash prizes and complimen¬ 
tary rafting passes will be 
awarded to the top male 
and female runners. Non¬ 
cash awards will be given to 
the top male and female 
runners in various age 
groups. Awards will also be 
given to the top combined 


time for a parent-child pair 
of runners 

The top three male and 
female walkers will receive 
awards. Healthy refresh¬ 
ments will be available at 
the end of the race. 

The Recovery Race and 
is being held in September 
in recognition of National 
Alcohol and Drug Addic¬ 
tion Recovery Month 

"Nearly every family has 
been touched by the effects 
of drug and alcohol abuse,” 
stated an event spokesper¬ 
son. 

Proceeds from the race 
will benefit the Garrett 
County STEPS Committee. 
Major sponsors for the 
event include ASCI, Arch¬ 
ie's Barbeque, local realtor 
Debbie Beitzel, Deep Creek 
Pharmacy, Garrett County 
Center for Behavioral 
Health, Get 'N' Go, and 
Team One. 

The mission of the 
STEPS Committee is to 
educate, inform, and inspire 
persons to live healthy lives. 

Oakland Senior 
Center To Hold 
Nutrition Fest 

The Mary Browning Sen¬ 
ior Center, Oakland, will 
host "Nutrition Festival: A 
Matter of Fact" on Wednes¬ 
day, Sept 24 Activities and 
presentations will be held 
from 10 a m until 2 p m 
Lunch will be served at 
noon. 

The festival will include 
guest speakers, games, food 
tastings, interactive health 
and nutrition displays, and 
such games as Nutrition 
Jeopardy. 



NEW OFFICERS INSTALLED - American Legion Auxiliary Post #71 recently 
Installed new officers for the upcoming 2008-09 program year. The new officers 
from left, beginning in the front row, are treasurer Janice Judy, secretary Dorothee 
Bittinger, executive committee member Carol Green, and president Pat White- 
Moore. Back row: color bearer Clara Gauer, executive committee member Dawn 
Ross, sergeant at arms Kathryn Hauser, and standing in for chaplain Norma Gnegy 
is Ann Rebele. The American Legion Auxiliary meets every third Monday of each 
month at 7 p.m. at the American Legion Post #71, Oakland. All members are invited 
to attend the monthly meetings. 


Area Agency On 
Aging Schedules 
Fall Foliage Trip 

The Garrett County Area 
Agency on Aging has 
scheduled a day trip with 
the Western Maryland Sce¬ 
nic Railroad for Friday, 
Oct 24, from Cumberland 
to Frostburg. 

"Fall foliage will be at its 
peak during this train ride," 
said Carrie Clow, AAA’s 
senior center operations 
director. 

The trip will include 
lunch in a first-class dining 
car on the way to Cumber¬ 
land, 1 Vi hours of shopping 
and sightseeing in Frost¬ 


burg, and dessert and coffee 
on the ride back to Cumber¬ 
land. 

AAA will provide trans¬ 
portation to and from Cum¬ 
berland via Garrett Transit 
Service, with pickups sched¬ 
uled in Oakland, Friends- 
ville, and Grantsville. 
Boarding begins at 10:45 
am. 

The cost is $65, with the 
total amount due at registra¬ 
tion. Seating is limited, so 
interested persons are asked 
to register as soon as possi¬ 
ble. 

To register or obtain 
more information, persons 
may call Pat Steyer at 301- 
#34-9431, ext. 134, or Clow, 
ext. 139. 


Topics to be addressed 
are "Food for Thought and 
Memory: How Choices Af¬ 
fect Your Brain," "Cancer: 
Separating Fact From 
Fear," and "A Taste of 
Good Health." 

The cost for lunch for 
persons under 60 years of 
age is $4 Those 60 years 
and older are asked to make 
a donation to cover the cost 
of the meal. 

Eor more information 
and to make a reservation 
for lunch, persons may call 
Pat Steyer at 301-334-9431, 
ext 134 


Area Agency On 
Aging To Host 
Trip In December 

The Garrett County Area 
Agency on Aging has 
scheduled a day trip for 
Tuesday, Dec 9, to the 
Sight & Sound Millennium 
Theatre, Lancaster, Pa., to 
see a performance of 
"Miracle of Christmas." 

A tamily-style dinner will 
also be provided at Hershey 
Farms The cost is $125 per 
person, with a $25 deposit 
due upon registration, and 


the final balance of $100 
due by Friday, Oct. 31. 

Transportation will be 
provided by Schrock Travel 
with pick-up in Oakland, 
Accident, and Grantsville. 

For registration, persons 
may contact Carrie Clow at 
301-334-9431, ext. 139, or 
1-888-877-8403. 

Subscribe lo The Republican 


First Time Homebuyer 
Construction-One time close 
Lot Loans-10% down 
Purchase or Refinance 

Call today for a free pre-qualification: 

Shirley Bernard 

FIRST NOME MORTGAGE 

317 East Oak Street 
Oakland, MD 21550 
Phone 301-533-0535 or 
301-707-1215 cell 
sbemard@gofirsthome.com 
www.gofirsthome.com 

Equal Opportunity Lender 



Wc extend a compassionate helping hand. 



William A. Saltvsiak 

General Practice of Law 
24 years of Trial Experience 

'DWI &. Criminal Defense 
Divorce & Family Law 
Personal Injury —Civil Litigation 

301-334-0900 • 323 E. Oak Street, Oakland, M0 



- THE GARRETT COUNTY HEALTH DEPARTMENT 

DENTAL CARE CENTER 

along with Dr. Jason Hieronimus & staff 
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You can reach our friendly staff. Monday-Friday, from 8:00 - 5:00 
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ASSISTED LIVING llc 


253 Aiken Miller Rd. Accident MD 
www.cherryhillal.com 


301-746-8082 


No One Knows The Country 



Like We Do. 

Rt. 219 North * Humberson Center, 
McHenry, MD 21541 

301 - 387-8300 

800 - 457-6777 
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PM #351 McHenry 
GA4498876 $449,900 

> Premier Brand Ne» Constructed ruitom 
home 

' Beautiful 3200 iq ft insulated lay finish 
home 

' Views al Deep Creek Lake and surrounding 
woodlands. 

1 Vocation Rental Pateniial! A True Musi See! 


PH#304 Daop Creek lake 

GA6427534 $575,000 

* New Construction' post and beam Grand 
Chalet with 4 8R, 3 5 BA, garoge 

* Conveniently located lo Deep Creek Lake 
and Wisp Ski ond Golf Reson 

* Bonus, 100‘ home theater, Plasma TV 
mtegroled phone, wireless Internet, security 
system ond other added features 

'Smart Home Technology 


PH#347 Deep Creek lake 
GA5493206 Just Reduced! $595,000 

• Large level lokelronl with boat dock 

- Beoutilul lake view and ski slope views 

• McHenry orea and dose to Wisp Ski Resort 

• Established vocation rental history 


PH#390 227+ Acre* Oakland, RAO 
GA6630247 $089,000 

* Large form Ihol crops ore still termed on A cattle 
still grace 

«Tremendous views pond, streom & mil of woods 
A Holds 

* Eosly traversable eirelltnl hunting 

* Definite investment opportunity 


Phone Home #364 - .85 Acre, Deerfield Estates - Nice wooded building 
lot, perk approved ond reody for you to build your dreom home Mobile homes are 
excepted Approx. 15 minutes from Deep Creek Loke & Wisp Resort 

GA5389205 . $24,900 

Phone Home #345 • Oakland, MD - 4 4 Acres. Nice, easy access building lot in 
"The Homesteod ' Perfect location for your country home. Perk opproved, surveyed 

ond reody to build GA6250930. $58,900 

Phone Home #395 -1.01 Ac, Accident, M0. Enjoy this county road frontage 
lot along Bumble Bee Rd Property Is fairly level, primarily wooded and just minutes 
from the Wisp Ski ond Golf Resort and shores of Deep Creek Lake No HOA 

GA6827809. $49,900 

Phene Heme #369 - 25 Acres New Germany Road. Sanctuary type, 
pristine woodlands. 25 ocres bordering Savage River Stote Forest. Panoramic 
mountoin views, excellent recreotionol and hunting property, fairly level, easy occess 

GA6453062. $159,900 

Phone Home #399 • 1.04 Acres, McHenry Lot 11 Sunset Ridge, public 
woter and sewer avoilable. Located within easy occess lo all of the Deep Creek Lake 
area amenities and minutes to Wisp Ski and Golf Resort Start building your dream, 
year-round or vocation home today. GA6849820 . $92,900 
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Visit www.huittberson.com 

for additional listings 


Business Opportunities 


PH#371 Deep (reek Loke Aree 


GA67614M $494,900 

1 Mountain Cholet 
1 Large, Free Flowing Streom 
1 Close to Wisp Ski Resort 
1 Absolutely Incredible Propertyl 


PH#347 Deep (reek lake 
GA6392BS1 REDUCED $049,000 

1 Greet Lake views ond Lake occess' 

1 Established vocation rental 
1 Recently upgraded, 3 floors, Grand Chalet 


PH#348 Burlington, WV 

MI6557950 $139,900 
1 (edor cobin shell reody for your personol 
touch 

’ 10 private wooded acres 
1 Stream ond beautiful views 


PH #391 Erlendsville, M0 
GA6809303 $114,900 
1 3 bdrm , 2 both, open floor plon 
1 Nice yard, fruit trees, landscaping 
1 Eosy occess. private & convenient 





PM#3S7 Crenetvllle Aree 
GA6045085 REDUCED $49,900 

* Hot o full basement, well, ond septic 

* State Forest oroa 

* Level approx 1 ocre lot w/country rood 
Iromoge 

JUST USTBDi 

PN#320 Frlendevilla GAAU7170$314,9OO 

* Recently Remodeled home on 3 33 Acres 

* Hordwood Floors. Granite Counters t More 

* “Ferment" type property w/Roll Fented Posture 

* Large 30 x40 lorn Building l Sm Storage Shed 


PH#321 Deep Creek lake Area 

GA6B40439 $179,000 

1 Two full ocres 

1 3 bedroom Ranch home with 24 1 24 

goroge 

Minutes from Swollow Falls Stote Pork 


PH #374 McHenry 
GA&1M487 $395,000 
Beautiful lake ond ski slope views 
Pork-like lake front with a boot dock' 
Minutes tram Wisp Ski Resort dining, 
shopping and oil oreo activities' 


PH #346 Friendiville, MD 
GA64907B8 REDUCED $129,900 

• Custom Crofted Stone Country Home 

• Meticulously molnloined A mony rerem upgrades 

• 7 Story detached goroge 

• 10 minutes Irom Deep Creek Loke A Wisp Resort 


FEATURING PHONE HOME 

For immediate information on any of our listings 24/7, 
just dial 301-387-3383 and enter the code next to the listing. 


Phone Homo #371 - Accident, Rt. 219. Near 35 ocre parcel with approx. 
1400 of road frontage on Stote Hwy. Rt 219. Commercial, private residential or 
residential subdivision oil potential uses for this property Phone and electric ot site, 

public water on opposite side of Rt 219 GA6764531 . $449,000 

Phone Home #342 • Deep Creek lake Area - Apartment Building - 
Excellent potential income producing properly, this four unit apartment building bos 2 
one-bedroom oportments and 2 three-bedroom apartments Located less thon 1/4 
mile from Garrett College and minutes from Deep Creek Loke ond Wisp Ski Resort, 

apartments are rorely ever vocont. GA6664711 . $235,000 

Phono Homo #360 - Incredible commercial treasure owoits! 2 
buildings on level one-ocre commercial zoned parcel Pole building has approx 12 ft 
ceilings and 3 overhead doors. Block building has separote boys, office, bath, 
heating system, air lines, commercial wiring and electric, and is diverse as to 
its potential use. Gate ond fence con remoin or owner will remove 

GA6065040 . REDUCED $224,900 

Phono Homo #349 - Door Parle, MD. 5 unit apartment building on 1 
aero just minutes from town. Greot investment opportunity, 4 3 bedroom ond 
1 2-bedroom oportments oil currently rented through government assisted housing: 

solid rentals GA6194258 .. $250,000 

Phone Home #377 • Deep Crook lake • Towering Oaks Marina 
located olong o popular tourist orea of Deep Creek Loke, o busy four season resort 
area Property includes 179 42 ft of lokefront, 14 dock slips ond two cottoges that hove 
been recently remodeled Beoutilul loke views ond ski slope views, ond |ust minutes 

from all area attractions and octfvstios GA6377466 . $1,900,000 

Phono Homo #326 - " Commorclal" opportunity awaits. 6 ocres with Rt 
219 stote highway frontage close to busy exit 14A-B of 1-68 Surveyed, perk tested, 
views, level to moderote sloping terrain Electricity ond public woter available 
GA6552122 REDUCED $299,000 
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p . MT. TOP 
MONUMENT CO. 


Short term. Long term. 

YOUR TERMS. 


PICK YOUR OWN TERM CD' 
Choose any term from 

13 to 27 months 

Earn a choice rate 

4.004 

( $ 500 minimum deposit) 


CAN T LOSE CD CHOICES 

Earn at least or 

4.00% 4.35% 

30-month CD 48-month CD 

up to 7 . 00 % 

( s 5,000 minimum deposit) 


Our Pick Your Own Term CD lets you earn as you 
wish: shorter-term if that suits you. Or longer if 
you like. With one strong rate whatever you do. 


Each month, you'll earn the higher of a fixed 
minimum rate or the 91 -day T-Bill rate- So if 
T-Bill rates rise, your rate can go up,too 


Get money working on your terms - come in or call today. 


deals that 
ultimately 
lead to 


Look for 


Alwtys get goat deals SO you c»* splurge on t family day, a date night or something fun. 


623 TOWER STREET OAKLAND, MD 

(On hill behind Elks Lodge) 

Granite, Marble, & Bronze Memorials 
for all cemeteries. 

-Expert design & Superior Workmanship- 


301-334-1139 

VISIT OUR 
-- DISPLAY 


ing reason for Maryland's 
success. Strong community 
support by groups such as 
the Maryland Partnership 
for Prevention, which advo¬ 
cates for strong school en¬ 
forcement, has helped to 
put Maryland in the lead, 
according to the DHMH 

Another initiative known 
as VFC/AF1X (Assessment, 
Feedback, Incentive, Ex¬ 
change) is an analytical and 
quality control tool used by 
the VFC program It in¬ 
volves annual visits to phy¬ 
sicians’ offices, where pa¬ 
tient charts are reviewed to 
ensure immunization re¬ 
cords are up-to-date. In 
those instances where they 
are incomple'e, the physi¬ 
cian is urged to correct the 
missed opportunity. 

VFC is a federally spon¬ 
sored program that provides 
free vaccines to eligible chil¬ 
dren Approximately 33 
percent of the state’s chil¬ 
dren are without health in¬ 
surance or are on Medicaid; 
all of whom arc eligible for 
VFC. 

In addition, local health 
departments use WIC 
(Women, Infants and Chil¬ 
dren) programs to track 
children whose immuniza¬ 
tions may be delayed 

A final factor, according 
to the DHMH, is the dili¬ 
gence of Maryland's par¬ 
ents. The state does allow 
an “opt-out" of the vaccine 


Churchwide and designated 
for the specific ministry 
"Reaching Out With the 
Gospel." 

An assortment of baby 
quilts and blankets has been 
received for the layette pro¬ 
ject to go to the Rocky Boy 
Indians 

The meeting was ad¬ 
journed with the missionary 
benediction 

Crellin Church 
To Hold Dinner 

Crellm United Brethren 
in Christ Church will hold a 
chicken barbecue dinner on 
Saturday, Sept. 20, starting 
at 11 am « 

The meal will consist of 
half a barbecued chicken, 
baked beans, a baked po¬ 
tato, a roll, cookies, and a 
drink Donations will bene¬ 
fit the Crellin United Breth¬ 
ren in Christ youth group, 
Oasis. 

The church is located 
along Rt 39 in Crellin. Per¬ 
sons wishing to reserve din¬ 
ners in advance may call 
301-334-5872._ 

Try our Want Ads They Pay. 


Online in your mjilbox on your doorstep 


your piper in your store 


Survey Shows That Maryland Leads 
U.S. In Immunizations For Toddlers 


Maryland health officials 
cite strong local health ef¬ 
forts, community support, 
ind the Vaccines for Chil- 
lren (VFC) program as rea¬ 
sons behind the state’s num- 
er top ranking for immuni¬ 
zations of children age 19 - 
35 months. The national 
Centers for Disease Control 
and Prevention (CDC) an¬ 
nounced the ranking in last 
week’s publication of its 
Morbidity and Mortality 
Weekly Report. 

Meanwhile, Maryland 
Department of Health and 
Mental Hygiene (DHMH) 
■aders continue to look for 
ways to make the state’s 
mmunization rates even 
igher An increased use in 
Maryland's immunization 
registry, a database that 
physicians can access to 
heck a patient’s immuniza¬ 
tion background, is a possi- 
!c solution Currently, only 
25 percent of Maryland doc¬ 
tors use the tool. 

“It is always wonderful 
to receive national recogni¬ 
tion, especially for an effort 
that helps keep our state’s 
hildren healthy,” said 
DHMH Secretary John M 
Colmers "Yet we always 
want to improve - there is a 
iot of room between 91 per- 
ent and 100 percent 1 also 


note that this report is based 
on a survey sample, which 
means there is a chance we 
may not be doing as well as 
the CDC believes." 

The CDC report shows 
that Maryland has the high¬ 
est coverage among all 
states in the typical cover¬ 
age offered to this age 
group, with 91.3 percent 
immunized, compared to 
the national average of 77.4 
percent The national goal is 
an 80 percent compliance 
rate for this series of vac¬ 
cines. 

A 13.2 percent jump 
from 78 1 percent to the 
91.3 percent rate occurred 
from 2006 to 2007. The sta¬ 
tistic comes with an error 
rate of ± 3.3 percent. 

Typical immunizations 
for the age range include 
four doses of DTaP (diph¬ 
theria, tetanus, pertussis); 
three of polio; one measles 
series (measles, mumps, ru¬ 
bella); three of Hib (de¬ 
signed to protect against 
pneumonia and other seri¬ 
ous conditions among very 
young children), three for 
hepatitis B; and one for 
varicella (chickenpox). 

A strong local health 
effort, with 90 percent of the 
immunizations provided by 
the private sector, is a lead- 


i AVON Holiday Extravaganza j 

It's “the most wonderful time of year”... 

AVON'S Holida y Product Revi ew ! 

Stroll through a room filled with beautiful holiday gifts ; 

MONDAY, SEPT 15, from 1 pm to 6 pm j 

Oakland Golf Club, Oakland Sang Run Road, Oakland, MD j 

Prize giveaways every hour! 


"MEET AND GREET" THE NEW 4-H EDUCATOR in Allegany County, Lacie 
Berkebile, on Saturday, Sept. 13, from 10 a.m. until 2 p.m. at the University of Mary¬ 
land Cooperative Extension office, located at One Commerce Drive in Cumberland. 
A Garrett County native, Berkebile recently graduated from Frostburg State Univer¬ 
sity with a master's degree in business administration. "I am a firm believer in the 
work of 4-H and the values and morals that it teaches," Berkebile said "Looking 
back now, I see how I have benefited from the skills learned through 4-H, and I 
would love to help other youth gain these skills so they can become successful, 
productive adults and leaders of tomorrow." Dr. Jennifer Bentlejewski, county ex¬ 
tension director, said, "Allegany County is very fortunate to have Ms. Berkebile 
serve in this role since she has such a successful history in 4-H and FFA, receiv¬ 
ing much recognition at the state and even national level." For more information 
about Allegany County 4-H, persons may call 301-724-3320. 


requirement for medical and 
religious purposes, but there 
is no exemption for philoso¬ 
phical reasons 

"The fact that Mary¬ 
land's rate is above the na¬ 
tional expectation is a 
strong indication that Mary¬ 
land's parents are serious 
about ensuring their chil¬ 
dren receive the necessary 
vaccines,” stated a depart¬ 
ment spokesperson 

In looking for ways to 
improve upon the existing 
rate, state officials believe 
that the immunization data¬ 
base can be a help It is a 
tool used to help identify 
those who have not been 
vaccinated and can only be 
effective if the percentage of 
participating physicians is 
higher than the existing 25 
percent A review of the 
registry enables officials to 
identify children who have 
not been vaccinated, and 
reach out to those families 
to encourage participation 
Baltimore City requires all 
doctors to participate in this 
system, though the ftate 
does not 

Other actions that can 
improve on rates include 
enhanced public education 
to emphasize the impor¬ 
tance of immunizations to 
parents who have not had 
their children vaccinated. 
This provides an opportu¬ 
nity to remind those parents 
that protected children arc 
healthier children, which 
leads to less absenteeism 
and a stronger educational 
opportunity. 

Women Of ELCA 
Hold Sept. Meeting 

Women of the 1 I CA 
(Evangelical Lutheran 
Church in America), Zion 
Lutheran Church, Jennings, 
held their month meeting in 
the church on Sept 2. 

The session began a nine- 
month Bible study "The 
Hidden Hand of God." The 
first topic - "Ruth The 
Journey Begins " - was led 
by Leota Baker 

Based on the Book of 
Ruth, the lesson illustrated 
a young womans courage 
to take risks to secure a fu¬ 
ture for her mother-in-law 
and herself and how God's 
hidden hand was at work in 
human actions to bring 
blessings beyond human 
understanding 

"The lesson challenged 
the group to reflect deeply 
on how God may be calling 
them to exercise loving loy¬ 
alty in the world," Baker 
said. 

Devotions dosed with 
singing the hymn "Savior, 
Like a Shepherd Lead Us." 

Judy Stanton presided 
over the business meeting 

Announcement was 
made of the fall retreat of 
the Monongahela Valley 
Mountain and Ohio 
Kanawha clusters to be held 
at Tygart Lake State Park in 
West Virginia on Nov 1 
and 2. The theme is "Just 
for Life " and reservations 
are to be made by Oct 1 

It was noted that articles 
for the Christmas box to the 
Rocky Boy Indian Reserva¬ 
tion should be in by Octo¬ 
ber. 

Tribute to the memory of 
Norman Baker was made 
through a gitt offering. Ihis 
gif) was forwarded to 
Women of the ELCA 


Introducing RedPlum 

Youi ultimate source of value delivered straight to 
your mailbox, doorstep -*• even your computer. 


Health Dept. 
Sets TB Skin 
Test Training 

The Garrett County 
Health Department will 
host a tuberculin skin test 
training on Friday, Sept. 19. 
The workshop will be held 
in the health department 
conference room at 1025 
Memorial Drive, Oakland, 
from 9 a m. to 1 30 p m. 

The training is open to 
licensed LPNs, RNs, 
CRNPs, PAs, MDs, and 
paramedics, and is designed 
for both the novice and the 
professional in need of an 
update Nursing contact 
hours will be available. 

The one-day workshop 
will include instruction on 
placing, measuring, and 
interpreting the Mantoux 
tuberculin skin test, and will 
cover two-step testing rec¬ 
ommendations, anergy, and 
BCG considerations. 

There is a $60 registra¬ 
tion fee, and class size is 
limited. Interested persons 
may register by calling 
Howard Community Col¬ 
lege at 410-772-4772 or by 
visiting the following web 
site: www.edcp.org/tb. For 
more information, persons 


may telephone call Cindy 
Mankamyer at ' ln 1-334- 
7691 

Retired School 
Personnel Slate 
Fall Luncheon 

The Garrett County Re¬ 
tired School Personnel As¬ 
sociation will hold its fall 
luncheon meeting on Fri¬ 
day, Sept. 19, at Cornish 
Manor, Oakland. The meet¬ 
ing will begin at 11 a m. 
with a presentation by Jim 


Susquehanna^ 


wquehanna net / 800228.226S 


Susquehanna Bank 


•Annual Pmentag? Y*kJ l APY) All APY* art as of V 30/06 1. Minimum dtpcnrt \o open and obtain stated APY for Pk* Your-Own Term CDs is $500 

($500 minimum for IRA CDs) 2. Minimum deposit to open and obtain stated APY for Can’t Lose CDs is $5,000 ($2,000 minimum for IRA CDs) With Can t Lose 
CDs. the interest rate and APY may change monthly The rate will be set at the beginning of each month and be the greater of the 91 -day T Bill rate or 4 00% 

•i «i»>. J •% mam inv tan**. «M CIV AOV all iw larn l n wUm ran ifafVMi* until 

maturity A withdrawal will reduce earning. Substantial penalty for early withdrawal No brokered depoirti accepted Depottu tntured by f OK under then rules 
and coverage limrtt Thete are limned time offers and subiect to change without notne Susquehanna Bank 
Member FDIC 


Hinebaugh, director of the 
Garrett County Department 
of Economic Development. 

The cost of the luncheon 
is $14 per person, and asso¬ 
ciation members are asked 
to make reservations by 
calling president Henrietta 
Lease at 301-387-4241 by 
Friday, Sept 12 

Retired school personnel 
who are interested in be¬ 
coming members of the 
GCRSPA are asked to con¬ 
tact Lease for more infor¬ 
mation 


( 304 ) 735-3017 

Matte in the USA! Support America! 

Get Attached... 

Get It Done !! 


VERSATILITY BY DBSIGN 


FROM A TO Z, 
COMMERCIAL 
OR 

RESIDENTIAL. 

SPRING, SUMMER, 
FALL OR WINTER, 

TO GET IT DONE... 

Get A Ventrac! 
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/e to Help Themselves" 


MARYLAND 

COOPERATIVE 


EXTENSION 


UNIVERSITY OF MARYLAND 

COLLEGE PARK • EASTERN SHORE 


iounty Office 


Pilot: Control tower what time is it? 

Control Tower: What airline is this? 

Pilot: What difference does that make? 

Control Tower If it is United Airlines, it is 6:00 p.m.; if it is TWA. 
it is 1800 hours; if it is Smoqarian Air the bis hand is on the 000’ 
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APOSTOLIC 

Apostolic Church of Oakland 

Rev Aaron Phillips. Pastor SS 10 
am; Wor. 11 am, Bible Study Wed, 7 
pm. 

New Beginnings Fellowship 

Church Oakland. Pastor Russell 
and Jeanne Liller Sunday 10 am & 

6 pm; Wed 7 pm 2nd & 4th week; 
youth serv. Call 301-334-9638 for 
directions 

ASSEMBLY OF GOD 
Cornerstone Assembly of 

God. US 219, Boynton, Pa Pastor 
Thomas Twigg. 814-662-4235. SS 
9:30 am; Wor.10:30 am; Sun eve 
ser. 6 pm; Wed fam. night & Bible 
study 7 pm 

Crellin Assembly of God, Rev 

Pete Miller, Pastor. SS 9:45 am; 
Wor 10:45 am and 6 pm; Prayer 
meet Mon. 7 pm; Prayer and Bible 
study, Missionettes and Royal 
Rangers, PowerSource Youth 
Mlnist., Wed. 7 pm. 

Glendale Assembly of God 
Church. David P Goldizen. Pastor 
SS 10 am; evening Wor 6 pm; 
Thurs evening wor 7 pm. 

Good Tidings Assembly of 
God, Location Rd.. St George, WV. 
Iris V Skipper. Pastor SS 10 am; 
Wor. 7 pm & Fri. 7:30 pm: Cottage 
Prayer Meet Tues 7:30 pm. 

Hiway Assembly of God, Rt 
38, Kitzmiller, 304-693-7249 Rev 
John Friend. Pastor SS 10 am; 
Sun. eve. ser 6 pm; Wed night ser. 

7 pm 

Kitzmiller Assembly of God 

Rev. Lee R Robertson, Pastor. SS 

10 am; Wor 11 am; Eve Wor 7 
pm; Prayer & Praise ser Wed 7 

pm. 

Lakeside Assembly of God 

Rev Robert W Collette Sr.. Pastor 
SS 9:30 am; Wor 10:30 am; 
Evang ser. Sun. 6:30 pm: Bible 
Study Wed 7 pm. 

Maple Grove Assembly of 
God Horse Shoe Run, WV, Rev 
Shaun Roberts Pastor SS 9:30 
am. Fam Wor 10:30 am and 6:30 
pm: Wed Bible study 6:30 pm, 
Choir 7:30 pm 

Maranatha Assembly of God, 

176 Springs Rd., Grantsville, 301- 
895-5300 Pastor John J Munley 
SS 9:30 am; Sun. Worship 10:30 
am 8.6 pm. 

Mt. Top Christian Assembly 

2655 Md Hwy., Oakland SS 9:30 
am; Wor. and Children's Church 
10:30 am; Evening worship 6 pm; 
Wed Bible Study 7 pm Rev 
William E Helton. 

Rocky Drean Assembly of 
God. Bray School Rd Rev William 
C Skipper. Pastor SS 9:45 am; 
Wor 10 45 am 8 7 pm; Wed ser 7 
pm 

Terra Alta Assembly of God 

Rev Robert Travis Pastor SS 10 
am Wor & Child's Church 11 am; 
Evang ser 7 pm. Adult Bible Study 
8. Youth ser Wed 7 pm 

Walnut Bottom Assembly of 
God Rev. George Tichinel SS 10 
am: evening Wor 6 pm and Wed 7 
pm. 

BAPTIST 

Deep Creek Baptist Church 

Dr Ben J Lahay. Pastor SS 9:45 
am; Wor ser 11 am and 6 pm; Bible 
Study & Prayer Wed 6 pm. 
www deepcreekbc com 

Ferndale Baptist Church, Rt. 

219.3mi N of Oakland Chtld'sSS 
9 am; Wor. ser. 10am. 

Harvest Baptist Church offRt. 

495. Jennings Rd Alan Birkby, 
Pastor phone. 301-895-5556. SS 
9:30 am; Wor. and children's 
church. 10:30am 

Little Meadows Baptist 
Church, Grantsville Pastor 
Michael Lashbaugh 301-895- 
4200 SS 9:30 am, Wor 10:45 am & 
6 pm; Bible study by Darlene 
Mealy, Wed. 7 pm. 

Mtn. Lake Independent 
Baptist Church 1005 Broadford 
Rd Dennis L Leatherman. Pastor; 
www mltbc org SS 9 45 am; Wor 
ser 10:45am8.7pm8.Wed 7pm 
New Testament Baptist 
Church 710 Dung Hill Rd.. 
Grantsville. 301 -895-4001, Tony 
Wilburn Pastor SS 10am. Worship 

11 am and 7 pm; Wed Eve Bible 
study 7:30 pm 

Pleasant View Baptist 

Church 2 mi S of Oakland. Rt 
219 Wally Weeks, Pastor Mark 
Weeks Wor Pastor, 301-334-8515. 
Sun Wor 10:15 am; Bible Study 9 
am; Family Minist Wed 6 pm 
Rush Baptist Church 1985 
Old Morgantown Rd West, near 


Friendsville Rev Ray Perkins, 
Pastor. SS 9;45 am; Wor. 11 am 
Victory Baptist Church, 3 
miles W of Oakland. Rt 39. near 
Crellin. SS 10am; Wor 11 am 8i 7 
pm 8i Wed 7 pm 

BRETHREN 

Asher Glade Church of the 
Brethren, Rt. 42. N. of Friendsville 
Edwin Moore, Pastor. 1-724-425- 
9792. SS 10 am; Wor 11 am. 

Bear Creek Church of the 
Brethren, Brethren Church Rd., 
Accident Pastor Kevin Staggs SS 
9:30 am; Wor. 10:30 am 

Bethesda Church of the 
Brethren, Rt. 495, Grantsville. SS 
9:30am; Wor ser 10:30am 

Brookside Church of the 
Brethren, Rt. 50. Aurora, W.Va. 
Rev Scott Rush. Pastor SS 10 am; 
Wor. 11 am 

Cherry Grove Church of the 
Brethren, 3992 Chestnut Ridge 
Rd., Grantsville, Tom Wegman, 
Pastor, 814-662-9311. SS 9:30 am: 
Wor. ser 10:30 am 

Falrview Church of the 
Brethren, 4 mi. off Ftt. 50 David C. 
Moon, Pastor. SS 10 am; Wor 11 
am. 

Gortner Union Church of the 
Brethren-Mennonlte. Rev Steven 

Sauder, Pastor SS 9:30 am; Wor 
ser. 10:30 am 

Grace Brethren Church, 3 mi. 

S, of Accident on Bumble Bee Rd 
SS 10am; Wor. 11 am. 

Laughlin Church of the 
Brethren, Amish Rd.. Grantsville 
SS 9.30 am; Wor. 10:30 am. 

Laurel Glen Church of the 
Brethren, Old Mill Rd.. Cranes- 
ville. Berma and Carol Yerkey, 
Pastors SS 10am; Wor. 11 am. 

Maple Grove Church of the 
Brethren. Maple Grove Rd. 
Worship 10:30 am. 

Maple Spring Church of the 
Brethren SS 10 am; Wor. 10:45 
am. 

Markleysburg Church of the 
Brethren Main St, Markleysburg. 

Pa 724-329-8155. SS 10 am; 
Worship 11 am 

Mt. Grove Church of the 
Brethren Rev Curtis Ketterman. 
Pastor. Wor ser 10:30am 

Oak Grove Church of the 
Brethren, Sang Run Rd Pastor 
Philip Matthews 301-334-1248; 
church 301-387-7502. SS 10 am; 
Wor 11 am 

Oak Park Church of the 

Brethren 110 Church Lane 
Oakland. Rev Mel Menker, Pastor. 
301-334-2243 SS 9:30 am; Wor 
8:15am. 9:30 am, & 10:45 am 
Pine Grove Church of the 
Brethren, Swallow Falls Don 
Matthews. Pastor. SS 10 am; Wor 
11 am. 

CHURCH OF CHRIST 
Oakland Church of Christ. 

1300 Memorial Dr.. Oakland, 301- 
334-1501. SS 9:30 am; Wor. 10:30 
am 8 6 pm 8i Wed 7 pm 

EPISCOPAL 

Emmanuel Episcopal 

Church, 301 S. Mineral St.. 
Keyser, WV 304-788-4475 The 
Rev Joe Mackov, Rector Holy 
Euch 8 sermon 10 am Sun.; Wed 
Healing ser 10:30am 

St. John's Episcopal Church, 
Rev Chip Lee, Rt 135, Deer Pk 
SS 8i Holy Euch 9 am 

St. Matthew's Episcopal, 2nd 
8 Liberty St., Oakland "Church of 
Presidents " Holy Euch Sun 8 8. 
10:45 am Rev Chip Lee. Rector 
St. Michael's Episcopal 
Church. 107 McDonald St 
Kmgwood, WV Rev. Alan Jenks, 
Vicar Holy Euch. ser 10am 
EVANGEUCAL FREE 
Faith Evangelical Free 
Church, 1009 MD Hwy Mtn Lake 
Pk 301 334-4172.SS 9:30-10:30 
am: Wor ser 10:45 am; Pioneer 
Club dunng sch yr Wed Jr. 8i Sr 
High 6:45-8 pm at the church 
Wed pr meeting 7pm 

GOSPEL CHURCH 
Full Gospel Church Blaine. 
WV Rev George Tichinel, Pastor 
SS 10 am; Sun Night ser 6 pm; 
Wed Bible study 6:30 pm 

Independent Full Gospel 
Revival Center Loch Lynn Hts 
SS 10 am, Wor ser 6 pm; Wed 
Wor ser. 6:30pm 

Savage River Full Gospel 
Church, Rev Charles Braithwaite 
Pastor SS 10 am; Sun ser 6:30 
pm; Wed ser. 7 pm 

CHURCH OF GOD 
Bayard Church of God, 
Bayard, WV Rev William Mc- 
Callister, Pastor SS 10 am; Wor 
ser 11 am; Sun 8 Wed ser 6:30 
pm; Prayer meet Thurs. 6 pm 
The Church of God of 
Prophecy 25 Back Street. Deer 
Park 301-533-3227, John 
Osborne., Pastor SS 10 am, mom 
wor 11 am; eve wor 7 pm; Wed 
eve ser 7 pm. 

Freeh Fire Church of God, Rt 

219 8 Rt 50,301 -334-6500 Tom 8. 


Garlic and High Blood Pressure 

Garlic is a cultivated plant. It does not grow in the 
wild. Known for its full, strong flavor, the bulb of the 
plant is commonly used to season foods and for 
medicinal purposes. Garlic has been used in the 
treatment of high cholesterol, heart disease, and 
high blood pressure. 

One recent study evaluated 11 previously 
published trials in which individuals took 600mg to 
900mg of garlic daily for up to 23 weeks. Results 
from all of the trials showed that those with high 
blood pressure who took garlic experienced blood 
pressure lowering effects similar to those from 
prescription medications. Garlic may be dried or 
powdered, then placed into capsules or formed into 
tablets Doses for medicinal use vary and depend 
upon the type of garlic preparation and the condition 
being treated While garlic is generally considered to 
be safe, side effects with garlic use include 
breath/body odor, heartburn, upset stomach, or 
allergic reactions. Garlic may have effects on blood 
clotting, and should not be used by people taking the 
blood thinner warfarin Also, garlic may alter the 
effectiveness of drugs used to treat cancer, diabetes, 
high cholesterol, and high blood pressure. 
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First Shoes 



A great king, so the legend goes, once stepped on a thorn in his garden. 
In a furious rage, he ordered his prime minister to cover his entire 
kingdom with leather. "Your majesty," replied the wise prime minister, 
"let me cover your feet with leather, and wherever you go, you will be 
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A child's first pair of shoes is special, safeguarding tiny feet as first 
steps are taken. But, the journey through life will not be free of thorns, 
and more than shoes will be needed to provide protection along the way. 

A child will need to develop moral fiber to protea his charaaer just 
as those first shoes proteaed his feet We can't carpet the whole world, 
but we can acquire the faith and courage which will enable us to walk 
life's rocky paths. 

Our house of worship can help us develop charaaer. God points 
the way to happy, wholesome living - both for the adult with the burdens 
of life on his shoulders - and for the little child in her first pair of shoes. 


Sunday 
1 Corinthians 
1.18-31 


Monday 
1 Corinthians 
2.1-16 


Tuesday 
1 Corinthians 
3.1-23 


Wednesday 
1 Cor;nthians 
4.1-21 


Thursday 

Psalm 

1 


Friday 

Psalm 

19 


Saturday 

Psalm 

37 


Scriptures Selected by The American Bible Society 
Copyright 2008. Keister-Wilhams Newspaper Services. P. 0 Box 8187, Charlottesville. VA 22906. < 


These firms invite you to a House of Worship each week 


LITTLE SANDY'S 

Restaurant - Car Wash - Mobile Gas 
Rt. 219 and Sand Flat Rd. 301-387-9850 

TEAM ONE 

'Specialists in Transportation" 

12899 Garrett Hwy , Oakland 301-334-9494 

FIRST UNITED BANK & TRUST 

Oakland - Friendsville - Deep Creek Lake 
Mid Towns Plaza - Grantsville 

O.C. CLUSS LUMBER CO. 

Lumber and Builders' Supplies 
12 N. Golf Course Rd , Oakland 301-334-3258 

DEEP CREEK PHARMACY 

“Your Care is Our Care " 

McHenry Plaza, Rt. 219 N 301-387-5300 

HUMBERSON HOMES INC. 

Quality Homes since 1976 

25254 Ganen Hwy McMonry M0 301-387-6976 «ww humhoreor com 

NUWAY CLEANERS 

Dry Cleaning - Shirt Laundry - Alterations 
111 East Center St., Oakland 301-334-2695 
PATRIOT 
Chrysler - Dodge - Jeep 

2499 Md Hwy., Oakland 301-334-2137 


THOMAS TIRES 

Tires. Batteries 8 Accessories 
Rt. 39. Oakland 301-334-4547 

RIGIDPLY RAFTERS 

Roof & Floor Trusses - Building Packages 
1283 Joni Miller Rd Oakland, MD 301-334-3977 

BILLY BENDER 
CHEVROLET - GEO INC. 

Main Street, Grantsville 301-895-5115 

GARRETT AUTOMOTIVE 

Full Service Foreign , Domestic & Diesel Cars 
Rt. 219, Deep Creek lake 301-387-6148 

PETERS FUEL CORPORATION 

Wholesale Petroleum Distribution 
8 W Liberty St.. Oakland 
301-334-2509 • 800-346-2509 

JAN FLORIST 

“Your home deserves 
heBest and We Have It" 

233 E Alder St., Oakland 301 -334-9404 

GLASS UNLIMITED 

For All Your Glass Needs 
Mountain Lake Park 301-334-3900 


M&S STONE QUARRIES INC. 

Quarries of Quality Building Stones & Flagstone' 

7181 Nat l Pike. Grantsville 
301-895-5151 

DAVID A. BURDOCK FUNERAL HOME PA 

21 N 2nd St.. Oakland 301-334-3388 

SHIRER'S TIN SHOP 

Heating - Air Condition - Accessories 
117 E. Oak St.. Oakland 301-334-3320 

UNFINISHED BUSINESS 

Quality wood furniture 
Custom picture framing 

114 S 2nd St., Oakland 301 -533-4495 

APPALACHIAN RAILWAY 
SERVICES 

Mtn Lake Park, Md .301-334-1888 

EMMAUS ROAD 
CHRISTIAN STORE 

• Serving All Your Christian Needs 

50 Glotfelty Drive. Oakland 301 -387-8858 

PROUDFOOT'S OAKLAND PHARMACY 

106 S Second Street, Oakland. MD 
301-334-3913 


Sandy McGinnis, pastors SS 10 
am; Sun. Wor 11 am & 7 pm 
Prayer serv Tues , 7 pm 

Gorman Church of God. at 
7301 GW Hwy , Oakland 301- 
334-4110 William Rhodes, pastor. 
SS 10 am; Church ser 11 am; 
Eve ser 6 pm; Tues Bible study 7 
pm. 

Jennings Church of God, 

Rev George Plants, Pastor SS 10 
am; Preach 6 pm; Sat Prayer 
meet 6 pm; Wed Bible study 6 
pm 

Laurel Run Church, 

Friendsville. SS 10 am; Wor ser 
10:45 am; Wed prayer & Bible 
study 7 00 pm 301 -746-5320 Lay 
Pastor Craig Bolyard 

Loch Lynn Church of God 
Revs Ivan and Cindy Ackerman 
Pastors SS 9 45 am; Wor 8 8.11 
am and 6 pm; Wed service 7 pm. 

Sand Spring Church of God. 
Fearer Rd . Friendsville, 301-746- 
5675. Nevm Umbel. Int Pastor SS 
9 am; Wor ser 10:15 am, Bible 
Study Wed 7 pm. Women's 
Mlnist. 1st Wed 10 am Choir 
practice Wed 6 pm 

INDEPENDENT 
Creation for Christ Min. 301 - 
334-3133, Rt 219 S Glenes 
Dumire, Pastor. Sun Wor 7 30 pm; 
Wed prayer meet 7:30 pm 

Crossroads every Sunday at 
Garrett 8 Cinemas. 9:15 am 
Interactive worship Children's 
Church is available for nursery 
through age 10 Dave Marsh, 
pastor 304 599 2341 

First Christian Church, 
Friendsville Galen Beitzel. Evang 
SS 10am, Wor 8.Com 11 am 
Freedom Chapel Bear Creek 
Rd near Ftiendsville Pastor Phil 
Smith Tnt-74fi-S17? SS in »m 
Wor ser 11 15 am. Bible study 
Tues eve 6 pm 

Grace Bible Church. 28099 


Garrett Hwy , Accident Larry 
Glotfelty. Pastor, 301-746-8635 
SS 10 am; Wor ser 11 am & 7:00 
pm; Prayer Meet 8 Bible study 
Wed 7:30pm 

House of Love 104 E Center 
St., Oakland Pat 8. Libby Malone, 
301-707-0272 Gath Sun 10 am; 
home mtg Thurs. 7 pm 

Mercy Chapel. Pastor Day- 
mond Schmuck, 902 Mill Run Rd . 
5 mi N of Friendsville Wor ser 
Sun 10:30 am Bible study 

New Life Christian Church. 
Roger Kitzmiller. Pastor 3 mi N of 
Oakland, off R1 219 on Nest Lick 
Acres Rd SS 10 am; Wor ser 11 
am; Prayer Meet 7 pm Wed 

Sang Run Christian Center. 
Sang Run Rd , Joe Spiker, Pastor. 
301-387-6142 SS10 am; wor 11 
am; Bible study every 3rd Wed 7 
pm 

St. John's Christian Church, 

Grantsville Pastor Jerry Rogers, 
301-895 5256 SS 9 am Coffee 
time 10am. Wor ser 10 30am. 

St. Paul s Wilhelm Church, 
531 Rock Station Rd , Meyersdale, 
PA Pastor Tommy Holliday. 814 
662-4555 Wor 9am;SS 10am 
Western Md. Christian 
Center. Mike Robinson Pastor 
827 1st Ave. Friendsville 301- 
746-5715 Sun Fellowship & 
Children's C L U B house 10 am; 
Eve Wor Sun 6 pm, Disc 8 
Youth(13-18)Wed 7pm 

World Lighthouse Worship 
Center Grantsville Dewayne 
Johnson, Pastor. 301 895-3868 
Sun wor 10 am & 6 pm; Tues 
w/youth & teens 7 pm Nursery 
avail 

JEHOVAH'S WITNESSES 
Kingdom Hall of Jehovah's 

Wltr>aa«a* '»'•>*. Wohar OH 

Oakland 301-334 8301. Delmus 
Evans presiding Sun 10 am 
Public lecture. 10:50 am 


Watchtower study; Tues. 7:30 pm 
Bible study; Thurs 7:30 pm 
Ministry School; 8:25 pm Service 
meeting 

LATTER-DAY SAINTS 
The Church of Jesus Christ 
of Latter-Day Saints 1022 John 
Dr , Oakland Contact Gary 
Galloway, home 304-259-5565; 
office 301-334-9552 Sacrament 
meet 10am 

LUTHERAN 

Accident Evangelical 
Lutheran Parish Roland E Nairn 
III, Pastor St. John's Cove Wor 
8:30 am; SS 9 30 am Grace 
Friendsville, SS 9 am: Wor 9 45 
am; St. Paul’s Accident, SS 9:30 
am; Wor 11 am 

Blttinger Lutheran Parish, 

Randolf Richardson, Pastor 301- 
245-4202 St. John's Meadow 
Mt Wor 8:30 am; Emmanuel, 
Bittinger, Wor. 10 am, SS 8 45 am; 
Zion Jennings, Wor 11:30am 
Christ Lutheran Church 180 
Main St . Grantsville David E 
Fetter. Pastor Wor ser 11 am; 
Holy Euch. 7/20 8 8/17. 

EvangellcalLutheranChurch 
2706 Greenville Rd . Meyersdale 
Pa David E Fetter, Pastor Wor 
ser. 9:45 am; SS 8 45 am; Holy 
Euch 7/1388/10 

St. John's Lutheran Church 
104 Union St, Salisbury. Pa David 
E Fetter Pastor Wor ser 8:30 am; 
SS 11 am (May only). Holy Euch 
7/6 88/3 

St. John’s Evangelical 
Lutheran Church, (LCMS). 1065 
Cove Rd Accident, 301 746 
8466 Trad wor 9 am; SS 8 Bible 
cl. 10 am 

St. John's Lutheran Church, 

Red House, Rev Magorie E 

i - — r>- nnt in a 

4778 SS9 45am; Wor ser 11am 

St. Paul's Lutheran Aurora. 
WV Rev Marjorie E Lauver, 


Thank God for Adversity 

Spiritual growth usually comes from strife and 
struggle, not from ease and complacency. 
Ironically, we should be thankful when we are 
faced with adversity, and ask God to give us the 
faith to deal with it rather than asking Him to 
remove the adversity. Whether that adversity is 
physical or emotional pain, or just someone who 
tries our patience, it is of course natural for us to 
want the adversity to be removed. But, often 
these trials and 
tribulations bring us 
closer to God and 
build character. If 
we have the 
mindset that adver¬ 
sity is a potential 
growth and learning' 
experience, we are 
less likely to feel that 
these trials are bad 
things happening to 
us and more apt to 
realize that these 

are lessons designed for our edification. 
However, this doesn't mean that we should test 
God or our faith by actually seeking adversity or 
creating difficult situations. In contrast, we 
should welcome trials and tribulations and deal 
with them with all the resources God has given 
us, including ourfaith in God. 

Examine me, O Lord, and prove me; Try my 
mind and my heart. For your loving kindness is 
before my eyes, and I have walked in Your 
truth. 

New K.J.V. Psalm 26:2-3 



Pastor Wor ser 9:30 am; SS 8:45 
am. 

St. Mark's Lutheran Church, 

6 S Second St , Oakland. 301- 
334-2668, Rev Dr. C. Scott Robin¬ 
son. pastor. SS 8:45 am; Wor ser 
10 a m; Wed Adult forum 6:15 
pm. Evening Wor 7 pm 

Shepherd of the Hills 
Lutheran Church 19741 Garrett 
Hwy. (at Garrett 8 Cinemas), 301- 
387 0400, Rev. Donald R 
Thomas Wor ser 9:30 am; SS 
10 45am. 

Zion Lutheran Church 
(LCMS), Accident Rev Keith M 
Clow. Pastor SS 8 Bible Class 
9:30am; Wor ser 10:30am 

Christ Luthern Church, 180 
Mam St Grantsville Wor ser 9:45 
am. Holy Euch 9/21 810/19 

Evangelical Lutheran 
Church. 2706 Greenville Rd, 
Meyersdale Wor ser 8:30am, SS 
9 30 am, Holy Euch 9/14 810/12. 

St. John's Luthern Church. 
104 Union St., Salisbury, PA , Wor 
ser 11:00 am, SS 9:45 am. Holy 
Euch 9/7 810/5 

MENNONITE 

Cherry Glade Mennonlte 
Church, 4 mi. E of Accident on 
Accident-Bittinger Rd. Barry 
Maust. Pastor; Titus Beitzel and 
Danny Tice, Assoc Pastors SS 
9:30 am; Wor ser 10:30 am 
Anthony Lehman. Youth Pastor 
SS9 30am;Wor ser 10:30am 

Glade Mennonlte Church 
Accident-Bittinger Rd 8 Rock 
Lodge Rd Phone 301-245-4285 
Pastor Brent Slegrist SS 9:30 am; 
Wor 10:30 am 

Gortner Union Church of the 
Brethren-Mennonlte. Rev Steven 

Sauder. Pastor SS 9:30 am; Wor 
ser 10-30 am 

Maple Glen Mennonlte 

Church. Grantsville Pastor Phil 
Moser SS 9:30 am. Wor 10:30 


am. 

Meadow Mountain Men¬ 
nonlte Church, Rt. 495 near Dry 
Run 8 Glendale Rd Duane 
Frederick. Pastor SS 9:30 am; 
Wor ser 10:30am. 

Oak Grove Mennonlte, Pastor 
Tim Fetterly. On Zehner Rd , 3 mi 
W. of Grantsville by Rt. 40. SS 9:30 
am; Wor ser 10:30 am 

Red Run Mennonlte Church. 
Meyersdale Rd., 301-264-3039 
Rev Carlos Reyes, Pastor Wor. 

10:30 am; SS 9:30 am. 

NAZARENE 

Church of the Nazarene, Rev 

Art Evans, study 301-334-2251 
207 S. 8th St. Oakland SS 9:45 
am; Wor 10:45am; Sun. eve ser 6 
pm; prayer, praise 8 study Wed 7 
pm. * 

Klngwood Nazarene Church, 

125 Wellsley SL. JKingwood, WV 
SS 9:45 am; wor. 11 am; Sun. eve 
serv. 6 pm; Caravan (Sept.-May) 8 
Bible study Wed ,7 pm 

PENTECOSTAL 
Calvary Tabernacle, Acci¬ 
dent Rev Larry Wallbrown. Pastor 
SS, 10 am; Evang. Ser., 6 pm 8 
Wed 7:30 pm. 

Friendsville United Pente¬ 
costal Church. Rev Marshall 
Bittinger Pastor. SS 10am; Evang 
ser 6 pm, Mid-week Wed 7 pm 
Pentecostal Holiness, 
Corinth, WV Revs. Paul and 
Cathy Snyder. Pastors. SS 10 
am; worship 8:30 am,11 am 8 6 
pm; Adult Bible study 8 youth 
serv Wed 7 pm. 

PRESBYTERIAN 
First United Presbyterian 
Church. Terra Alta. Louise 
Corbett, Pastor. Wor. ser. 8:30 
am;SS 10:30 am 

Mt. Storm Presbyterian 
Church, Rev Paul A Smith, 304- 
693-7546 Wor ser. 9 am; SS 10 
a m . 

REFORMED 

Grace Reformed Church. 

Pastor Robert Bonser, 301-334- 
5635, meets at St. Matthews 
Episcopal Church at S. 2nd and 
Liberty Sts.. Oakland for 9:15 am 
worship. 

ROMAN CATHOLIC 
St. Anne's Catholic Church, 

Rt. 40. Grantsville Mass Sun. 
9:30 am 

St. Peter the Apostle 
Catholic Church, Oakland Rev 
Donald J. Parson. Phone: 301- 
334-2202 Oakland: Sat. 5:30 
pm; Sun., 8 8 11:30 am. Lake 
Mass, Courtyard of Uno's Rest¬ 
aurant, McHenry: Sun., 9:30 am 
SEVENTH-DAY ADVENTIST 
Mountalntop Seventh-Day 
Adventist Church. Between 
DCL 8 Oakland, Geoff Starr, 
Pastor. 301-387-9532 Sat. Sab 
Sch. 9:30 am; Wor Hr 11 am 
UNITARIAN UNIVERSALIST 
UU Fellowship of Greater 
Cumberland 211 S Lee St., 
Cumberland. Church sch 8 serv 
10:45 am Sun 

UNITED BRETHREN 
Crellin United Brethren In 
Christ, Ed Calhoun. Pastor, 301- 
334-1870 SS 9:45 am; Wor ser 
10:50 am and 6 pm; Youth Gr 6 
pm Sun; prayer meet 8 Bible 
study 7 pm Wednesday. 

Underwood United 
Brethren Church Marshall 
Woods, Pastor 301-334-5777. 
Wor ser 9 am; SS 10:15 am; 
Sun. Eve ser. 6:30 pm; Thurs 
Bible Study. 7 pm. 

UNITED CHURCH 
OF CHRIST 

St. John's United Church of 
Christ, Salisbury. Pa Wanda 
Lester, Pastor 814-662-4281. 
Wor Serv 9:30a m 

Trinity United Church of 
Christ. New Germany Wanda 
Lester. Pastor 814-662-4281 
Wor 11 am 

UNITED METHODIST 
The United Methodist 
Church, Garrett Highland 

Charge. Rev Joe Robinette. 
Pastor Phone 301533-0999 
Crellin: Wor ser 10 am, SS 
10.45 am; White Church Wor 

xn. 4 4 mmx OO 4A ISM H»«. Deelr 

Wor ser 9 am, SS 9 45 am. Kurtz 
Chapel; Sun Wor ser 8 am 


Aurora United Methodist 
Charge. John Foy, Pastor. 
Amboy: Sun. 9:45 am 1st 8 3rd 
Sun.; 8:30 am 2nd 8 4th Sun. 
Aurora: Wor. 11 amlst, 2nd, 3rd 
Sun.; 9:45 4th Sun Bethel: 9:45 
am 2nd Sun.; 11 am 4th Sun. 
Stemple Ridge: 8:30 am 1st 8 
3rd Sun 

Bethel United Methodist 

Church, Mtn Lake Park. Rev. 
Richard Hogg Jr, 301-334-4488. 
Church SS 9:30 am to 10:30 am; 
Wor. ser. 10:45 am w/Nursery 
(Infant to 5 years) 

Bloomington United Meth¬ 
odist Charge: Rev Donald 
Nelson, Pastor. Mt. Zion: Wor. 8:50 
am followed by SS; Bible study 
6:30 pm Tues. Chestnut Grove: 
Wor 9:45 am; prayer meet Mon 
6:30 pm Bloomington SS 10 am; 
Wor. 11 am; prayer meet Wed. 
7:30 pm. 

Cranesvllle United Methodist 
Charge. Alan J Granofsky Faith 
Church: 304-789-2332 Wor. 10 
am; SS 11 am; Bible study Wed. 
7 30 pm Lake Ford: Wor 11:15am; 
SS 10:15am 

Deep Creek United Methodist 
Ministries: Rev R Samuel 
Wachter, Pastor. 301-387-6832. 
Hoyes Church, Hoyes Rd , Wor. 9 
am; SS 10 am; Bible study Tu. 1 
pm; UMW 7 pm 1st Th; Children's 
adv 2nd Tu 4 pm Paradise 
Church, Sand Flat Rd. Wor 10am; 
SSI1am 

Friendsville United Methodist 
Charge. Rev Sarah Snyder, 
Pastor, phone 301-746-5251. Sun. 
Morn. Wor. ser Blooming Rose 9 
am; SS 10 am. Selbysport 10 am; 
SS 9 am; Friendsville 11 am; SS 
10am. 

Mt. Storm Bayard Charge. 

Rev Mary Radford. Pastor Bayard 
SS 10 am; Wor. ser 11:30 am Mt. 
Storm: Wor. 9:45 am; SS 9 am. 

Grantsville United Methodist 
Charge. Rev. William Durst, Pastor, 
301-895-5201 or 301-746-7049. 
Jennings: Wor. 9:30 am; SS 10:30 
am; Women's meet 7 pm 2nd 
Mon St. Paul's: Grantsville Wor. 
10:30 am; SS 9:30 am; UMW, 7:30 
pm 3rd Wed. State Line Wor. 8 
am; SS 9 am; Women's meet 3rd 
Mon. 7 pm. 

Kitzmiller Mt. Bethel United 
Methodist. Rev Joyce Anderson, 
Pastor Wor. 9:30 am; SS 10:30 am; 
Bible Study 8 Prayer meet Wed 7 
pm 

McHenry United Methodist 

Church. Rev Dr Earnest Watkins, 
Pastor Mosser 8 Bumblebee Rds. 
Parsonage. 301-387-9059. Wor. 11 
am; SS 9:45 am Choir practice 
Wed 7pmw/child care Fellowship 
dinners monthly Call for dates of 
youth ministry events 

Northeast Garrett United 
Methodist Charge. Rev Danlell 
Agnew, Pastor, 301-689-9835 
Emmanuel: Pocahontas Rd. 8 Rt. 
40 Worship 9:30 am; SS 10:30am; 
UMYF 1st Sun at 6 pm: UMW 2nd 
Wed at 7 pm; UMM 7:30 am 2nd 
Saturday at the Casselman. Mt 
Zion, Route 40 8 Longstretch SS 
9 45 am; Wor ser 11 am; UMW, 1 st 
Wed at 7 pm 

Otterbeln United Methodist 

Swanton Rev Joyce Anderson, 
Pastor SS 9:45 am; Wor ser. 11 
am; Bible study 8 prayer meet 7 
pm Thursday 

St. Paul's United Methodist 

Church, 4th 8 Oak Sts . Oakland. 
Rev T Patrick Kerr, Pastor Wor ser 
8:30 and 10:45 am; Childrens SS 
9:15am; Adult SS9:30am 

Terra Alta First United 
Methodist Church 303 W State 
Ave.. Rev Michael Daniels, Pastor. 
SS 9:45 am. Wor 11 am 

Terra Alta Wesleyan Church. 
Rev Steve White. Pastor SS 10 am, 
Worship ser 11 am 8 6 pm; Bible 
study Wed 7 pm 

Trinity United Methodist 
Church 3rd 8 State Sts Terra 
Alta. WV Joanne Granofsky, 
Pastor SS 10 am; Wor 11 am; Eve 
Bible study 7 pm; Wed Bible study 
7 pm 






























TV Pfjtvelwte 

‘Flashpoint:’ More than a flash in CBS' pan? 


By Jay Bobbin 

CZap2it 


Q: Is “Flashpoint" (joint! 
to continue? And is there an 
address to write the cast? 

—Becks Padilla. San Antonio 

A: CBS had made no com¬ 
mitment to post-summer epi¬ 
sodes at this writing, hut don't 
rule out a possible return for 
the show The police drama 
was one of broadcast televi¬ 
sion's more pleasant ratings 
surprises in recent months, and 
it's also more cost-effective 
than many filmed dramas, since 
the expense is shared with 
Canada’s CTV network, which 
also aired the program 
If the show does go back 
into production, it may have to 
work around cast member Amy 
Jo Johnson, who's expecting 
her first child. Since the show’s 
makers also are connected to 
CTV. address your mail there: 
P.O. Box 9. Station O. Scarbor¬ 
ough. Ont., Canada M4A 2M9. 

Q: Is it true "Boston Legal” 
has been canceled for the 
upcoming television season? 
—Sheila Du Pree, Wisconsin 
Rapids, Wis. 

A: Wherever you may have 
heard or read that, it isn't ac¬ 
curate. James Spader. William 
Shatner and company will be 
back in law-ofllce and court¬ 
room action when the ABC 
series resumes new episodes 
Sept. 22. 

Q: What ever happened 
to “Californication"? Will 
it be back, or has it died a 
slow death from the writ¬ 
ers strike? —l.inda Flagg, 
l.ithia. Fla. 

A: The strike can he blamed 
for the fates of a number of 
shows, but David Duchovny's 
Showtime comedy-drama only 
was delayed a bit from its 
planned summer return. The 
series' second season is slated 
to start Sept. 28. the same night 



Amy Jo Johnson 


Showtime's "Dexter" launches 
its third year. 

Q: How many James Bond 
movies did Pierce Brosnan 
make, and why did he stop 
making them? —Sant Hol¬ 
mes, Baltimore 

A: He made four: "Golden- 
Eye." 'Tomorrow Never Dies.” 
'The World Is Not Enough" 
and “Die Another Day.” (The 
first three have turned up on 
AMC lately.) Brosnan was 
game for a fifth round as Agent 
007. hut the way he tells it. his 
talks with the Bond film pro¬ 
ducers about it simply stopped 
from their side. It wasn't a 
box-office matter, since "Die 
Another Day" had been the 
biggest domestic and inter¬ 
national moneymaker in the 
series' history — until it was 
topped by the subsequent film 
and subsequent Bond. "Casino 
Royale.” which marked Daniel 
Craig's debut as 007. He'll be 
back in the part in “Quantum 
kit Solace" in November. 

Send questions of general interest 
via e-mail to Ivpipelinetf tribune, 
coin. Writers must include their 
names, cities and states. Personal 
replies cannot be sent. 


Daytime Programs 


DAYTIME 

MORNING 


7:00 0(2)Qi5)The Early Show 
Oi4)Good Morning America 
Cl 6 O 25 (D tl ® 12;Today 
O: 22 Madeline and the Forty 
Thieves (Mon; Madeline (Tue) 
Madeline and the Easter Bon¬ 
net (Wed) Horseland (Thu-Fri) 

O 53 (Paid Program (Mon-Thu) 
Movie Reviews & Previews (Fri) 
CH 13 WordWorld 
(II 38 Martha Speaks 
ffl Changing Your World 
ffl The Balancing Act (Mon- 
Wed. Fnj Balancing Act (Thu) 

3) Liberty a Kids 
EB SportsCenter (Tue-Fri) 

3) The FSN Final Score 
© JAG 

ED The Fairly OddParents 
ED Movie (Mon) "The Duchess 
and the Dirtwater Fox" 

ED SI Paid Program (Mon-Thu) 
Awesome Abs (Fri) 

ED The Wiggles 
EB Third Watch 

ED Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fri) 

ED Sister. Sister 

CD Ben 10 

CD Fox and Friends 

CD Paid Program iMon-Wed. Fri) 

magicJack.com (Thu) 

CD Paid Program (Mon-Wed Fn) 
Look Thinner Instantly (Thu) 

CD Angel 

CD Malcolm in the Middle 
CB Paid Program (Mon, Wed-Fri) 
Make Money on eBay (Tue) 

CD Monster Jam 
ED Engel s Outdoor Experience 
(Mon) We Live Outdoors (Tue) 
Ultimate Hunting (Wed Bass 
Pro Shop s King ot Bucks (Thu) 
Fly Fishing the World (Fri) 

© Night Court 
S3 Paid Program (Mot 
Thu-Fri) Awesome Abs (Wed) 

SD Hi-5 

CD Paid Program 
7:15 ED Movie (Fri) "Iron Eagle" 
7:25 ED This Is Emily Yeung 
7:30 O 22£B S3 EB Paid Pro¬ 
gram 

®;53iTrollz (Mon-Wed) Sabri¬ 
na's Secret Life (Thu-Fn) 

®: 13 Martha Speaks 
(D(M)Curious George 
EB Believer s Voice of Victory 
© Get Married 
3) Hands on History 
© SportsCenter (Mon) 

ED The FSN Final Score 
EB The Fairly OddParents 
EB Life Today With James Ro¬ 
bison 

ED Higglytown Heroes 
ED Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fn) 

ED Sister. Sister 
CD Johnny Test 

CB magicJack.com (Mon, Wed) 
Paid Program (Tue. Thu-Fri) 

CD Paid Program (Mon-Thu) 
Awesome Abs (Fri) 

CD Malcolm In the Middle 
EB Wild Game Nation (Mon) 

The Hunter s Journal Tue l The 
Next Generation Wo i Roger 
Raglin Outdoors (Thuj Trout 
Unlimited On the Rise (Fn) 

EB Mad About You 
03 Wilbur 

CD Awesome Abs (Mont Paid 
Program (Tue-Fri) 

8 00 fl 22 CD CD 03 Paid Pro¬ 
gram 

Ci) S3 (Paid Program (Mon-Thu) 
RE/MAX Select Realty Home 
Show (Fri) 

(B! ttjCurlous George 
(Q(M)Sid the Science Kid 
© The Beverly Hillbillies 
EB Desperate Housewives 
ED Mega Disasters (Mon) Hou- 
dini: Unlocking the Mystery 
(Tue) An Alien History of Planet 
Earth (Wed) Journey to 10.000 
BC (Thu) Rumrunners. Moon¬ 
shiners and Bootleggers (Fri) 

© SportsCenter (Tue-Thu) Golf 
(Fri) 

ED The FSN Final Score 
ED Monk 

EB SpongeBob SquarePanta 
ED Movie (Thu) "The China 
Syndrome' 

ETt .Jnvre U*v»r 

ED Little Einsteins 
© Croaaing Jordan 


ED Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fn) 

ED Sabrina, the Teenage Witch 
CD Skunk Fu! 

CB Kindred: The Embraced 
(Mon) Tru Calling (Tue) The 
Outer Limits (Wed) The Senti¬ 
nel (Thu) Special Unit 2 (Fri) 

CD Charmed 

CD The Bernie Mac Show 
CD NASCAR Victory Lane (Mon) 
This Week in NASCAR (Tue) 
Unique Whips (Wed) American 
Thunder (Thu) Pinks — All Out 
(Fri) 

EB Outdoor America (Mon) Jim 
Shockey's Hunting Adventure 
(Tue) Step OutsidsJWed) Big 
Game Profiles (Thu) The Catch: 
Costa Rica (Fri) 

© Designing Women 
EB Movie (Mon) "Book of Love" 
(Tue) The Hebrew Hammer 
(Wed) "Pie in the Sky" (Thu) 
Weekend at Bernie s II" (Fri) 
"Adam Sandler s Eight Crazy 
Nights' 

03 Bigfoot Presents: Meteor 
and the Mighty Monster Trucks 
0] The Waltons 
8:25 ED Lou and Lou: Safety 
Patrol 

8:30 0 22'EB CD © Paid Pro¬ 
gram 

Q: 53 This Is Your Day 
® 13 Sid the Science Kid 
CJ 36 Super Why' 

© The Beverly Hillbillies 
© Paid Program (Mon-Tue. 
Thu-Fri i Hair Club for Men and 
Women - Free Microscopic Hair 
and Scalp Analysis (Wed) 

© Dora the Explorer 
© Mickey Mouse Clubhouse 
© Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fri) 

© Sabrina, the Teenage Witch 
CD Robot Boy 
© The Bernie Mac Show 
© American Thunder (Thu) 

EB Ultimate Outdoors (Mon) 
Game Trails (Tuei Inside USA 
Shooting (Wed) Track and Trail 
Adventures (Thu) Outfitter 
Journal (Fri) 

© Cheers 

© Paid Program (Mon-Wed) Is 
Colon Detox Hype? (Thu) De¬ 
signing Spaces (Fri) 

© The Magic School Bus 
8:45 © Movie (Wed) "Basic In¬ 
stinct" 

8:55 © Happy Monstar Band 
9:00 O 2 Pittsburgh Today Live 
Q 4 (1 5 Live With Regis and 
Kelly 

0(1)0) tl ED1 12(Today 
n 22 © © Paid Program 
O' 53 Life Today With James 
Robison 

GO (13 Super Whyl 

(It 38(Clifford the Big Red Dog 

© Bewitched 

EB The Golden Girls (Mon-Thu) 
How to Look Good Naked (Fri) 
© Mega Disasters (Mon) 

© SportsCenter (Mon-Thu) 

© Movie (Mon) ‘ The 40-Year- 
Old Virgin'' 

© Walker. Texas Ranger (Tue- 
Fri) 

ffl Newsroom 

EB Backyardigans (Mon-Thu) 
Dora the Explorer (Fri) 

© Movie (Mon) "WarGamee" 
(Tue) "The Firm" 

© How It's Made 
© Handy Manny 
ffl The Sopranos 
ffl The Fresh Prince of Bel-Air 
© Step by Step 
© Baby Looney Tunes 
© America a Newsroom 
CB Kindred: The Embraced 
(Mon) Tru Calling (Tue) The 
Outer Limits (Wed) The Senti¬ 
nel (Thu) Special Unit 2 (Fri) 

© When Animals Attack III 
(Mon) When Good Pets Go 
Bad Tue) Train Wrecks (Wed) 
World's Most Shocking Mo¬ 
ments Caught on Tape (Thu) 
Video Justice: Crime Caught 
on Tapel(Fri) 

© Charmed 
© Spin City 
© Dogs With Jobs 
0) MSNBC News Live 
© Wind Tunnel With Devs De 
Spain (Mon) 101 Cars You must 
Drive (Tue) Livin' the Low Life 

IW«a: Dir,4.a m»..l 1*1- 

EB Outfitters Almanac (Mon) 
Roger Raglin Outdoors (Tue) 
Journal of the American Trophy 


Hunter (Wed) Huntin' the World: 
Southern Style (Thu) Hunting 
the Country (Fn) 

© All In the Family 
© A Baby Story 
© The Waltons 
9:30 0(221© Paid Program 
CJi 53 (George Lopez 
(Dftt)Clifford the Big Red Dog 
(Q( 38 (Sesame Street 
ffl I Dream of Jeannie 
© The Golden Girls (Mon-Thu) 
© Go, Diego, Got (Mon-Thu) 
Dora the Explorer (Fri) 
ffl How It's Made 
ffl My Friends Tigger & Pooh 
ED The Fresh Prince of Bel-Air 
ED Living the Life 
© A Pup Named Scooby-Doo 
© Spin City 
CB Dogs With Jobs 
© 101 Cars You must Drive 
(Tue) SuperCars Exposed (Wed) 
Pinks — All Outtakes (Thu) 
Wrecked (Fri) 

ffl Houses For $300 (Mon) Paid 
Program (Tue-Fri) 

© Sanford and Son 

ffl Is Colon Detox Hype? (Mon. 

Wed) Paid Program (Tue, Tnu- 
Fri) 

© A Baby Story 
9:45 © Movie (Fri) "Code of Si¬ 
lence" 

10:00 Oi2)Guiding Light 
Ol4)Rachael Ray 
Oi$)To Be Announced 
OtSJLive With Regis and Kelly 
Ol221)Judge Hatchett 
Ol533The Morning Show With 
Mike 8 Juliet 

GIltOThe Ellen DeGeneres 
Show 

®(GjToday 
ffl 1 13 Sesame Street 
ffl Matlock 
© Frasier 

© Mega Disasters (Mon) Sur¬ 
viving History (Tue) UFO Files 
(Wed) Last Stand of the 300 
(Thu) Battlefield Detectives (Fri) 
© ESPN First Take 
ffl SportsCenter (Mon-Thu) 

© Hair Club for Men and 
Women - Free Microscopic Hair 
and Scalp Analysis (Mon) Paid 
Program (Tue-Fri) 

© Movie (Tue) "Foreigner 2: 
Black Dawn” (Thu) "16 Blocks" 
(Fri) Casino 

© Walker, Texas Ranger (Wed) 
EB The Wonder Pets! (Mon-Thu) 
Dora the Explorer (Fri) 
ffl Cash Cab 
ED Imagination Movers 
EB American Justice 
ED Movie (Mon) "Signs" (Tue) 
Turbulence" (Wed) "Metro" 
(Thu) “Nothing to Lose" (Fri) 
Hardball" 

EB The 700 Club 
© Movie (Mon) “Wakko's 
Wish (Tue) “The Land Betore 
Time IV: Journey Through the 
Mists' (Wed) Pinocchio 3000 
(Fn) "Cats Don t Dance" 

© Scooby-Doo and the Leg¬ 
end of the Vampire (Thu) 

© Kindred: The Embraced 
(Mon) Tru Calling (Tue) The 
Outer Limits (Wedi The Senti¬ 
nel (Thu) Special Unit 2 (Fri) 

© When Animals Attack IV 
(Mon) When Good Pets Go Bad 
2 (Tue) Prisoners Out of Con¬ 
trol (Wedi World's Most Shock¬ 
ing Moments: Caught on Tape 
Thu) Video Justice: Crime 
Caught on Tape 2 (Fri) 

© ER 

© Movie (Mon) "Kiss of the 
Dragon' (Tue) “Changing 
Lanes Wed) "The Last Se¬ 
duction "(Thu) "Elektra" (Fn) 
Stealing Harvard" 

CB Hornets From Hell (Mon) 
Coffee: Beans to Buzz iTue) 
Sweet Tooth (Wed) Snack At¬ 
tack (Thu) Be the Creature (Fri) 
© MSNBC News Live 
© Pinks — All Out (Mon) 
Barrett-Jackson 2008: The Auc¬ 
tions (TuelSuper Bikes! (Wed) 
Wrecked (Thu) Harley-Davidson 
Test Ride (Fri) 

ffl Archer s Choice (Mon) Hunt¬ 
er's Specialties (Tue) Paid Pro¬ 
gram (Wed) American Gun Dog 
(Thu) Western Extreme (Fri) 
ffl The Jeffersons 
© Kate & Allie 
ffl The Daily Show With Jon 
Stewart 

© Bringing Home Baby 
© Little House on the Prairie 

10:30 Oi22)Judge Hatchett 
03:38 Dragon Tales 
ffl Frasier 
© Paid Program 
EB Dora the Explorer 
ffl Cash Cab: After Dark 
ED Movie (Mon) “Tarzan" 

ED Charlie & Lola (Tue-Fri) 

© Super Bikes! (Wed) 

Wrecked (Thul MotorWeek (Fri) 

ffl Paid Program (Mon Wed-Fri) 

Houses For $300 (Tue) 

ffl Good Times 

© Kate & Allie 

ffl The Colbert Report 

© Bringing Home Baby 

10:45 ffl Movie (Thu) "Fatal At¬ 
traction 

11:00 0(2)Q(5)The Price Is 
Right 

Ol4)The View 

(I ( The Ellen DeGeneres 

Show 

0122 (Cristina's Court 
(Jl25)Pald Program 
ffll$3JThe 700 Club 
GK tI The Doctors 
®(12)Racheel Ray 
O) tJ Mister Rogers Neighbor¬ 
hood 

©38 1 Word World 
ffl In the Heat of the Night 
ffl Will ft Grace 
ffl Mega Disasters (Mon) Sur¬ 
viving History (Tue) UFO Files 
(Wedi Journey to the Center of 
the World (Fri) 

EB SportsCenter (Mon-Thu) 

© Beyond the Glory (Mon) 
Beach Volleyball (Tue) FLW 
Outdoors (Wed) Billiards (Thu) 
2Xtreem Motorcycle TV (Fri) 

© Wings (Wed) 

EB Nl Hao. Kai-lan (Mon-Thu) 
Dora the Explorer (Fn) 
ffl Deadliest Catch 
ED Doodlebops (Tue-Fri) 

EB Cold Case Files (Mon Tue. 
Thu-Fn i Investigative Reports 
(Wed) 

ED Gilmore Girls (Mon. Wed-Fn) 
Lincoln Heights (Tue) 
ffl Happening Now 
CB Kindred: The Embraced 
(Mon) Tru Calling (Tue) The 
Outer Limits (Wed) The Senti¬ 
nel (Thu) Special Unit 2 (Fri) 

© Disorderly Conduct: Video 
on Patrol 
© ER 

CB Dolphin Army (Moni Sec¬ 
onds From Disaster ITue) Is It 
Real? (Wedi Amazing Planet 
(Thu) Prehistoric Predators (Fri) 
© MSNBC News Live 
© Paid Program (Mon-Thu) 
NASCAR Racing (Fri) 
ffl American Gun Dog (Mon) 

RV TV (Tue) Dead Down Wind's 
American Archer (Wed) Out¬ 
door America (Thu) Pheasants 
Forever (Fri) 

m rime. 

CP Dharma A Grag 
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ffl Blake Clark (Mon) Louis CK 
(Tue) Comedy Central Presents 
(Wed-Thul Christopher Titus 
Norman Rockwell Is Bleedmq 

(Fri) 

© Jon ft Kate Plus 8 
© Little House on the Prairie 

11:15 ffl Mad Men (Wed) 

11:25 ED This is Daniel Cook 

(Tue-Fri) 

11:30 Ol22JCristina's Court 
Ol2S;Paid Program 
©l13)Dragon Tales 
©138 Caillou (Mon) Thomas 
& Friends (Tue) Wunderkind 
Little Amadeus (Wed) Mifty and 
Friends (Thu) Peep and the Big 
Wide World (Fri) 
ffl Will ft Grace 
© Golf Life (Fri) 

© Movie (Mon) "How to Lose 
a Guy in 10 Days" (Wed) "Hos¬ 
tage 

EB Yo Gabba Gabba! (Mon-Thu) 
ffl Movie (Mon) "Stand by Me" 
ED Higglytown Heroes (Tue-Fri) 
© The Mr. Men Show (Tue-Thu) 
© Select Comfort (Mon) 
magicJack.com (Tue) Paid Pro¬ 
gram (Wed-Thu) 
ffl Paid Program (Mon-Thu) 
Houses For $300 (Fri) 
ffl Leave it to Beaver 
© Dharma ft Greg 
ffl Live at Gotham (Mon) Com¬ 
edy Central Presents (Tue) El¬ 
len DeGeneres: The Beginning 
(Wed) Comic Remix (Thu) 

© Little People, Big World 

11:55 ED Lou and Lou: Safety 
Patrol (Tue-Fri) 

AFTERNOON 


12:00 0(2)0 5 0 6 
tl 25 (D 11 © 12 News 
(I 4)Ch. 4 Action News at 
Noon 



rW Sent! 

lit 2 (Fn) 


rrship'DfT AH 

Inside GrandW 
S£AR Racing (j 

BKgexiiin HI 


00 

© Toucr 


In Angel 

fed) "The China 


0(22 (Maury 
© 53 Judge Alex 
© tJ Barney ft Friends 
©(38 Tavis Smiley 
ffl Nash Bridges 
ffl Desperate Housewives 
ffl Mega Movers (Mon) Surviv¬ 
ing History (Tuei MonsterQuest 
i Wed) Star Wars Tech (Thu) 
Modern Marvels (Fri) 

© ESPN 
EB Sport 
© Colli 
Tomlin 
Pro Fi 
English 
(Thu) El 
Sadi 


Mike 


Wvl^PHei "Gotta 
’ (Wed) "The Cheetah 
World" (Thu) Air 
"The Adventures of 
and Lavaglrl" 
ase Hies 


nel (Thul Speci 
© Disorderly Conduct: Video 
on Patrql -n 

That 


4on) 

JisaHer T jei Is 
^mazing Planet 
: Predators (Fri) 
*[ Live 

on) Champi- 
TRacing Tuei 
t(Wed) NA- 

hiunter (Mon) 
|( - Maxi 
l Memories 
u) Big Game 


I (Mon) I Love 


I (Tue) Com- 

nts (Thu) 


(Fn) 

fflil 


| he Young and 

Bollywood 
Jmily Feud 
Program 
fje Alex 

i Andy Griffith Show 
[Magazine 
hate football Story 
hess Golf (Fri i 
o, Go! (Mon-Thu) 
i (Tue) "Basic Instinct" 
i Improvement 
use (Mon, Wed-Fri) 
*)l n w Scooby-Doo? 

! (Mon-Thu) That 
[ 

} Racing M n 
i Racing We ll Get 

Fn) 

Ter TV (Mi t Jour- 
/ican Trophy 
I Program 
[flth Keith War 
I Across Africa 


I Hope” 

Lf omedy^ntral Presents 
* 11 in Premium Blend 
Comic Remix (Weil) 

138 iChartie Rose 
) 4 All My Children 
bodily 


H 


72 Jerry Springer 

25 © f Days of our Lives 


r<VM TUvr»r*>» Cruir* 


III' tliWho Wants to Ba a Mil 

lionaire 

(i) 13 Charlie Rose 


ffl WGN Midday News 
ffl Movie (Mon) "In America" 
(Tue) “All the Good Ones Are 
Married" (Wed) "What Makes 
a Family" (Thu) "Two Can Play 
That Game" (Fri) "When Harry 
Met Sally 

ffl Modern Marvels 

ffl SportsCenter (Mon-Thu) 

© Pitt Football Press Confer¬ 
ence (Tue) Marshall Football 
Today (Wed) Softball 360 (Fri) 
© Burn Notice (Thu) 

© Newsroom 

EB Backyardigans (Mon-Thu) 
Dora the Explorer (Fri) 

© A Haunting 

EB Intervention (Mon) CSI: Mi¬ 
ami (Tue-Fri) 

© Home Improvement 
© Sister. Sister (Mon, Wed-Fri) 
Lincoln Heights (Tue) 

© Tom ft Jerry 
ffl The Live Desk 
ffl Kindred: The Embraced 
(Mon) Tru Calling (Tue) The 
Outer Limits (Wed) The Senti¬ 
nel (Thu) Special Unit 2 (Fri) 

© World's Most Amazing 
Videos 

© Without a Trace 
© King of the Hill 
ffl Ultimate Factories (Mon) 
Final Report (Tue) Is It Real? 
(Wed) Amazing Planet (Thu) 
Prehistoric Predators (Fri) 

© MSNBC News Live 
ED In Pursuit With Greg Miller 
(Mon) Higher Ground (Tue) 
Buckmasters (Wed) Whitetail 
Freaks (Thu) Rocky s Geared 
Up (Fn) 

© Gunsmoke (Mon) The Bev¬ 
erly Hillbillies (Tue-Fn) 

© My Big Fat Fabulous Wed¬ 
ding (Mon) 20/20 (Tue) The Lo¬ 
cator (Wed) Bridezillas (Thu) 

© Movie (Fn) "Safe Harbour" 
EB MADtv 

© What Not to Wear 
© 7th Heaven 

1:15 ED Movie (Thu) "Species" 
1:30 f]i2jQ>5:The Bold and 
the Beautiful 
CD;53 Divorce Court 
CDllDFamily Feud 
© Penn State Football Press 
Conference iTue) Marshall Mag¬ 
azine (Wed) Street Heaters (Fri) 
© Max ft Ruby (Mon. Wed) 
Wow! Wow! Wubbzv! (Tue. Thu) 
Dora the Explorer (Fri) 

ED Mad Men (Mon) 

© Home Improvement 
© Sister. Sister (Mon. Wed-Fri) 
© King of the Hill 
© Eastman's Hunting TV (Mon) 
Ted Nugent s Spirit of the Wild 
(Tue) Muzzy's Bad to the Bone 
Bowhunting (Wed) Summits 
High Places (Thu) Born to Hunt 
(Fn) 

© The Beverly Hillbillies (Tue- 
Fri) 

© My Big Fat Fabulous Wed¬ 
ding (Mon) The Locator (Wed) 

1:33 ED 38 Last of the Summer 
Wine 

1:35 © The Suite Life of Zack ft 
Cody (Tue) 

1:40© The Suite Life of Zack ft 
Cody (Fri) 

2:00 Ql2iQl5)As the World 
Turns 

OlDOne Life to Live 
, 11 4 'Days of our Lives 

O 22 The Steve Wilkos Show 
()i2SlThe Martha Stewart 
Show 

CD: 53 Judge Joe Brown 
ED II Today 
E0i 12 The Doctors 
(9 13 Beads. Baubles, and 
Jewels (Mon) Cook's Country 
From America s Test Kitchen 
(Tue) Sewing With Nancy (Wed) 
Best of the Joy of Painting 
(Thu) Zonya's Health Bites (Fri) 
ffl Homicide: Life on the Street 
ffl Mega Disasters (Mon) Hou- 
dini; Unlocking the Mystery 
(Tue) An Alien History of Planet 
Earth (Wed) Journey to 10.000 
BC (Thu) Rumrunners. Moon¬ 
shiners and Bootleggers (Fri) 

© Best ol Mike and Mike in 
the Morning (Mon-Tue, Thu) NFL 
Films Presents (Wed) UEFA 
Champions League Highlights 
(Fri) 

ffl NFL Primetime (Tue) Sports¬ 
Center (Wed-Thu) 

© WVU Football Press Confer¬ 
ence (Tue) Steelers Youth Foot¬ 
ball Show (Wed) Mike Tomlin 
Press Conference (Thu) Bad 
Boy of Fitness (Fri) 
ffl Monk (Mon-Wed, Fri) Burn 
Notice (Thu) 

© SpongeBob SquarePants 
ffl Movie (Fri) “The Delta 
Force" 

© A Haunting 
© The Suite Life of Zack ft 
Cody (Mon-Thu) 

EB Crossing Jordan 
© Just Shoot Me 
© Sabrina, the Teenage Witch 
(Mon. Wed-Fri) Lincoln Heights 
(Tue) 

© Johnny Test 
ffl Kindred: The Embraced 
(Mon) Tru Calling (Tue) The 
Outer Limits (Wed) The Senti¬ 
nel (Thu) Special Unit 2 (Fri) 

© World's Most Amazing 
Videos 

ffl Law ft Order 
© Malcolm in the Middle 
ffl Dog Whisperer 
© MSNBC News Live 
ffl MotoGP Racing (Tue) AMA 
Racing (Fri) 

ED ODMA Quality Whltetails 
TV (Mon) Dream Season (Tue) 
Bow Madness Wedi Whistling 
Wings (Thu) Macmillan River 
Adventures (Fri) 

© Bonanza (Mon) Gunsmoke 
(Tue-Fri) 

© My Big Fat Fabulous Wad¬ 
ding (Mon) 20/20 (Tue) High 
School Confidential (Wed) Brl- 
dezillaa (Thu) 

m TK« Halt*. Ohw... MII48. ln«t 

Stewart 

© A Baby Story 
© 7th Heaven 


2:04 EQ(38lKeeping Up Appear¬ 
ances 

2:05 © The Suite Life of Zack ft 
Cody (Fri) 

2:30 (9(53(Judge Joe Brown 
(DH3)Sit and Be Fit (Mon, Wed. 
Fri) Knitting Daily (Tue) Cultivat¬ 
ing Lite (Thu) 

© 1st and 10 (Mon. Thu) UEFA 
Champions League Soccer 

(Tue-Wed) 

ffl Outside the Lines First Re¬ 
port (Mon) 

© MSN WVU Game Replay 
(Tue) Highmark High School 
Practice Show (Wed) Inside the 
Big East (Fri) 

© The Fairly OddParents 
ED Movie (Mon) “Philadelphia" 
© The Suite Life of Zack ft 
Cody 

© Just Shoot Me 
© Sabrina, the Teenage Witch 
(Mon, Wed-Fri) 

© Johnny Test 
© Malcolm in the Middle 
© Gold Prospecting (Mon) 
Obsession Revealed (Tue) 
Monster Bucks (Wed) Engel's 
Outdoor Experience (Thu) The 
Wild Outdoors (Fri) 

© My Big Fat Fabulous Wed¬ 
ding (Mon) 

EB The Colbert Report 
© A Baby Story 
2:35 (Dl36)AsTlme Goes By 
3:00 fJl2)0(8)O(25i®(12)Dr. 
Phil 

OUlGeneral Hospital 
Q(5)Guiding Light 
Oi22)TheTyra Banks Show 
(9153) Jerry Springer 
(II 11 Days of our Lives 
®:13)Reading Rainbow 
© The Cosby Show 
© Wife Swap 
ffl Mega Disasters (Mon) 

© 2008 World Series of Poker 
(Mon. Thu) NASCAR Racing 
(Fri) 

ffl College Football Live (Mon) 
Outside the Lines First Report 

(Tue-Thu) 

© Poker Superstars Invitation¬ 
al Tournament II (Mon) Beach 
Volleyball (Wed) Rodeo (Thu) 
Best Damn Top 50 Special (Fri) 
© Law ft Order: Criminal In¬ 
tent (Mon-Wed. Fn) Burn Notice 
(Thu) 
ffl U-Pick 

ED Movie (Tue) "The Karate 
Kid" (Wed) “Fatal Attraction" 
ffl The FBI Files 
© Cory in the House (Mon, Fri) 
Life With Derek (Tue) That's So 
Raven (Wed) Phineas and Ferb 
(Thu) 

EB The Sopranos 
© Yes, Dear 

ffl 8 Simple Rules (Mon, Wed- 
Fri) Lincoln Heights (Tue) 

© George of the Jungle <Mon, 
Wed) Camp Lazio (Tue) Johnny 
Test (Thu) Courage the Cow¬ 
ardly Dog (Fn) 
ffl Studio B With Shepard 
Smith 

ffl Kindred: The Embraced 
(Mon) Tru Calling (Tue) The 
Outer Limits (Wed) The Senti¬ 
nel (Thu) Special Unit 2 (Fri) 

© CSI: Crime Scene Investiga¬ 
tion (Mon-Tue, Thu-Fri) 

© Movie (Wed) "First Blood" 

© Law ft Order 
ffl That '70s Show 
CB Dangerous World (Mon 
Wed. Fri Extreme Alaska (Tue) 
Power Diggers of Iceland (Thu) 
© MSNBC News Live 
© Dream Car Garage (Mon) 

My Classic Car (Tue) Two Guys 
Garage (Wed) Truck U (Thu) 
American Muscle Car (Fri) 

ED Gold Fever (Mon) Jim 
Zumbo Outdoors (Tue) Bass 
Pro Shop s King of Bucks 
(Wed) Wildlife Obsession (Thu) 
American Hunter (Fri) 

EB Bonanza 

© My Big Fat Fabulous Wed¬ 
ding (Mon) 20/20 (Tue) High 
School Confidential (Wed) Bri¬ 
dezillas (Thu) 

EB MADtv 

© Bringing Home Baby 
© Little House on the Prairie 
3:05 ©DftlAreYou Being 
Served? 

3:15 © Movie (Thu) “Code of 
Silence" 

3:30 ©HSlWordGirl 
ffl The Cosby Show 
ffl NFL Live (Mon) College 
Football Live (Tue-Thu) 

© Inside Notre Dame Football 
(Tue) 

ffl U-Pick 

© Cory in the House (Mon, Fri) 
Lite With Derek (Tue) That's So 
Raven (Wed) Phineas and Ferb 

(Thu) 

ffl Yes. Dear 

ffl 8 Simple Rules (Mon. Wed- 
Fn) 

© George of the Jungle (Mon. 
Wed) Camp Lazio (Tue) Skunk 
Fu! (Thu) Courage the Cow¬ 
ardly Dog (Fn) 

© King of the Hill (Mon-Thu) 
That 70s Show (Fri) 
ffl Truck U 

ED Elk Chronicles (Tue) Gettin' 
Close (Wed) Ultimate Hunting 
(Thu) North American Whitetail 

(Fri) 

© My Big Fat Fabulous Wed¬ 
ding (Mon) 

ffl Movie (Fri) "Awakenings" 

EB MADtv 

© Bringing Home Baby 
3:36 ©I 38 All Creatures Great 
and Small 
4:00 0:2jNews 
Ol 4 Ol 251®112 Oprah Win¬ 
frey 

O 5 Dudge Joa Brown 
Cl 8 Q)i 11 1 Judge Judy 
8iit2iThe Bonnie Hunt Show 
(10 S3 Maury 
®i a (Arthur 

ft* I>1 Qanbar 

ffl Wife Swap 

ffl Mega Disasters (Mon) Sur¬ 
viving History (Tue) UFO Files 


(Wed) Last Stand of the 300 
(Thu) Battlefield Detectives (Fri) 
© Outside the Lines First Re¬ 
port (Mon, Thu) 
ffl NFL Primetime (Mon) NFL 
Live (Tue-Thu) Golf (Fri) 

© Baseball s Golden Age 
(Mon) In Focus on FSN (Tue) 
Poker Superstars Invitational 
Tournament II (Wed) Beyond 
the Glory (Thu) International 
Fight League (Fri) 

© Law ft Order: Criminal In¬ 
tent (Mon-Wed. Fri) Burn Notice 
(Thu) 

© The Situation Room 
ffl U-Pick 
ffl Deadliest Catch 
© Phineas and Ferb (Mon) 
That's So Raven (Tue) Hannah 
Montana (Wed) The Emperor's 
New School ( Thu) The Suite 
Life of Zack ft Cody (Fri) 

EB American Justice 
© The King ot Queens 
ffl What I Like About You (Mon 
Wed-Fri) Lincoln Heights (tue) 
© Courage the Cowardly Dog 
(Mon) The Marvelous Misad¬ 
ventures of Flapjack (Tue) 

Chop Socky Chooks (Wed) 
Skunk Fu! (Thu-Fri) 
ffl Your World With Neil Cavuto 
ffl Movie (Mon) "National Trea¬ 
sure" 


ffl The X-Files (Tue-Fri) 

© Star Trek: Voyager (Mon-Tue, 
Thu-Fri) 

© Charmed 
© King of the Hill 
ffl Miami Drug Cartel (Mon) 
Naked Science (Tue) Prison Na¬ 
tion (Wed) Impossible Islands 
(Thu) Dog Whisperer (Fri) 

© MSNBC News Live 
© Chop Cut Rebuild (Mon-Thu) 
Truck U (Fri) 

ED Aura 360 Ventures (Mon) 
Truth About Hunting (Tue) 
American Rifleman (Wed) 

Game Trails (Thu) Primes'Truth 
About Whitetails (Fri) 
ffl Hogan's Heroes 
© Beach Weddings (Mon) 

20/20 (Tuei High School Confi¬ 
dential (Wed) Bridezillas (Thu) 
ffl Take Home Chef 
© Little House on the Prairie 
4:30 0 5 j0:8/Q}i HiJudge 
Judy 

ffl lO)EHt 18iCyberchase 
© Funniest Pets ft People 
© College Football Live (Mon. 
Thu) NASCAR Now (Fn) 
ffl Jim Rome Is Burning (Tue- 
Thu) 

© Amazing Sports Stories 
(Mon) Xtreme Paintball — Be¬ 
yond the Paint (Tue) 
ffl U-Pick 

ffl Phineas and Ferb (Mon) 
That’s So Raven (Tue) Hannah 
Montana (Wed) The Emperor s 
New School Thu) The Suite 
Life of Zack ft Cody (Fri) 

© The King of Queens 
© What I Like About You (Mon. 
Wed-Fri) 

© Courage the Cowardly Dog 
(Mon) The Marvelous Misad¬ 
ventures of Flapjack (Tue) 

Chop Socky Chooks (Wed) 
Chowder (Thu) Skunk Fu! (Fri) 
© The Bernie Mac Show (Mon- 
Thu) King of the Hill (Fri) 

© On the Edge (Mon-Thu) 

Chop Cut Rebuild (Fri) 

ED Browning's the Best There 
Is (Tue) Shooting USA (Wed) 
Limbsaver's Addicted to the 
Outdoors (Thu) We Live Out¬ 
doors (Fri) 
ffl Hogan's Heroes 
EB Movie (Mon) "The Hebrew 
Hammer (Tuei "Pie In the Sky" 
(Wed Weekend at Berme's If" 
(Thu) Adam Sandler’s Eight 
Crazy Nights" (Fri) "House 
Party IV" 

© Take Home Chef 
4:45 © UEFA Champions 
League Postgame (Tue-Wed) 
5:00 Q 2 Cl I'Ql! 

0(25 O H ® 12 News 

Q(5)NewsChannel 5 at 5 

Oi22)Friends 

E9 53 Deal or No Deal 

©i13)Fetch! With Ruff Ruffman 

Cli 38 WordGirl 

EB America s Funniest Home 

Videos 

ffl Still Standing 
© Mega Disasters Mon) Sur¬ 
viving History (Tue) UFO Files 
(Wed) Journey to the Center of 
the World (Fri) 
ffl NASCAR Now (Mon-Thu) 
Drive to the Tokyo Auto Show 
(Fn) 

ffl Around the Horn (Mon-Thu) 
© Beyond the Glory (Mon) 
Poker Superstars Invitational 
Tournament II (Tue) Interna¬ 
tional Fight League (Wed) Best 
Damn Top 50 Special (Thu) Pro 
Football Preview (Fri) 
ffl NCIS (Mon-Wed. Fri) House 
(Thu) 

ffl SpongeBob SquarePants 
© Movie (Fri) Midway" 
ffl It Takes a Thief 
ffl The Replacements (Mon) 
Cory In the House (Tue, Thu) 
The Suite Life of Zack ft Cody 
(Wed) Wizards of Waverly Place 
(Fri) 

EB Cold Case Files (Mon-Tue, 
Thu-Fri) Investigative Reports 

(Wed) 

© Seinfeld 

ffl Gilmore Girls (Mon, Wed-Fri) 
Lincoln Heights (Tue) 
ffl Chowder (Mon, Wed-Thu) 
Johnny Test (Tue) The Marvel¬ 
ous Misadventures of Flap|ack 
(Fri) 

CB America's Election HQ 
CD Stargate Atlantis (Tue-Fn) 
ffl Star Trek: Voyager (Mon-Tue, 

Thu-Fri) 

© Movie (Wed) Star Wars VI: 
Return of the Jedl" 
ffl Charmed 

© The Bernie Mac Show 
CB Locked Up Abroad (Mon) 

slble Hotel (Thu) Dog wKls 
perer (Fn) 

© Hardball 


ffl Monster Jam (Mon-Thu) NA¬ 
SCAR Live (Fri) 

ED World of Trucks (Mon) Hunt¬ 
ing the Country (Tuei Sighting 
in With Shooting USA (Wed) 
Western Extreme (Thu) Real- 
tree Roadtrips (Fri) 
ffl The Beverly Hillbillies 
© Culture Clash Weddings 
(Mon) 20/20 (Tue) High School 
Confidential (Wed) Bridezillas 
(Thu) 

© Jon ft Kate Plus 8 
© M'A'S'H 

5:30 Q 5>Oi6j®(12)News 
8 4 22 That 70s Show 
11 25 1 Access Hollywood 
(9l53)Deal or No Deal 
ffl: 13 1 Wishbone 
(L)i36jRick Steves' Europe 
© Still Standing 
© Jim Rome Is Burning (Tue- 
Thu) 2008 World Series of 
Poker (Fri) 

EB Pardon the Interruption 

/Mnn-Thu) 

ffl SpongeBob SquarePants 
© Movie (Mon) “The Karate 
Kid" (Tue) Murder by Num¬ 
bers" (Wed) “Matchstick Men" 
(Thu) Blown Away ' 

© The Replacements (Mon) 
Cory in the House (Tue. Thu) 

The Suite Life of Zack ft Cody 
iWedi Wizards of Waverly Place 
(Fri) 

© Seinfeld 

ffl Chowder (Mon, Wed-Thu) 

Johnny Test (Tuei The Marvel¬ 
ous Misadventures ot Flapjack 

(Fri) 

© Movie (Mon) “Firewall'' 

(Tue) "S.W.A.T. (Wed) "Rush 
Hour" (Thu) "Invincible" (Fri) 
“The League of Extraordinary 
Gentlemen" 

© NASCAR Racing (Fn) 

ED Fisher's ATV World (Mon) 
Mossy Oak Classics (Tue) 

Guns ft Ammo TV (Wed) Outfit¬ 
ter Journal (Thu) Guide To The 
Outdoors (Fri) 
ffl The Beverly Hillbillies 
© Jon ft Kate Plus 8 (Mon. 

Wed, Fri) 

© M'A'S'H 

6:00 fl 2 (141110 8 
Ol 25 ffl 1 12 News 
OI22jThe Simpsons 
(IDlSSlTwo and a Halt Men 
ffll13'(Ql38!The NewsHour 
With Jim Lehrer 
ffl 7th Heaven 
ffl Reba 

© Mega Movers (Mon) Surviv¬ 
ing History (Tue) MonsterQuest 
(Wed) Star Wars Tech (Thu) 
Modern Marvels (Fri) 

© Around the Horn (Mon-Thu) 
EB SportsCenter: Monday 
Night Kickoff (Mon) SportsCen- 
ter (Tue-Fri) 

© FSN Presents: Nothin' But 
Knockouts (Mon) SportsBeat 
Rewind (Tue, Fn) Best Damn 
Top 50 Special (Wed) Mike Tom¬ 
lin Show (Thu) 

© NCIS (Mon-Wed, Fn) House 
(Thu) 

ffl Drake ft Josh 
© Cash Cab (Mon-Thu) Man 

vs. Wild (Fri) 

© The Suite Life of Zack ft 
Cody (Mon) Phineas and Ferb 
(Tue) Wizards of Waverly Place 
(Wed-Thu) Hannah Montana 

(Fri) 

EB Cold Case Files 
© Friends 

© My Wife and Kids (Mon. 
Wed-Fri) Lincoln Heights (Tue) 
ffl The Marvelous Misadven¬ 
tures of Flapjack (Mon, Thu) 
Total Drama Island (Tue) Skunk 
Fu! (Wed) Chowder (Fri) 
ffl Special Report 
ffl Stargate SG-1 (Tue-Fri) 

© CSI: Crime Scene Investiga¬ 
tion (Mon-Tue. Thu-Fri) 

© Law ft Order 
ffl The Girl With Eight Limbs 
(Mon) How to Build a Better 
Being (Tue) Taboo (Wed) Naked 
Science (Thu) DogTown (Fri) 

© Race for the White House 
With David Gregory 
© Unique Whips (Mon-Thu) 
ffl DirtTrax TV (Mon) Peters¬ 
en s Hunting ADVENTURES 
Television (Tue) Hunter s 
Specialties (Wedi Bowhunter 
Magazine TV (Thu) Outdoor Ad¬ 
ventures (Fri) 

ffl The Andy Griffith Show 
© Wedding Gown Secrets 
Revealed (Mon) Women Behind 
Bars (Tue) 20/20 (Wedi The Lo¬ 
cator (Fri) 

ffl Movie (Thu) “The Princess 
Bride" 

ffl What Not to Wear 
© M'A'S'H 

6:30 0 4)ABC s World News 
With Charles Gibson 
flt5)CBS Evening News With 
Katie Couric 

nil) 25 (D 11® 12 NBC 
Nightly News 
U ?2 Family Guy 
®(53IFrasier 
ffl Reba 

© Pardon the Interruption 
(Mon-Thu) 2008 World Series of 
Poker (Fri) 

© Savran on SportsBeat 

ffl Drake ft Josh 

EB Cash Cab: After Dark (Mon- 

Thu) 

© The Suite Life of Zack ft 
Cody (Mon) Phineas and Ferb 
(Tue) Wizards of Waverly Place 
(Wed-Thu) Hannah Montana 

(Fri) 

© Everybody Loves Raymond 
© My Wife and Kids (Mon. 

Wed-Fri) 

© The Marvelous Misadven¬ 
tures ol Flapjack (Mon. Thu) 
Total Drama Island (Tue) Skunk 
Fu! (Wed! Chowder (Fri) 
ffl Off-Road Adventures (Mon) 
The Wild Outdoors (Tue) Inside 
USA Shooting (Wed) Summits 
High Places (Thu) In-FIsherman 
(Fn) 

ffl The Andy Griffith Show 

kfc) i he Locator vFn) 

EB RENO 9111 
© M'A'S'H 
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Your TV 
Channel 

Sudden Link 

Comcast 

Somerfield / QCOL, Inc. 

2 

KDKA Pittsburgh^CBS) 

KDKA-2 (CBS) 

KDKA Pittsburgh (CBS) 

3 

WQCT.TV—We're Garrett Countv Television 

(Info) 

TNT 

4 

WTAE Pitlsburqh (ABC) 

WTAE-4 (ABC) 

WTAE Pittsburgh (ABC) 

5 

WDTV Weston (CBS) 

WCWB-22 WB 

ESPN 

6 

WJAC Johnstown (NBC) 

WJAC-6 (NBC) 

WJAC Johnstown (NBC) 

7 

WCWB The CW 

TV Guide 

CNN 

8 

WHAG Haqerstown (NBC) 

WGN 

WWCP Johnstown (FOX) 

9 

Trinity Broadcastinq Network 

WWCP-8 (FOX) 

ABC FAM 

10 

WPGH Pittsburgh 1FOXJ 

WQPT36 (PBS) 

Spike TV 

11 

WPXI Pittsburgh (NBC1 

WPXI-11 (NBC) 

WPXI Pittsburqh (NBC) 

12 

WBOY Clarksburg (NBC) 

WNPA-19(UPN) 

TBS 

13 

WQED Pittsburgh (jND) 

WQED-13(PBS) 

WQED Pittsburgh (PBS) 

14 

WPCB Greensburq (IND) 

QVC 

Discovery Channel 

15 

Home Shoppinq Network 

WPCB-40 (IND) 

Disney Channel 

16 

WGPT Oakland (PBS) 

Headline News 

Arts & Entertainment 

17 

WPCS CW 

HBO 

PAX 

18 

The Weather Channel 

Trinity 

USA Network 

19 

TV Guide Channel 

Shop NBC 

ESPN2 

20 

Celebrity Shoppinq Network 

Hallmark 

CMT 

21 



Food Network 

22 

WGN (Chicaqo) (IND) 


WGPT Oakland (PBS) 

23 

Lifetime Television 

HSN 

WPCBjWalL PA INDL 

24 

The History Channel 

EWtN 

Outdoor Channel 

25 

ESPN Classic 

CSPAN 

C-SPAN 

26 

ESPN2 

CSPAN 

Turner Classic Movies 

27 

ESPN (All Sports Network) 


The Learning Channel 

28 

Fox Sports Pittsburgh 

PIN 

Nickelodeon 

29 

USA 

Lifetime 

Lifetime Network 

30 

CNN (Cable News Network) 

Arts & Entertainment 

CNBC 

31 

CNN Headline News 


Local Information Chan. 

32 

Great American Country 

CNN 

QVC Shoppinq Channel 

33 

Nickelodeon 

Fox News Channel 

Trinity Broadcastinq 

34 

American Movie Classics 

TBS 

VH-1 

35 

The Discovery Channel 

ESPN 

Great American Country 

36 

Disney 

ESPN2 

Fox Sports Pittsburqh 

37 

Arts & Entertainment 

Fox Sports Pittsburqh 

Game Show Network 

38 

TBS Superstation 

TNT 

Cartoon Network 

39 

ABC Family 

FX 

SciFi 

40 

Cartoon Network 

Animal Planet 

The Weather Channel 

41 

CNBC 

Disney 

History Channel 

42 

Fox News Channel 

Nickelodeon 

TV Land 

43 

Sci-Fi 

History 

WNPA (Johnstown UPN) 

44 

Spike TV 

MSNBC 

Home Shoppinq 

45 

TNT 

CNBC 

Outdoor Life Channel 

46 

FX 

Country Music TV 

Home & Garden 

47 

National Geoqraphic 

Food Network 

FX Network 

48 

MSNBC 

VH-1 

TV Guide Channel 

49 

Speed Channel 

MTV 

Speed Channel 

50 

Game Show Network 

Weather Channel 

FOX News Channel 

51 

The Outdoor Channel 

Comedy Central 


52 

TV Land 

Learning Channel 


53 

SoapNet 

Discovery Channel 


54 

The Golf Channel 

Sci-Fi 


55 

WE Womens Entertainment 

USA 


56 

HGTV 

E! 


57 

Comedy Central 

Bravo 


58 

The Learning Channel 

HGTV 


59 


Oxyqen 


60 


TV Land 


61 


Cartoon Network 


62 


Travel Channel 


63 


AMC 


64 


Court TV 


65 

MTV 

Inspiration 


66 

CMT 

Family Channel 


67 

VH-1 

PAXNET 


68 

Hallmark Channel 

Speed Channel 


69 

Animal Planet 

Outdoor Channel 


70 

Food Network 

Spike 

Golf iQCOL only) 

71 

C-SPAN 



98 


VH1 

WCWB Pittsburqh 22 

99 


Showtime 



SATURDAY AFTERNOON 


12:30 1PM 1:30 I 2 PM I 2:30 I 3 PM I 3:30 I 4 PM I 4:30 


SEPTEMBER 13, 2008 



12:30 

CBS 

0 l 

0 1 

_ 

(2)Paid ( 

Program 1 
[5)( 12:00) 

To Be 
Announced 

WTAEO 

At th« t 

Movte* (In l 

StereolX 

NBC 

O <r 

O 25 

© 8 

© 12 

My Friend ( 
Rabbit (in 1 

Stereo) (El) ( 

X 

h T o»& c 

FOX© 33 j 

Paid II 

Program |l 


;2)Paid 

rogram 


CBS Fall 
Preview 

FaH season 
preview. (In 
Stereo) X 


(2)Paid 

Program 


College 
Football 
2008 IN) I 


College 

Football 

Today 

(Llve)X 



College Football Georgia at South Carolina (Live) X 


'6X11 Wane- |(6)Zula 

(11 (Primeti¬ 
me Pre. 

;i2)Day 
‘ irketing I 


(I2)EUR0 

RSCG 


Ron Beautiful College 

Hazelton Home*- Football 

Estate* Countdown 

Action Sport* Salt Lake City (In 
Stereo Live) X 


College Football Teams to Be Announced (Live) 


\*'i "ThrolB*" (2005. Suspense) A murderous driver 
chases a man around a parking garage 


College Football Michigan at Notre Dame (In Stereo Live) A 


UFC Wired With Joe 
Rogan 


W 6: 6:00AM - 
(In Stereo) I 


Paid 

Paid 

Paid 

Program 

Program 

Program 


Out Sport* 


(12:00 Members Favorite 


Two and a iFrtendt In 

Half Men a ; [stereo) X 


20 


Detroit at Chicago 


legional Coverage - Atlanta at 
3 White Sox (In Stereo Live) X 


New York Mets, Milwaukee at Philadelphia or 


PBS CD 13 

p-r m ' 1 V. ■ Andre Rieu: Live 'Johnny Cash: A Man and Hte Vision Pop Rock 
noaiy 3* | n yitnm (| n stygo) j; | Johnny Cash performs with guests X 

i Funniest America's Funniest 
WGN © | p 9 | S 


Home Videos n Stereo) 


Girl s Bait Friend" (2008) 

ur-ttaj | Jangan e Garolalo X Confd _ 

uk-tos I Seven Cities of the Underworld 

many wonders | DraculasUnderground' 


Soul Train James 

Ingram. LeVert 1 _ 

Jack and JIN vs, the World" (2007) Sparks fly 

when an executive and a Aery newcomer meet I 


My Music: Country Pop Legends Memorable songs i MotorWeek Peter Paul and Mary 

cross over the country and pop charts (In Stereo) X |(ln Slereol [Carry It On 


.. Spacebar" (1987. Comedy) Mel Brooks Mel 

Brooks tug-budget sendup ol soence-hchon movies 


Evolve Skin is the largest 
organ ot the human body 


ESPN2© r 2 0C C°P*9* Pootball Teams to Be Announced. (Live) 
ESPN © (’ 2 College Football Teams to Be Announced (Live) 


FSP© 

USA© 

CNN© 
NICK© 
AMC© 
TOC © 
DISN© 
ACE© 
TBS© 
FAM© 
TOON© 
FNCffi 
SCIFI® 
SPIKE © 
TNT® 
FX© 
NGE0© 
MSNBC© 
SPEED© 
OUTDRffi 
TVlffi 
WE© 
COM© 

'NW^I 

HALL© 


College Football Washington State at Baylor (Live) 


Evolve Communicator 

X 


College Football 
Scoreboard 


(Live) X 


Awurinen IJaI DeiarmH 

American 1001 wwirio 

Top three remain X 


"The Tenth Cfrcte” (2008. Drama) Kelly Preston A 

family becomes the focus of a murder investigation. 


Amenca s Funniest 

Home Videos (In Stereo 


Evolve Flight' X 


The Memory Keeper s 
Daughter" (2008 Drama 


NHRA 

Qualifying 


Drag Racing Carohnas Nationals 
ing Concord, N.C X 


Last Days on Earth Scientists explain seven ot the 
jdeadliest threats to hu manity X 


Scoreboard College Football Teams to Be Announced (Lure) 


NASCAR Sprint Cup 
Happy Hour N 


Scoreboard 


f Movle 

Cont'd 


iPsych Gus is held 
hostage m a bank X 


Mr Monk Is 
Hypnotized" X 


[(12:00) [Your Money 

Newsr oom _"_ 

Sponge- |The Felrty OddParents (In Stereol X 
Bob | 

Movie Thai 


"(I960. 

[Western] Y ul Bry nner. Eli Waltach XConfd 
Project [Nail: The Occult Search ol the 


The Mighty 

BIX 


Bum Notice 

Booked I 


Double 


CNN: Special 


The Mighty 

B!X 


Unit 

Back at the 
Barnyard 


Softball 'The Weekly 

360iNi [Update 

NCIS An Eye lor an Eye 
(In Stereo) X 


Back at the [Back at the 

Barnyard [Barnyard 


Earth Conspiracy 
Movie: "Tim Proud FunKy" [2O0S. 

Fantasy) Voices of Kyla Pratt X Cont'd 


Indianapolis 


eeW Quigley Down Under" (1990. Western) Tom Selleck Old 
West sharpshooter s new boss lens him to kill Abohgnet. X 
USS I Future 


ZackA 

Cody 


Movie: "Kate I Leopold" (2001) A time-tr 

[nobleman finds love m the 21 st century X Cont’d 
[Movie *** Sleepless m Seattle "(1993 
( Roman ce-Co medy) Tom Hanks X. Cont' d 
[Movlo: ee'i "Harriet IfwS|py"(l996) 


[Michele Trachtenberg I Confd 
(Ben 10~ [George of [George ol 


ZackA 

Cody 


Futureweapons Hard 
Targaf’ 

That's So [That * So 
Raven (Raven 


Futureweapons 

Evolution ol the Taser 


Cory in the [Cory In the 
Hous e X House s Montana 


"Working GW" 1 1988 Romance-Comedy) Melanie Griffith 
Tbtbous Staten island secretary moves up the ranks I 


»«♦ 

An ambitio us 
»* "Failure to Launch "(2006) A man s parents 
hatch a plan to move him out ol the house X 


»♦ Nancy Drew"(2002) Maggie Lawson The 
teenage sleuth invest igates a m ystery at her college 
II. Misadv ot 'Mlsadv of Chowder [Chowder 

Allen Force [the Jungle [the Jungle (Flapjack Flapjack 


(12:00) America s Election HQ 


Weekend Lhre 


Friend* I In 

Stereo) X. 


Rock A Ron H2 


Marathon 

'■ 

Stereo) X 


(In 


Sponge- 

Bob 


Sponge- 

Bob 


Inside- Pirates 

Pirates Pregame 

NCIS Conspiracy 
(In Stereo) X 


Theory" (In _ 

This Week in Politics 


Sponge- 

Bob 


Sponge- 

Bob 


**** "The Sewcfwr*"(l9S6) John Wayne A Civil 
War hero spends five years searching for tes niece 
Weapons That Changed Sinking ot an Aircraft 

the World t_[Carrier 

Hannah [Hannah ZackA [ZackA 

Montana |Cody |Cody 


Sex and 
the Cl 


Movie 

jContd 


Sex and 

_ . _. _ the City 8 

.. Uptown Girls X>3) 6rlttarqy iriurphy A 
carefree woman becomes a nanny to an uptight gel. 

44 ■ Pokemon 3 The Movie"(2001) Animated A 
new Pokemon species encases a town m ce 


*** "Erin Brockovkh (2000) A woman probes a 
power company cover-up over poisoned wat er I 


md |S 
(Hyi ti 


America a Election HO 


UN Fighter The UNImete Fighter (In 

Stereo)X 


Movie 

Cont'd 


s ot Destruction " (2006, Science 
’an Dlen, Ven us Terzo _ 

The Ultimete Fighter (In 


[stereo)X 


berk Storm "(2006) Stephen Baldwin, Rob LaBelie 

A^ scientist gams the ability t o con trol the weather 


.. (Am Sam 206l, b t telt t) BaWPenn Mr.heke Pteiftei 
Dakota Fan-,ug A man t ries to rogan cuekxty ol hie dautftter. X 
i “1 Tie Sum of 


The UNImete Fighter (In 

Stereo)X 


»* "Charlie s Angels: Full I 
j Throfde" (2003) Came ron Diaz Confd 


Miami Drug [Naked Science Birth of 
Lite" How l ife began 
MSNBC Documentary 

Mercedes Tsst Drive 


Cartel 
[To Be 
Announced 
Mustang 

Buckmas- 

ters 

Movie: *♦ 


The UNImete Fighter (In 

Stereo) X 


Jml Edit 

RpL 


Everybody- 

Raymond 


Everybody- 

Raymond 


♦ ’ "Bring N Or\ Again 

(2004 Comedy] X 

Couraga- 
Dog 

Fox News 
Boys Watch 


Courage- 


Solar A (lack " (2006) Louis Gossett Jr.. Scientists 
investigate the destruction ot a ma nned flight^ 

* Fighter 


The UNImete Fighter (In 

Stereo)X 


The UNImete F 

Stereo) X 


(In 


»»♦ The Sum of A* Fear*" 12002, Suspense) Ben Affieck 

Terrori eS plan to detonate a nucteer bombjn the U S X_ 

Impossible Islands 


***'•> "The Truman Show (1998) Jim Carrey [*• Whel Women Went' (2 000 

Cameras broadcast an unwitting man s kte X [Romance Comedy] Mel Glbeon X 


Naked Science The 

ol evolution 


theory ot 

MSNBC 


Weterfow- 
l ler TV 


[The Next 
Generation 


Geer* 2007 
|Jeep JK 
'lns.de USA 
Shooting 


Overboard" (1987) An amnesiac 


! < i-ssis duped bye curmng caipenter. Cont'd Hillbillies 
see Big '(1988 Fantasy) fom Hanks Flizabeth Perkins j|§ 
wishing mechne t urns boy mo a man with a job and g 


NCTS 

Sato(Lnmj 

WW 


*t - Stuck on You" (2003, 
Comedy] M aN Dam on X Confd 

MustLov* Take Home Nanr, 


MSNBC Documentary 


]** "The Punlahar" (2004. Actionl Thomas Jane. John fravotta 
jAnFEK[agent seek s revenge for the murder of Nstemfly X 


Impossible Hotel Hotel 
project in Dubai _ 

MSNBC Documentary 


Naked Science Time 
Machine J| 

MSNBC 


NASCAR Racing Ctahsman T ruck Senes New Hampshire 200 
From Loudon, N.H. (Live)_ _ 

American [Rocky i 
Gun Dog .Geared Up 
Hogarit [Hogans 
Hsroes [Heroes 
i"(1987) Cary Elwes A 
cue nis beloved 


Oft-Roed [Outdoor 
AdvtnturM Eipenence 
Imrty fevtcty 

Ulllhllliwa UlllhillUe 
ntilDllIPwe J nillUflHwe 

i Princes* Brids 



Trophy 
Hunter 
Hogen s 


Taboo Extreme Eats 
Extreme eats 

To Be Announced 


Championship Ofl-Rosd Rscing 

Chula Vista Chute Vista, CaM (Lw 

Bom to 
Hunt 

Hogan x 


VII Millionaire Widows 
X 

ee'i Wayne s World (f 



Movie 

Confd 


Be iNi itioomloi eu eoy A. ihanoymen iHa n dyman i a nas * u» a eieemati Jl irena atm i-mer A lexiiauiaiiuns. A 

"A fluniigfitef* Pledge T2008. Western) A laxvman ** "The Outskter" (2002 6omanc*)Tlm Daly, Naomi Walts A [*## '9ereph*n Fe#i" (2006 
protects s widow Irom s ruthiaas businessman X Iwoundsd gunakngar and e widow have a torbiddan romance X [Western) uam Neeson I 


9921 Mtk# Myers A “ 
_ produc er trie* to restructure a cable access show X 
Property Ladder ’>>* Moving Uc 


SATURDAY MORNING SEPTEMBER 13, 2008 




7 AM 

7:30 

8 AM 

8:30 

9 AM 

9:30 10 AM 

10:30 

11AM 


CBS 

0 c 

0 t 

(2)News (N) 
(S)Wlld 
America (El 

Part 2 o(2) 

(5)Outdoor- 
sman With 
Buck 
McNeely 

!(5)Calte(ln 

1 Stereo) (El) 
i; 

(5)Horstle- 

nd (In 
Stereo) (El) 
X 

|(2)The 

Early Show 
(N) X 
(5)Oi no 
Squad* 

(SjSuahi 
Pack (In 

Stereo) (El) 
X 

(5)The Earty Show i.N) (In 

Stereo)X 

(2)Dino 
Squad (In 

Stereo) (El) 
X 

(2)Suthl 
Pack (In 

Stereo) (El) 
X 

i(2)Hometo- 
wn High Q 
(5)Strawbe- 

m 

Shortcake 

!(2)Hometo- 

wn 

Ware 

Bears: 

Adventurei 

! (2)Hometi- 

mt 

(5)To Be 
Announced 

WTAEO 

News(N) 

Good Morning America 

(N)X 

[Newt (N) 

. 

That a So 
Raven (El) 

X 

That s So 
Raven lEI) 
X 

Hannah 

Montana 

(EI)X 

‘The Suite 
Lite ot Zack 
A Cody X 

Ch. 4 News 

NBC 

O 6 

O 25 

© a 

© i 

(6)(8)Paid 

Program 

(fl)News 

(12)This 

Old House 

Potential 

roadblocks. 

(6)Paid 

Program 

(8)Your 

Total 

Health 
(12)Woods 
& Waters 

i(6K8)(f2)Today (N) (In Stereo) X 
(tt)News(N) 

1 _ 

|6)Babar in 
Stereo) (El) 

(8)Jane & 
the Dragon 

(El) 

(12)0*cltio- 

n Makers 

(6)Friend 

Rabbit 

(8)Zula 

p2)Sports 

Zone 

(6X12)J*ne 

A the 

Dragon (El) 

(8)3-2-1 

Penguins 

(In Stereo) 
(El) 

(6X11X12)Z. 
ula Patrol 
(In Stereo) 
(El) S. 

(i)VeoateT- 

ales (El| X 

(6X11X12)3- 

2-1 

Penguins 

(In Stereo) 

Ell® 

(8)P*id 

Program 

(6X11X12)V- 

eggieTales 

(Ell® 

(8)Paid 

Program 

Babar (In 

Stereol (El) 
X 

MNT Q 22 

[Paid 

Program 

Paid 

Program 

The Littles 

PE 

Animal 

Exploration 

Paid 

Program 

[Paid 
Program 
Biker Mice 
From Mars 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

George 
Lopez * 

FOX© 53 

jPaid [Paid 

Program [Program 

Sabrinas 
Secret Lite 

Wild 

America X 

Dt-Gata 

Defenders 

Sonic X (In 
Stereo) X 

Sonic X (In 

Stereo:1 

Chaotic- 

Inv. 

Teenage 

Mut 

Kirby: 

Right 

Winx Club 

.8 

This Week 
in Baseball 

PBS© 13 

Members Favorite 

Members 

Favorite 

PBS© 3« 

Love ot 
Quilting 

Last Lecture Really Achieving Your Childhood 
Dreams With-Randy Pauach 

[Dr. Wayne Dyer The Power ot Intention Dr Wayne Dyer explores the power ot 

intention. (In Stereo) X 

Andre Rieu: Live in j 

1 Vienna (In Stereo) S 

WGN© 

Paid 

Program a 

Paid 

Program * 

Paid 

Program * 

People to 
People ii 

Paid 

Program « 

Paid 

Program 8 

Paid 

Program X 

Paid 

Program X 

Paid 

Program B 

Paid 

Program I 

Paid 

Program * 

Paid 

Program * 

Funniest 

Pets 

LIFE© 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Vaid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Frasier (In 

Stereo) S 

Frasier (In 

Stereo) * 

Girls Best 
Friend "X 

HIST© 

Hutory vs. Hollywood 

_ 

Heavy Metal F A-22 
Raptor X 

American Eats Pizza 
|The pizza industry. * 

Wild West Tech 

Massacres II X 

UFO Files Evidence ot 

UFO activity in the Bible 

Seven Wonders ot the World The 

mystenes of the Great Pyramid ot Giza 1 

ESPN2© 

Whitetail [ 
Hunting X 

Reatree 

[Outdoors 

BeatC. 

[Moore 

[Get Wild 

Pro Hunter 
Journal* 

[Redfish 

Cup 1 j 

NASCAR Racing: Spnnl 
Cup Practice 

SportaCenter (Live) S 



College 

Football 

ESPN© 

SportsCenter * 

L___ 

SportsCenter 1. 

_ 

SportsCenter S 

SportaCenter (Live) X 

College Gameday (Uve)X 


College 

Football 

FSP© 

Golden 

*9» _ 

Sports 
Stories j 

Baseball 

Report 

Pro Football Preview 

_ 

Mike 

Tomlin 

SportsBeat [Steelers 
Rewind [Youth_ 

Football 

Report 

UlriuiAtet 

miuwesi 

Outdoors 

Eastern 

Gott 

[Endless 

[Go* 

Street 

Heaters 

USA© 

Law & Order: Special 
Victims Unit Debt X 

Paid 

Program 

{Paid 

Program 

Paid 

| Program 

Paid 

Program 

Action Sports Salt Lake 
City. (In Stereo) S 

Primetime 
Pre._ 

*4 : "Hotting Hill "(19991, Hugh Grant A bookseller j 
[and a movie star have an unlikely romance. X 1 

CNN© 

CNN: Special 
Investigations Unit [ 

CNN Saturday Morning 

1 

House Call 

Saturday 
Morn. J 

Open 

Houae *_ 

Newsroom 

Newsroom 


Newsroom 

NICK© 

As Told by 
Gingar % 

ChalkZone 

(In Stereo) 

Jimmy 

(Neutron 

Jimmy 

[Neutron 

[OddPar- 

ents 

OddPar¬ 

ents 

Sponge- 

Bob 

Sponge- 

Bob 

Back at the 
Barnyard 

The Mighty 

B! X 

[Sponge- [Sponge- 
Bob Bob 

Sponge- 

Bob 

AMC© 

Movie: *** "The Tall Men "(1955, 
.Western) Clark Gable. X Confd 

[et'j "Walk the Proud Land" (1956) M' 
[John P Clum tights for Apache autonom 1 

ilitary agent 
y. X_ 

[444 "Lonely Are the Brave"(1962) Kirk Douglas. A sheriffs 

|modem posse chases a cowboy who has escaped from (ail. 

Magnifi¬ 
cent 7" 

TDCffi 

Pa.d 

Program 

Paid 

Program 

Paid 

Program 

n.u 

raia 

Program 

Paid 

Program 

Paid 

Program 

In Steve a Footsteps 

1 Dirty Jobs 'Creepy 

| Cntters Exterminators. x| 

Dirty Jobs Fuel Tank 
Cleaner" * 

Project 

Earth 

DISN© 

Doodle- 
bops X 

Bunnytown 

(In Stereo) 

The 

Wiggles 

Johnny- 

Sprites 

Little 

Einatoin* 

Tigger A 
Pooh 

Mickey 

Mouse 

Mickey 

Mouse 

Imag. 

Movers [ 

Handy 
Manny * 

Higglytown I 

Heroea* 

Charlie A [ 
Lola * 

The Proud 
Family" 1 

A&E © 

Paid 

Program 

Paid 

Program 

Biography "Patrick 
Dempsey" X 

Sail This 
Houae! * 

Sell This 
House! * 

Sell This 
House! X 

Sell This 
Houae! X 

We Mean 
Business [ 

Sell This 
House! X 

Flip This House "Rudy’s ] 

Jefferson Jam" * 

4*4 Kate 

S Leopold 

TBS© 

**'; Three Men and a Little Lady " (1990) Three 

haohot/vc may Itx® thosr rhanihir ^.year-old T 

[ 4 * "Prince Charming" (2001) Martin Short. A 

Inprwl nnnre must convince a diva to many him * 1 

**'< Forces ol Nature" (1999) Sandra Bullock A ] 
1 oroom hurries to his weddina with a fellow traveler 1 

i n Seattle 

FAM© 

Paid 

Program 

P90X 

Step by 
StepS 

Step by 
Steps 

Sabrina- 

Witch 

Sabrina* 

Witch 

Full House 

(In Stereo) 

Full House 

(In Stereo) 

My Wife 
and Kids * 

My Wile 
and Kids X 

That 70s 1 

Show® 

That '70a 
Show 1 

Harriet the 

Spy” (1996) 

TOON© 

The Mr 

Men Show 

[Tom & Jerry 

George ot 
the Jungle 

Misadv ol 
Flapjack 

Chowder 

1_ 

Pokemon- 

Batlle 

Pokemon- 
Battle [ 

Ben 10: 

Alien Force 

Transform¬ 

ers 

Bakugan * 

Robotboy 

(N) 

Ben 10: 

Alien Force 

FNCffi 

The O'Reilly Factor 

Fox end Friend* Saturday 



_ 

Bulls and 
Bears * 

Cavuto on 
Business 

Forbes* 

Caahin In 

* 

Election 

HQ 

SCIFI ffi 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Earthquake Nature Unleashed " (2004) A massive 
tremor severety damages a Russian nuclear plant. 

"Volcano: Nature Unleashed" (2004, 

Suspense) Chns William Martin 

SPIKE© 

Paid 

Program 

Paid 

Program 

Thin 

Instantly 

Paid 

Program 

Paid 

Program 

Paid 

Program 

The Ultimate Fighter (in 

Stereo)X 

The Ultimate Fighter (In 

Stereo)X 

The Ultimate Fighter (In 

Stereo) X 

Ult Fighter 1 

1 

TNT© 

s "A Guy Thing" (2003) Jason Lee A g 
'wakes up nexl to his fiancee's cute cousi 

iroom-to-be 

n.X 

Law & Order Seed” (In 
Stereo)* 

Law i Order Vaya Con 
Dios (In Stereo) X 

The Closer 'Tijuana 

Brass X 

*’. "Twisted"(2004) An inspector [ 

investigates the deaths ot her ex-lovers. 1 

[eBay Paid 

1 Money [Program I 

The Practice Show and 1 

Tetr (In Stereo) X I 

[44 Rebound" (2005) Martin Lawrence. A college 
basketball coach leads a team ol middle schoolers | 

4* "Black Knight" (2001, Comedy) A theme-park 
employee is transported to medieval England X 

"Charlie's 

Angels" 

NGEOffi 

eBay [Paid 

Money Program 

Hair Club 

Paid 

Program 

P»id 

Program 

Paid 

Program 

Be the Creature Mexican 
free-tailed bat babies 

Reptile 

Rulers 

Reptile 

Rulers 

Dog Whisperer Nunu, 
Kane, Harry and Brooks" 

Miami Drug 
Cartel 

MSNBC © 

Headliners & Legends [Headliners & Legends 

_1_ 

MSNBC News Live 

MSNBC News Live 

MSNBC News Live 

MSNBC News Live 

To Be 
Announced 

SPEED© 

eBay 

Money J 

Paid 

Program 

MotorWeek 

"Acuta TL 

American Formula One Racing Grand Pnx of 
Thunder |Italy Qualifying Monza. Italy. (Live) 

Hot Rod TV 

(In Stereo) 

NASCAR Ra< 

Senes Qualify 

:ing: Craftsman Truck 
!!DS 

Two Guys [ 

.G*"*** J 

Mustang 

OUTDRffi 

Gold Fever 

Match Fish. In- 

Fisherman | 

Offshore (Guide- 
Adventures Outdoors 

Buckmaa- 

lers 

Maximum 

Archery 

Outdoor 

Adventures 

Limbsav- 

ers 

Gold Fever 

Gold 

Prospect 

TVLffi 

Gunsmoke "The Lure" X 

Bonanza The Deserter’ 

* 

Green 

Acres 

Adda ms 
Family 

Andy 

Griffith 

Andy 

Griffith 

1 Love Lucy 

X 

1 Love Lucy 

X 

1 Love Lucy 

» 

1 Love Lucy 

* 

Over¬ 

board" 

WE ffi 

Paid 

Program 

P90X 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Ten Minute 
Trainer 

The 

Locator 

John Edward Cross 
Country Heroes 

The 

Locator 

The 

Locator 

COM© 

Paid 

Program 

MADtv Jymny Gkck visits. 
(In Stereo) X 

MADtv Puddle ofMudd 
(In Stereo) * 

MADtv i In Stereo) X 

MADtv A parody of the 
president. (In Stereo) X 

MADtv i In 

Stereo) X 

*4 Stuck on You" 

(2003) Matt Damon X | 

TIC© 

Paid [Paid 

Program Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Say Yes to Say Yes to 
the Dress (the Dress 

What Not to Wear 

Kathenne” X 

Who Are You Wearing? 

"Laita Ah" Laila All. 

Must Love 
Kids (N) 

- *" 

HAIL© 

little House on the 

Prairie X 

Little Houae on the 

Prairie The Muse Box 

Little Houat on the 

Prairie The Election * 

Honey, 1 ShrunTlhe Kids " (1969) An inventor's ray 

gun makes his and his neighbor s kids pea-size K 

*4 . "Justs Dream "(2002, Drama) 1 

Cart Lumbly, Robby Benson. X 


SATURDAY EVENING 


SEPTEMBER 13, 2008 


7 PM 

7:30 

8 PM 

8:30 

9 PM 9:30 

10 PM 10:30 11PM 

11:30 

12 AM 



“ IS 

0 2 nment 

0 5 Tonight * 

(2)The 
Insider (N) 

(In Stereo) 

X 

NCIS identity Crisis The 
team realizes that a 
cadaver tagged as a John 
Doe is actually that of a 
felon (In Stereo) X 

48 Hours Mystery (In 

Stereo) X 

48 Hours Mystery iin 

Stereo) X 

(2)News S 
(5)NewsCh- 
annel 5 
Weekend 
Edition X 

Retd 

Show 
(5)To Be 
Announced 

(2)CSI NY 
"Blink" S 
(5)The 
Insider (N) 

X 

(5)24 "Day 

7 00AM" (In 
Stereo)X 

B 

Throwing 
Heat" (In 
Stereo) X 

1 Channel 4 

WTAEO *c«on 

News(N) 

Inside 

Edition 

Weekend 

College Football Ohio Stale at USC. (In Stereo Live) X 

Ch. 4 

Action 

News al It 

At the 
Movies (In 

Stereo) X 

Access Hollywood (N) 

X 

NBC 

Q b 

O 25 

© i 

ffi 12 

MNT Q 22 

(6)News 

|8|Wheel- 

Fortune 

jtt)J*foms 

(12Ueopar- 

<ty 

Family Guy 

(In Stereci 

(6kJudae J 
(8)FitthOtr 
(11)Jeo par¬ 
tly 

(^(Wheel- 

Fortune 

Family Guy 

(In Stereo) 

(6X8Xl2)Chuck Sarah is 
lealous when Chuck’s 
romance with a sandwich- 
maker seems to be going 

wed v 

(If(Billy Graham Special 

Ruth Bell Graham X 

Law A Order: Criminal 

Intent Assassin Political 
martyr is suspected ot 
shooting people dose to 
her. (In Stereo) X 

Law A Order Criminal 

Intent Neighborhood 
Watch A decapitated and 
mutilated body is found in 
Maspeth Creek. (In 

Stereo) X 

(6X8X12)Ne- 
ws N) ff 

(11 (News 

(N) 

Saturday Night Live (Season 

Premiere) Michael Phelps hosts; Lil 
Wayne performs (N) (In Stereo) S 

(6)Star Trek 
(8H12|Poker 
After Dark 
Jerome 

Show 

*4 Agent Cody Banks 2 Destination London " 

(2004, Adventure) Frankie Muniz, Anthony Anderson 

That 70s That 70s 
Show * Show * 

Paid 

Program 

Paid 

Program 

Williams 

Show 

One on 

One t: 

My Wife 
and Kid* * 

FOX© 53 

MDTV X 

Seinfeld in 

Stereo)I 

Cops (In Cops In Amsnci s Most Wanted 

Stereo) (PAi |Stereo) (PA) [America Fight* Back f 

Channsltl Paid 

News Program 

MADtv Actor Jeny 
O'Connell. (N) * 

Tslkshow 
With Spike 

Paid 

Program 

Sex and 
the City! 


PBS© <3 

-I 

PBS© is 
WGN© 
LIFE© 
HIST© 
ESPN2© 
ESPN© 
FSP© 
USA© 
CNN© 
NICK© 
AMC© 
TDCffi 
DISN© 
A&E © 
TBS© 
FAM© 
TOON© 
FNCffi 
SCIFI© 
SPIKE© 
TNT© 
FX© 


Peter Paul and Mery 

Carry N On _ 

[Funniest [Funniest 
[Pets [Pets 


The 60s Live! - 

1 


Keeper" Cvk'tl 

Modem Marvels Corpse 
Tech"! 


se “Hr. Baseball" (1992, 
Aging New York Yankee gets 


My Generation, My Music Classics from the 1960s (In Stereo) 
Tom Selleck 


Comedy)! 
its traded to Japan. X 


WGN News St Nine N 

(In Stereo) X 


Coco Chanel" (2008, Biography) Shirley MacLaine. Malcolm McDowell 
Premi ere. Coco Chanel becomes an influential French fashion designer! 


UFO Files Deep Sea 

UFOs X 


College Football Auburn at Mississsjpi State (Live) X 


UFO File* Black-box 
recordings X 


UFO Files Alien 
[Encounters* 


Scoreboard College Football Wisconsin at Fresno State (Live) X 


Scoreboard (College Football Oklahoma at Washington (Live) X 


Ql Gong for Beginners 

(In Stereo) X 


Scrube (In 

Stereo)X 


Scrube (In 

Stereo)I 


Viewer Favorites 


RENO 911! 

X 


24 Proti 
(In 


Protecting the country 
Stereo) X 


Coco Chanel 1 ' (2008. Biography) Shirley MacLaine Coco Chanel 

becomes an in fluential French f ashion designe r. X 

Deep Sea 


UFO Flies Vessels vanish 
near Japan X 


UFO Files 

UFOs'* 


UFO Flies 

X 


SportsCenter (Live! X 


MLB Baseball St Lows Cardinals al Pittsburgh Pirates PNC Park (Live) 


NCIS Red Cell '(In 
Stereo)! _ 

[Lou Dobbs This Week 


[iCsrly iLrkeJtCsriy (In 

|jake' X [StereoK* 


NCIS Hometown Hero 
(In Stereo) X 


■ Unit 


CNN Special 

Investigations 
Gym Teacher: The Movie 

teacher must turn a teenager 


NCIS SWAK (In Stereol 
X 


Larry King Live 


" (2006. ComedylA gym 
■ into an athlete X 


The FSN 
Final Score 

NCIS Twilight (In 
Stereo)X 


FSN Live 

JUreL 


Newsroom 


George 
Lopez X 


| vs WIId Baia 
Deserf X 


Movie: »♦** 'The 

Seerchers’ 195 6) Confd | patha of lout cosfcoys convetga an route to a showdown. X 
Man vs. WddThe r 
[West^Coast ot Ireland 
‘Zack 6 [Hannah 
Cody _ [Montana 
[Movie: *»• Erin 
Brockovlch" S Contd 


\,e -qe 
Lopez* 


♦«* Silverado "(1985 Western) Kevin Kline. Scott Gienn. Kevin Costner The 


Man vs. Wild The Deep Man va. Wild Bear travels 
South"! | to South Dakota 

ss* “Charlie and the Chocolate Factory" (2005 


The King of [The King of 
Queens : Queens n >g- oraMllMV jtlMM Wflbir>Gfl» 8 business escort a 

Morris: ♦ ! "Bring*Oh *' B B fiB “ 

Again" (2004) XConfd 
Total [Total 

Drama [Drama 

Fo« Report 


Bring It On: All or Nothing'' (2006) A teen must 


win over the head 

Total 
Drama 


[total 
Drama 


to make the squad X 

Naruto \ Haruto \ 


[The 0 Reilly Factor Special Programming 


Earthslorm" iX06', Stephen Baldwin. A man must 
stabilize the moon to save life on Earth 

The Ultimate Fighter i m The Ultimate Fighter In 


Stereo) 


Movie What Women 


medylOwen 

Want 2000) X Confd Partygoers spend a wild weekend with a politician s family * 
_. ..W- .... .. 


NGEOffi HE 


MSNBC© 


:** "the 
t Punlahe'" (200 4) Confd 
Explorer The battle tor oil 
[■nJlMki 

MSNBC Documentary 


Stereo’ 


B) 

**« Wedding Crashers 


College Football Final 

(Uve)X 


MLB Baseball St Louis Cardina ls at Pittsburgh 
Pirates PNC Park 


Psych Gus is held 
hostage in a bank X 

CNN: Special 


Unit 


Action Sports Salt Lake 
City (N) (In Stereo) X 


Larry King Live 


Family 
Matters X 


Family 
Matters « 


Sports- 

Center * 


The FSN 

Final Score 
NCIS (In 

Stereo)X 


Saturday 

Ui.kt 


Home 

Improve. 


"(1985. Western) Kevin Kline. Scott Glenn The 
pat hs ot tour co wboys con verge en route to a show down. X 


Man va Wild T he 

West Coast ol Irelai 


ZackA 

Cody 


Cory In the [Phlneaa 

Houae [and Fttb X |Fantasy) Johnny Depp, Freddi e Hi ghmore. 
it« "My Cousin Vlnny" (1992. Comedy) Joe Pescr Premiere [The Sopranos Mayham 
An in ept lawyer tri e s to free he cousin from a Dixie [ail X _ (In Stereo) X _ 

see Pretty Woman (1990 Romance-Comedy) Richard Gere A *♦ The Wedding Data' 


Montana 8 
Jackad: 
Auto Theft 


♦ * The Wedding Date" (2005. 

Romance-Comedy) Debra Messing 


ee'i "Sugar t Spice" (2001) Cheerleaders tom to 

larceny to s upport a p regnant member. X 


BentO: [Samurai 

Alien Force [jack 
Geraldoat Large (In 

Stereo)! 


Be al The Sform God" (20061 Jeremy London An 
aitheeologisl rele ase s an ancient god Irom caplivay 


Metaloce- 

'yp** M 


[Venture 

Bros 

Beltway 


Man vs. Wild Ba|a 

Desert"X _ 

That s So [Cory In the 
Raven* [House! 


vs. 
Wild* 


Replace¬ 

ments 


**♦ "My Cousin Vlnny"(1992, 
'Joe Pesct, Marrsa Tomei. X 


ee’ i "Forces of Nature (1999. 

Romance -Comedy) San dra Bulloc k 1 

Fresh [Fresh [Fresh 
Prince [Prince | Prince 
Code 


Shin Chen Bleach N| 

jW) I 


Geraldo at Large (in 

j Stereo)! 


The Ultimate Fighter The finalists compete (In Stereo) 
(2005 Comedy) Owen Wilson 


Jml Edit 

"L. Altec*" (2006) Louis Gossett Jr Scientists 
investigate the destruction oi a manned flight 

[Rock Band [TNA IMPACT! (In Stereo) 8 

A —L 


Geasa .N]_ 
The Line- 




• Shanghai Knlghta "(2003 Comedy) Chon * ’’ll 
| W ang and h is comrades shake up Vic torian England [Comedy) 


*»» V lor Vendetta" (2006 Actionl Natela Portman. Hugo Weaving. Stephan |Tha Shield Snitch * 
Rea A vigilanteflghts a fascist governme nt X 

’Perilous Journeys [Ultimate Factories 
Arctic Ic e Road (N) Caterpillar _j__ 

MSNBC Documentary 'MSNBC Documentary [MSNBC Documentary 


Dolphin Army (N) 


MSNBC Documentary 


SPEED© 

OUTDRffi 

TVlffi 

WE© 

COM® 

Tir* 

itev %aar 

HAU.® 


Tradiri On the 
Paint (N l [Edge 
Western [in Pursuit 
Eitreme [ 

Hogans [Hogans 
Hero** [Heroes 
20720 V anished t" X 


Chrle Rock Bigger A 
Blacker (In Ste reo) X 
Flip That Hope for 

iimk home 


Track and 
Trail 

Scrubs My 

New Coat 

The 

l ocator (N ). 

Carlos Metre it 
Psrformeric* Enhanced 
The Reel Estate Proa 


Rsglin 

Otdrs 

Scrube My 

Big Broth er' 

The 

Locator (N) 


Ofl-Road 
Race ( ance 

Guide- [Get In the 

Outdoors [Game 

Hogans [Hogans 

Heroes [Heroes 

[20720 Vanished ? A 
[rounggirl is ki dnapped 
[The Amazing Jonathan 

E on Every Level 
I Home: 

inreentaucfl _ .riouee *. t i»ui name , oienumuy vu. ■». 

[Movie Seraphim The A(amo"('960, Historical Drama) John Wayne. Richard Widmark 

Falls' (2006) X Confd Premiere Wayne directed this account ot the hwtortc Tanas baffle 


Dolphin Army 


Monster Jam From 
Houston (N) 


Pinks - All 
Outtakes jOuttakes 
Ultimate Outtmers 
Hunting Almanac 
CSI Crime Scene 
Investigation XX 8 
John Edward Cross 
Cou ntry Holidays (N) 
CfteppitoV 

Show a_ > Show X 

Holmes on Homes 


Pinks - All Unique Whipt J v: 


system upgraded Low Ufa 

Ultimate [jlmZumbo 
Outdoors [Outdoors 
CSI: Crime Scene 
Investigation tin Stereo] 

John Edward Croee 
Country Heroes 



The Tuxedo '(2002 
) Jackie C han. X 
Rescue Me Keeh Rescue Me 
Yaz I 


Perilous Journeys 

Arctic Ice Road' 

MSNBC Documentary 


Factories 

Documen- 


Livln the 


SuperCars 

Exposed 


Sptmotthatl 
World JBuckt 
CSI: Crime Scene 


Inveetlgation [In Slereol 
The The 


Locator 


Chappells a Chappells s 


Show a 


w w_ ana 

TtwRMl Estate Pros 

^--6.:.- ffiT lUeewee 

A bounty hunter seeks'Texas 
mdownat X_i Ranger 



Locator 
Chappell# s Sommore 

Shew! ^_ 

Holmes on 



















































































































































































































































































































































































































































































































































































































































































































SUNDAY MORNING 


CBS 

e 2 
e 


WTAEO 

NBC 

O 6 

(D 8 
ffi 12 


6 AM 

6:30 

7 AM 

7:30 

8 AM 

8:30 

9 AM 9:30 10 AM 

10:30 

(2)Hay*s- 
Freeland 
|5 (Animal 

(2)Sunday 

Business 

Page 

(5)Sushi 
Pack £ 

(2)Cak*(ln 
Stereo) (El) 
i(5)0ino 
Squad In 

Stereo) 

(2)HorMl«* 1 
nd 

(5)Hafvest 

Tima 

Ministries 

(2)Joel 
Osteen £ 
|5)Wmgs of 
Faith 

(2)Sunday 

Edition 

CBS Naws Sunday Morning (N) (In 

Stereo) X 

Face th* 
Nation (N) 

(In Stereo) 

£ 

L-J 


SEPTEMBER 14, 2008 


(N) 

(6)Regk>n s (SiGospel 
Bus. j Nt. 

8)FeldicK , (8) Wall 
1l)Mass I Street Jml 
(12)Hawtho- (11 )Dlscov- 
|rne !ery 

j |l2)Woods 

Wd 


(N)£ 

t(6)Mlnistrie- 

* 

(8|Blble 

(ii)News 


Program 


Our World [Paid 
With Program 

Member s Favorites 


MNT 0 n 
FOX O S3 
PBS 0) '3 

PBS 03 34 
WGN© 

LIFE® 

HIST® 

r<;p N ,rrs [ProHunter 
ESPN2 63 Journa | l: 


(^Upper- 

Church 


(B)Contem- 

porary 

Retirement 

(^Evange¬ 

listic 

! Outreach 


(6|(8)Today |(12)Falth 
IN) (In Seeds With 

Stereo) £ Tim 
|12)Decisk>- Shuttles- 
n Makers worth 


6»i8iMeei the Press IN) 

In Stereo) £ 

(12)Today (N) (In Stereo) 
K 


Stephanopoulos (N) (Ir 

Stereo)£ 

(6)Hour of 
Power 
(8)P. Allen 


(2)Showca- 

seot 

Homes 

(5)To Be 

Announced 

jennlfer 


(6)Pald 
3'Chris 
Matthews 

(ll)Busine- I Smith 


(6)Vi 

Pret 


|2)McDona- [NFL Today 


Id's 
Steelers 

Kick-Off 

Teen Kids 
News (In 

Stereo) (El) 


Paid 

Program 


'i 


Paid 

Program 

Paid 

Program 


Paid 

Program 

Paid 

Program 


{Paid 

Program 


Paid 

[Program 

[The Coral [Believer s 
Ridge Hour [Voice 
Member s Favorites 


Ipaid 
Program 
jute Today 


tl 

(l2)Press 


[Wd 
Program 
| Paid 
Program 


Paid 
[Program 


Gardens 
(It)Meet 
the Press 


'an lmpeMl1)Paid 
Pn 

( 12 ) 

Victory 


'res 

(8)TBA 

(12)Chris 

Matthews 

Show 


ogram 
2)Life of 


Paid 
Program 


Paid 


Progr am 


[Fox News Sunday With Paid 
Chris Wallace i n Stereo; [Program 

Member a Favorites 


[Paid 

Program 

'Paid 

[Program 


Host James 
Brown 
(Live) £ 

Emperor 


(6X12)Paid 
Program 
(tl)NBC 
Primetime 
Preview (In 
Stereo) £ 


Roseanne 

Jl._ 

[Fox NFL 
Sunday £ 


Bob the Dr Denese: The Science of Youth (In Stereo) £ 
I Builders 

*Tomor- [Feed the 


[row's Children S 

[Paid [Awesome 

I Program |Abs _ 

History vs. Hollywood 

"Tora! Tora! Tora'" £ 


Paid Amazing 
Program « Facts 


Dr. Frederick K. Price 


ESPN® 
FSP© 
USA© 
CNN© 
NICK© 
AMC ffi 
TDCffi 
DISN© 


Territories 
Wild K 


Lost Treasures ot the 
Ancient World X 


Driven to 
Hunt £1 


Paid 

Program 


[Sports- 
I Cent ers 
'Paid 
[ Program 

Tiaw A Order: Special 
Victims Unit Obscene 
CNN: Special 
Investigations Unit 
[Rocket [AllGrown 
Power £ |Up£ 
tii 


College Football Final £ 


Under Wild 
Skies (N) 
NFL 

Matc hup £ 
Paid 


J. 


Paid 
Programs 


Key ot 
David « 

Hour of Power # 


To Be Announced 


Making Your Fortune Online With Marsha Collier 

The author explains e-commerce. (In Stereo) £ 


Jimmy Swaggart in 

Stereo) £ 

Paid [Health 
Program [Comer £ 


To Be Announced 


iPaid 

P'ogram 
Paid 

Program .Your 
[CNN Sunday Morning 


Pa-d 

Program Program 
'Changing ! Ed Young 
World (Television 


Territories Heatree Driven to 

ii jwild]N)£ O utdoors Hunt s 

Outside the Sports 
Lines (Live) [Rep orters 


Hunting £ 
SportsCenter (Live) £ 


[Movie: The 

j Searchers " 1 1956) Confd 
[Sid Paid 


^Program 

'Doodle- 

bops! 

Paid 


Paid 

[ Program Program 
Bunnytown The 

Wiggles 


Jimmy 

Neutron 


[Tak and 
| Power 


OddPar- 

ents 


All 

Outdoors^ 

Joel 

Osteen £ 
'House Call 

OddPar- 

ents 


Trails N 
Traditions 


Highmark 
1« 


igl 

5 Practice 


Monk Mr Monk Is 
Hypnotized 1 £ 


CNN Sunday Morning £ 


[Sponge- 

Bob 


Sponge- 

Bob 


**» "Silverado" (1985. Western] Kevin Kline. Scott Glenn. Kevin Costner The 
paths ot tour cowboys converge en route to a showdown £ 


Paid 


[Awesome 
I Abs 

[johnny- 
| Sprites 


Houses For [Paid 

$300 [Program 
Little Tigger A 
Eins teins [Pooh 


MythBusters c inding a 
need* in a haystack £ 


Biography Elton John' Elton John £ 


Mickey 

Mouse 


Mickey 

Mouse 


Feed the 
Children £ 


Sure Orman: Women A Money Information about 
.financial matters (in Stereo) £ 


Will A 
Grace £ 


Member s 
Favorites 


Paid 
Program! 


Will A 
Grace £ 


To Be Announced 


NASCAR Now (Live) 


SportsCenter (Live) £ 
Pro Football Preview 


Psych Gus is held 
hostage m a bank £ 


Reliable Sources 8 


*♦') Sack to Schoo/" (1986, 

Comedy) Rodney Dangerfieid. £ 


** "A Father tor Brittany ' (1998, 

Docudrama) Andrew McCarthy £ 


To Be Announced [To Be 

[Announced 

NHRA RacelRedfish [Redfish 

Day(N)£ |Cup |Cup 


NFL Countdown (Live) £ 


FLW Outdoors Cass 
Lake, Minn. (N) 


Burn Notice Double 
Booked’ £ 


2 Xtreem 

American 

Pie2"£ 


Late Edition With Wort Blitzer £ 


Back at the 
Barnyard 


Mad Men Don buys a 
new car. £ 


The Mighty Tak and 
B! £ | Power 

Shootout 


[Sponge- 


MythBusters Poppy 
Seed Drug Test ' £ 


Imag. 

Movers 


Handy 
Manny £ 


Private Sessions Heart The Sopranos Join the 


Sponge- 

Bob _[ Bob 

»♦* Wartimes ' 

(Part 1 of 2) 1(1983, Suspense) £ 


Man vs. Wild Desert 
Survivor’ 


Hlgglytown [Charlie A 

Heroes £ L ol a .a 
The Sopranos Mayham 


Project 
Earth 
Charlie i 
Chocolate 


Erin 


mem Movie: Steve Steve 

Contd [Harvey Harvey 

«** Sleepless in Seattle" 1993) A grieving 
widower captures the heart of an engaged woman £ 

.* The Wedding Dele " (2005) Debra 
woman brings a male escort to her sister 

Messing 

sweddi 

A 

ng. 

** "Failure lo Launch " 

(2006)£ 

(paid Ky 

FAN© ip r<) g ram [Program ; Step -IE 

s5£ 

Ssb^na- 'Sabr^t* 
Witch [Witch 

Futf Howe 
(in Stereo) 

Ptjll Unijff 

"Pal Joey" 

My 

and Kids 1 

My Wife 
and Kids £ 

"*Tf .°rf.?r?5;"'2005' A ,f, ? n 
her dream ot becoming a figure skater 


FNCffi 

SClFlffi 

SPIKE© 

TNT© 

FX© 

NGEOffi 


Men Show 1 _ 

[Jml Edit. [Beltway 
| Rpt [Boys 

Paid [Paid 

[Progr am Program 
Paid Paid 

Program [Program 


| Fox and Friends Sunday 

[Hid [Hid |HS" 

Program [ Program [P rogram 


lures Invaders" [2000. Myster y; Mark Ha mil 


Alien Force 


America's Election HO 


»* Kingpin 

[ up bowler takes on an 


[Paid 
[Program 


[Paid 
| Program 


Paid (Paid 

Program 1 Program 
Paid Paid 

Program [Program 
MSNBC© Headliners A Legends 


Harrelson A washed- 
farmer as a protege I 


'Paid 
P-ugam 


Twilight; 
Program [Thirty-Fathom 

[Paid [trucks! (In 


The 
Grave £ 


The Practice Brothers 


I Program [Stereo) £ 


Trucks! (In 

Stereo) £ 


*«* The Truman Show”(1998) Jim Carrey 

Cameras broadcast an unwitting man s life £ 
The Practice Mr Hmks [Spin City 


The Fallen Ones " (2005, Horror) Casper Van Dien. 


Horse¬ 
power TV 

Coaches 

Countdown 

Horse¬ 
power TV 

MuscleCar 

(In Stereo) 

Trucks! (In 

Stereo) £ 

** "Verelty Bluet "(1999), Jon Vcxghl A second- 
string quarterback is propelled lo sudden glory. £ 

Austin 

Powers" 


Socky 


Election 

HQ_ 

Arabian 


eBay 
Mon ey 
Hardball 
Weekend 

GP2 Championship Series Racing 

_ Italy Monza. Italy __ 

rtiimn at Th * Ca,ch Match Fish Real ln ,h * 
0UT0H ® Costa Rica [ Outdoors 

Gunsmoke Noose of 
Gold £ 

Paid' 


Keepers" (I n Stere o) GoestoTown (In Stereo) (In Stereo) 


Fishing 

Spider 


Otter 

Chaos 


SPEED© 


[Paid [Paid [Paid 

Program [Program [Program 

[Your MSNBC News Live 

[Busin ess _[_ 

[Formula One Racing Grand Pm of Italy Monza. Italy (Live) 


Private detectives t ry to retneve cryptic information ‘ Fears" 2002. Suspensel 

DogTown 


Reptile 

Wild 


MSNBC News Live 


Repti'e 

Wild 


MSNBC News Live 


TVL© 

WE© 

COM© 

TLC© 

HALL© 


[Paid 

Program 

Paid 

Pr ogram 

Paid 

Program 

“[World 

Impact 


Bonanza T he Running 
Man' £ 


program 

'Paid 

[Program 

'Paid 

Program 

Spoken 

[Word 


Trout [Fly Fishing [in- [WeLlve 
Unlimited the World Fisherman [Outdoors 
The Addams [Leave It to 
Munsters [Family Beaver £ 

[Paid 'Paid [Paid ‘Paid 
Program Program Program Program 

MADtv i In Stereo) £ MADtv i in Stereo) £ 


Paid 

[Progr am 

MADtv Bran McFayden I 
guest stars (In Stereo) £ | 

TP90X 


in the Field 
Leave It to 
Beaver £ 
Body 
Bootcimp 


Paid 


Odyssey Network 
Presents 


[Paid 

[Program -- 

M'A'SMjJK. [M'A’S’H £ (M'A'S'H ? 'M'A'S'H £ 


Ten Minute [Holmes on Homes For 
Trainer Annie" 


Perform¬ 

ance 

Big Game 
Profiles 
I Love Lucy 

£ 


Dog Whisperer canine 
9-1-1" (Part 2 of 2) 


3 News Live 


NASCAR in 
a Hurry (N) 
American 
Archer 
I Love Lucy 
£ 


To Be 
Announced 


NASCAR RaceDay (Live) 


Hunting 

With 


[Hunters Archers 

[Specialties Choice 


Bridezillas "Carlos A 

Jennifer" 


MADtv (In Stereo) £ 


.. Back fo Schoor(1986, 
Comedy) Rodney Dai 


Platinum Platinum Wedding 
Weddings [Weddings Cakes 


• • Just Friends " (2006. Romance- 
Comedy) Ryan Reynolds- £ 


Flip That Hope tor Trading Spaces Paige s [Untold 
House £ [Your Home .Perfect 10: Ep 10” (N) [Stories 

Son ot the Dragon " (2006. Adventure) David Carradlne 
Premise A thief and tvs partner plan to sieal royal )eweis 1 
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IFT1 

CBS 

0 t 

0 c 

00) NFL 
Today Host 
James 

Brown 
(Live) K 

WTAEO 

(The 

Replace¬ 
ments £ 

NBC 

O I 

O 75 

© i 

ffi 12 

(6)Paid 

Prog. 

(B)TBA 
(11 )Cops 
(12)Guthy- 
Renker 

UNTO ?? ;R°*®anne 

2 *|(In Stereo) 

FOX© :3 

Fox NFL 

Sunday £ 



(Live) i 


Tennessee Titans at Cincinnati Bengals Paul Brown Stadium [NFL Football New England Patnots at New York Jets Giants Stadium (Live) £ 


NASCAR Countdown 

Live) 


aid 

Program 
(8)Your 
House and 
Home 


NASCAR Racing Spnnt Cup ■ 
N.H. (Live) 


Sytvama 300. From New Hampshire International Speedway in Loudon. 


Roseanne 

(In Stereo) 


Roseanne 

(In Stereo) 


[Roseanne 

| (In Stereo) 


Roseanne 

(In Stereo) 


Motorcycle Racing 

MoloGP Red Bull 
Indianapolis Grand Pnx 
Indianapolis (In Stereo 
Live)! 


Roseanne 

(In Stereo) 


Roseanne 

(In Stereo) 


PBS© 13 
PBS© 34 
WGN© 
LIFE© 
HIST© 
ESPN2 © 
ESPN© 
FSP© 
USA© 
CNN© 
NICK© 
AMC© 
TDCffi 
DISN© 
AAE© 
TBS© 
FAM ffi 
TOON© 
FNCffi 
SClFlffi 
SPIKE© 
TNT© 
FX© 


NFL Football New York Giants at St. Louis Rams Edward Jones Dome (In 

Stereo Live) £ 

Member s Favorites 


Action Sports Salt Lake City (In Stereo Live) £ 


Roseanne 

(In Stereo) 


Roseanne 

(In Stereo) 


Paid 
Program 


Bull Riding PBR Built Ford Tough 
InSteri 


Lawrence Welk s TV Treasures Behind-the-scenes 
stones from the The Lawrence Welk Show. £ 


Movie 

Confd 


Movie 

Confd 


Whacked 
Out Sports 


Whacked 
Out Sports 


MLB 

Live) £ 


Change Your Brain. Change 

[depression. ADD and a nxiety! 


NFL 

P ostgame | Senes Grand Rap ids. Mich (In 

Member s Favorites 

L 


Paid 

Program 


News |N) 

Wrld News 
Sun 

(6K»K12)Ne- 
; vrs N)£ 

(11)News 

IN) 

(6K»KT2)N- 
BC Nightly 
Newt (In 
Stereo)£ 

(11'Black A 
Gold Zone 
Kickoff 

TMZ (N) (In Stereo) £ 


[paid If 
l [Program [s 


Friends (In 

Stereo)£ 


Your Life : Hollywood Singing and Dancing A 

(In Stereo) £ Musical Treasur e (in Stereo) £ 


ll: Chicago Cubs at Houston Astros. Minute Maid Park. (In Stereo 


When Andre w Came Home " (2000) Park Overall 
A mother must rehabilitate her traumatized son. £ 
To Be Announced 


[To Be 

Announced _ 

'Redfish On the Auction Block « 

ICup _ 

(11:00) NFUCollege Football Final £ 
Cou ntdown 

Penn St. [inside the [Harts of 

Story Big East [Fame 

Movie: »«'i American Pie 2"(2001.' 

Comedy) Jason Biggs, £ Confd 


[To Be Announced 

On the Auction Block £ 

PWBA Bowling 2008 
USBC U S. Op en. £_ 

Bad Boy of HnsTde- 

Fitness [Pirates 


[Fareed Zakaria GPS 

[' Gym Teacher: The Movie " (2008. Comedy) A gym 
teacher must turn a teenager into an athlete £ 


Late 

Edition 
Sponge- 
Bob 

Movie: »♦» 'WarGames"(1983 

Suspense) Matthew Broderick. Confd 
Project Walking With Dinosaurs 

Earth Evolution of dinosaurs. 


For the Love ot a Child" (2006) Sara O Meara and 

Yvonn e Fedderson fo und Childhelp USA. £ _ 

[To Be Announced 


To Be Announced 


ting 

jt. Pi 


Shootout Pueblo, Colo. 


Billiards: Women's U S. 
Open 9-Ball 


*PBA 
Bowling 


Coach | 

Pilot £ 


Coach (In 

Stereo)£ 


Backstage With a 
Chorus Line 


The Cosby The Cosby 

ShowX | Show £ 


Whats Love Got to Do With It" [1933, 
Biograptyjjte Me of singer-actre ss Tina Tu rner. £ 


To Be Announced 


To Be Announced 


WNBA Basketball Seattle Storm at Los Angeles 
I Sparks. Staples Center. (Live) £ 


Billiards: Women's U S 
Open 9-Ball 


Powerboat Superleague Best Damn Top 50 Golden [Sports Affliction: Banned 
Special_ _[Age [stories_ 

• ** The 40- Year-Old Virgin "(2005. Romance-Comedy) Steve ]»* "How to Lose a Guy in 10 Days" 12003) Kate Hudson A 
Carell Three co-workets unite to help their buddy get a sex Me £ |wnter bets she can seduce a man and then drive him away £ 


CNN: Special 

Investigations Unit 


[Shootaf- 

ound 


Billiards: Women s U.S 

Open 9-Ball Final 


Tonight (Live) 


Your Money 


I Newsroom 


Newsroom 


Zoey 101 Zoey confronts 
the school bully. £ 


t»* Standby Me"(1986) Wil Wheaton. Boy and 
buddies go on hike to find dead b ody in 1959. £ 


Movie: »*♦ Charlie and the 
j Chocolate Fa ctory" (2005) Confd 
[Movie: *** Erin Brockovich" (20 


Walking With Dinosaurs 

Shallow-sea creatures 


ZackA 

~ZackA 

Cody 

JCodjL 


Movie: **» "Erin Brockovich" (2000) Julia Roberts. A woman 
probes a power company cover-up over po isoned water £ Confd 


Movie *» Failure to 
Launc h " (2006) £ Confd 


'Movie: ’ 

ICont'd 


Raising the Mammoth 

Intact fossil found £ 


Cory in the 
House 


Cory In the 
House 


Sponge- 

Bob 


Sponge- 

Bob 


I. 


Sponge- 

Bob 


Sponge- 

Bob 


Lou Dobbs This Week 


Neds 

School 


Drake A 

Josh ■ 


Million Dollar Baby" (2004, Drama) Clint Eastwood. Hilary Swank. 


_Morgan Freeman A cantankerous trainer bonds with a female boxer. £ 

Raising the Mammoth [Before We Ruled the 

Intact fossil found. £ [Earth: Hunt 
'Phineas 


andFerb andFerb 


Zack A 
[Cody 


*** My Cousin Vinny" (1992, Comedy) Joe Peso. Marisa 
Tomer An i nept lawyer tnes to tree hi s cousin from a Dixie jail 


MLB Baseball Toronto Blue Jays at Boston Red Sox Fenway Park (Live) £ 


Chop 

[Socky 


** ‘torltsslsns : 1 : Tccr.c;; Drama Queen" 

A teen tnes to dethrone a popular girt. £ 


Zack A 
Cody 


Cold Case 
Files £ 


(2004)/ 

Phnn 


[Chop 

jSocky 


Chop 

Soc*y 


(12:00) America s Election HQ 


Chop 

Socky 
Burts and 
Bears a; 


I Chop 

Socky 
Cavuto on 
Business 


11 "Qptamt Cirts" (2002; 2:tony Muiphy. A 

carefree woman becomes a nanny to an uptight girl. 


*« "The Man"( 2005, Comedy) (PA) 
Samuel L Jackson, Eugene Levy. 


Before We Ruled the 
Earth: Beasts 
Wizards- '"Wizards- 
Place | Place 
Crime 360 Blood on the 
Tracks" £ 


Along Came a 
cter”(2001)(PA) £ 


Spider" [', 


Johnny 

Test! 
Forbes « 


Johnny 

Test £_ 

Cashiri In 

£ 


Movie: eee Arabian Nights (2000, Fantasy) Mik Avitai, Dougray Scott. Rufus Sewell. 
Scheherazade spins tales of mage and wonder tor the sultan Confd 


Xtreme 4x4 

In Stereo) 


CSI: Crime Scene 

Investigation (in Stereoi 


Movie:** Austin Powers In 
Goldmember" 2002. Come dy) Confd 


Movie: **« "The Sum of All Fears" 

(2002. Suspensel Ben Affleck Confd 

"GEO© E ., ~ 

«SNBC© I° nn B * unced 


SPEED© 


[The Hunt for Zarqawi 

MSNBC Documentary 


CSI: Crime Scene 

Inv estigation ( in Stereoi 


CSI: Crime Scene 

Investigation (In Stereo) 


*' "The Tusedo" (2002. Comedy) Jackie Chan. A 
souped-up suit turns a cab driver into a super spy. £ 


Johnny [Johnny 

Test £ Test:#_ 

America s Election HQ 


"Bring It Or, Ag«n’'(2004. Coir«dy) Cull*£ 
cheerleaders compete against the varsity team. £ 


Johnny 
Test £ 


Johnny 
Test £ 


** "Tale ot the Mummy " (1998) An archaeologist's 
granddaughter unleashes an ancient cuise. 


CSI: Crime Scene 

Investigation Suckers 


CSI: Crime Scene 
Investigation (In Stereo) 


*** "Shanghai Knights" (2003, Comedy) Chon 
Wang a nd his comrades shake up Victoria n England. 


♦* 'The Punfsher”(2004, Action) Thomas Jane, John Travolta, Wil! Patton An FBI agent 
see ks revenge for the murder of his family. £ __ 

Philly Mob 


Inside 9/11: Zero Hour Terronst attacks of 

September it. 2001 

MSNBC Documentary MSNBC Documentary MSNBC Documentary 


NASCAR [Wrecked 


RaceDay 



The Next [Outdoor 
Generation [America 


My Classic *TwoGuys 

[Car _ Garage 

"Whitetail 
Freaks 
! Sanford Santo 


Wedding 

Ca kes 

Movie 

Confd 


,Sanford [Sanford* 
and Son # [and Son T_ 
'Bridezillas CnwnA 

Monica']_ 

Scrubs (In 
Stereo) £ 


Scrubs My 

Screwup I 


HALL© 


Untold Stories of the 

E.R. Car crash. £ 


Truck U (N) |Inside 


Johnny Johnny 

Test £ Test £ 


Fox News Sunday With 
C hris Walla ce (i n Stereo) 

Ba al: The Storm God" 

(2008) Jeremy London 


CSI: NY "Zoo York' A 
tiger kills a man. £ 


ta "OU School" (2003, 
Comedy) Luke Wilson. £ 


Locked Up Abroad 

"India" 


*** "V tor Vendetta"(2006, Action) A 
vigilante fights a fascist government £ 


MSNBC Documentary 


Sanford 


QDMA 

Quality 

Sanford 


[Grand Prix _ 


and Son £ ;and Son £ 
Bridezillas "Brandi A 
Dawn" 


Adventures 
Abroad 
Sanford 
and Son £ 
Bridezillas 'Brandi A 
Kristen 


Formula One Racing Grand Pnx of Italy Monza. Italy 


Higher 
G round 
Sanford 
and Son £ 


**': Wayne's World"(1992) Mike Myers A 
producer tnes to restructure a cable access show. £ 
[wmld Stories of the ~TUntold Stories of the 


E.R. Liver Die' £ 


** Perry Mason The Case ot the Desperate 

DecepWon"i’990 Mystery) Raymond Burr £ 


E.R. Officer Down £ 


Petersen s 
Hunting 


Sanford 
and Son tt 
Bridezillas "Knsten A 
Tanesha" 


Macmillan 
River Adv. 
Sanford 
and Son £ 


Hunters 

Journal 


Tracks- 

Africa 


The Girl With Eight 
Limbs 


Meet the Press :# 


MotoGP Racing 205cc - 
Indianapolis. Indianapolis. 


Whitetails 


Bowhunter 


♦* 1 j "Back to SchooT(1986 Comedy) Campus 
life it turned upside down by an obnoxious tycoon. 


Bridezillas Tanesha A 
Megan" 


« Buying the Cow" (2001) Jerry O Connell.^ man 
and his girlfriend face 


Untold Stories of the 

E.R. Life and Limb" £ 


commitment problems. £ 


**'j Matlock: The Power Brokers" (1067 Drama) 
Andy Griffith, Ralph Bellamy (In Stereo) £ 


Untold Stories of the 

E.R. Crushed £ 


Bridezillas Celinda A 
Megan" 


*»': "Just Friends" 

(2005) Ryan Reynolds £ 


Untold Stones ot the 
E.R. A Shot in the Daik 


McBride: It's Murder, Madam '(2005) An attorney 
helps an aspinng actress arrested tor murder £ 



7 PM ji 7:30 

8 PM 8:30 

9 PM Ii 9:30 

10 PM 

10:30 

11PM 

11:30 

12 AM 

12:30 

1AM 

CBS 

0 l 
0E 

— 

60 Minutes Stereoi 

Big Brother 10 

Housemates are 
nominated for eviction. 

(N) (In Stereo) £ 

Cold Case Shppmg" Lily 
and the team are on the 
case when a 1962 suicide 
is proven to be murder. 

(In Stereo) £ 

CSI: Miami All in The 
team races to save 
Calleigh (In Stereo) £ 

(2)N*ws £ 

(5)N*wsCh- 
annel 5 
Weekend 
Edition £ 

(2)Sunday 

Sports 

Showdown 

(5)At the 
Movies! 

(2)Th* 

Insider 

(S)Stargate 

SG-1 

"Unending 

(2)Extrs (N) 

(In Stereo) 

£ 

(5|Extrs (N) 

(In Stereo) 

£ 

America s Funniest 
WTAEO Home Videos "■. Sterec- 
£ 

Extreme Makeover 

Home Edition uabl 
| Family" (In Stereo) £ 

Desperate Housewives The Gun Song: Free" (In 

Stereo)! 

Ch.4 

Action 

News at 11 

Ch.4 

Sports 

Inside 

Edition 

Weekend 

Paid 

Program 

Paid 

Program 

NgC [Football Night in 

(1 ” America NR. highlights 

q (In Sterec 

ffi 4 
ffi 12 

NFL Football Pittsburgh Steelers at Cleveland Browns Cleveland Browns Stadium (In Stereo 

Live)! 

(6K8)N*ws 

INI I 

(11K12)N*- 

ws(N) 

(11 (Law A 
Order SVU 
(12)CSI 
Miami 

& 
Golt with 
Todd 
Sadowski 

(6)Maximu- 
m Exp. 
(8)Pald 

Proa. 

(IllCopt 

(12)lnslde 

Edition 

MNT Q 22 

MDTV £ Scrubs ' 

_Stereo)! 

American Idol Rewind 

The winner is announced | 

Judge Joe Judge Joe 
Brown X Brown V 

Will A 

Grace £ 

Will A 

Grace # 

Paid 

Program 

Hart A Hall 

(In Stereo) 

Hart A Hart 

(In Stereo) 

Cheaters i in Stereo) X 1 

FOX© :3 

The The 

Simpsons Simpsons 

Fringe Pilot" An unlikely tno uncovers a deadly 
mystery. (In Stereo) K 

Channel 11 

News 

Black and 

Gold Extra 

Seinlatd In 

Stereoi£ 

Van Imp* 
Pres 

Two and a 
Hart Men £ 

'Paid 

Program 

Paid 

Program 

PBS® '3 Fav ° r "« 


Masterpiece N) (In Stereoi £ 

Tan Crucial 

Days 

Travels to 
the Edge 

Burt Wort 
Travels 

Glob* Trekker Southern 
Mexico" (In Stereo) £ 

Sound- 

stage # 

IpRS m it [ **Y Music: Doo Wop Love Song* A Doo Wop 

|rosiu J 4 loiiectior ol romance and teenage love songs “ 

Viewer Favorites 

Viewer Favorites 

\urncsi WKRPm WKRP in 
[Cincinnati .Cincinnati 

Newhan « Newtiart 

Honey- iHoney- 
mooners [mooners 

WGN News instant ] Bewitched 

at Nines Replay £ i£ 

D •uni* 

Dffwiicnw 

s 

II 

no a 

1 Drssm ot 
Jeannie! 

Home 

Videos 

CocoChene: (2006 Bo 
L c iJ . 

graphy) Shirley MacLame, 1 
tial French fashion designei 
Ice Road Truckers Off 1 

the ice (N) £ 

Malcolm McDowell. Coco 
r £ 

Army Wives Sale 

Havens (N)£ 

Grey s Anatomy A 

Change Is Gonna Come" 

Army Wive* Great 
Expectations £ 

Army 

Wives ii 

uicTcn Ice Road Truckers The”[ 
- * a 

MonslerOuest China s 
Wildman" (N| £ 

Sandhogs Sandhogs 
Punching Through" (N) £ 

UFO File* Unidentified 
submerged obiects. £ 

Ice Road Truckers Off 

the ice "£ 

Monster- 
Quest # 

I ESPN2 © NHRA Df8 ^ Rac,n ^ Car^s Nationals - Final Eliminations Concord, N C X | 

NASCAR Now (Live) 

--. 

2006 World Series ot 
Poker Las Vegas 

2008 World Series of 

Poker Las Vegas 

MLB 

Baseball 


SUNDAY EVENING 


SEPTEMBER 14, 2008 I 


rr n m Best Damn Top 50 

Special_ 

ucien Hous * “Ulopsy" (In 

USA«J 

Golden [ Sports 

Age Stories 

Affliction: Banned 

SportsBeaf The FSN Poker Superstars 

Rewind i Final Score Invitational II 

Golden 

Age 

Sport* 

Stories 

The FSN 
Final Score 

Hous* HumplyDumpty 
Cuddy's handyman tails 

House TBorNotTB (In 
Stereo)X 

Hous* Daddy s Boy'(In 
Stereo)£ 

Hous* Spai (In Stereo) 
£ 

Lew A Order Special 
Victims Unit Avatar £ 

NCIS Bikini 

Wax £ 

ruum Newsroom CNN: Special 

Investigations Unit 

Larry King Live 

. 

Newsroom 

CNN Special 
Investigations Unit 

Larry King Live 

Newsroom 

Th* Cosby 
Show c 

wr* cr, 0,ake 4 H20 (In Zoey 101 (In Stereo) £ 

l ’ lu ® Josh 

News [Home 

Special [improve. 

Georg* George 

Lopez If [Lopez £ 

Family 
Matters £ 

Family 

Matters £ 

nOTTNJ 

Improve 

Horn# 

Improve. 

Aurtn *** Philadelphia "(1993, Drama) Tom Hanks. Denzel Washington. Jason 
u [ Robards. Premiere Fired by his firm, lawyer wilh AIDS fights back. 

Mad Men A Night lo 
Remember (N)£ 

Dinosaurs Return to 
Life? £ 

Mad Men A Night lo 
Remember' £ 

Breaking Bad Pilot * 

Mad Men # 

rrv cr. Before the Dinosaurs 

(Part 1 of 2) 

Before the Dinosaurs 

(Part 2 of 2) 

Secrets of the Dinosaur 
Mummy (N) 

Before the Dinosaurs 

(Parti of2) _ 

ZackA [Hannah 

Cody (Montana I 

Before the D 

(Part 2 o(2) 

inosaurs 

Cory in the 
House £ 

Olno 

Mummy 

Replace¬ 

ments 

rueum ZackA [Hannah 
0ISN * 3 Cody [Montana 

Hannah Wizards- 

Montana [Place 

»* , "The Lizzie McGuire Movie" [Phinees 

(2003 Comedy) Hilary Duff £ land Ftrb 

That s So 
Raven £ 

:CSI Miami High 

Octane" (InStereo)! 

CSI Miami Bang. Bang. 
Your Debt' (In Stereo) £ 

CSI Miami The lab loses CSI Miami Sunblock 
body (In Stereo) £ |(ln Stereo) £ 

Th* Cleaner To Catch a 
Fed £ 

CSI Miami Bang Bang, 
Your Debt' (In Stereo) £ 

CSI: Miami 

(In Slereoj 

tbc sr, Movl * ** Along Came 
IB5 ' J l*Spfder"(200l)Confd 

*♦* CeetAwey 2000. Drama) (PA) Tom Hanks. Helen Hunt A *«* Caef Aw»y"(2000. Drama)(PA) 
courier company executive is marooned on a remote island £ courier companv executive is marooned 

Tom Hanks. Helen Hunt, Nick Searcy A 

on a remote island £ 

FAN «n Srin 9 n O" *rt o' Nothing "(2006) A teen must 
win over the head cheerleader to make the squad £ 

Bring It On: In It to Win It" (2007) Ashley Benson 

A hoh-school senior tails lot a nval cheerleader £ 

My Wife 
and Kids a 

My Wife 
and Kids # 

Joel 

Osteen 8 

Feedth* 

Children 

Zola Levitt 
Presents u 

Tnnn/n ** Cheaper by the Dozen" 12003) A men must 

iuu uy | handle the chaos surrounding his 12 children 

Chowder Misadv of 
Flapjack 

Family Guy American 
# [Dad a 

Family Guy 

(In Stereo) 

Robot 
Chicken (N) 

Metaloca 

lypse 

Awesome 

Show 

The 

Oblongs a 

FNCffi p ,R * port 

Th* Strategy Room 

Hannity s America 

Geraldo el Large (in 

Stereo)£ 

Th* Strategy Room 

Red Eye 

Strategy 

jloom 

viFim l Movl * 

[Storm God"Contd 

* • Nationtl Treasure" (2004, Adventure) Nicolas Cage Hunter Gomez. Diane 
Kruger A man tnes lo steal the Declaration of independence 

Betillsk The Serpent King" 12006. Horror) Yancy 
Buffer A mythical creature turns 4s victims to stone 

Tales- 

Darksld* 


Movie *♦ Old School" 
TNT© |(2003,Comedy) a Contd 

*♦* Wedd 

a wild week* 

trig Crashers 

ldwithapoM 
*• Firs « 

Virginia Mad! 

"(2005) Partyooers spend 
ician s family a 

♦ ♦ Old School" (2003) Luke Wilson Three men 
relive then wild past by starting a fraternity £ 

♦ «'i The Ringer" (2005. Comedy) 
Johnny Knoxville Premiere £ 

ry — Movie **» ' V for Vendetta 12 006, 

( Action] Natalie Portman £ Conf d 

Ml" (2006 Suspense) Hamson Ford. Paul Bettany 

ien, A bank security expert baffles a cnmmal £ 

Th# Shield Snitch £ 

Sons ot Anarchy Jax 

continues to wony 

King ot the 
Hill a 

uren re. Amazon s Deadly Dozen 
NGt0 ® [Erne animats 

Lockdown Inmate U 

Lockdown Lite on the 
Outside (N) (In Stereo) 

LA. Gang Wars 

Lockdown inmate U " 

Lockdown Lit# on th# 
Outside (ki Stereo) 

L A Gang 
Wars 

MSNBC© MSNBCDocum * n '* ry 

MSNBC Documtntiry 

MSNBC Documentary 

MSNBC Documentary 

MSNBC Documentary 

MSNBC Documentary 

Documen¬ 

tary 

SPEED© SPEEDR *P° rt,N > 

NASCAR Victory Lane 

Prom Loudon. N H (N) 

Wind Tunnel With Dave 
Despam /Live) 

Plnke - All Out From 
Madison. II 

Wrecked 

Wrecked 

'Wrecked 

Wrecked 

101 Cari- 
Driv# 

OUTDfi®™* Close 

Hunting 

Adventurs 

Gam* 

Trail* 

Realtre* 

Roedtrlp* 

Amer- 

Whitetail 

Jackie Bushmen Show 

Elk 

Chronicles 

Huntln. 
World 

Hunting 

Adventure 

Realtre* 

Roadtrlps 

Mathews 

TV 

^ ® [Grtrtffh GrlSffh 

M'A'S'H # 

M'A'S'H a 

M'A'S'H # 

M'A'S'H a 

Andy [Andy 

Griffith [Griffith 

Andy 

Griffith 

Andy 

Griffith 

1 Love Lucy 
X 

1 Lova Lucy 
X 

1 Lova Lucy 

X 

_. Bridezillas MeqanA 

Brid«zlllat Carlos A 

Jennifer' 

Bridezillas JennfferA 
Vanessa (N) 

Amazing Wedding 

Cake*'N)£ 

Amazing Wedding 

Cakea # 

Bridezillas Jennifer A 
Vanessa 

Wedding 

Cakes 

COM S3 ** Ju,f 

[Friends' [2005]Confd 

♦ * Welting .." (2005 Comedy) Ryan Reynold* 
Restaurant employees ponder their kve*. X 

Chappell# s Chappell* i 
Show a Show t 

Chappell* e 
Show a 

Chappell* s 

Show a 

Chappell* i 
Show £ 

Chappalla s 
Show s 

Welting 

~"(2O05) 

n r ffi Oiignoti* 

iLtiaj jstom^pafr! 

Mystery Dtagnotit th* [Mystery Dlagnotli X. 

Gat Who Couldn't Eat" | 

Mystery Dtagnotit 

Mystery Diagnosis The 

Girl Who Couldn't Eat 

Mystery Diagnosis £ 

Uu.Urv 

wysiary 

Diagnosis 


I MAl I ffi J* , niMIC .MUIkJVI, Jllf digit 

nnum [ "Lmes ot Excetence I Judge Not 1 jin Stereo] 


.Muijvi, one mule 
I Terminal Connection 


one mule 
tt [Ming in Vegas » 


auuuva. irienowei oiwaara iiioi.iuiaiiM||giagnuws 

Andy Griffith. Ralph Bellamy (In Stereo) £Murder # 



7 PM 

7:30 

8 PM 

8:30 

9 PM 

9:30 

10 PM 

10:30 

11PM 

11:30 

12 AM 

12:30 

1AM 

CBS 

0 I 

0 1 

(2)Evanmg 

XlAiiie 

News 

(5)Enterta!n 

[The Insider 

(In Stereo) 

£ 

[The Big 
Bang 

Theory (In 

Stereo)£ 

How 1 Met 
Your 

Mother Ted 

re-evaluates 
Me £ 

Two and a 
Hart Men 4 

mysterious 
death, (in 
Stereo)! 

The New 
Adventures 
of Old 
Christine 

Worries £ 

CSI: Miami Going 

Ballistic Horatio puts his 
life on the line (In Stereo) 
X 

(2)News (N) 

(In Stereoi 
£ 

(5)N*ws (N) 
£ 

Late Show With David 
Letterman (In Stereo) X 

The Late Late Show 

With Craig Ferguson 

Jason Biggs. (N) (In 

Stereo)£ 

WTAEO 

Inside 
Edition £ 

Entertain¬ 

ment 

Tonight £ 

♦ *» Batman Begins" (2005, Action) Chnsfian Bale Michael Caine Premiere 
Following the death ol his parents, young heir Bruce Wayne becomes a masked 
avenger who fights the forces ot evil in Gotham City (In Stereo) £ 

Ch.4 

Action 

News at 11 

Nightline 

(N) £ 

Jimmy Kimmel Live (In 

Stereo) X 

Wlntrey! j 

NBC 

O 4 

0 7! 

ffi 4 

ffi U 

(6)Ent#rtai- 
nment 
Tonight I 
l8)Wheel of 
Fortune 8 
(11K12W*0- 
pardy! £ 

(6)8* a 

Millionaire 

(8Ueopardy 

(11M12)Wh- 

eel-Fortune 

Deal or No Deal Extra 
miHion-doffar cases are on 
the board (N) (In Stereo) 
£ 

America s Toughest 

Jobs The remaining 
contestants use heavy 
machinery lo cut and load 
logs (N) (In Stereo) £ 

Dateline NBC (In Stereo) 
X 

(6KW2IN*- 
ws N) £ 

HDNews 

(N) 

The Tonight Show With 

Jay Leno Kate Hudson; 
Michael C. Hall. (N) (In 
Stereo) £ 

Late Night With Conan 
O'Brien Samuel L 

Jackson, Ricky Gervais; 
Marc Broussard (N) (In 
i Stereo) £ 

MN T Q 22 

Th* 

Simpsons 

Family Guy 

(In Stereo) 

Celebrity Expose Janet 
Jackson £ 

Celebrity Expose 

Pamela Anderson £ 

TMZ (N) (In 
Stereo) £ 

Frasier (In 

Stereo) £ 

Law A Order: Criminal 
ilntenl The Extra Man 

Paid 

Program 

Paid 

Program 

The Bernie 
Mac Show 

FOX © 53 

Two and a 
Halt Men # 

Seinfeld (In 

Stereo)£ 

Terminator: The Sarah 
Connor Chronicles £ 

Prison Break Eagles 
and Angels" (In Stereo) 

Channel 11 News on 

FOX 53 at 10 (N) 

Seinfeld n 

Stereo) £ 

Scrubs (In 

Stereo)£ 

Scrubs (In 

Stereo)£ 

My Home 

Paid 

Program 

PBS© 13 

Business 

OnQ 

Magazine 

Antiques Roadshow 

"Mobile. AL £ 

History Detectives (N) 

(In Stereo) £ 

Where We Stand 

Amenca s School* 

(Charlie Rose (N) (In 

Stereo) £ 

OnQ 

Magazine 

Black 

Horizons 

Nature (In 

Stereo) £ 

PBS © 34 

Business 

Rpt 

Direct 

Connection 

Carole King: Welcome to My Living 
Room (In Stereo) £ 

Billy Joel: The Stranger Live (In 

Stereo)! 

Viewer Favorites 

Design 
Squad « 

WGN© 

7th Heaven Seven Is 
Enough (InStereo)! 

America s Funniest 

Home Videos £ 

America s Funniest 
Home Videos £ 

WGN News at Nine '. 

(In Stereo) £ 

Scrubs My 

Student £ 

Scrubs (In 

Stereoi£ 

Corner Gas 

Kids Stuff 

Becker 

The 100th" 

Home 

Videos 

LIFE® 

Reba The 

Will £ 

fleba (In 

I Stereo) £ 

Coco Chanel " (2008, Biography) Shtriey MacLame Malcolm McDowell Coco 
Chanel becomes an influential French lashion designer £ 

Will A 

Grace # 

Will A 

Grace # 

Erase' A 

Day in May" 

Frasier (In 

Stereo)£ 

The Golden 
Girls £ 

HIST© 

Modem Marvels History ' 

of the hardware store. J 

Modern Marvels The 

|ph"£ 

Journey to 10.000 BC Environmental changes pul 
prehistoric humans in a battle lor survival £ 

Mega Disasters 

American Volcano" £ 

Modern Marvels The 

[ D ’0_ 

Journey to 

10 000 BC 

ESPN2© 

Boxing 1983 Alexis 

Arguello vs Aaron Pryor 

Series of 

[Poker 

[2008 World! 

Poker Las Vi 

Series of 

?gas 

Baseball Tonight (Live) £ 

E:60 (N) 

NASCAR Now £ 

1 

NFL Films 
Presents a 


MONDAY EVENING 


SEPTEMBER 15, 20081 


Monday Night Countdown (Live) £ 


NFL Football Philadelphia Eagles at Dallas Cowboys Texas Stadium. (Live) SportsCenter Lve) £ 


MLB Baseball: Los Angeles Dodgers at Pittsburgh Pirates PNC Park (Live) 


Law A Order Special 
Victims Unit Quarry 8 
Lou Dobbs Tonight « 


Zoey 1 

[In Ste 


Itereo) | Stereo) £ 

Movie The Karate Kid 
(1984. Acti on) £ Contd 
How It s How It s 

Made # Made C 

Zack A Hannah 

Cody Montana £ 

Intervention Brad £ 


Everybody- 
(Raymond 
That 70s 
(Show # 
Robotboy 


House Control" (In 
Stereo) £ _ 

CNN Election Center 


My 

Family's 


Sponge- 

Bob 


FSN Live 

(LW) 


The FSN MLB Baseball . -s Angeles Dodgers at Pittsburgh 


(Final Score 


WWE Monday Night Raw (In Stereo Live) £ 
Larry King Live # 


Improve. 


Home 
I Improve. 


Pirates. PNC Park 


Anderson Cooper 360 £ 


Burn Notice Breaking 
and Entering" £ 


Psych Gus is held 
I hos tage in a bank £ 

[Larry King Live 


George 
Lopez £ 


George 
Lopez £ 


Family 
Matters £ 


*** Troy"(2004 Adventurel Brad Pitt, Eric Bana Orlando Bloom Achilles leads Greek 


forces in the Troian W ar. £_ 

Dinosaurs: Return to [Secrets of the Dinosaur 
Llfe?£ I Mummy 

• *'. Gotta Kick tt Up" 12002) K [Phineas 

tear her motivates a Latina dance lean and Ferb 

Intervention :i Intervention Knsten iNI 


Into the Unknown With 
Josh Bernstein (N) 
[Wizards- [Lite With 
Place Derek £ 


Family Guy [Family Guy [Family Guy Family Guy 

(In Stereo) |(ln Stereo) |(ln Stereo) [Petarded 


The Fox Report With 
Shepard SmWl£ 

Lost Pilot (In Stereoi 
(Part 1 of 2) £ _ 

CSI: Crime Scene 
Investigation (In Stereo^ 
Law A Order Justice (In 
Stereo) £ _ 

Movie **'; Firewall 

i2006 L Suspense) Contd 

I Came Back From the 

Dull _ 

Hardball # 


Everybody- 
Raymond 

*»* "Hole*" (2003. Adventure) Sigourney Weaver. Jon Voight A 
woman forces juvenile detmguents to di^al a camp. £ 

George of [Ben 10: [Johnny [johnny 

the Jungle Alien Force Test #[_[Test # 

The O'Reilly Factor 8 Hannity A Colmes « 


Skunk Fu! 

(In Stereo) 


[Row It's 
Made # 
[ZackA 
[Cody 


Family 

Matters £ 


(Home 

[improve. 


Home 

Improve 


Primetime 
The FSN 
Final Score 


Monk 8 


Cooper 360 


George 
Lopez £ 


*« 'The Karate Ki<f'(1984. Action) A Japanese 
handyman t eache s a te enager to defend himself £ 
How It s 
Made 8 
Hannah 
Montana 


TDinosaurs: Return to 

Lite? 8 

That's So ICofykttlw 
Raven Houses 


Dino 
Mummy 
Replace¬ 
ments 
Interven¬ 
tion £ 


Paranormal [Paranormal [Paranormal [Paranormal [Intervention Derek £ 

State (N)£ State £ [State I [State R _ 

My Name Is [My Name Is Sex and ISexand '"Scream" (19961A psychopath stalks 
Earl a [Earl ii the City A :the City £ [the teens of a sleepy Ca lifornia town £ 


Lost Pilot' (In Stsrooj 
(Part 2 of 21 £ 

CSI: Crime Scene 
ImreMljetlon [inStereo) 
The Closer Tijuana 
Brass 


Lost Tabula Rasa 
Stereo) £ 


P 


America s Funniest 

Home Videos (in Stereo) 

Chowder [Ben 10 

On the Record With 
Greta Van Susteren n 

Lost Walkabout iln~ 
Stereoi £ 


The 700 Club 8 


Whose 

Line? 


Family Guy [Family Guy Robot 

fin SSwso) I (In Stereo) i Chtchs n 


(Ini _ 

the O'Reilly Factor 


Whose 

Line? 

Venture 

Bros. 


jtnicken Bros i* 

*Hannity A Colmes 0 


Gurren 
Lagann V 


UFC Best of 2007 Highkghts from the past year (In Stereo) 


Gurren 
Lagann (N) 


The Closer Time Bomb 

flflJL 


♦ » VS. W.A. r." (2003. Arrtion) Samuel L Jackson. Colin Farrell 

A_Los Angelas SWAT team must protect a cnmmal £ 


Whale Attack 


Countdown With Keith 
[Olbermann 

Pinks Pass Time [This Week in NASCAR 


Aura 360 Ventures 


Andy 

Griffith 


Ai 

Griffith JGi 
A mazing Wedding 

Cakes A 

Scrubs 

Scrubs' 

Little lithe 

People People 

ieses 


The Cosby 
Show A 


Locked Up Abroad 
Pakistan (N) 
Verdict With Dan 
Abrams 
101 Cars- 
Dnve 
'Off-Road 


My [Scrubs (In 
I [Stereo) I 


Fishers DlrtTrax 
ATV World TV 

the Cosby [Scrubs My 
Show # 

Amazing Wedding 

ICakes 8 

Dally Show [the Colbert 
_ [Report f 
To Be Announced 


Adventures 

[S_ _ 

Lucky Day Mo nster £ 
BrtdsiMas Carlos A 


101 Cars- 
Drive 




Paid 
Program 
Home 
Movies £_ 
On the 
Record 


Then Here 

Coaches 

Countdown 


Now and 
Then Here 


Ripley- 

Believe 


Raising the Bar T'W*. [Bones The Boneless The Closer Time Bomb 

I’m Wis (N)£ |Bnde m the River"£ £ 

** "ChangingLanee"(2002) Ben Affleck A car 
accident puts two menon a collision course £ 

Solo Lost at See (N) Whale Attack 


CSI: Crime Scene 

)nvesttgetton^n Stereoi 


World of 
Trucks 
Scrubs My 


Countdown With Keith 
Olbermann 
Barrett-Jackson 2006 
The Auctions 
Muzzy s 
Bow 


M'A'S'H # 


MSNBC Documentary 

[Rinks [Pass Tims 

Jim Zumbo Adventures 'Fisher's 
Abroad [ATV World 

M‘A’S*H 8 M'A'S'H # 


Futurama 

(In Stereo) 


Jon A Kale 
Plus 81 


South Park 
£ 


Jon A Kate 
Plus 8 £ 


Outdoors 
M'A'S'H # 


Bridezillas Jennifer A 

Vanessa” 

Futurama 


^ln Stereo) ^ 

Jon A Kate Plus 8 
Go*saline Go Skiing I 


Futurama 

(In Stereoi 


Raising th* 
Bar £ 

That 70s [That 70s 
Show # 


"I 

Cak es £ _ 

Dally Show [The Colbert 
Report £_ 
To Be Announced 


Locked Up Abroad 

"Pakistan _ 

MSNBC Documentary 

This Week in NASCAR 

Aura 360 Ventures 

Th* Cosby 'The Cosby 
Show a jShow £ 
Amazing Wedding 

Cakes £ _ 

Jimmy Dors: Citizen 
Jimmy £ 

Jon A Kate Jon A Kate 
Plus 8 £ [Plus 81 


imeituut ine uivmugeuuii Meiwun iMcoven tnei a 


wautei. is*** nenger waiaei. lexas nangei ■ 

In Stereo) (Part t of2) £ |(ln Stereo) (Part 2 of 2) £ |tnend »the son of s mob boss (In Stereo) I 


Muraei.ene wiom ine 


Error^oJ M#MA/nj2^^ i nndB*j|rj2n Sl2rW2li 


Muiaei, one wrgw 


Show # 
Solo: Lost 

at Sea 

Documen- 
*1 


101 Cars- 
Drive 
DlrtTrax 
TV 

Sanford 
and Son A 
Bridezillas 

Daily Show 


Jon A Kate 
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TUESDAY EVENING 


SEPTEMBER 16, 2008 


Ml 7 PM 

7:30 

8 PM 8:30 

9 PM 

9:30 

10 PM 

10:30 

11PM 1 

11:30 

12 AM 

12:30 

1AM 

CBS (2)Evening 

News 

‘ (S)Enlertaln 

0 5 

The Insider 

(In Stereo) 

S 

NCIS Judgment Day" 
Grave consequences 
result (In Stereo) (Part 2 
ot2)X 

Big Brother 10 (Season 
Finale) Winner revealed 
(In Stereo Live) X 

Without a Trace 

Satellites'" Five people 
with a unique connection 
are abducted trom a 
eoltee shop. (In Stereo) 

(2)Newt (N) 

(In Stereo) 

X 

!5lNews (N) 
X 

Late Show With David 
Letterman (In Stereo) X 

The Late Late Show 

With Craig Ferguson 

Ken Tucker (N) (In 
Stereo)! 

Inside [Entertain- 

WTAE O Edition X Iment 

[Tonight X 

Wlpaout (Season Finale) | 
Stereo) X 

4) (In Primetime UFOt.. Seeing le 

Believing With David Muir. (N) X 

Ch.4 

Action 

News alii 

Nightline 

(N) X 

Jimmy Kimmel Uve (Nj 

(In Stereo) X 

Oprah 
Winfrey X 

NBC (6)Entortai- 

re b nment 

n Tonight X 

O' 5 (8|Whoel ot 

™ Forture.S 

© 12 (iixi2)Jeo- 

[paidy!X 

(6)Be a 

Millionaire 

(8)Jeopardy 

(11X12)Wh- 

eel-Fortune 

The Biggest Loser Families (Season Premiere) 

Four hbsband-and-wtie learns and tour parent-child 
teams compete. (N) (In Stereo) X 

Law 4 Order: Special 
Victims Unit Cold" 
Wounded. Lake takes a 
hostage and goes on the 
run. (In Stereo) X 

6K8K12)Ne- 
ws:N)X 
(ll)News 

(N) 

The Tonight Show With 
Jay Leno Shia LaBeout. 
Nelly. (N) (In Stereo) X 

Late Night with Conan 
O’Brien Martha Stewart; 
Hariand Williams. (N) (In 
Stereo) X 

^ psons 

Family Guy 

(in Stereoi 

Street Street [Jail Fort [Jell (In 

Patrol •< Patrol X Meyers, Fla [Stereo) X 

TMZ (N) (In 
Stereo) X 

Frasier In 

Stereo) X 

Law 4 Order: Criminal 

Intent Poison" X 

Paid 

Program 

Paid 

Program 

The Bernie 
Mac Show 

™<B » 

Seinfeld i In 

Stereo) X 

House Dying Changes 1 Fringe Wildly accelerated 
Everything (N) I [pregnancy. (In Stereo) X 

Channel 11 News on 

FOX 53 at 10 N 

Seinfeld n 

Stereo) X 

Scrubs (In [ 

Stereo) X | 

Scrubs (In 

Stereo)X 

Paid 

Program 

Paid 

Program 

PBS® 13 ^ t sine ” 

OnQ 

Nova Einstein s Big loea Conflicts lead lo Albert 

P.O.V. "Calavera Highway' (N) (In 

Charlie Rose (N) (In 

OnQ 

Antiques 

Roadshow 

Magazine 

Einstein s mathematical discovery. (In Stereo) I 

Stereo) X 



Stereo) X 


Magazine 

PBS© 36 

Outdoors 

Maryland 

Nova Einstein's Big Idea" Conflicts lead to Albert 

Einstein s mathematical discovery. (In Stereo) I 

Objects and Memory |N) 

(In Stereo) X 

Travels to 

the Edge 

Rudy Maxa 

BBC World 

News .8 

Th* Desert 

Speaks X 

Symbols ol 

America 

u/rtw m 7,h heaven Happy s 
"UNkju (Valent ne" (In Stereoi S. 

Funniest [Funniest 
Pats Pets 

Funnieat 

Pets 

Funniest 

Pets 

WGN News at Nine (N) 

(In Stereo) I 

Scrubs My 

Old Man' X 

Scrubs (In 

Stereoi X 

Corner Gat 

- Stereo 

Becker (In 

Stereo) X 

U nm . 

nurmj 

Videos 

Still [Still 

urt(4) Standing u Standing H 

Reba (In .RebaX 

Slereo) X. 1 

Wile Swap Spolansky' 
Bradley (In Stereo) I 

How to Look Good 

Naked Spark in mamage 

Will & 

Grace X 

Will 4 

Grace 8 

Freeier X 

FreeierI 

The Golden 

Gins s 

uiCTcn Modern Marvels 

nib tit Extreme Gadqets' X 

fapn? cny Foo,b ' 11 ' [NFL Live 
tbHNZ© Uv( (Live) 3C 

Jurassic Fight Club 

Raptors Last Stand" X 

Sandhogs Sandhoas: 
Punching Through" X 

Evolve "Size" (N) X 

Ancient Discoveries S 

Jurassic Fight Club 

•Raptors Last Stand" I 

Sandhogs 

X 

Minor League Baseball Teams lo Be Announced. (Live) X 


Madden 

Nation N 

Madden 

Nation (N) 

NASCAR 

Now! 

2008 World! 

Poker Las V< 

series ot 

>3*1 

ESPN© E:60(N > 


2008 World Series of 

Poker: as Vegas. 

2008 World Series ot 
Pokar Las Vegas 

Baseball Tonight (Live) 

S 

SportsCenter (Live) X 

Baseball 

Tonight X 

NFL Live 

Ml 

Sports- 
Center X 

I ^ MLB E aseball Los Angeles Dodgers at Pittsburgh Pirates PNC Park. (Uve) 

FSN Live 

_ 

TheFSN 
Final Score 

MLB Baseball .os Angeles Dodgers at Pittsburgh 
Pirates. PNC Park. 

The FSN 
Final Score 

.... _ Law4 Order: Special 

UbACsJ victims Unit Ghost ! 

Law 4 Order: Special 
Victims Unit Pamles' 

House Mob Rules" (In 
Stereo) X 

Housa Heavy” (In 

Stereo) S 

Law & Order: Criminal , 
Intent Unrequited" S 

Law & Order Special 
Victims Unit Ghost" X 

Law Order: 
Cl 

m Lou Dobbs Tonight X 

CNN Election Center 

Larry King Live X 

Anderson Cooper 360 X 

Larry King Live 

Anderson 
Cooper 360 

1 nick® |S£»L 

Drake 4 

Josh! 

My Sponge- 

Family's Bob 

Home 

Improve. 

Home 

Improve. 

George 
Lopez X 

George 

Lopez* 

Family 
Matters X 

Family 

Matters! 

Home 

Improve 

Home 

Improve. 

George 

Lopez* 

suren Movie «* : Murder by 

AMLU Numbers" (2002) Contd 

♦ *’.- Two Weeks Notice" (2002) Sandra Bullock A 

imiHionai'e confronts his leeknqs for his lawyer I 

**. Matchsttck Men" (2003, Comedy 
Rockwell. A con man bonds with his dau 

) Nicolas Cage, Sam 

ghter and plans a swindle 

Mad Men "A Night lo 
Remember" X | 

Made' 1 * 

How It’s 
Made 8 

Dirty Jobs Dismantling 
parade floats. X 

Dirty Jobs Buoy 

Cleaner" X 

Dirty Jobs Wine Make! 
Wine making. X 

How It's 

Made 8 

How It's 
Made 8 

Dirty Jobs Dismantling 

parade floats X 

Dirty Jobs 

X 

WSNG Cwty 4 

Hannah 
Montana X 

"The Cheetah Girls: One World" (2008) The 
Cheetah Girls travel to India to appear in a musical. 

Wizards- 

Place 

Life With 
Derek 

Zack 4 

Cody 

Hannah 

Montane 

That's So 
Raven 

Cory in the 
Housa ¥ | 

Replace¬ 

ments 

1 uc£t. CSI: Miami Whacked 

| (InStereo)! 

The First 48 Frenzy 

Hard Truth" X 

The First 48 X 

The Cleaner The 

Eleventh Hour (N) X 

The Cleaner The 

Eleventh Hour" X 

The Flret 48 Frenzy 

[Hard Truth" X 

The First 

48* 

1 TRS £n Ever Yhody- 
TBb © Raymond 

Everybody- 

Raymond 

Family Guy Family Guy 

(In Stereo) |(ln Slereo) 

Family Guy Family Guy 

(In Stereoi |(ln Stereo 

The Office 

"Pitot" X 

Tha Office 

(In Stereo) 

Frank TV 

Frink TV 

Sei and 

the CltyX 

Sex and 

th* CltyX 

*'-"The 

Postman" 

| ..alert** Lincoln Heiqht* The 

"' ^ . S'on ff 

Lincoln Heights "Glass 

House (N)f 

Greek Gavs. Ghosts and 
(Gamma Rays" (In Stereo) 

Lincoln Heights Glass 

| House A 

The 700 Club! 

1 1 

[Lincoln Height* Glass 

[House JL 

Paid 

program 

TOON® Robo,i0> 

Skunk Fu! 

|(ln Slereo) 

George ol Ben 10. 
the Jungle Alien Force 

Johnny 

Teal I 

Johnny 

TestX 

Chowder 

_ 

Ben 10 

Family Guy 

(In Stereo) 

Family Guy 

(In Slereo) 

Robot 

Chicken 

Venture 

Bros. 

u._. 

noiTie 

Movies X 

1 The F. x Report With 

Shepard SmithjX_ 

The O'Reilly Factor ' 

Hannity & Colmes 1 

On the Record With 

Greta Van Susteren X 

The O Reilly Factor 

Hannity & Colmes 

On the 

Record 

CTICI rn S,ar T ,k Th * N** 1 

Generation X_ 

Eureka Phased and 
(Contused" (In Stereoi X 

Eureka Here Come the 
Suns" (N) (In Ste'eo) I 

ECW (Live) 

Scare 
Tactics X 

Scare 
Tactics X 

Eureka Here Come the 
Suns” (In Stereo) X 

Ripley- 

Believe 

CSI: Crime Scene 

CSI: Crime Scene 

• «« Star Wars VI: Return ot the Jedi" 1983. Sc 

lence Fctionl Mark Hamill. 

** Without a Paddle" 

004, 

itereo) 

5 “ - 2) investigation "Stitt Lite" 

Investigation (In Slereo) 

|Luke and his allies have a confrontation with Darth Vader. (In Stereo) 

Comedy) Seth Green. (In S 

tmt m Law 4 Order High & 

ini low" (n Stereo) X 

Law 4 Order Access 

[Nation" (In Stereo)! 

Law 4 Order 'C O D." (In 
Stereo) X 

Law & Order Birthnght 

(In Stereo) T 

Raising the Bar 1 Will. 

I'm Wiir X 

Without a Tree# Thais 
(In Stereo) X 

Without a 
Trace! 

1 cyno Movie**; 

r *VL2 2003 Aclior 

S.W.A.T." 

i) S Cont d 

'»*« "Rush Hour" (1998, Action) Jackie Chan. Two 

detectives join torces in a kidnapping case. X. 

The Shield Money Shot' 
(N)X 

Sons ot Anarchy Jax 

continues to worry. 

The Shield "Money Shot" 
X 

That 70* 
Show* 

NGE"® ICar Awa7Alive 

Dangerous Encounters 
With Biarty Barr 

Explorer Gorilla 

Murders" 

Explorer Congo bush 
i pnots face dangers (N) 

Dangerous Encounters 
With Brady Barr 

Explorer Gorilla 

Murders' 

Explorer 

MSNBC® Hardbl1 '^ 


Countdown With Keith 
jOlbermann 

Verdict With Dan 

Abrams 

Countdown With Keith 
Olbermann 

MSNBC Documentary 

MSNBC Documentary 

Documen- 

tery 

SPEED® Pinta 

Pass Time 

'Unique Whips Nissan 
[project cars. 

Livin' the 
Low Lite 

SuperCars 

Exposed 

Super 

Bikes' 

Super 

Bikes! 

Plnkt 

Pass Time 

i 

Unique Whips Nissan 
proiedcars 

Uvlri the 
Low Life 

1 m mu m Jim Zumbo Spirit ot the Dream Truth- 

UUIUH3) Outdoors [World Season Hunting 

Hunting the 
Country 

Obsession 

Revealed 

Wildlife 

Obsession 

Browning- 

Best 

Eastman s 
Hunting TV 

Mossy Oak 
Classics 

Truth- 

Hunting 

Hunters 

Journal 

Wildlife 

Obsession 

I TVL © Griffith 

Andy 

Griffith 

The Cotby The Cosby Scrubs My 
Show X Show X [Sex Buddy’ 

Scrubs (In 

Stereo)! 

M'A'S'H X 

M'A'S'H X 

M'A'S'H X 

_ 

M'A'S'H X 

The Cotby 
Show X 

Th* Cotby 
Show I 

Santord 
and Son X 

1 u/c m Women Behind Bars 

1 "ttB Rose and Ceieste X 

Secret Lives of Women 

I Polygamists Cult" X 

Secret Uves of Women 

I Child Bndes" 

Secret Lives ot Women 

Unique spiritual practices 

Secret Uvea of Women 

Phobias 

Secret Uvet ot Women 

"Chto Bndes 

becrei 

Live* 

co«® issr 

Scrubs (In 

[Stereo)X 

Daily Show Tha Colbert Futurama 
i Report 5 [ ir Stereo) 

South Park 

H 

Bnan Regan The 
Epitome ot Hyperbole I 

Dally Show 

The Colbert 
Report X 

Brian Regan: The 
Epitome ol Hyperbole I 

Daily Show 

ti r incredible Medical 

ILL© Mysteries X 

Incredibly Small: 

Kenadie s Story X 

Mystery Diagnosis 

Dr. G Medical Examiner 

A man is found dead X 

InofuJIKIu Cmall 

increaioiy bmaii 

Kenadie s Story X 

Mystary Diagnosis 

Med 

Examiner 

UAl , — Walker, Texas Ranger 
HALLO The Bachelor Party* I 

Walker. Texas Ranger 

| Home ul the Brave X 

The Velley ot Light" (2007) Chris Klein A World 
War II veteran befriends a widow and a mute boy X 

Murder. She Wrote 

Night ol the Tarantula 

Murder She Wrote 

Deed Letter" (In Stereoi 

Texet 

Ringer 


WEDNESDAY EVENING 


7 PM 

7:30 

8 PM 

8:30 


SEPTEMBER 17, 2008 


11:30 12 AM 



CBS 

(2)Evenlng [The Insider [The New 

The New 

Criminal Mind* Lo-Fi" 

CSI NY Hostage a 

1(2)News (N) 

Late Show With David 

'The Late Late Show 

0 2 

News (In Stereo) Adventures 

Adventures 

j People who seem to have 

bank heist goes awiy (In 

(In Stereo) 

Letterman (In Stereo) X 

With Craig Ferguson 

(5)Entertain i< of Old 

olOld 

nothing in common are 

Stereo)X 

X 


Alan Alda (N) (In Stereo) 

0 5 

Christine 

Christine 

kilted at random (In 


(5)Newt |N 


X 


__| (In Stereo) 

Blind date 

Stereo) X 

1 

|5T 




WGN© 


Inside 

WTAEO Edition 8 


NBC 

O . 

O 25 

ffi a 

© 12 


MNTQ a 
FOX© 53 
PBS© 13 
PBS© 36 


Entertain¬ 
ment 
T jmgrt 

(6)Entertai- t)B*i ■ 
nment 
Tonight 8 
(8)Wheel ot 
Fortune .u 
(HKl2)Jeo- 
pardyl 8 

The 


Wile Swap T assie 
Tyson 1 (In Stereo) X 


The Royal Family The private lives ot the members 
ot the British royal family. (In Stereo) I 


Simpsons 
Two and a 
Halt Men X 
Business 
Rpt 

Business 
Rpt 


America s Got Talent The top 10 contestants. (In 

Millionaire I Stereo Live) % 

(l)Jeopardy 
HI 


Twilight 
I Zone 


ortune 


[Law & Order: Criminal 

Intent Last Rites’ A 
priest asks Logan to 
reinvestigate a 16-year- 
old homicide. (In Stereo) 


Ch.4 
Action 
News at 11 
News (N) a 


Nightline 

(N)s: 


Jimmy Kimmel Live 

Actress Alyssa Milano, 
Ne-Yo performs. (N) a 


Oprah 
Wlntrey X 


Family Guy Twilight 

(In St ereo) I Zone ■ 


Frasier < 

Stereo) X 


Whacked Whacked "TMZ SI) (In 
[Out Videos [Out Videos Stereo) X 

Seinfeld (in'Bones Booth s son finds ['Til Death [OoNot [Channel 11 News on 
Stereo) X a finger in a bird's nest X | Joy Ride Disturb X j FOX 53 at 1 0 (N) _ 

OnQ ’Live From Lincoln Center N) (In [**': Los Lonely Boys: Cottontields 

troads "(2006, 


Magazine Stereo) X 
- - . . tr i.,. c_ 


Artworks 
This Week 

7th Heaven Choices (In 
X 


Still 


Sta nding X _ 

'Modern Marvels Pnvale 


Still 

Standing .8 


Uve From Lincoln Center (N) (In 

Stereo)X 


HIST® 

ESPN2Q3 

ESPN© 

FSP© 

USA© 

CNN© 

NICK© 

AMC© 

TDCffi 

DISN© 

A&Effi 

TBS© 

caucn 


Jets" (Pan i 


NFL Live 

(Live) X 


ot2)I 


Football 

Live 


Corner Gas 

Jellybeans 

RebaX 


Corner Gas 

(In Stereo) 


Reba "War 
and Peace' 


MonsterQuest Monster 

of Whitehall. X 


Chns’ Ex” 


end Crossroads (2006, Documentary) 


* * Lot Lonely Boys Cottontields 


The Tonight Show With Late Night With Conan 
Jay Leno Knsten Bell. 

George Clinton. (N) (In 


Stereo)X 


(In Stereo) 3 


Law A Order Criminal 

Inten t (In Stereo) X 

Seinfeld (In 

Stereo)X 


Scrubs In 

Stereo)X 


[Paid 
Progra m 
Scrubs (In 


Charlie Rose N) (In 

Stereo) X 


Where We Stand: 


and Crossroads "(2006, Documentary) ! America's Schools 


Becker In 

Stereo) X 


WGN News at Nine (N) 

In Stereo) X 


■Wall ol Secrets" [ 2003, Suspense) Nicole fj 

A woman inve stig ates the death ot her new 


| Scrubs (In 

| Stereo)X 


MonsterOuest .ake 

Monsters ot the North' I 


Will & 
Grace f 


College Football Kansas State at Louisville (Live) X 


UFO Hunters Invasion 

Illinois" (N)X 


Will A 
Grace « 
[UFO Files "Hangar 18: 
UFO Warehouse" X 


Scrubs X 


Stereo) .8 2.0 


OnQ 

Magazine 


MLB Baseball T eams to Be Announced. (Live) X 


MLB Baseball Los Angeles Dodgers at Pittsburgh Pirates. PNC Park. (Uve) 


Law A Order: Special 
^Victims Unit Rage" X 
Lou Dobbs Tonight X 

izoey 101 [iCarly (In 

(In Stereo) | Stereo) X 


'House Role Model" (In 

Stereo) X 


CNN Election Center 


Law A Order: Special 
(Victims Unit T aboo X 
Larry King Live X 


Baseball Tonight (Live) 

X_ 

FSN Live 

(Live) 


2008 World Series ot 

Poker Las Vegas. 


My 

Family's 


*** 

Men" 2 003) Cont'd 

How It's How It's 


Sponge- 
I Bob 


The FSN 
Final Score 


SportsCenter (Live) X 


BBC World 
News K 

Corner Gas 

• Bum 


Paid 

Progr am 
My Home 


Tavls 
Smiley X 


'The Bernie 
Mac Show 
Paid 
Program 


The Desert 
j Speaks X 
Becker (In 

X 


Frasier (In 

Stereo)X 


Frasier dn 

Stereo) X 


MonsterQuest Monster 
of Whitehall. X 


NASCAR 
Now X 


Tonight X 


Nova (In 

Stereo)X 


Home 

Videos 


The Golden 
Girls X 


Monster¬ 
Ouest X 


NFL s Greatest Game 

(N)X 


NFL Live 

(N)X 


MLB Baseball .os Angeles Dodgers at Pittsburgh 

Pirates. PNC Park. 


*** "16 Blocks" (2006, Action) Bruce Willis A 

world-weary cop protects a witness from assassins. 


Anderson Cooper 360 X 


Law A Order: Special 
Victims Unit Rage X 
Larry King Live 


Home 

Improve 


[Home 
| Improve. 


*» "Blown Away "(1994, Suspense) Jett Bridges. Lloyd 
Premiere. A mad Insh bomber plots revenge on his former 


George 
[Lopez :a ; 


Made X_ 

’Zack A 
Cody 

+ CSI: Miami 


Made 8_ 

Hannah 
Montana X 

10-7” (In 


MythBusters Phone 

Book Friction" X 


MythBusters Electric 

[stun gun myth. (N) X 


»*'j "AirBud"(1997. Comedy-Dramai Michael 
Jeler. A b oy ’s new dog is a basketball whiz. X 

Bounty [Bounty [Bounty Bounty 


George 
Lopez X 


Family 
Matters ti 


Family 

Matters X 


Home 

Improve. 


Home 

[improve. 


Man vs. Wild Survival 

essentials. (N| 


»« . "Ladder 49" (2004, Drama) Joaquin Phoenix, John Travolta. 
A firefighter awaits rescue trom a burning building. X 


How It's 


MadeX 


Hunter 


TOON© 


Everybody- 

Reymond 

Everybody- 

Raymond 

That 70* 
Show * 

That 70s 
Show jsl 

Robotboy 

Skunk Fu! 

(In Stereo) 


Family Guy 
Petergeist 

America s Funniest 


^Bounty 

Hunter Hunter 
Family Guy House of 

(In Stereo) | Payne 


Hunter 
House of 
[ Payne 


Wizards- [Lite With 
Place [Derek 

Criss Angel Criss Angel Criss Angel Mindfreak 
ik Mindfreak 


How It's 
MadeX 
Zack A [Hannah 
Cody Montana 


MythBusters 'Phone 
Book Friction'' X 


America's Funniest 


Mindfreal 
House of 
Payne 


[Mindfreak 
House of 
IPayne 


Laki 


;e Mead X 


That’s So 
Raven 
Bounty 
Hunter 


Cory In the 
House X 


America s Funniest 


Friends (In 

Stereo)X 


The Fox Report With 
I Shepard Smith X 


Ghost Hunters r 

Stereo)X 


Movie: " Star Wars W: 
Return "Contd 


rrume Videws (iu Sieieui .Hum* Videus \in Steieu; iHurtw Videos (In Sloieu) 

" -- l*“ 1 ' * 1 r= ^ “ 


[The 700 Club X 


Friends 

Stereo) X 


the City X .the City! 


Ben id: [Total Johnny 

_Allen Force [Drama [TestX 

The 6 Reilly Factor X Hannity A Colmes I 


George ot 
the Jungle 


Chowder 

i 


Ben 10 


Ghost Hunters 

Shadowy Figure X 


UFC Fight Night (In Stereo Live) 


Ghost Hunters The Boy 

|m the Brothel’ tin Stereo) 


_ 


Law A Order Disciple Law A Order Couples’ 
(In Stereo) 1 [(In Stereo) X 


Movie: 


Law A Order invaders 
(In Stereo) X 


4_ 

I Fell From the Sky 


• ♦ /nv/nc/Me"(2006, Biography) Mark Wahlberg, Greg 

■a. 


ConTd [Kinnear. Premiere. The story of football's Vince Papale. X 


On the Record With 
Greta Van Susteren 8 
Destination Truth (N) (In 

Stereo)X 


The Ultimate Fighter (N) 

(In Stereo) 


The Closer Time Bomb 
X 


Hardball X 


American Skinheads 

White power movement 


[Pass Time 


[Cowboys 


I Pinks 
Step 

’ Outside 
Andy 

Griffith _ 

20120 A woman vanishes 
dunng the night. X 


Countdown With Keith 
Olbermann 

American 


Night Shift: Repo Men 

[ Repossession agents 


Sons of Anarchy A new 

shipmanl: of guns arrives. 


Taboo Outsiders" (N) 


American 

Thunder 

Shooting 

Gallery 


Thunder 


Verdict With Dan 
Abrams 
Pinks [Pinks-All * 
[Outtakes 

Sighting 


Countdown With Keith 
Olbermann 


Family Guy 

(In Stereo) 


Family Guy 

(In Stereo) 


The O Reilly Factor 


Bounty 
^Hunter 
Sex and Sex and 


Sports- 
Center X 
The FSN 
Final Score 


In Plain 
Sight X 


Anderson 
Cooper 360 
George 
Lopez X 


** 'Blown 
Away" 


MythBus¬ 
ters X 


Greek Gays, Ghosts and 
udHintci naya (in Slc(mj) 


Robot 

Chicken 


[Venture 

Bros. 


Replace¬ 

ments 

Bounty 

Hunter 


(1995)X 


Paid 

rlugiam 


Hannity A Colmes 


Ghost Hunters The Boy 

in the Brothel" (In Stereo) 


MANswers MANswers 

(In Stereo) | (In Stereo) 


Cold Case Offender'' (In 
Stereo)X 


Sons of Anarchy A new 

shipment of guns arrives. 


American Skinheads 

White power movement 


MSNBC Documentary 


Wrecked Wrecked Pinks 


[Pass Time 


Destination Truth (In 

Stereo) X 


Home 
Movies X_ 
On the 
Record 
Ripiey- 
Believe 


UFC Fight Night (In Stereo) 


Cold Case "Stand Up 
and HolteT' (In Stereo) I 


That '70s That 70s 
Sho wX [Sho w X 
Night Shift Repc Men 

Repossession agents. 


Cold Case 

One Night' 


Sons of 
[Anarchy 


Taboo 

'Outsiders" 


MSNBC Documentary 


Andy 

Griffith 


Shooting (Sighting Guns A 
USA.l Ammo TV 

The Cosby + The Cosby 'Scrubs V , Scrubs in 
ShowX ShowX [Phil osophy' [StereoiX 


American 
Rifleman 
M'A'S'H 8) 


Scrubs (In 

StereoiX 


night 

rs 


Scrubs Wy 

Turf War 


20/20 A dive boat leaves 
l a young couple str anded 


Jon A Kate Jon A Kate 
Plus 8 X Plus 8 X 


Daily Show [The Colbert 
Reportjff 


20/20 A rising young 
anchor goes missing X 


Jon A Kate 
Plus 8 X 


Walker. Texas Ranger 

Weadmg Belts' X 


i | Jon A Kate 
[Plus 8 X 
Walker. Texas Ranger 

J Wedding Belte X 


Cowboys 

M'A'S'H 

"Crisis" X 


The 

Locator 


Futurama 

Bend Her" 


Jon A Kate Plus 8 Hit 
the Road A 

ft 


South Park South Park 

(Parti of2) |X 


American American 


Step 

Outside 


The 

Locate 

Lewis 

Black 


Shooting 
Gallery 

H'A'S'H (M'A'S'H 

["George X | "Mail Call" 


Twin Stones (Nj 

'Daily Show 


Thunder 
Shooting 
USA X 
The Cosby 
Show X 


Thunder 

Sighting 

The Cosby 
ShowX 


Documen- 

&L 


Pinks 


American 
Rifleman 
Sanford 
and Son X 


[Lottery Changed My Life Jon A Kate 
III Plus 8 X 


The Colbert 
Report X 


Jon A Kate 
Plus 8 X 


Dear Prudence"(2008) Jane Seymour A worsen [Murder. She Wrote (In 
tnes lo solve a murder mysfery during her vacation | Stereo) X 


20/20 A nsmg young 
anchor goes missing. I 


South Park ’Lewis 

X jBlack 
Jon A Kate Plus 8 Hit 

the Road X_ 

Murder. She Wrote "Test 
ot Wills" (In Stereo) X 


The 
Locator 
Daily Show 


Lottery 
Cl»9- _ 

Texas 
Ranger 


THURSDAY EVENING 




SEPTEMBER 18, 2008 I 


7 PM* 

7:30 8 PM 8:30 | 9 PM 

9:30 

10 PM 

10:30 

11 PM 11:30 

12 AM | 12:30 

1 AM { 


CBS 

0 2 
0 

WTAEO 

NBC 

O 6 

O 25 

(D a 

ffi 12 

MNTQ 22 
FOX© 53 
PBS© 13 
PBS© 36 
WGN© 
LIFE© 
HIST© 
ESPN2 © 
ESPN® 
FSP© 
USA© 
CNN© 
NICK© 
AMC© 
TQC © 
DISN© 
AAE© 
TBS© 
FAMffi 


2)Evenmg 

News 

(5)Entertaln 




The Insider CSI: Crime Scene 

ilrr Stereo) Investigation Gnssom 
X and his team discover 

[ victims with green blood. 
(In Stereo) X 


Ugly Betty Jump" (In 
Stereo) X 

My Name Is America s 
Got Talent 

Top five 
acts 

revealed. 
(N) (In 

Stereo)X 


Flashpoint Garrets 

Aligned (N) (In Stereo) 
X 


CSI: Crime Scene 
investigation "Two and a 
Half Deaths' The 
mysterious death ot a 
sitcom star (In Stereo) X 
Grey s Anatomy Freedom in Stereo) I 




The Office Goodbye, 
[Toby" Toby’s goodbye 
parly. (In Stereo) X 


Inside Entertain- 

Edition 8 ment 

Tonight x 
(6)Enti?rtai- (6)Bea 

nment Millionaire Earl 

Tonight u (SUeopardy Cam* 

(8)Whrel of i(HK12)Wh- ites, Pan 2 
(Fortune X ,eei-Fortune Marnage 
l(11X12)Jeo-' itroubles. X 

pardy X 

The FamilyGuy**** The Crow" (1994, Fantasy) Brandon Lee A 

Simpsons - - - x« s'a- ->ses trom the dead to av enge Ns murder. 


ZiNews (Nj 

(In Stereo) 

X 

(5)News (N) 

(K 

'Ch 4 Nightlme 

Action (N)X 

News at 11 


Late Show With David 
Letterman In Stereo) I 


The Late Late Show 
With Craig Ferguson 

Jason Segel. (N) ( 
Stereo)X 


Seinfeld - Hole in the Wall - 

Stereo) X | Stereo) X _ 

OnO [Manfred Honeck: 

Magazine Pittsburgh s Maestro 
Your MotorWeex ffi5 

Business (In Stereo) House X 


Two aid a Seinfeld r Hole in the Wall - Kitchen Nightmares 

jMf Min X Stereo) X Stereo) I _ "Giuseppe's" (In Stereo) 

'Business 
Rpt. 

Busir ‘ss 
Rpt 

MLB Baseball Chicago White Sox at New York Yankees Yankee Stadium (In 

S tere o Uve) X 

Still [Still Reba i in [Reba (In 
Standing a Sta nding X Stereo) X [Stereo) X 


How Much to 
Remember One Family 

Where Do the Children 

[Play? (In Stereo) X 


Modern Marvels James 

[Bond-st yle gadgetry. X 


Modern Marvels V " 

Shocking J. 


ER TheCh 

Gales womes that his I 
relationship with Sam is 
not as serious as he 
drought. (In Stereo) X 


'6H8K12)Ne- 
ws N) X 

(11 (News 

(N) 


I (In 


Jimmy Kimmel Live 

Actor Ricky Gervais 
Good Chartone performs 


The Tonight Show With 

Jay Leno (In Stereo) X 


TMZ '. 

Stereo)I 


Freeier 

"Hot Ticket 


Law A Order. Criminal 
intent The Good Doctor' 


Channel 11 News on 
FOX 53 at 10 N 


Vanessa s Vanessas 

Story! Story!. 

Keeping Score: rr 

Stereo) (Part 2 of 3) X 


Seinfeld (in 
Stereo)! 


Scrub! Tn 

Stereo) I 


Charlie Rose (N) (In 

Stereo)X 


OnO 


Keeping Score 

Beethoven s Eroica" 


WGN News at Nine N [Scrube My [Scrub! "My 

_ (In Stereo)! _ 

When Harry Met Sally" (1989) Two romantically 


bruised New Yorkers become close fnends X 


Modern Marvels 

Fungus"(N)X 


"Mold A [The Works 'Skydiving' 

l[N) X 


MLS Soccer “ed B. 1 New York at Columbus Crew WNBA Basketball Conference Semifinal Game r 

;C'ew Stadium (Live) "ea rns TBA (Live) X_ 

Sports- NFL Live Football 'College Football West Virginia at Colorado (Uve) I 

Center I |lUve)X [Live_ [ __ 

High School Football Plum at Franklin Regional (Live) [RS 

(Edition 


Hero"! 

Will A 
Grace X 


Last Day" 


Will A 
Grace X 


Investigating History 

Mountain Massacre' X 


Sports- 
Center X 


Paid 


Scrubs In 

Stereo) I 


BBC World 

News 8 


Corner Gee 

(In Stereo) 


Sir 

Stereo;X 


Oprah 
Winfrey I 


Late Night With Conan 
O'Brien WiHie Nelson 
SouBrside Johnny (N) (In 
Stereo) X 


Paid 


Paid 


Tavis 

c m ju u a 
jiTnity a 


Ifi* Daaart 

Speaks 8 


Becker Hr. 

Stereo)! 


Freeier In 

Stereo)! 


Bte ebell Tonight (Uve) 
I 


Modem Marvels Most 
Shocking I 


NASCAR 

Now! 


SportsCenter iLivei X 


House Love Hurts (In 

Stereo) X_ 

Lou Dobbs Tonight 8 

Zoey lOl Drake A 
(In Stereo) Josh! 
Movie ** Blown 
Awsi 
How 
Made 
Zack A 
Cody 

CSI: Miami Big Brother 1 

(In St ereo) X 

Everybody 


House Three Stones I in 
Stereo) X _ 

CNN Election Center 


(19 94) Con/d 
* [how re 

Made 8 

Hannah 



Sponge- 

Bob 


House Honeymoon" (In 
Stereo)! _ 

Larry King Live X 


Home 

Improve. 


[Home 

j Improve. 


SporteBeet The FSN High School Foothill Ptum at Franklin Regional 
Late Night [Final Score 


Bum Notice Good 
Sotoier" (N) 1 


Anderson Cooper 380 X 


House TheRigMSbifr 

[(In Stereo) X _ 


rge Ge . 

[Lopez X [Lopez X [ Mettere X 
Aleiander" (2004 Historical Drama) Colin Farrell Angelina Jofie Val Kilmer. 

s much of Bre known w orld X _ 

oyed (Destroyed [Smash Lab Crash-Prool |How It s 


Family 


oungk mg conquers 

risible IDeetro 
aircraft ear ners. (N ) 


In Seconds [In Seconds 


Stuck in the Suburbs ? r :< 4 


Family 
Matters X 


Law A Order Special 
Victlma Unit Game X 
Larry King Live 


The Bernie 
Mac Show 


Paid 


Lincoln 

Center 


Kid I 

(In Stereo) 


Home 

Videos 


The Golden 
Girts X 


Marvels X 


Series ot 
Poker 


Tonight i 


The FSN 
Final Score 


Bum 
Notice X 


Cooper 360 


George 

Lopez! 


Wizards- 


W!Z 

Montana ! Comedy-Drama) Carvels Penebeker. | Piece 
The First 46 Candy Ithe First 48 "Moving 
.ady Best o t Fnen ds X [Out, Among Thieves « 


Raymond 
That 70s 
Show 8 


Everybody- Friends In 
Raymond Ste reo) X 
That 70e 
Show 8 
Johnny 


.og Hauler' 

Wizards- 
Ptace 
Jacked 
Auto Theft 


M_- 

Lite With 
Derek 8 
jacked 
Auto Thett 


Made 8 

Zack a 1 
Cody 


»• "The Detla Foret"(1986, Action) A haackmo 
leads a band ot commandos to the Middle East X 
iNeitWorid Invisible iDeetroyed 

in Seconds 
Replace- 


How It s 
Made X 

Hannah 
Montana 8 Raven 


1 aircraft earners 
iThet'sSo [CoryHrJhe 


Friends (In '«» "U.S. Atorefl»te”(i998. Cnme Drama) (PA) tommy Li 
Stereo) X [jonesSam Gerard gels caught upjnanoBrerjugitive case. X 


Whet Happened to 
Natalie Holloway? (N) X . ^a dy. Best 

Sen and Sen and 


[House X_im 

The Ftrot 46 Candy [The Firot 

ot Fnends"* 481 


Nanny 911 Rock Family" Nanny 911 McG'Hy 

' Stere 8 Family (InStereo)! 

CF- .v ' 7 rdv ot Total [johnr- 

iFlapjti 
The 0 Reilly Factor 


SCtFI® 
SPIKE© 
TNT © 
FT© 

MSNBC(D 

SPEED® 

OUTDflffi 

TVL® 

WE© 

I TLCkL) 

j rtAuttt 


' ' t Report With The O'Reilly F 

bhepard Smith A_( 

• BloodRayne" (20051 knstanna Loker A vampire 
| hybrid nu ns the fight against her undsid tire 
CSI: Crime Scene 
investigation (In Stereo 
Law A Order Hale (In 


Nanny 911 Paul Family 
[ (In Ste reo) [8 

Total Total 

Drama Drama 

On me Record With 
Greta Van Susleren 8 
»t Resident Evil: Apocalypse 7004 Miiia 
Jovo vich Su rvi vors ol a deadly vir us bafile zombies 
TNA IMPACT! (N) (In Stereo) X 


the City the CltyX 

. IT tlAfk... 


Orama [Test X 
Hannity A C olmei X 


Whose 

Line? 

Robot 

Chicken 


• « The Legend 

Zono"[ 2006, Ad» 


Whose 

Line? 

Venture 


CSI Crime Scene 
Inve stigation A La Cart 

• • • Good Will Hunting" (1997, Drama) Man Damon A young 


The 700 Club x 

family Guy Family Guy 

I (In StereOj_ | (In Stereo 

'The O Reilly Fedor 

\ BloodReyne 2 Deliverance "(2007, Horror) flayne 
JbaBtes vampnc Billy me Kid m th e Old West X 


Hannity A Colmes 


The Ultimate Fighter (In 

Stereo) 


Movie "Invincible 


MANswers 

(In Stereo) 


MANswers 


Bos ton man mut t de al with his genius and e motions, I 
• The p» chwarmers Always Always 

‘".•m a baseball team X [Sunny Sunny 

-t ow Down "\lteml JDitlm ne Factories [Netted Science 'Earth 

',i ' j 


_ 3) |(In Stereo) 

**♦ Good Will Hunting" (1997. Drama) Mtet Demon A young 
Boston men must deal with he genius and emotions X 


Pinks 


Pass Time 


Outdoor American 
Esperience Birdhunter 
Andy [Andy 

Griffith (Griffith 

Movie The Princess 
Bride" fU67) Conrd 


Countdown With Ke rh 
Olbermann 

Pinks - All Out 1 - as 

[Vegas 


Whistling 
Wings 

The Cotby 
Show 8 
*• View From the Top"J 

town woman Bams lo becon 


Verdict With Den 

Abrams 
Pinks - All Out 

Gainesville. Fla 


Elk 

Chronicl e* 

The Cosby Scrubs His 
Show 8 I ffiffiM 


Monster 

Bucks 


American 
Hunter 
rube My 

Karma" I 


Countdown With Keith 
Olbermann 
Wrecked [Wrecked 

IM,_L_ 

Bow 

Madness 

M'A'S'H X 


A Deadly 


• •*# Denrwr 

Situation | 


. memorable b uilds 

Wiki* D-. 

White Buttak) X 


1 Futurama South Park 
[ 'In Stereo ) [(Part 2 at 21 

American Chopper (N) 

[ (in Slereo) X 




Always Always 

[Sunny [Sunny 

'Blow Down Miami 

MSNBC Documentary 


Outfitter 
[j oumel 1 
'M'A'S'H « 


Plnki 

Pheasants 

Forever 
M'A'S'H « 


The Cosby 
Show! 

Only You" (1994, Romance-Comedy) Menu Tom* Aobert 


Comedy) A wnel- 

tght aBendenl. | Down ey >. A brtdHob* the to Italy ic 


Pees Time 
Elk 

Chronicles 
M'A'S'H1 


0/ 

Adventure: 


Paid 
Program 
Home 
Movies X 

isnsi 

Record 
Rlptey- 
Believe 
Whacked 
Out Sports 


Without a 
TrKe X 


• The flenchwermeff" (2006. 

Co medy) Devi d Sped*. Jon Heder X 


Ultimate Fectorlee 

BMWsAmencen factory 


MSNBC Documentary 


Plnka - AN Out From Las 

Vegas _ 

Jackie Bushmen Show 


South Perk'RENO 91V Daily 

K |X ■ M 

Street Customs Carroll 
Shelby* 


The Cotby 
Show S 


Naked 
Science 
Documen- 

_ 

Pinks - All 
Out 


Rivet Adv 
Sanford 
end Son X 


see The Princess 

to find her destined love BMe"(1967, Adventure) 
The Cotbert[South Perk Futurama Dally Show 
R eport* I * |(lnStereo) 

Overheulln Revisking Street Cuttome Carroll .American 
[Shelby X [Chopper X 

ck. W.-^ tr.-L. 


memorable buMs X 


u. 


- IAi>«s« 


Ok* INmA* 

.lakes e trip to dekver a note to a stranger X | Class Act" (in Stereo) X | Town Father (In Stereo) 


FRIDAY EVENING 


SEPTEMBER 19, 2008 | 


AMC© 


AMC© 

TDCffi 

DISN© 

AtE© 
TBS© 
FAMffi 
TOON® 
FNCffi 
SCIFIffi 
SPIKE © 
TNT® 
FX© 



7 PM 

7:30 

8 PM 

8:30 

9 PM 

9:30 

10 PM 

10:30 

11PM! 

11:30 | 

12 AM] 

12:30 | 

i am! 

CBS 

0 2D 

0 9 

(2)Evening 

(5 (Entertain 

The Insider 

(In Stereo) 

X 

Ghost Whisperer » a ter 

Famihas Possessions 
lead Melmda lo the truth 
about her family's past 
(In Stereo) X 

NUMB3RS "Atomic No. 

33" A mass poisoning at a 
cult compound. (In 

Stereo) X 

NUMB3RS "When Worlds 
Collide Drftenng beliefs 
have Dor and Charlie at 
odds (lo Stereo) X 

i 

(2)News (N) | 

(In Stereo) 1 
E 

(5)News IN) 
X 

Late Show With David 
Letterman (In Stereo) B 

The Late Late Show 

With Craig Ferguson 

Knsten Bell. (N) (In 

Stereo) X 

WTAEO 

Inside 
Edition X 

Entertein- 

ment 

Tonight! 

America s Funniest Home Videos The three 
finalists compete tor the grand prize. (In Stereo) X 

20/20 (Season Premiere) | 

(N) X 

Ch.4 

Action 

News at 11 

Nightline 

(N| X 

Jimmy Kimmel Live Cold Oprah 

War Kids perform (N) (In Winfrey X 1 
Stereo) X | 

NBC 

O 6 

0 25 

© ■ 
ffi 1 i 

^Entertai¬ 
nment 
Tonight « 
(8|Whttl ol 
Fortune X 
(11K12)Jeo- 
pardy!X 

|6)Bea 

Millionaire 

(BMeopardy 

|l1X12)Wh- 

eel-Fortune 

America s Toughest 

Jobs The remaining 
contestants work on an oil 
ng in Texas. (N) (In 

Stereo)X 

Dateline NBC (In Stereo) X 

iws 

xzl 

The Tonight Show With 
Jay Leno (In Stereo) X 

Late Night With Conan 

O Brien (N) (In Stereo) X 

MNTQ 22 

Th* 

Slmpeons 

Family Guy 

Retarded' 

The Academy Cotors 
Run" 

Paradise Hotel 2 Raheim 
makes a dramatic return 

TMZ (N) (In 
Stereo) X 

Frasier (In 

1 Stereo) I 

Lew 4 Order- Criminal 

Intent Enemy Within X 

Paid 

Program 

n.;a 

raio 

Program 

The Bernie 

Mac Show 

FOX© 53 

Two and a 
Halt Men 8) 

Seinfeld in 

Stereo) X 

Are You Smarter Than a 

5th Grader? iln Stereo) 

Don t Forget the Lyrics! 

Mortgage broker iNIX 

Channel 11 News on 

FOX 53 at 10 (N) 

Seinfeld [in 

Stereo) I 

Scrub* (In 

Stereo) X 

Scrub* (In 

Stereo) I 

Paid 

Program 

Paid 

Program 

PBS® 13 

Business 

Rpt 

OnQ 

Magazine 

Washing¬ 
ton Week 

NOW on PBI 

Stereoi I 

S (N) (In 

Bill Moyers Journal (N) 

(In Stereo) X 

Miss Lil's 
Camp! 

Charlie Rose (N) (In 

I Stereo)! 

OnQ 

Magazine 

Tavis 

Smiley X 

Strange PA 

PBS© 36 

Business 

Rpt 

State Circle' 

Viewer Favorites 

Viewer Favorites 

Raising 

Cain* 

WGN© 

7th Heaven Say 

Goodbye (in Stereo) X 

»♦* State and Main" (2000) Alec Baldwin A film 
crew wreaks havoc in a small Vermont town. X 

r WGN News at Nine (N) 

(In StereoiX 

Scrubs "My 

Overkill" X 

Scrubs "My 

Nightingale 

Chappelle's 

Show X 

Chappelles 

Show X 

RENO 911! 

X 

LIFE© 

ttlll [Still 

Standing! [Standing X 

Reba (In 

Stereo) X 

Reba (In 

Stereo) X 

** ’: The Oh In Ohio" (2006) Parker Posey. An 
unsatisfied woman seeks sexual fulfillment X 

Will 4 

Grace X 

•will 4 

Grace X 

Frasier 

Bla-Z-Boy" 

Frasier (In 

Stereo)X 

The Golden 

Girls X 

HIST© 

•Modem Marvel* Gold 

Mmes" X 

Modern Marvels Brief 
history ot undergarments 

Gangland Tiny Rascals 
(N) X 

Shockwave IN)X 

Shockwave R 

'Modern Marvel* Brief 

history of undergarments 

Gangland 

X 

ESPN2 © 

Series ol 
Poker 

Football College Football Baylor at Connecticut (Live) X 

Live 

Maaoen 

Nation 

Madden 

Nation 

SportsCenter Louisville. 
|Ky. (Live) 

NASCAR 

Now X 

ESPN© 

[MLB Baaaball Teams to Be Announced (Uve) S Baseball Tonight (Live) 

1 

SportsCenter (Live) X 

Bavebai; 
Tonight X 

[NFLUve 

Sports¬ 
Center 8 

FSP© 

MLB Baseball Houston Astros at Pittsburgh Pirates. PNC Park. (Live) FSN Live [The FSN 

[(Live) [Final Score 

MLB Baseball -ouslon Astros at Pittsburgh Pirates 

[PNC Park. 

The FSN 

Final Score 

USA© 

Law 4 Order: Special 
Victims Unit (in Stereo) 

**'; "Pirates of the Caribbean: Dead Men s Cheat"(2006, Adventure) 

Johnny Depp Capt Jack Sparrow owes a blood debt to a ghostly pirate X 

House frozen (In 

Stereo) X 

‘Apollo 13" ( 1995) Based on the true 1 

1 story of the ill-fated 1970 moon mission 1 

CNN© 

Lou Dobbs Tonight X 

_ 

CNN Election Center 

Larry King Liva X 

Anderson Cooper 360 X 

Larry King Live 

Anderson 
Cooper 360 

NICK© 

Zoey 101 

(In Stereo) 

|ICarty (In [My Sponge- 

| Stereo) X Family* Bob 

Sponge- Sponge- 
Bob Bob 

[George 

| Lopez X 

George 
Lopez X 

Home Home 

Improve. Improve. 

Family 
Matters X 

Family 

Matters X 

George 

Lopez ¥ 


Man v«. wld "The Deep Men ve. Wild Bear travels Discovery Protect Earth Impoestble City (N) 

South" X to SouBr Dakota. X j "Fixing Carbon (N) __ 

Zack 4 Hannah "Jt The Adventures otSharkboy Phineas 'wizards- 'Ufa With 
Cody Montana X andLav aglri (2005)TaylorLautner jandFerb! PIks .DerekX 


Madigan. Maine protesso/s bad pen name taws over. I 


Man vs. Wild Bear travels 

to SouBi Dakota 


CSI: Miami From the CSI: Miami Rush (In J 
i Grave" (In Ster eo) X Stereo) X _ 

Everybody- (Everybody- Seinfeld r Seinfeld 
Raymond [Ray mond Slereo) X The Ma id 
That "Os 'Thai 70s 'Thai 70s 'Thai 70s 


The Cleaner The 

Eleventh Hour" X 


NGE0® 

MSNBC© 

SPEED® 

OUTDRffl 

TVL® 

WEffi 

COM© 

TIC© 


Show B_ Show 6 

Johnny ^Johnny 


— Test B 


Test 8 


The Foi RepoH With 
Shepard Smith B 


Show! _ 

‘ Pokamon Lucario and the Mystery ot Mew 

[2006, Adventure) 


CSI: Miami Just 
| Murdered (In Stereo) X 

‘ ♦ "The Bourne Supremacy" (2004) (PA) Jason 

[Bourne fi ghts ba ck when the CIA I 
'That 70s [That 70s 
ShowX ShowX 


1 tnes to kill him. X 


Hannah That s So 
Cody Montana B ^Raven 
Criminal Minds "A Real 
Ram ’ (In Stereo) X 
'Sex and Sex and 
the City 8 the City 8 
TF ' 


^Cory in the 

House X 


CSI Miami Rush" (In 


Stargete SG-1 


The O'Reilly Fector X |Hannlty 6 Colmes X 

Stargete Atlantis AnokT]Stargete Atlantis Teyta 
tnendretu 


America « Funniest The 700 Club! 
[Home V Ide os (In Stereo) _ 

ThmmUr TMteadv. ot [EtrakShow |Harvey 
I Bully [Birdmn 
The 6 Reilly Factor 


♦♦W 
Reason'^ 


Project 

Earth 

Rtplsc^- 

m«nts 


v. 


i Chowder 

I _[FtopJ^ck 

[On the Record With 
Greta Van Susteren X 


[That 70s 

.Show 

Isealab 

2021 


CSI Miami 
(In Stereo) 

Jonas : The Edge ot 

Renee Zellweger. 


That 70s 
Show X 


Hunger- 

lores 


Resurrection'' (in Stereo ) [ friend returns X _[ goes undercover X 


CSI: Crime Scene pT: Crime Scene [UFC Unleashed in 
Investigation Kuler a Investigation Stem S lereo 
law 4 Ord er "6ktrtends | ss "Diary ot a Mad Black Woman "(2005. Comedy-Dramai 
KimbertyEl 


Stargete Atlantia Ronan I Stargete SG-1 Sight 
must use his skills. (N) X [Unseen (In Stereo)! 


(in Ste 

lL.uk 

wo vie 


Stereo) X 


League- 
Gentle Contd 


I Wee Superhuman A 

climber is crushed. 

Hardball* 

Trackside At... (N) 


. Offshore 
Adventures 


UFC Fight Night | In Stereoi 


Hannity 4 Colmes 


Paid 
Program 


Stargate Atlantis Ronan 
must use his skills X 


Kimbe rly Elise A woman starts over alter her husband lea ves her 


The Honeymoonars (2005) Ralph Kramden 


MANswers Best of 
Manswers (InStereo),! 


*e» "Vtor Vandatt i"(2006 Action) Natalie Portmax Hugo Weaving. Stephen ! Always Always 

Rea. A vigilante fights a fascist government !_[Sunny [Su nny 

. r Dog Whisperer 100th [DogTown "Project 'Dog Whisperer Dog 

[disrupts owners romance [Episode Celebration (N) Rescue (N) _ J .pisowmc 

‘Countdown With Keith (Verdict With Den Countdown With Keith 

(Olbermann [Abrams (Olbermann 


MSNBC Documentary 


Andy 

Griffith 


Andy 

Griffith 


46 Hours Mem.vy 1 
Murder' [in Stereoi X 
Scrubs MylScrubs 
Rabbit ! Stereo) i 


Big Shots Titans at the 

IT" ’■ 

[Trout [Fly Fishing 
Unlimited the World 
'The Cotby [the Cotby 
[Show u [Show B 
[46 Hours A Shot in the 
I Dark” (In Stereo) X 


NASCAR Recii 

Roadloanscom 


Ing N 

3 200 


Match Flth 


Scrubs (In 
Ster eo) X 
Women Behind Bars 

Rose and Celeste X 


Nationwide Senes - 
Final Practice 

The Catch: 
Costa Rice 


In- 

Fisherman 
Scrubs My 
TCW X 


Trackside At. 


Steve 

Gruber 


SuperCtra 

Exposed 


The 
Oblongs X 
On the 
Record 
Stargete 
SG-1 X 
QametraR- 
ere TV 


Dupfez (2003. Comedy) A couple 

Ines to get nd ot an annoying neighbor. 

DogWhltperer ’100th 
Ep«ode Cetebraton 

DogTown 

MSNBC Documentary 

Documen¬ 

tary 

Berrett-Jeckeon 2008 

Th* Auction* 

Barrett- 

Jtckton 

In- Reel in the 

Fisherman Outdoor* 

Outdoor 

Adventures 


Hams Premiere The training ot the United Slates first astronauts 


The 
Locator 


Daily Show The Colbert'Chappells s Chappeltet Com- 


The 
Locator 


Report X i i 

Who Are You Wearing ■> Whet Not to Wear Motly[Whet Not to Wear 

onya iNi A 


Show a ShowX Preeente 


Com- 


John Edwird Croat 
Country Heroes 


Com.- 

Preeents 


|Com.- 


ipara Evans (N) [P Fashion career X 

\a .i6,_. r-u.. n.--.-. 'NUelkee T„„,. D..O.I 

nAmjj |' The Avenging Angel k ( The Winds ot Change 


Sty Yes to SeyYeeto What Not to Wear Molly 
, the Drees .theDrtss |P." F ashion career X 

vioH. iklur-, /--.Uh*ri i 


1 "Thutar Tliuu Ukter 

Ixvoman sets out to find her late tether's lormei wile 


Mi trtim* QKa Wrote 

| Goodbye, Charlie .» 


John Edward Cross 
Country Holidays 
Demon Wtyens Way 

Qy> The cotmc p ertormr 
Whet Not to Wear 

Tonya X 


to School 
48 Hours 

liln Stereo) 

Kart 

Williams 
Say Yeslo 
. lire D ress 

TTeiaa 


Un.rlB. Aha Wrnle II 

iheShoeFw (in Stereo' .Ranger 
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Super Crossword 


WHO NEEDS 
IT? 


ACROSS 

1 Pay hike? 

7 Chore 
11 Styptic 
pancil stull 
IS Predica¬ 
ment 

19 Model Kim 

20 Praia 

21 It'a a long 
•lory 

22 ■Intar —* 

23 Start ol a 
remark 

26 Flutt the 
flour 

27 Mr. 
Hammar- 
skjold 

28 Composer 

Sate 

29 Majors or 
Marvin 

30 Layers 

32 Had 
kittens'’ 

33 Postern and 

K irtculli* 
am 

squeeze 

37 •— culpa- 
39 Heavenly 

hunter 

40 ‘I Petr 

41 Part 2 ol 
remark 
48 Faux — 

49 Fireworks 
reaction 
50 

Boulevard* 
('60 dim) 

61 They may 
be rolled 


62 Billings or 
Mostel 

63 Neighbor ol 

Miss 

64 *— Blade' 

( 06 Kim) 

65 Leans 

67 It's taken by 

nurses 

58 Sharp laste 

60 Skater 
Midon 

61 Wine 
choice 

62 Nabokov 
novel 

63 Kukla's 
colleague 

65 Pari 3 ol 
remark 

68 Fail to 
menlion 

69 Tedious 

71 Sues or 
Shepard 

72 Boathouse 
Item 

74 Objectives 
77 Take on 

79 Pack of 
parlndges 

80 Like many 
gyms 

82 Cornfield 
ory 

83 Calcium 
oxide 

84 Non-stereo 

86 Peaceful 

88 Chemist 

Remsen 

87 Singer Joey 

88 Part 4 ol 
remark 


92 Heady 
quads 

93 Respond to 
an alarm? 

94 ‘Ask — Girt* 
rse dim) 

96 Fop'S 
neckwear 

98 Marsh bird 

99 Facta, tor 
shod 

102 Georgia 
athletes 

103 Brit fliers 

104 Way to go? 

106 Clean-air 

org. 

108 Serenade 
acoompani- 
mem 

109 End of 
remark 

116 Fragrance 

116 Peace ot 
mind 

117 "My word!' 

118 Swimmer 
Gertrude 

119-Circus Boy" 
prop 

120 Prophet 

121 Lorre role 

122 Triangular 

sail 

DOWN 

1 Spoke out 

2 — 

Romeo 

3 — shul 

4 Medieval 
weapon 

6 Kitchen 
gadget 

IT 


6 Grenoble's 
rive' 

7 Walrus 
weapon 

8 Meyers ot 
-Kate 6 
Ante' 

9 NCO 

10 It may be 
major 

11 Fatheads 

12 — bloomer 

13 "Wjckl" 

14 Mehta and 
Mutl 

18 Iraqi city 

16 Homeric 
work 

17 Cool 

18 Base stuff? 

24 Bream ol 

baseball 

28 Actress 
Grail 

31 Anger 
('60 smash) 

32 “Pshaw!' 

33 "Peer Gynf 
composer 

34 Non¬ 
standard 
contraction 

36 -Mazel —r 

36 Fills the bill 

37 Dough 

38 Wharton 
work 

39 -Smilla's 
Sanaa —'' 
('97 Aim) 

40 Actuary's 

41 □Seh under a 
drawbridge 


42 Road curve 

43 Decree 

44 Slap — 
(hurry) 

46 Nick ol “The 
Deep- 

48 Party 
animal? 

47 Guy Fri. 

48 Queens 
stadium 

52 Raul of 
“The 
Addams 
Family* 

55 At present 

56 Rock's — 
Butterfly 

57 Petite 
pooch 

59 Bellyache 

81 Journalist 
Ernie 

62 Mime 
Yhrnell 

64 Picnic 
crasher? 

86 Devastation 

87 Feshionable 
event 

69 Like Mus¬ 
sorgsky's 
mountain 

70 Garfield s 
pal 

73 Actor 
Gulnneas 

78 Tie the knot 

76 Fluctuate 

78 Telescope 
view 

79 Responsi¬ 
bility 

80 Wired 


81 — Plaines. 
II 

94 Exemplar ol 
slowness 
86 Cut cutides 

88 Cut 
coupons 

89 -84 Charing 
Cross Roatf 
author 

90 Psychic 
Geller 

91 — Paulo. 
Brazil 

96 Uncouth 

96 Boca FL 

97 Ward ofl 
96 Money of 

*80 

Meiutes' 

99 Charged 
atom 

100 Puzo 
product 

101 Singer 
Payne 

102 Ink slain 

103 Trick 

104 Cannaginian 
queen 

105 Raison d'— 
108 Soccer 

superstar 
107 Mideastem 

QUlf 

110 — kwon 
do 

111 Jewel 

112 Inflatable 
Item? 

113 Use a 
shuttle 

114 Lepidopier- 
Ist’s need 


15 

w 

vr 

16 

22 




* 
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Strange 

^BUT TRUE 

By Samantha Weaver 

• Married women aren't likely lo be 
surprised by the following tidbit of 
information: Studies show that 
women with husbands typically do .10 
percent more housework than single 
women do. 

• It was Ferdinand Druekcr. a writer 
and consultant who was considered to 
he the father of modern management, 
who made the following sage obser¬ 
vation: “In all recorded history there 
has not been one economist who has 
had to worry about where the next 
meal would come from ” 

• The horseshoe crab isn’t really a 
crab. It's actually more closely related 
to scorpions. 

• Have you ever heard of a cicerone? 
It's someone who samples and recom¬ 
mends beer, much like a sommelier 
docs for wine. Not had work, if you 
can gel it. 

• If you're the superstitious type, 
then you probably already know that 
you're never supposed to whistle 
backstage at a theater, aboard a naval 
vessel or in a newspaper's city room. 

• The first advice book for parents 
appeared in ihe United States in I811. 

• With the steadily rising food prices 
we've been seeing lately, you might 
he having a harder time filling your 
refrigerator than you used to. You 
might not realize, though, thut part of 
the problem might he the fact that the 
size of your refrigerator is increasing, 
too. Since 1980, the standard refriger¬ 
ator has increased by 10 percent, to 22 
cubic feet Incidentally, the clothes 
dryer has grown by 25 percent in the 
same time period. 

• Those who study such things say 
that Lithuanian is the language that is 
most like the original Indo-European 
longue from which all Western lan¬ 
guages arc descended. 

aaa 


Solution to latt week's 
Super Crossword 


Answers 



55 

Moments 
in time 


THE HISTORY QUMO. 


• On Sept. 16. 1620, the Mayflower 
sails from Plymouth. England, hound 
for Virginia with 102 passengers. 
However, stormy weather and naviga¬ 
tional errors forced the Mayflower off 
course, and on Nov. 21 the "Pilgrims" 
reached Massachusetts. 

• On Sept. 18. 1793, George Wash¬ 
ington lays the cornerstone lo the Unit¬ 
ed States Capitol building, the home of 
the legislative branch of American 
government. The building would lake 
nearly a century to complete. 

• Sept. 19, 1827, after a duel turns 
into an all-out brawl, Jim Bowie stabs 
a hanker in Alexandria. La., with an 
early version of his famous Bowie 
knife. The actual inventor of the Bowie 
knife, however, was probably not Jim 
Bowie, but rather his equally belliger¬ 
ent brother, Rczin Bowie 

•OnSept. 21.1866. H.G Wells,pio¬ 
neer of science fiction, is bom in 
Bromley. England. In 1895. Wells 
published his classic novel "The Time 
Machine." The hook was a success, as 
were his subsequent books "The Invis¬ 
ible Man" (1897) and "The War of the 
Worlds" (1898). 

• On Sept. 17. 1884, Judge Allen dis¬ 
poses of the 13 criminal cases on his 
Oakland. Calif., docket in only six min¬ 
utes. Although he apparently set a new 
record for speed, defendants in Oak¬ 
land's criminal coun did not stand much 
chance of gaining an acquittal. In a 40- 
year period at the turn of the century, 
only I defendant in 100 was acquitted. 

• On Sept. 15. 1954. the famous pic¬ 
ture of Marilyn Monroe, laughing as 
her skirt is blown up by the blast from 
a subway vent, is shot during filming 
ol "The Seven Year Itch." The scene 
infuriated her husband, baseball star 
Joe DiMaggio. and the couple 
divorced shonly after. 

• On Sept. 20, 1973, in a highly pub¬ 
licized “Battle of the Sexes" tennis 
match, top women's player Billie Jean 
King. 29. heats Bobby Riggs, 55, a 
former No I-ranked men's player. 
Riggs, a self-proclaimed male chau¬ 
vinist, had boasted that women were 
inferior King beat Riggs 6-4.6-3.6-3. 
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1. ANIMAL KINGDOM: What is a 
baby oyster called? 

2. HISTORY: Which planet did 
William Herschcl discover in 1781? 

3. ENTERTAINERS: What was Ste¬ 
vie Wonder's birth name? 

4. GAMES: What is a "dead man's 
hand” in poker? 

5. FAMOUS QUOTATIONS: Who 
once said. "There is a time in every 
man's education when he arrives at the 
conviction that envy is ignorance: that 
imitation is suicide"? 

6. COMICS: What is the emblem on 
Wonder Woman's tiara? 

7. ADVERTISEMENTS: Which 
brew labeled itself as the "cham¬ 
pagne" of bottled beer? 

8. TELEVISION: What was the 
name of the youngest daughter on 
"The Cosby Show"? 

9. MOVIES: In the Austin Powers 
movie series, who plays the role of 
Frau Farbissina? 

10. SCIENCE: What part of the 
atmosphere is the closest to the 
Earth's surface? 
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Xs, Paw’s 
J - •? comer 

by Sam Mazzotta 


When Wildlife 
Gets Too Close 

DEAR PAW'S CORNER: My 
neighbor “Gladys" will pul out 
food for any wild creature that hap¬ 
pens by her back porch. I'm nol 
talking about a few songbirds: She 
Is putting out food for raccoons and 
squirrels, has a big block of salt in 
the back corner of her yard for 
deer, and who knows what else. I 
think this is dangerous because it 
makes these animals come into her 
neighbors' yards looking for food, 
and they might hurt our pets or our 
kids! Should I report her to some¬ 
one, like animal control? — Anony¬ 
mous but Annoyed 

DEAR ANONYMOUS: Here's a 
question: Have you talked lo Gladys 
about your concerns? I know the 
political maelstrom that is modem 
suburbia lends lo preclude this seem¬ 
ingly obvious step, hut it is important 
to find out if Gladys even realizes that 
her actions could tuwc negative con¬ 
sequences. " 

And by talking to her. 1 don t mean 
standing in her line of sight while 
she's outside and yelling "Nyah nyah. 
I'm telling on you!" Save that for 
those tension-filled summer evenings 
after she blames you for the home- 
owners' association letter asking her 
to slop — but wail. I'm getting ahead 
of myself. 

First you have to ask her nicely. It's 
the neighborly thing lo do. Then you 
bring it up at the next HOA meeting. 
If the community agrees with you. a 
letter can he issued to Gladys by the 
homeowners' association. 

Contacting animal control — if 
there is no immediate danger — 
should he done only if Gladys docs 
nol respond lo yours or the HOA's 
requests. The department may issue a 
civil infraction (punishable by a fine) 
if they receive enough complaints. 
Animal control should always he 
called if there is an imminent threat 
by an animal, or if a pet or wild ani¬ 
mal is in immediate need of assis¬ 
tance 

Send your lips, questions and com¬ 
ments lo Paws Corner, do King Fea¬ 
tures Weekly Service, P.O. Box 
536475. Orlando. FL 32H53-647S. or 
email them lo pawsiornerfahot- 
mail.com 

C yKW kinfi Pcjlurrs Synd , Irk 


Thought for the Day: "Success 
consists in being successful, not in 
having potential for success. Any 
wide piece of ground is thc'potcntial 
site of a palace, hut there's no palace 
till it's built." — Fernando Pessoa 



ff !«■ iiHvr d iih mi piuiirr mm in 

. marked with the image of a 
buffalo and "K.T. & K." Is it 
British? — Carole. Naperville, III. 


A .I found the mark referenced in 
• Kovel’s New Dictionary of 
Marks Pottery & Porcelain 1850 lo 
the Present, by Ralph and Terry Kovel 
and published by Crown. According 
to their hook, your platter was made 
by the Knowles. Taylor & Knowles 
Company of East Liverpool, Ohio 
The company specialized in iron¬ 
stone und operated from the 1870s 
until uhout 1929. 


Write lo Lam Cox in care of King 
Features Weekly Semce. PO Box 
536475. Orlando. FL 32S53 6475. or 
send email to aniiquequestionsdx 
md.com. line lo llie large volume of 
mail he receives, Mr Cot is unahle lo 
personally answer all reader ques¬ 
tions Do not send any materials 
requiring return mail 
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LAFF-A-DAY 



Amber Waves 


WELL SON. AN ADVANTA6E 
OF LMN6 IN THE COUNTRY 
IS'SKINNY DIPPING * 
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THERE'S NO ONE AROUND 
FOR MILES. WE CAN DO AS, 



by Dave T. Phipps 
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HOCUS - FOCUS 


BY 

HENRY BOLTINOM 


Find at least 8ix differences in detail* between pa net* 
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t Advertising Deadline Tuesday, Sept. 23 


Thousands of visitors come to Garrett 
County every year to enjoy the five fun-filled ^ 
days of the Autumn Glory Festival. The gfl 
Republican newspaper publishes a special 
supplement the week before the festival filled 
with informative articles on where to go and what 
to see. 

Welcome the visitors and let them know what 
your business has to offer by placing an 
advertisement in this special supplement, which 
is also hand-delivered to area stores, restaurants, 
and points of interest during the week of the 


Oakland Office 
301 - 334-3963 

advertising@therepublicannews.com 

Grantsville Office 
301 - 895-5827 
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Making Your Business Our Business 

For 58 years, we have been serving the 
community with quality services and 
excellence. 

f. i St Whether you need a home, auto, or 

personal loan, we are here for you. 

Our friendly, helpful staff has one goal in 
mind: to give our customers the best 
ir* service possible. 
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BRING HOME STATE FAIR RIBBONS - Several 
Country Explorers 4-H Club members participated in 
the recent state fair in Timonium. Pictured above, left 
to right, are the bicycle competitors: Katelyn Gnegy, 
second place, 15-year-old senior division: Nathan Tich- 
nell, 14-year-old senior division, second place: Aaron 
Lantz, 13-year-old intermediate: Levi Lantz, second 
place, 12-year-old intermediate; and Faith Tichnell, 
first place/champion, 11-year-old intermediate. These 
members had to take a written exam, a parts identifi¬ 
cation exam, and various riding tests. Pictured below 
are the lawn and garden tractor competitors: Nathan, 
first place/champion, senior level; J.B Gnegy, third 
place, senior; and Faith, fourth place, intermediate. 
These members also had to take written and parts 
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identification exams, plus ride a lawn tractor on a 
prepared course. As champion, Nathan is now eligible 
to compete in a national lawn tractor contest in Lafay¬ 
ette, Ind., this month. Nathan also placed fourth in 
the state fair's big tractor event. Not pictured is Catlin 
Carico, who participated in the computer contest at 
the state fair and won first place/champion in the 
senior level. Shq is now eligible to compete in the 
national contest. Levi also placed third in the state 
fair's small engine contest, while Aaron placed sec¬ 
ond in the computer contest. Aaron and Levi also 
showed their goats, and entered vegetables and fruits. 
Katelyn and J.B entered photographs. As a group, 
the Country Explorers entered the booth they had dis¬ 
played during the Garrett County Fair. 

Fall Fest Slated 
At Southern 
Middie School 

Southern Middle School 
will hold a Fall Festival on 
Friday. Sept. 26. from 5:30 
to 8:30 p.m The community 
is invited to attend. 

Several activities are 
planned, including a dunking 
booth, sandy candy, cake/ 
cookie walk, carnival games, 
cotton candy, and food. 

Those interested in vol¬ 
unteering to help with the 
event may contact the school 
at 301-334-8881 


Christian Women's 
Lunch Slated For 
Wednesday, Sept. 17 

The Christian Wom¬ 
en's luncheon will be held 
on Wednesday, Sept 17, 
from 11 a m. to 1 p m. at 
North Glade Inn, Swanton 
The cost for the meeting 
is $9. 

The speaker this month 
is Debbie Emerine, on the 
theme "The Greatest Trea¬ 
sures to be Found." The 
annual auction will also be 
held. 

Those seeking further in¬ 
formation may contact Faye 
Hetrick at 301-334-4694. 
Reservations are required 
and must be honored Child¬ 
care is also available for the 
meeting. 

SWANTON 

DINNER SCHEDULED 

The Swanton Commu¬ 
nity Center will serve a 
baked-steak dinner on Sat¬ 
urday, Sept 13, starting at 
4 p.m. The cost is $8 for 
adults, $4 for children over 
5, and free for children 5 
and under. Everyone is wel¬ 
come. 

COMMUNITY YARD 
SALE 

There will be a commu¬ 
nity yard sale held Saturday, 
Sept. 20, at the Swanton 
Community Center. Every¬ 
one is welcome to bring a 
tabic lo sel up fui the day. 
The center will be selling 
refreshments at that time to 
benefit Operation Christmas 
Child. 

HOMECOMING SET 

Otterbein United Meth¬ 
odist Church will hold a 
homecoming on Sunday, 
Sept. 21, All are welcome to 
bring a covered dish to share 
and spend the day. There 
will be special music in the 
afternoon. 

APPLE BUTTER TIME 

Apple peeling time tn 
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HOSPITAL AUXILIARY ELECTS OFFICERS - The Garrett County Memorial 
Hospital Loar Auxiliary recently elected officers for 2008-2009. Pictured, left to 
right, are Betty Wolford, president; Lisa Malone, secretary; Gerald “Jerry'’ Gank, 
treasurer; Phyllis Gank, schedule coordinator; and Denise Shay, vice president. 
The Loar Auxiliary's primary function is the management and operation of the 
Gift Shop, located in the hospital's lobby. All day-to-day activities associated with 
the Gift Shop are handled by volunteer members of the Loar Auxiliary. Funds gen¬ 
erated through shop sales are used for equipment and improvements that will 
benefit the hospital's patients and visitors. In addition to the Gift Shop, the auxi¬ 
liary manages the Cup O' Joe snack area, holds bake sales and raffles, and 
hosts seasonal gift and book sales in the hospital lobby. Individuals interested in 
more information about volunteering for the Loar Auxiliary may call the hospital's 
Volunteer Services Department at 301-533-4041. 


preparation for apple but¬ 
ter making at the Burling¬ 
ton Children's Home is 
scheduled for Saturday, 
Sept. 27, at 8 a.m The 
Apple Harvest Festival 
is scheduled for Sept. 29 
through Oct. 5. at the home. 
Help is needed every day 


for peeling apples, stirring 
the apple butter, and other 
related jobs. 

Burlington Children’s 
Home is located along U S. 
Route 50 in Burlington 
W.Va. Thursday. Oct. 2, 
is Swanton Otterbein UM 
Church’s day to help with 


the butter making; however 
persons may go any day to 
help. 

Apple butter will be avail¬ 
able for purchase through¬ 
out the festival. There will 
also be crafts and baked 
goods available that week¬ 
end. 


Premier In-Home Care Since 1987 

Tender Loving Home Care 

Dependable and Qualified 

IN HOME ASSISTANCE WITH DAILY ROUTINES 
MEAL PREP - LIGHT HOUSEKEEPING - PERSONAL CARE 

4-24 WltTZS - 7 to 7 VAI/S A WSSK 

TENDER LOVING HOME CARE IS YOUR PROVIDER FOR: 

Health Watch m 

PERSONAL MEDICAL RESPONSE SYSTEMS - CALL FOR DETAILS! 

State Licensed 1 -301 -678-5080 

Bonded & Insured Toll Free: 1-888-876-4967 


Total Biz To 
Host “Business 
After Hours” 

Total Biz Fulfillment will 
host a Business After Hours 
event on Wednesday. Sept. 
17, from 6 until 8 p m. at its 
new warehouse, located at 
120 Resource Avenue in the 
Southern Garrett Industrial 
Park near Mtn Lake Park. 
Finger food and drinks will 
be provided 

“The Business After 
Hours events offer a great 
opportunity to network in 
a social atmosphere and to 
learn about different busi¬ 
nesses,” said chamber ex¬ 
ecutive assistant Jessica 
Schmidt 

Gary Ruddell and his To¬ 
tal Biz staff will provide 
tours of the new 60,000- 


square-foot center and dis¬ 
cuss the products that they 
supply, including the Walt 

Disney Classics Collection. 

The new center is the 
first phase of a Total Biz 
expansion project, which is 
expected to generate work 
for 20 new employees this 
year. 

Chamber members are 
invited to bring a fellow 
business person as a guest 


to the Business After Hours 
Those planning to attend 
are asked to RSVP by con¬ 
tacting Jessica Stullenbarger 
n 301 387-4386, ext. 16, or 
jcssicaw garrettchambcr- 
com. 

The cost is $6 per person, 
payable at the door. Guests 
who do not RSVP will be 
charged $8 at the door, and 
those who do RSVP and do 
not attend will be invoiced 
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For hauling Firewood, 

Coal and Miscellaneous Materials 
WE SERVICE WHAT WE SELL! 

GARRETT AUTOMOTIVE LLC 

301 - 387-6148 
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•Home/Business/Auto/ATV/Boat/Personal Loans 
•Four convenient locations & ATMs to serve you 
•Free Online Banking 


OFFICE 


204 North Branch Ave PO Box I 57-Bloomington. MD 21523 
301 359 3081 800 292 8139-Fa* 301 3S9 3683 


r \ OAM/VN1} 1 2826 Garrett Highway PO Box 614- Oakland. MD 215S0 

WcPCO OFf,Ct 301 334 1431 *877 334 1431 -Fax 301 334 IS44 
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Dr. William Savage & Dr. Lindsay Rhodes 


323 East Oak Street, Oakland, MD 301 - 334-3435 


Edwards 
LSi Construction 


www.deepcreekresort.com 


Army Corps To 
Partially Close 
Howell Run Ramp 

The U S. Army Corps 
of Engineers at Jennings 
Ran dolph Lake will close 
the Howell Run boat launch 
ramp beginning Sept. 12 
to boats requiring a trailer 
to launch. This closure is 
a result of low lake eleva¬ 
tions. However, the launch 
will remain open to all other 
boats. 

Because of the lower wa¬ 
ter elevations, the engineers 
are encouraging all boaters 
to use caution when launch¬ 
ing from the Howell Run 
ramp. Users should be aware 
that underwater objects may 
be closer to the surface and 
pose additional hazards to 
boaters and skiers. Addi¬ 
tionally, the entire lake is 
now accessible to shoreline 
fishing. 

As always, the corps en¬ 
courages all boaters to wear 
personal flotation devices 
while on the lake. 

The boat launch operated 
by the Maryland Depart¬ 
ment of Natural Resources 
is still open for use and is 
not being impacted by the 
lower lake elevation. The 
Maryland DNR launch is lo¬ 
cated along Mt. Zion Road, 
off Maryland State Route 
135, near the salt shed on 
Backbone Mountain. 

The Corps will post the 
latest updates on the Howell 
Run Boat Launch to the 
lake status information line 
at 304-355-2890. Informa- 


OPEN 


$59,000 

• Wooded 7 acre building lot 

• Convenient access from 1-68 

• Private & serene setting 

LNF.com/PR6564229 


$40,000 

• Wooded, level 4 acre building lot 

• Fronting paved road 

• Located close to many area amenities 

LNF.com/PR6781994 

$34,000 

• 1 99 acre building lot(s) 

• Utilities at site 

• Located just 20 minutes from 
Morgantown 

LNF.com/PR6511203 


Lots & 

$34,000 

• Utilities at site 

• 20 minutes from Morgantown 

• 1 91 acre building lot 

LNF.com/PR6511210 


$17,500 

• Level lot. easily accessible 

• Enjoy all of the amenities of Alpine Lake 

• Gated community 

LNF.com/PR6801490 


$14,000 

• 48 acre building lot 

• Enjoy 18 hole golf course 

• Located O Alpine Lake Resort 

LNF.com/PR6812007 


Land 

$8,900 

• 1 /3 acre lot on the beach ®Alpne Lake Resort 

• Enjoy all of the amenities including the 
private beach 

• Can be purchased with adjoining lot 

LNF.com/PR6848001 

$79,900 

• 4 acre level wooded building lot 

• Close to Yough River 

• 4 BR perk approved 

LNF.com/GA6747894 

$79,900 

• Gently sloped 3+ acre lot 

• Close to local amenities 

• Beautiful views 

LNF.com/GA6803871 


$99,900 

• 20+ acres of unrestricted hunting land 

• Borders Potomac State Forest 

• Mostly wooded 

LNF.com/GA6721454 


$189,000 

• Beautiful 10+/ acres; mostly level 

• Stream feeds into the Yough River 

• 6 BR perk approved 

LNF.com/GA6769513 

$89,000 

• 25 acre parcel with pond 

• Ideal for camping 

• Perfect tor the outdoor enthusiast 

LNF.com/GA6174583 

$79,000 

• Three 25 acre parcels available at this price 

• Partially wooded 

• Ideal fro hunting & riding ATV s 

LNF.com/GA6174668 


KNIGHTS PRESENT DONATION TO RED CROSS - The fourth annual Art and 
Wine Festival was held last Saturday at the Garrett County Fairgrounds in McHenry. 
Proceeds benefited the American Red Cross, Western Potomac Chapter. The Knights 
of Columbus, Council 1771, Oakland, opened their fairgrounds booth and served 
pit beef sandwiches to festival goers. Toward the end of the festival, the Knights 
presented the Red Cross with a check in the amount of $600, which was the profit from 
the sandwich sales. Pictured is Wendy M. Durst, community services director for the 
Western Potomac Chapter, receiving the donation from Daniel L. Clark, past Grand 
Knight, Council 1771. They are surrounded by members of the Art and Wine Festival 
Committee and the Knights of Columbus. 


Polls Show That 
Support For Slots 
Continues Slide 

by Ashley M. Lewis 

Capital News Service 

ANNAPOLIS - State¬ 
wide support for the up¬ 
coming slots referendum 
has dropped since January, 
according to new survey 
numbers. 

In the poll, conducted 
by Gonzales Research & 
Marketing Strategies and 
released Tuesday, 49 percent 
of Marylanders said they 
would vote in the Novem¬ 
ber election to allow slot 
machines. 

In a similar Gonzales 
poll taken in January, 54 
percent of voters said they 
supported the referendum, 
while 8 percent of voters 
remained undecided in both 
the January and September 
polls. 

The Gonzales poll, con¬ 
ducted Aug. 29 to Sept. 5, 
surveyed 833 registered vot¬ 
ers and had a margin of 
error of plus or minus 3.5 
percentage points. 

‘‘There’s been a little bit 
of a drop of support in ev¬ 
ery sub-group. As of right 
now. my guess is that the 
absence of any campaigning 
and grassroots efforts may 
have contributed the most 
to the drop in support,” said 
Laslo V. Boyd, a partner in 


the polling firm. ‘‘For it to 
be such a high-profile issue, 
it seems as if there hasn’t 
been any visible activity at 
all.” 

The same poll shows 
Gov. Martin O’Malley’s ap¬ 
proval rating is on the rise. 

O’Malley's favorable rat¬ 
ing jumped 9 points, from 
39 percent in March to 45 
percent in September. 

In March 2007, 
O’Malley’s approval rating 
was 52 percent, but it began 
to tank in November 2007 
after he pushed through new 
taxes and tax increases in an 
effort to fix the state’s $1.7 
billion budget deficit. 

“It probably has some¬ 
thing to do with the general 
election. 1 don’t see anything 
that’s been done locally for 
him to have an 8-point per¬ 
centage jump,” said Ronald 
Walters, director of the Af¬ 
rican American Leadership 
Center at the University of 
Maryland. "Sometimes you 
have to distinguish between 
the person and the party. 
This jump could probably 
be from the excitement that 
everyone felt after watching 
the conventions." 

O’Malley's favorable rat¬ 
ing tracks with that of Il¬ 
linois Sen Barack Obama, 
the Democratic presidential 
nominee Well over half of 
Marylanders, 57 percent, 
had a favorable opinion of 
Obama, during the latest 


Robert O. Kazary 

Attorney At Law 

Real Estate • Estates • Business 
• Personal Injury 


Grantsville Office 

Phone: 301-895-3138 


Cumberland Office 

Phone: 301-777-8822 


poll, which went out just 
as the Democratic National 
Convention closed. 

If the general election 
were held during the polling 
period, 52 percent said they 
would vote for Obama, while 
35 percent of the state’s vot¬ 
ers said they would vote for 
McCain. Another 10 percent 
were undecided. 

“It’s normal for Maryland 
to favor Obama - we’re a 
Democratic state. What you 
have now is an accumulation 
of Republican public poli¬ 
cies that have soured among 
the people in Maryland,” 
Walters said. “And the im¬ 
pact of the war and Bush’s 
policies have more people 
turning away from him.” 

Bush had a 23 percent ap¬ 
proval rating in the Gonzales 
poll, an all-time low among 
Maryland voters since he 
was elected. 

The slots referendum on 
the November ballot has 
slightly more support among 
Maryland Republicans than 
Democrats. It would permit 
so-called “video lottery" li¬ 
censes in Anne Arundel, 
Cecil, Worcester, and Al¬ 
legany counties, as well as 
Baltimore. 

Supporters hail slots as 
the key to funding public 
school construction and im¬ 
provements, while oppo¬ 
nents say slots will increase 
the number of gambling ad¬ 
dicts and draw from other 
attractions. 

A hot topic during last fall 
and spring, talks of the slots 
referendum seems to have 
dissipated in the publicity 
surrounding the Democratic 
and Republican national 
conventions 

"I think a lot of people 
were surprised by the drop. 
A program often moves 
when there’s a public move 
made, but in the absence of 
any real campaigning for or 


tion will include lake con¬ 
ditions, the local weather 
forecast, and other pertinent 
lake-related information. 
Interested members of the 
community may also call the 
park office at 301-359-3861 
or 304-355-2346 Monday 
through Friday between the 
hours of 8 a m. and 4 p.m., 
or visit the web site at www. 
nab.usace.army.mil/recre- 


Steve Edwards, Owner 

301 - 616-6465 

Oakland, MD 

New Home Construction 
Remodeling and Additions 
Steel and Shingle Roofs 
Garages and Pole Buildings 
Decks, Drywall and more 

to 


day! 


$281,000 

Comfortable cottage; furnished 
Spectacular pastoral views; 
seasonal lake view 
Wraparound deck with hot tub 

LNF.com/GA6855417 


$247,405 

Pristine home with beautiful 
landscaped grounds 
Central D Deep Creek Lake & Oakland 
Remodeled July, 2008; includes 
stainless appliances 
LNF.com/GA6832395 


$225,000 

PRICE REDUCED! 

• Split level 3+BR/ 2 +BA 

• Finished basement w/ fireplace 

• 2 car garage & swimming pool 

LNF.com/GA6698237 


HOUSE 


1 State Route 7, Reedsville, 
WV 

PR6730442 

Price reduced to: $495,000 

• Native stone style cottage with 6 
BR/ 3 BA. Rustic wrap around 
porches, stone fireplaces, sun 
drenched rooms, spring house, 
potting shed, plus beautiful 
gardens and ponds. This 
property is a MUST see! 
Directions: Route 7 West 
through Kingwood, pass the new 
Wal-Mart; go approximately 1 mile, 
property is on the left. 


GROUND BROKEN FOR ST. PETER CENTER - Fr. 
Donald J. Parson, pastor of St. Peter the Apostle Catholic 
Church in Oakland, presided over a groundbreaking and 
blessing ceremony last Thursday for the new St. Peter at 
the Lake Center. Construction of the facility, which will 
be located just off Mosser Road in McHenry, is expected 


to begin this month. The center will be utilized as a 
location for weekend masses and will be available for 
family and social functions. Pictured, left to right, at the 
groundbreaking are Bill Schrider, Dianne Monroe, Don 
Monroe, Fr. Parson, Dolores Gloeckl, Jack Ward, and Ted 
Hughes, members of the building committee. 


against the slots, I would 
say that the drop is a bit 
unusual,” Boyd said. 

Boyd also attributes the 
drop to an increase in oppo¬ 
nents’ grassroots efforts. 

“We're a little less than 
two months out (from the 
November election) and the 
referendum is definitely in 
play,” Boyd said. “And sup¬ 
porters for the slots are now 
learning that ‘We just can’t 
take this for granted any¬ 
more.’” 


ation/jenran.htm. launch, persons may call 

For information on Deep Creek State Park at 
the Maryland DNR boat 301-387-5563. 


$169,000 

PRICE REDUCED! 

• 3 BR/ 2 BA move-in ready Cape 
Cod 

• Close to Monongahela Nat l 
Forest 

• Many outdoor amenities 

LNF.com/TU6421283 


$65,000 

3 BR/1 BA w/ country kitchen 
Freshly painted walls & newer 
flooring 

Great retirement/ starter home 

LNF.com/PR6839741 


$172,900 

• Picturesque view 

• Great location between Oakland 
& Deep Creek 

• Home is in excellent condition 

LNF.com/GA6569053 


$79,900 

• Cozy 2-3 BR Rancher 

• Level yard w/ above ground 
swimming pool & deck 

• Recent upgrades include vinyl 
siding & 14' x 20' addition 

LNF.com/GA6586414 


DREAM DENTAL 

Let us give you the smile you've always dreamed of.. 


Welcoming new 

Evening, Saturday and 
Emergency Appointments 

Most insurances accepted 

VISA, MASTERCARD & DISCOVER 


commercial 

$349,900 

Completely updated facility 
4 separate storefronts available 
for lease 

Well established on the Potomac 
River serving MD & WV 

LNF.com/GA6843821 


$159,000 

PRICE REDUCED! 

• Priced below appraised value 

• Multi-use investment potential 

• Includes a 4-bay garage 

LNF.com/PR6604227 


$69,900 

Wooded 2+ acre building site 
26' x 32' garage 
Partially framed and wired 

LNF.com/GA6708809 


$349,900 

Close to state parks 56+ acre 

farm w/ 2 ponds 

Barn & tack building included 

LNF.com/PR6796159 


$199,000 

4 BR/ 3 BA home situated in a 
quiet country setting 
Recently remodeled Rancher on 
a full basement 

2 car garage/' 40' x 40' insulated 
metal shed 

LNF.com/PR6853291 


$159,900 

• 2 BR chalet on 2 acres 

• Tongue & groove cathedral 
ceilings 

• Covered front deck w/ mountain 
views 

LNF.com/PR6846258 
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OLD TAVERN 

ANTIQUES 

4 mi. Watt of Torra Alta, WV 
10-5 Daily; 12-0 Sun 4 Mon 
Ctoaad Wad - 780-6602 


LONG & FOSTER 


longandfostcr.com REAL ESTATE • MORTGAGES • TITLE • INSURANCE 


800 - 336-5253 • 301 - 387-4700 


COM PAN I I S 
•/ i hi wimin 


































































* 


C-2 IHKHKH Bl.lt A,N.OAkLANO.MAKVI.A.ND-THI KSDAV.SKPTEMBKK 11.2008 



Farming 

On The Mountaintop 




Small Berry Production May Offer 
Big Future For Area Farm Industry 


bv Brenda Ruggiero 

A new kind of farm is in 
the early stages of its life in 
the Oakland area. The ven¬ 
ture itself has been years in 
the making Once it is com¬ 
plete, it stands to have a 
significant impact on 
Garrett County for years to 
come. 

At this stage, the local 
farming operation involves 
ever-bearing strawberries 
and raspberries It is headed 
by Harry Jan Swartz, a 


horticulturalist whose com¬ 
pany, Five Aces Breeding, 
is currently the largest rasp¬ 
berry breeding company in 
the world. The company 
also works with strawber¬ 
ries, blueberries, and cut 
flowers 

Harry has worked with 
the University of Maryland 
for over 30 years He noted 
that there was a lot of inter¬ 
est in small fruit in the mid 
1990s because of its health 
value. 


"A lot of private compa¬ 
nies wanted people to start 
breeding programs to help 
them compete," Harry ex¬ 
plained. 

Over the years, he had 
done a lot of work for the 
university on new varieties 
of fruit, and they were just 
beginning to hit the market 
and gain commercial accep¬ 
tance. He and the university 
decided to transfer the work 
into the private sector, and 
Five Aces Breeding was 
incorporated in 2002 in the 
state of Maryland and then 
worldwide 

As the business grew, 
Harry needed to find his 
own facility rather than 
renting space from the uni¬ 
versity. The search for good 
growing conditions led him 
to Garrett County 

"You need cool weather, 
and Garrett County is per¬ 
fect for raspberries and mid¬ 
summer strawberries," he 
explained. "The tempera¬ 
ture is in the low 80s for the 
summertime highs. The 
cool nights just make the 
fruit very large and flavor¬ 
ful. They also make the 
plants very productive, par¬ 
ticularly if you grow them 
in the plastic tunnels oi 
plastic greenhouses that we 
use." 

Another reason he chose 


FAX.X. FEEDER 
CATTEE SAFES 


FRIEND'S STOCKYARD 

376 Stockyard Rd„ Accident, MD 

(Exit 14A. off 1-68.1 mile S. on Rt 219, turn right onto Stockyard Rd 

Saturday, Sept. 20 
& Saturday, Oct. 18 

SALE STARTS AT 7:00 P.M. 

We will accept all types of cattle, 
calves and yearlings at each sale 
CATTLE MUST BE IN STOCKYARD BY 5 p.m. 
Either buying or selling, t hese will be 
the sa les you won't want to miss! 

For more information, call: 

301 - 746-8178 


Affordable Custom Ituilt Homes 





HOME IMPROVEMENTS, LLC 


Additions Alterations Garages 

MHIC 301-387-8040 MHBH 

69938 Call Today for your Free Estimate 4977 


0 


% PLUS $4,000 

'CASH 


SUPERCHARGED SALES 


up to 
7/ mot. 


BACK! 


DRIVE 

r -ex's// 


Wccldent 

■Sgarace 

Rgnaa l 


EftRj TH1 FJRSTJ TIME! INI HISTORY, 

DODGEI 



465 


SAVE $6,200* 


'08 Sebring Conv. 

$6,200 OFF 


SAVE $6,800' 


SAVE $3, 



#8004 


$4,500 

CASH BACK * 


'08 Aspen Limited 

4x4 r 

■ Get 

fSmQr 

'08 Patriot 

$3,000 OFF 

#8036 

+ $4,000 

CASH BACK * 

BP #8180 

$2,000 

CASH BACK * 


* 5m d.al.r (or detelli T««, Utl* »nd lags extra Trad* will affect ••King pries Olecounta/rebatee vary by model 
Must flnanca through Chryslsr Financial to qualified buyers 

• See deoior for o coov or Imitsd wononty and detoM Non-T'dnjferoble Nor available on SRI, d»«ei voMclei. 
Sprin'or Oom Chau j Cob. and certain fleet veNciea 

Chryalar and Jeep ara registered trademarks of OelmlerChryeler Corporation DolmleChryder factory trolned 'ecnnlclona 


Pre-Owned Autos 


07 Jeep Gl Cherokee Ltd., Dil 
06 Dodge Ram 1500 Quad Cab 
06 Jeep Commander Sp 7-pass. 
06 Hyundai Santa Fe V-6, AWD 
05 Jeep Gl Cherokee Ltd., NAV 
05 Jeep Gt Cherokee Ltd, NAV 
05 Dodge Grand Caravan SI+- 
05 Hyundai Santa Fe 
05 Chrysler 300 Ltd. 

04 Jeep Gl Cherokee Laredo 
04 Subaru Ba|a, Leather 
04 Jeep Gl Cherokee Ltd. 

04 Dodge Ram 1500 Quad Cab 
04 Jeep Gl Cherokee Overland 
04 Dodge Durango SLT 
03 Jeep Gl Cherokee Ltd. 

03 Dodge Durango SLT 
03 Jeep Gl Cherokee Overland 


$32,995 
$16,995 
$15,995 
$15,995 
$18,995 
$16,995 
$11,995 
$10,995 
$17,995 
$11,995 
$15,995 
$12,995 
$14,995 
$16,995 
$13,995 
$ 9,995 
$ 6,995 
$15,995 


idge 

02 Fora Explorer XLT 


01 Dodge Ram 1500 Quad SLT 
00 Dodge Ram 1500 SLT 

Program Vehicles 


$ 5,995 
$ 5,995 
S 7,995 
$ 6,995 


m 

ysior 


08 Chrysler Town 8 Country 
08 Dodge Avenger, moonroof 
07 Jeep Liberty Ltd. 

07 Jeep Wrongler Sport, 4 di 
07 Jeep Compass 
07 Chrysler Sebring 
07 Dodge Caliber 
07 Jeep Liberty Sport 
07 Chrysler Town i Country 
07 Jeep Gl Cher Laredo 
07 Dodge Caravan 
05 Jeep Wrangler Rocky Mtn. 
05 Chrysler 300 AWD 


See dealer for detaili. Trad# prill offset tailing grits Tat. Ilrta ond toga utra. 3 mo. / 3,000ml. 

113 S. Main St.. Accident MD 

om.T4c.omi 


$24,995 
$15,995 
$16,995 
$22,995 
$15,995 
$15,995 
$13,995 
$14,995 
$16,995 
$16,995 
$13,995 
$15,995 
$18.995 

arorronly 


WED-8 to 6, SAT-8 to 1 


301-895-3230 
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I'HAN GOOD RATKS... 


UCH MORK 


BERRIES SUCH AS THESE may soon be produced In the Garrett County area 
and exported to various parts of the world. Facilities are currently being built by 
Harry Swartz of Five Aces Breeding, the largest raspberry breeding company In the 
world. The company also works with strawberries, blueberries, and cut flowers. 
Swartz Is pictured above with one of his new varieties, the Marcianna raspberry 
(also pictured below). At right is one of Harry’s strawberry varieties, which has a 
cinnamon flavor. 


board members, who were 
Bill Grose, Terra Alta, 
W.Va., and Michael Steyer, 
Oakland. 

Local employees receiv¬ 
ing safe-driving awards 
were Kevin Louie, Wayne 
Jamison, and James Sisler 

Other highlights of the 
meeting included the pres¬ 
entation of awards from tht 
recent propane and fertilizer 
truck rodeos held in Buck- 
hannon and Elkins, W.Va., 
respectively. 

Jamison, Louie, and 


Randy Strawser received 
awards for having the best 
maintained units at the pro¬ 
pane rodeo, while Jamison 
also received the "Best 
Spread Pattern" award from 
the fertilizer rodeo. In addi¬ 
tion, Claude Hartsell re¬ 
ceived a second-place driv¬ 
ing ward from the propane 
rodeo. 

Founded in 1923, South¬ 
ern States now has more 
than 300,000 farmer- 
members. The firm is based 
in Richmond, Va. 


Garrett County was the fact 
that he had already estab¬ 
lished a relationship with 
the state of Maryland in 
terms of state inspectors 
who could certify the mate¬ 
rial to be shipped all over 
the world. 

About six years ago, 
Harry started a few projects 
in the area. At the time, the 
extension specialist in the 
county was Jim Sims. Then 
Willie Lantz took over, and 
Harry worked with him as 
well. 

They found that raspber¬ 
ries in particular did even 
better than they had ex¬ 
pected 

"We have no problem 
growing raspberries that are 
world class for yield, fruit, 
flavors, and firmness - eve¬ 
rything that you want in a 
shipping raspberry," he said 
"And we re close to the mar¬ 
ket. I can't think of a better 
area to grow raspberries 
than this part of the world." 

Harry was able to pur¬ 
chase land in the Oakland 
area for his facility, and has 
plans to complete his move 
here this fall He plans to 
build a complete industry in 
the county, from nursery to 
packing facility. 

One of the biggest prob¬ 
lems Harry still has to work 
out is finding adequate la¬ 
bor for picking the berries 
However, he has a few 
plans for addressing the 
problem 

First, he noted that if 
the size of the berries is in¬ 
creased through breeding, 
there will be more yield per 
acre with the same amount 
of berries to be picked 

Another possibility is 
under discussion with robot¬ 
ics expert Phil Malone of 
GEARS 

"I'm trying in the next 


Jr arm Credit has great people with 
service on their mind and a smile 
on their face. 

We've been providing financing to 
Oakland farmers and homebuyers 
for more than 90 years. 


F.J. Grady 

Loan Officer 
fjgrady@aghrst.com 


point where it's no longer 
just about him, but it’s 
about his company. 

"It’s no longer just a 

hobby." he said. "Farming 
is an addiction, and it's the 
worst addiction you could 
have." 

The first field day has 
been planned for next 
Thursday, Sept 18 See f 
separate story for details. 

Southern States 
Co-op Members 
Hold Elections 

Carl Bachtel, Horse Shoe 
Run, W.Va., and Kenton 
Bender, Accident, were 
elected to the local board of 
directors during the annual 
membership meeting of the 
Southern States Oakland 
Cooperative, held at the 
Pleasant Valley Community 
Center on Aug 28 More 
than 100 stockholder- 
members and their families 
attended 

John Flint, Aurora, 
W.Va., was elected presi¬ 
dent of the board, while 
Bachtel was named vice 
president 

Louis Strawser. Aurora, 
W.Va., was chosen chair¬ 
person of the Farm Home 
Advisory Committee, and 
Kay Steyer, Oakland, was 
named secretary. 

The local meeting also 
included a report from Bill 
Kraft, Fairmont, W.Va., 
manager of the Oakland 
Cooperative. He reported 
that total operating volume 
for the past year was about 
$6.6 million. 

Hart also gave a presen¬ 
tation on the fertilizer and 
commodity markets 

This session also in¬ 
cluded a special recognition 
ceremony for the newly 
elected and for the retiring - 


Computer giving you a hard time? 
Contact the CHIPS Network today for all 

your commercial computer and website needs. 
Offering services in: 

• Custom Programming and Software 

• System and Network Engineering 

• Website Design, Maintenance and Support 

• Graphic Design 

• Hardware and Software Troubleshooting 

• Site Management and Consulting 

21287 Garrett Highway, Suite 200, Oakland, MD 

(301) 387-5652 • (800) 590-9907 


We Make Loans For: 

□ Homes 8c Estates 
□ Farms 8c Farmettcs 

□ Land 8c Construction 
□ Livestock 8c Equipment 

□ Barns 8c Facilities 

□ Recreation Properties 


needs. 


Country Mortgages*' 


301-334-85421800-296-8554 
www.farmcreditofvirginias.com 


couple of years to develop 
strawberries that will actu¬ 
ally present the fruit in a 
very easy way for a robot to 
pick," he said "I hope Phil 
has the time and energy and 
we have enough capital to 
actually build something 
The answer for Garrett 
County and anywhere, actu¬ 
ally, is that over time we'll 
hopefully be picking these 
things robotically." 

In order to get things 
moving on the right sched¬ 
ule, Harry noted that he has 
to have everything tunction- 
ing by Feb 1 Currently, he 
is building a lab on the 
property, and he has one 
tunnel up for growing He 
hopes that his permanent 
greenhouse will be up by 
the middle of October 

There are currently three 
tillable acres, with each acre 
capable of supporting 
17,000 plants 

Harry noted that he's 
happy with the decision that 
he made 30 vears aao to act 
into plant breeding How¬ 
ever, he said it's now to the 
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WildWood Athletic Club 


12 North Bradley Lane Oakland, Maryland 21550 

The area ft health and fitness leader l 


c A delves C M I fiat s c -^Caf 2 fze^rvin^ / ^cU+v 



8 Sessions, every MsfldJJ i Wednesioj 

beginning Mon., Sept. 8, ending Wed., Oct. 1, 

from 5:30 p.m. ■ 6:30 p.m. 

$50/8 SESSIONS 

PRE-REGISTRATION REQUIRED 

Designed to help sculpt the body and strengthen the body's core 

Every Tuesday & Thursday 

beginning Tues., Sept. 9 & 
continuing thru Spring 

4:15 p.m. • 5:00 p.m. 

Cost: Free to Wildwood mombors, S5.00 for walk-ins 

A fun class that challenges the major muscle groups 
with cardio & light-weight exercises 





Garrett County 
Memorial Hospital 

Healthworks: 

Wednesday, Oct. 15 

Wellness Bloodscreening 
Includes: 

•Cholesterol Level Check 
-Blood Pressure Monitoring 
-Body Mass Index Evaluation 
-Administer Flu Shots 
-Open to the public; 
Pre-registration is required 
-Cost for the program; 

Blood screening $30 


Phone: 301-334-1300 E-mail wildwoodathleticclub(ei)verizon net 
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Strawberry Field 
Day Planned At 
Local Area Farm 

Appalachia Strawberry 
Field Day will be held on 
Thursday, Sept 18, begin¬ 
ning at 5:30 p m. at the 
newly established farm of 
Dr Harry Swartz, located 
at 4771 Gorman Road, 
Oakland 

The evening will feature 
data being collected for a 
three-year research and 
education grant titled "An 
Integrated Approach to De¬ 
veloping a Day-Neutral 
Strawberry Production In¬ 
dustry.” 

Research conducted 
through the grant has fo¬ 
cused on propagation and 
production of day-neutral 
strawberries in an annual 
system. The system is de¬ 
signed to produce fruit dur¬ 
ing the summer months 
when local fruit is typically 
not available. It is a particu¬ 
larly good fit for the Appa¬ 
lachian Mountains, since 
strawberries require cool 
summer temperatures. 

The goal of the project is 
to develop a system of 
propagating, growing, and 
marketing high quality fruit 
throughout the summer 
months. 

Speakers will include 



A STRAWBERRY FIELD DAY will be held on Thursday, Sept. 18, beginning at 
5:30 p.m. at the newly established farm of Dr. Harry Swartz. Several speakers will 
present information on various topics. See story. 


Swartz, associate professor 
of horticulture at the Uni¬ 
versity of Maryland; Kathy 
Demchak, senior extension 
associate of horticulture at 
Penn State University; Dr. 
Lewis Jett, extension spe¬ 
cialist of hoiticulture at 
West Virginia University; 
Willie Lantz, extension edu¬ 
cator for Maryland Coop¬ 
erative Extension; and 
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GREGG S Pharmacy 

- 20 N. Third St.. 

Oakland, MD 21550 


301 - 334-2197 


Ernest J. Gregg, Jr., P.D. • Owner 


Computerized RX Service - Patient Counseling 


Hours 

Sat 8 30 a m. Ill 9 00 p.m 


"Your Health la Our Business" 

Mon.-Fri. 8 30 a m. "til 9 00 p m. 

Sun & Holidays 6 p m. til 9 p m 


Scarlet Fever Commonly Caused by Strep Throat 

Children between the ages of 5 and 15 are most likely to be 
affected by scarlet fever. Typical signs and symptoms of this 
condition include an extensive rash, flushed face, sore throat, 
and high fever Streptococcus pyogenes is the bacteria 
responsible for causing both strep throat and scarlet fever This 
bacteria type is contagious and may be transmitted through 
coughing, sneezing, or touching objects an infected person has 
touched and then touching one s nose or mouth Persons may 
carry the bacteria without symptoms. 

Antibiotics may be prescribed for persons who become 
infected. Penicillin, amoxicillin, and azithromycin are antibiotics 
sometimes prescribed Other antibiotics prescribed may 
include clarithromycin, clindamycin, and cephalexin Other 
treatment measures include using over-the-counter 
medications, with the approval of the child's physician, and 
providing adequate fluids Over-the-counter medications, such 
as ibuprofen and acetaminophen, may help to alleviate fever and 
discomfort. Children may prevent scarlet fever infection through 
regular hand washing and refraining from sharing drinking 
glasses or eating utensils. 


Sherry Frick, extension pro¬ 
gram assistant for Maryland 
Cooperative Extension 

Topics will include vari¬ 
ety trial, plastic mulch, post 
planting flower removal, 
spring versus fall planting, 
production on second year 
plantings, fertilization, and 
high tunnel production. 

The field day is free, and 
will include a barbecue 
meal Those who plan to 
attend are asked to call the 
extension office to rcgistei 
at 301-334-6960. 

GRANTSV1LLE 

STOCKYARDS 

Market report for Satur¬ 
day, Sept. 6, 2008. 

Stock Steers and Bulls 
(200-500 lbs), $70-106 
Stock Heifers, $50-90. 
Slaughter Steers, good to 
choice, up to $85, medium 
to good, $55-83.50. Holstein 
Steers, good, $54-70; light, 
up to $65. Slaughter Heif¬ 
ers, good to choice, up to 
$83; medium to good, $55- 
76. Bulls, heavy, $60-68; 
light, $60-71. Cows, utility 
(Holsteins), $55-65; canners, 
$45-54; culls, $44 and 
down Bob Calves, $50 and 
down Holstein Bull Calves, 
return to farm (90-120 lbs ), 
up to $45 Holstein Heifer 
Calves, return to farm, up to 
$200. Beef Cross Calves, 
return to farm, up to $85. 

Hogs, top quality, up to 
$54; heavy, up to $50; light, 
$20-50; feeder pigs, by head, 


TRACKSIDE 

CREAMERY 

Hand-dipped 4 soft serve 

ICE CREAM 



308 S. 2nd St., Oakland 

OPEN DAILY 


up to $45. Sows, up to $49. 
Male Hogs, $3-25. 

Lambs (70-85 lbs ), up to 
$118; (85-125 lbs ), up to 
$115; (30-60 lbs ), up to 
$121; culls up to $60. 

Sheep, up to $50; fat 
sheep, up to $35. 

Goats, large, by head, 
$60-100; medium, by head, 
$25-60; small, by head, $10- 
40; kid, $5 to 20. 

Livestock prices are all 
given per hundredweight 

FRIEND’S 

STOCKYARD INC. 

Market report for Mon¬ 
day, Sept. 8, 2008. 

Stock Steers and Bulls 
(200-500 lbs), $75-104; 
Stock Steers (700-850 lbs), 
$80-98; Stock Heifers, $60- 
95. Slaughter Steers, good 
to choice, $94-97; medium 
to good, $82-93.50; heavy 
choice (over 1,450 lbs ), 
$75-85 Holstein Steers, 
heavy choice, $62-81.50; 
light (500 to 600 lbs ), up to 
$72. Slaughter Heifers, good 
to choice, $90-95. medium 
to good, $80-89, utility, 
$55.75-74 50 Bulls, heavy, 
$57-70; light, $50-64. Cows, 
utility, $50-67; commercial 
to good, $42-54, culls, $44 
and down Veals, good to 
choice. $50-94.25; medium 
to good, $50-67. Bob 
Calves, $50 and down 
Holstein Bull Calves, return 
to farm (85-120 lbs ), up to 
$85. Holstein Heifer Calves, 
return to farm (85-120 lbs.), 
up to $410. Beef Cross 
Calves, return to farm, up to 
$98 

Hogs, top 
$57. Sows, up l 

Lambs, choice, 

$105. 

Goats, choice (by head), 
$25-75. 

Livestock prices are all 
given pei hundredweight 


quality, up to 
) to $38.50. 


up to 


Preston County 

Farm Service Agency Reports 

Eric M. McCartney, County Executive Director 
Preston County FSA Office 

425 E Main St., Suite 420, Kingwood, WV 26537-1793 

304 - 329-1923 


FARM SERVICE AGENCY REMINDS 

PRODUCERS OF SEPT. 16 WAIVER DEADLINE 

Eric M McCartney, executive director of USDA’s 
Farm Service Agency in Preston County, reminds farmers 
of an important upcoming deadline for disaster assistance 
programs. 

Farmers and ranchers who are eligible for disaster as¬ 
sistance under certain new Supplemental Agricultural 
Disaster Assistance programs for losses caused by natural 
disasters in calendar year 2008, but who are not fully cov¬ 
ered by crop insurance or the Noninsured Crop Disaster 
Assistance Program, only have until next Tuesday, Sept. 
16 to pay the "buy-in" fee for 2008 crops, including graz¬ 
ing lands. 

"Tuesday is the deadbne to pay the fee," said McCart¬ 
ney. "If your crops or land are not insured, I urge you to 
take advantage of this one-time opportunity. If you miss 
this deadline, you will be ineligible for these disaster assis¬ 
tance programs for your 2008 crops." 

The 2008 Farm Bill (the Food, Conservation, and En¬ 
ergy Act of 2008) authorized five new Supplemental Agri¬ 
cultural Disaster Assistance programs: the Supplemental 
Revenue Assistance Payment (SURE) program; Livestock 
Forage Disaster Program (LFP); Tree Assistance Program 
(TAP); Livestock Indemnity Program (LIP); and the 
Emergency Assistance for Livestock, Honey Bees and 
Farm-Raised Fish (ELAP) program The buy-in waiver 
applies to SURE, TAP, LFP and ELAP for 2008 crop 
production and livestock losses 

To be eligible under the 2008 Farm Bill for disaster 
assistance under SURE, ELAP and TAP, producers must 
have enrolled in crop insurance or NAP for all crops in all 
counties in which they have an interest, including grazing 
and hayland To be eligible for disaster assistance for 
LFP, producers need only have crop insurance ui NAP 
coverage for the specific grazing land for which assistance 
is being requested. 

Since the 2008 Farm Bill was enacted after the crop 
insurance and NAP application periods had closed, pro¬ 
ducers who did not buy coverage could not now comply 
with this requirement. However, the 2008 Farm Bill pro¬ 
vides authority for a w-aiver for 2008 that allows produc¬ 
ers to pay a fee to be eligible for the new disaster assis¬ 
tance. 

The crop insurance and NAP coverage requirements 
will be waived in 2008 for producers who did not obtain 
crop insurance or NAP coverage by the applicable sales 
closing date, provided that the producer files an applica¬ 
tion for a waiver and pays a buy-in fee in an amount equal 
to the 2008 applicable NAP coverage or catastrophic risk 
protection plan fee for the crop or grazing lands. 

In July of this year, USDA announced the buy-in 
waiver deadline and application process. 

McCartney also reminds producers that the payment of 
the applicable fee does not provide them with crop insur¬ 
ance or NAP indemnity payment for losses; it only makes 
them eligible to apply for assistance under the Supplemen¬ 
tal Agricultural Disaster Assistance programs 

For more information on the buy-in waiver and appli¬ 
cable fee, persons may visit the Preston County FSA of¬ 
fice, located in the Corner Mall of the Kingwood Plaza, 
or telephone 304-329-1923 before the Sept 16 deadline. 

SMALL-GRAINS CROP INSURANCE DEADLINE 
FOR WEST VIRGINIA IS SEPT. 30 

The Raleigh Regional Office, USDA Risk Manage¬ 
ment Agency (RMA), reminds West Virginia small-grains 
producers that Sept. 30, 2008, is the final date for those 
not currently insured to apply for crop insurance on wheat 
or barley. Current policyholders likewise have until Sept. 
30 to make any changes to their policies 

Price elections for 2009 arc as follows: $6 50 per bushel 


#1 Ik 


PRICE CHANGES 



NEW OFFERINGS 


for wheat and $4 60 for barley. Producers should also be 
aware that the end of insurance date for small grains was 
changed to August 31 for West Virginia 

For more information, persons may log on to the RMA 
Web site at http://www rma.usda.gov, or contact a local 
crop insurance agent as soon as possible A list of agents 
is maintained at the local USDA Farm Service Agency 
office and on the RMA Web site at http://www3 rma - 
usda gov/ tools/agents/. 


Crop Insurance 
Deadline Noted 

The Raleigh Regional 
Office of the USDA Risk 
Management Agency re¬ 
minds Maryland farmers 
that Tuesday, Sept 30, is 
the final date to obtain crop 
insurance on forage produc¬ 
tion and on wheat or barley. 

Current forage produc¬ 
tion policyholders also have 
until Sept 30 to make any 
changes to existing con¬ 
tracts. 

Forage production insur¬ 
ance covers pure alfalfa and 
alfalfa grass m.xtures The 
price election for the 2009 
crop year is $191 per ton. 


For wheat or barley, the 
price elections arc as fol¬ 
lows: $6 50 per bushel for 
wheat and $4 60 for barley. 

Farmers may contact a 
local crop insurance agent 
for premium quotes and 
other details. 

For more information, 
persons may visit 
www.rma.usda gov 

For a list of crop insur¬ 
ance agents, persons may 
contact their local USDA 
Farm Service Agency or 
visit the Risk Management 
Agency web site at 
www3.rma.usda.gov/tools/ 
agents. 

Visit The Republican Website at 
www.lhercpublicannews.eom 


JUST A REMINDER 

Sunday Sales of Alcohol will be 
on our ballot in November. 

YOUR VOTE DOES COUNT. 

Encourage your family 
and friends and other voters to... 

Help to preserve our heritage 
of Alcohol-Free Sundays 
in Garrett County. 

Vote “NO” to Sunday Sales 
of Alcohol in your Election District. 

Auth. by Friends for Alcohol-Free Sundays 
Thomas E. Doyle, Treas 


SUNDAY BIIKGO 

Paper Package Deal—Sept 14 

Regular Games Pay $50.00 
60 Players - Games Pay $60 

70 Players - Games Pay $70 ■flBjjr 

80 Players - Games Pay $80 

Doors open tt:30 a.m.. Early Bird I2.-5S p.m„ Regular Games 1.00 


»is ‘Week s jackpots mVi 

(gonanza <gingo (52 Nos) $647.00 

b? •progressive “game (53 Nos ) $599.00 

^Mystery JJumber $37.00 + 

55 Slumber •game $600.00 t 




o 



Refreshments & 
'N (O' Good Food ’ 4wtfaW * 

PLENTY OF SEATS 

Elks I #2481 loo I lk St.. Oakland, MD 

For more information call 301-334-1119 

Vo admission under .»#«• IN Sponsored by H.P.O.E. 02481 


301 - 187-1000 



RARE OPPORTUNITY 

Great Lakefront home with 3-* 
Acres in Blakeslee 
GA6816449R $1,265,000 


PERGIN FARM WOODED 4BR LAKEFRONT 

350' lakefront. 2 private docks. 4 Bedroom 100' Lakefront with 
guest house ’more 2 Masters, fireplace hot tub 

GA6849578R $3,200,000 GA6848586R $1,150,000 



LOG HOME 

Custom. 3 bedroom, 3 bath 
Yellowstone log home on level 
lake area lot Enclosed porch 
with hot tub & fireplace, large 
loft 3 master suites, hardwood 
floors in main area, family room 
with fireplace 

GA6860994R $519,900 


GREAT LOCATION! 

Within walking distance to 
ASCI's Whitewater Course 
GA6846103R $395,000 


SLOPESIDE LOT 

North Camp at Wisp Resort 
Within walking distance to 
ASCI Whitewater course & only 
minutes from the new Hale 
Irwin golf course This lot is 
right in the middle of all the 
mountaintop has to offer 
GA6862393R $389,900 


RED RUN CONDO UNIT 

3 Bedroom/2 Bath Lakefront 
unit w/walk out access directly 
to your dock slip! Privacy, Great 
Lakefront, tennis courts, 
outdoor pool & 10*/- acres 
New furnishings to convey. 
GA6860899R $349,000 


y* l n 



COZY CHALET TRADERS LANDING UNIT 

Cozy chalet with filtered water Comfortable 2 bedroom unit 
view! centrally located 

GA6846769R $269,900 GA6856869R $189,000 


INCREDIBLE VIEWSI 

Walk to Wisp Resort from this 3 
Bedroom, 3 Bath home' 
GA6661473R $549,500 



FRONT HOME 

5 bedroom/3 Bath home with 3 Level lakefront with excellent 


Acres & 307' lakefront 
GA6855250R $2,950,000 


lake views! 
GA6852244R 


$889,000 





w2 

LAKE/SKI SLOPE CONDO 

Lake & Ski Access Townhome 
with recent upgrades!! 
GA6850772R $335,000 


THE SIMPLE LIFE 

Particularly tasteful log home 
with peaceful setting 
GA6857265R $374,900 


COMMERCIAL/INDUSTRIAL 

Commerr.ial/lndustnall 2.000 
square foot building 
GA6795632R $349,000 




CHECK IT OUT 

Close to water-renovated.3 
bdrm Sky Valley Chalet 
GA6763833R $319 900 


ABOVE AND BEYOND 

6.500 square ft custom home Views of Lake &W,»pr\es*ort. 
with breathtaking lake views GA6854146R $589,000 

GA6855678R $1,599,000 


50 AC ON STOCKSLAGER BOULDER RIDGE 
50 Acres as pnvafe estate or Premier "ski-out' lot close to 
develop Whitewater course' 

GA6844858R $1,225,000 GA6843138R $550,000 


COMMERCIAL/RESIDENCE 

3 Bedroom home on 4 7acres 
with 526' of frontage on 219 
GA6858164R $479,000 

GA6858183R $479,000 

V 


•?-' Sr: 




THREE BEDROOM HOME 
STAY AND PLAY Home is jusf outside of 
Custom built home with much Accident Recent upgrades 
to enjoy inside and out GA6852538R $159,900 

GA6842618R $249,900 


NORTH GLADE HILLS 

3 Acre wooded homesite. perc 
approved! 

GA6849308R $249,900 



VALUE MEETS QUALITY 

Everything you need tor a fun 
filled vacation home 

GA6852978R $425,000 


BEAUTIFUL HOME! 
Great home in Southern Pines 
Convenient to schools, 
shopping, hospital. Oakland & 
Deep Creek Lake. MD Enjoy 
this 5 Bedroom/3 5 Bath home 
Oversized 2 car garage, wrap 
around front porch Great 
neighborhood' 

GA6865487R $349,900 


READY FOR YOUI 
MARSH RUN COVE CONDO 13 acres in quiet community 
3 bedroom. 3 bath condo with a with easy access, 
hot tub' GA6849032R $234,900 

GA6854243R $324,900 


SUMMIT WOODS FARM 

6 acre lot located In Summit 
Woods Farm Sub. 
Conveniently located within 
minutes to Deep Creek Lake & 
WISP Resort A peaceful 
setting with beautiful 
countryside views Build your 
dream home today 
GA6863602R $199,900 


3 BEDROOM HOME 

1.000* square foot home with 
1 6 acres on Walnut Bottom Rd 
GA6846525R $126,900 


HOLIDAY HILLS 

Level lot approved for a 3 
bedroom perc 

GA6839362R $114,900 

CLOSE YET REMOTE 

Wooded building lot ready for 
your dream log home 
GA6857310R $99,900 

GREAT 10+ AC GETAWAY 

10 47 acre lot approved for 
sand mound system Great gel 
away, yet clsoe to all Deep 
Creek Lake, Wisp, and State 
Park activities Gated access, 
wooded lot' 

GA6861411R $89,900 

BUILDING OPPORTUNITY 

Lake area level wooded 
building lot close to DCL. 
GA6798908R $84,900 

BEAUTIFUL 5 AC LOT 

5 Awes of peace & quiet & 
natural beauty 

GA6852403R $69,900 

HIGHLAND ESTATES LOT 

0 46 acre lot in Highland 
Estates in Oakland 
GA6843090R $54,900 

GREAT LOCATION 

1+ partially wooded Acres on 
Accident-Fnendsville Road 
GA6850895R $49,900 


FAIRGATE ROAD 

Water view lot overlooking 
McHenry Cove & Wisp! 

Lot 2 GA6847497R $275,000 
Lot 5 GA6847505R $225,000 
Lot 6 GA6847513R $225,000 
Lot 7 GA6847518R $225,000 



E G L O N 

1 level living in a country setting 
with views 

PR6844398R $119,000 


VERY AFFORI 

2 Unit Apartment 
GT6849880R 
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Let’s Get 

Down To Business! 

This is a feature of The Republican to better 
acquaint our readers with various area business 
establishments. 


Shining Brightly Cleaning 
Service LLC 


Owned and operated by 
faith Rogers, Shining 
Brightly Cleaning Service 
LLC has been in business 
for five years. 

Rogers, a Swanton area 
resident, is fairly new to the 
county, but has family 
members who have lived 
here for at least 25 years. 

"So, I'm very familiar 
w ith the area," Rogers said. 

One of the more unique 
features about her business 
is that it is family owned 
and operated. 

"I'm married with two 
children and started my 
cleaning business so I can 
be home for my children 
before and after school," 
Rogers said. 


She added that she is 
trustworthy, dependable, 
and honest, and brings her 
own top-of-the-line cleaning 
supplies to job sites. 

"1 will clean your house 
as if it were my own," 
Rogers said "I will make 
sure that you are completely 
satisfied." 

As for the future, she 
says she would like to build 
up her cliental base so that 
her business is the "best 
cleaning service that Deep 
Creek Lake has to offer." 

"Please give me a chance 
to show you that I will liter¬ 
ally make your home 
shine," Rogers said 

For more information 
about Shining Brightly 



Have your 
home and decks 
arotected! 


Interior & Exterior Painting - Staining - Power Washing 
I Decks & Houses - Lawn Trims * Mowing Services - Mulching 
* Yard Cleanup - Gutter Cleaning * Snow Plowing 


1301 - 533-0854 & 301 - 501-1883 




Tkavi\z you 


The family of Mark "Bob’’ Right 
would like to thank family, friends and 
the community for all the prayers, cards, 
food, flowers and gifts during his passing 
on August 30, 2008. The support during 
this trial was a great blessing and very 
humbling. 

A special thanks to Rev. Don Matthews 
for a beautiful service and Oak Park 
Church of the Brethren for the use of 
their fellowship hall. 

We were unable to talk to everyone 
like we would have liked so stop by 
anytime if you would like to share any 
memories about Mark. The door is 
always open and we would love to hear 
from you. 

We w ill never forget the support from 
everyone. We loved Mark greatly and 
will miss him alwavs 

Cart, Marilyn, Stevtw., Alisha, 
tctisttw arj Abbuaalz 



Cleaning Service LLC, per¬ 
sons may call 301-245-4569. 

Children's Mural 
To Be Unveiled 
At G'ville Library 

The Grantsville library 
will host a "Kids' Lit Morn¬ 
ing" on Saturday, Sept. 20, 
at 10 a m to celebrate the 
unveiling of a new mural in 
the children's area 

Robert White, owner of 
7 East Creations, specializes 
in painting murals and is 
creating the work 

Kids' Lit Morning will 
include interactive storytel¬ 
ling, face painting, and 
snacks 

The library invites the 
public to attend this free 
event and find out "what's 
behind the curtain" in the 
children's area 

Local Church Of 
God To Combine 
Sunday Services 

The Loch Lynn Church 
of God will combine its 8 
and 10.50 a m. services into 
one Sunday morning wor¬ 
ship service, beginning Oct 
5. This single service will 
start at 10:50 a m 

Other service times will 
remain the same, with Sun¬ 
day school at 9:45 am, and 
Sunday evening worship at 
6 pm 

The Kidz Factory/ 
Children's Church is avail¬ 
able during the Sunday 
morning and evening ser¬ 
vices for ages 3 to 11 years 
A nursery is also available 
Loch Lynn Church of 
God also offers a Wednes¬ 
day worship service at 7 
p.m , which includes Bible 
study, Kidz Factory 
classes/nursery to age 11, a 
Perpetual Flow Youth Min¬ 
istry for ages 12 to 20, and 
MOPS (Mothers of Pre¬ 


schoolers), which meets on 
the first and third Wednes¬ 
days of each month 

A Thursday morning 
prayer meeting is also avail¬ 
able at 10 a m 

The church is located at 
8649 Gorman Road, Loch 
Lynn. For more informa¬ 
tion, persons may call Pas¬ 
tors Ivan and Cindy Acker¬ 
man at 301-334-3221. 

G’ville Church 
Schedules Show, 
Dinner Next Sat. 

Mark and Sandy Rem¬ 
ington of Remington Minis¬ 
tries will present a humor¬ 
ous drama at Maranatha 
Assembly of God, Grants¬ 
ville, on Saturday. Sept. 20, 
following a spaghetti din¬ 
ner, which begins at 6 p.m 

A free-will offering will 
be collected after the dinner 
show for the Remington 
Ministries. 

The Remingtons have 
been dramatizing the prob¬ 
lems of the Christian family 
since 1985 and have per¬ 
formed in more than 2,300 
churches throughout the 
United States, according to 
a church spokesperson 

Mark will play the part of 
George Jenkins and also the 
part of George's father, 84 
year-old cantankerous Jake 
Jenkins. Mark changes 
clothes and character in 15 
seconds, several times, dur¬ 
ing the play. 

Sandy will portray 
George's wife, Gladis Jen¬ 
kins. 

The Maranatha Assem¬ 
bly of God is located at 176 
Spnngs Road Persons inter¬ 
ested in attending the event 
are asked to make a reserva¬ 
tion by calling 301-895-5300 
and leaving a voice message 
indicating how many people- 
will be in their party 

Subscribe to The Repuhln tin 
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Ash 

Sheila 



Decorating Dilemma? 

Sheila otters helpful advice. 


Dear Sheila 

Where are you 7 I went to 
your store and found out you 
had moved 7 Are you still in 
business 7 What is the deal? 

I am in desperate need ol 
your services, but am not sure 
what they are anymore! 

Perplexed 

Dear Perplexed 

Yes. we moved to 119 S 
Second Street in downtown 
Oakland We are right next to 
Rudy's clothing We have 
definitely downsized our space 
but our services remain the 
same We are a full service 
design studio Whether it is a 
window, a room or a house, we 
can still do it all 

I have decided to 
concentrate mainly on the 
design aspect, but we do have 
some beautiful original artwork 
and other specialty pieces We 
are open from 1000 until 5 00 
6 days a week Of course, we 
will always accommodate 
different times with an 
appointment 

Stop in and visit and see 
our new look! 




5vn~ 


at DECORATOR S NOOK 




119 S. Second St.. Oakland 
301-387-2355 


VFW Conducting 
Two Contests For 
Local Students 

The Veterans of Foreign 
Wars (VFW) Post #10077 
in Deer Park has announced 
that this year the organiza¬ 
tion will conduct two essay 
contests for local students in 
grades 6-12. These contests 
are sponsored annually by 
the VFW and its Ladies 
Auxiliary and allow stu¬ 
dents the opportunity to win 
cash, bonds, and scholar¬ 
ships at the local and na¬ 
tional levels. 

The local winners are 
recognized in the area news¬ 
papers, and their entries are 
sent to the district level for 
competition against other 
district winners. It is then 
possible to advance to the 
state or even the national 
level. 

Last year, one student, 
Dustin Platter, competed at 
the state level after winning 
the local and district compe¬ 
titions. 

Prizes for the local win¬ 
ners are $300 for first place, 
$200 for second, and $100 
for third in both contests. 

The first contest is the 
Voice of Democracy contest 
for high school students in 
grades 9-12. An entry 
should consist of a short, 
typed essay, an audio re¬ 
cording (3-5 minutes) of the 
essay, and a completed en¬ 
try form The theme for this 


year is "Service and Sacri¬ 
fice by America's Veterans 
Benefit Today’s Youth 
by... " The deadline is Nov 
1, by which time the entries 
should be at Post 10077 in 
Deer Park 

The second contest is the 
Patriot's Pen Contest which 
is for those in grades 6-8. In 
this contest students prepare 
an essay of 300-400 words 
and complete an entry form 
The theme for this year is 
"Why America's Veterans 
Should Be Honored." The 
deadline is also Nov. I 

All Garrett County stu¬ 
dents in the noted grades 
are eligible to enter the con¬ 
tests. Northern and South¬ 
ern high schools and middle 
schools are participating, a 
spokesperson said, adding 
that home-schooled stu¬ 
dents may enter directly by 
contacting Post 10077 at 
301-334-9109 or by calling 
the contest chairman, 
Wayne McCaughey, at 301- 
387-3225. 
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ATTENTION, ALL LEGAL 
AND PUBLIC AUCTION 
ADVERTISERS 

NOW IN EFFECT! 

* All legal advertisements and public auctions 
submitted for publication in The Republican 
are required to be emailed (preferred) or typed 
and delivered to our office prior to the dead¬ 
line. No faxed copies will be accepted unless 
arrangements are made in advance. PLEASE: 
NO ALL CAPS! 

The email address for such advertisements 

is advertisinq(5)therepublicannews.com 
The mailing address is: The Republican, 
P.O. Box 326, Oakland, MD 21550. 

The deadline for advertising is 5 p.m. on 
Tuesday prior to the Thursday publication. 
Thank you for your cooperation. 


PUBLIC NOTICES ■ PUBLIC NOTICES 


PUBLIC NOTICE 

Circuit Court 
for Garrett County 

Case No. 11-C-08-10486 

Tiffany A Doerr 
299 Hoyes Road 
Friendsville, MD 21531 
Plaintiff 
vs. 

William C. Jones III 
147 Grant Street 
Grantsville, MD 21536 
Defendant 

NOTICE 

(DOM REL 72) 

The above Plaintiff has filed 
a petition/complaint/motion, 
entitled: Complaint for Abso¬ 
lute Divorce, in which she is 
seeking an absolute divorce. 

Notice is hereby issued by 
the Circuit Court for Garrett 
County that the relief sought in 
the aforementioned petition/ 
complaint/motion may be 
granted unless cause be 
shown to the contrary. Defen¬ 
dant is to file a response to the 
petition/complairt/i notion on or 
before September 28, 2008. 


Failure to file the response 
within the time allowed may 
result in a judgment by default 
or the granting of the relief 
sought, provided a copy of this 
Notice be published in some 
newspaper published in this 
county, once in each of three 
(3) successive weeks on or 
before September 19, 2008. 

Sondra R. Buckel 
9M-i8(3) _ Clerk 


Cornish Manor 

Hestaumnt dfc? Lounge 



Every Tuesday 

5:00 - 9:50 p.m. 


830 Memorial Drive. Oakland 




Attention Contractors 


No matter what the size of your job 
Sunrise Sanitation Services, Inc., has a box 
to meet your needs. Sunrise offers 10, 20, 
and 30 cubic yard boxes. Speedy 
delivery combined with our 
dependable and reliable excellent 
service is just what you need. 

Give us a Call Today! 

301 - 334-62 12 


Garrett County WIC Program 






•Healthy Foods 

•Breast Feeding Education and Support 
Health Screening and Growth Checkups 
•Nutrition Education 
•Information on Other Services 



Better Nutrition 
For 

A Brighter Future 


You can participate if you: 

Are pregnant, breast feeding, recently had a 
baby or have an infant or child under 5 yrs. old 
Live in Maryland and meet nutrition and 
income guidelines 

(or qualify for another program such as Medical Assistance 
or Energy Assistance) 

Income Eligibility Guidelines for Maryland W IC Program Bene fits 


Family Size Annual Income_Monthly Twice Monthly 


1 

2 

3 

4 

For each 
additional fain, 
member add 


$19,240 

$25,900 

$32,560 


$39,220 


$1,604 

$2,159 

$2,714 

$3,269 


+ $6,660 


+ $555 


$802 
$1,080 
$1,357 
$1,635 
+ $278 


Bi-Weekl 


$740 s 3-0 

S997 $499 

$1,253 $627 

$1,509 $755 

+ $257 +$129 




Call WIC for an appointment at: 301-334-7710 
Grantsville area: 301-895-3111 
Statewide call: 1-800-242-4942 
www.mdwic.org 


Helps 


me 

H Kids 



The Garrett ( rum tv Health Department is an equal opportunity provider and employer. 
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PUBLIC NOTICE 

Notice of Development 
Permit Application 
for Use of the Buffer Strip 

The Department of Natural 
Resources. Deep Creek Lake 
Natural Resource Manage¬ 
ment Area, has received the 
following Development Permit 
application for use of the buffer 
strip and waters of Deep Creek 
Lake. The Deep Creek Lake 
NRMA office is beginning its 
review of the application and 
hereby serves notice of its will¬ 
ingness to accept public com¬ 
ment, in writing until Friday, 
October 3, 2008. Comments 
should be addressed to the 
Deep Creek Lake NRMA, 898 
State Park Road, Swanton, MD 
21561. Comments received af¬ 
ter October 3,2008, cannot be 
guaranteed inclusion in the 
review process. 

The following is a brief sum¬ 
mary of the application. The 
complete application is on file 
and available for review at the 
Deep Creek Lake NRMA office 
at Deep Creek Lake State Park. 
For directions or information 
call (301) 387-4111 
"Philip and Erika Rauh have 
submitted a Development Per¬ 
mit Application asking for use 
of the lake and buffer strip and 
permission to install two 4-slip 
common docks for use by two 
residences under construction 
at 642 Rock Lodge Road. There 
is 454.02’ of useable buffer 
strip along the former Penelec 
property line.” 

9/4,11(2) 


INVITATION TO BID 
WINTERABRASIVES 

The Board ot County Com¬ 
missioners of Garrett County, 
Maryland, will accept sealed 
bids for winter abrasives as 
specified for use on County 
roadways in Garrett County 
during the winter season. 

Bid documents and specifi¬ 
cations may be obtained in per¬ 
son from the Garrett County 
Purchasing Department, 316 
East Alder Street, Oakland, 
Maryland 21550. A copy of the 
bid documents can also be 
downloaded from the Purchas¬ 
ing Department’s web site at 
http://www garrettcounty.org/ 
Purchasing/CurrentBids.aspx. 
Inquiries may be made by call¬ 
ing (301) 334-5003. 

Sealed bids must be sub¬ 
mitted to the Garrett County Pur¬ 
chasing Department, 316 East 
AlderStreet, Oakland, Maryland 
21550 on or before Thursday, 
September 18, 2008, at 1:30 
P M. (local time). Sealed bids 
will be publicly opened and 
read aloud in the Commission¬ 
ers' Meeting Room at 2:00 P.M. 
on September 18, 2008 All 
bidders are required to submit 
three (3) copies of their bid 
documents at the time of sub¬ 
mission. All bids submitted 
should be enclosed in a sealed 
envelope and should be clearly 
marked "Winter Abrasives Bid" 
on the outside of the envelope. 
Any bids received after the time 
due will not be considered for 
award and shall be retained as 
documentation for the bid file. 

The Board of County Com¬ 
missioners of Garrett County, 
Maryland, reserves the right to 
accept or reject any and all bids, 
to cancel this invitation to bid 
and to waive technicalities in 
any part deemed to be in the 
best interest of Garrett County. 

By Order of the Board 
Brian E. Bowers, 
CPPB Purchasing Agent 
Garrett County 
Purchasing Department 

54.11(2) 


NOTICE TO CREDITORS OF 
APPOINTMENT OF 
FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 11043 
NOTICE IS GIVEN that the 
Orphans' Court of Adams 
County, Pennsylvania, ap- 
ointed Talmadge V. 
ockamy, 302 Conewago 
Drive, East Berlin, PA 17316, 
as the Executor of the Estate 
of Freda O. Kuhn, a/k/a 
Frieda O Smith, who died on 
April 14, 2007, domiciled in 
Mt Pleasant Township, Ad¬ 
ams County, Pennsylvania 
The Maryland resident 
agent for service of process is 
Richard F. Stefanclli. whose 
address is 18310 Montgom¬ 
ery Village Avenue, Suite 
400, Gaithersburg, MD 
20879 

At the time of death, the 
decedent owned real or 
leasehold property in the fol¬ 
lowing Maryland counties 
Garrett County 

All persons having claims 
against the decedent must file 
their claims with the Register 
of Wills for Garrett County 
with a copy to the foreign per¬ 
sonal representative on or 
before the earlier of the fol¬ 
lowing dates: 

(1) Six months from the 
date of the decedent's death, 
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except if the decedent died 
before October 1, 1992, nine 
months from the date of the 
decedent's death: or 

(2) Two months after the 
foreign personal representa¬ 
tive mails or delivers to the 
creditor a copy of this pub¬ 
lished notice or other written 
notice, notifying the creditor 
that the claim will be barred 
unless the creditor presents 
the claim within two months 
from the mailing or other de¬ 
livery of the notice. Claims 
filed after that date or after a 
date extended by law will be 
barred. 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive The Republican. 

Date of publication: August 
28, 2008. 

Talmadge V. Lockamy 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 
Room 103 Courthouse 
313 E. Alder Street 
Oakland, MD 21550 

S28-9/11 (3) 


NOTICE TO CREDITORS 
OF APPOINTMENT 
OF FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 11050 
NOTICE IS GIVEN that the 
Surrogate Court of Middlesex 
County, New Jersey, appointed 
Sandy Michelle Siegel 
Stimson, 103 Valley View Trail, 
Sparta, NJ 07871, as the Ex¬ 
ecutrix of the estate of Ruth 
Siegel, who died on April 4, 
2008, domiciled in New 
Brunswick, NJ 07043. 

The Maryland resident agent 
for service of process is Kevin 
F. Bress, Esq., whose address 
is Hodes, Pessin & Katz, P.A., 

901 Dulaney Vattey Rd Suite 

400, Towson, MD 21204 
At the time of death. the dece¬ 
dent owned real or leasehold 
property in the following Mary¬ 
land counties: Garrett. 

All persons having claims 
against the decedent must file 
their claims with the Register 
of Wills for Garrett County with 
a copy to the foreign personal 
representative on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent’s death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death: or 

(2) Two months after the for¬ 
eign personal representative 
mails or delivers to the creditor 
a copy of this published notice 
orother written notice, notifying 
the creditor that the claim will 
be barred unless the creditor 
presents the claim within two 
months from the mailing or 
other delivery of the notice. 
Claims filed after that date or 
after a date extended by law will 
be barred. 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican. 

Date of first publication: Sep¬ 
tember 11, 2008. 

Sandy Michelle 
Siegel Stimson 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
9ni-2s<3) Oakland, MD 21550 

NOTICE TO CREDITORS 
OF APPOINTMENT 
OF FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 10994 
NOTICE IS GIVEN that the 
Orphan's Court of West Chester 
County, Pennsylvania, ap¬ 
pointed Kathleen J. Carter, 202 
North Penn Street, West 
Chester, PA 19380, as the per¬ 
sonal representative of the 
estate of Nancy Jane Jones, 
a.k.a. Nancy Jane Jamison 
Jones, who died on November 
9, 2004, domiciled in Pennsyl¬ 
vania, USA. 

The Maryland resident agent 
for service of process is Linda 
S. Sherbin whose address is 3 
South Second Street, Oakland, 
MD 21550 

At the time of death, the dece¬ 
dent owned real or leasehold 
property in the following Mary¬ 
land counties: Garrett 
All persons having claims 
against the decedent must file 
their claims with the Register 
of Wills for Garrett County with 
a copy to the foreign personal 
representative on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death. except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the for¬ 
eign personal representative 
mails or delivers to the creditor 
a copy of this published notice 
or other written notice, notifying 
the creditor that the claim will 
be barred unless the creditor 
presents the claim within two 
months from the mailing or 
other delivery of the notice 
Claims filed after that date or 
after a date extended by law will 
be barred 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican 
Date of first publication Sep¬ 
tember 11, 2008. 

Kathleen J. Carter 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
#'ivim Oakland. MD 21550 
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NOTICE TO BIDDERS 


1995 John Deere 540E Skidder 

First United Bank & Trust will be accepting sealed bids on 
a 1995 John Deere 540E Skidder through September 26, 
2008, at 2:00 p.m. 

For more information or to obtain a bid package, please 
contact Erica at 1-800-470-4356, ext. 1641. #u-25<3) 


NOTICE TO BIDDERS 



2006 Larson 204 Escape 
with 2004 E-Z Loader Trailer 

First United Bank & Trust will be accepting sealed bids on 
a 2006 Larson 204 Escape with 2004 E-Z loader trailer 
through September 26, 2008, at 2:00 p.m 
For more information or to obtain a bid package, please 
contact Tara at 1-800-470-4356, ext. 1642. #n- 25 r 


NOTICE OF SALE 
OF VALUABLE 
TIMBER LAND 

Richard Clarence Knotts 
and Connie Lynn Knotts are 
offering for sale a 31.16 acre 
tract of timber land situate in 
Union District, Preston County, 
West Virginia being a part of 
the First and Second Tracts of 
real estate that were conveyed 
to them by Clarence J. Knotts 
and Alma L. Knotts, his wife, by 
deed dated the 2nd day of Janu¬ 
ary 2003, which deed is of 
record in the office of the Clerk 
of the County Commission of 
Preston County, West Virginia, 
in Deed Book 637, at page 71. 

Persons may contact 
Clarence J. Knotts, (304) 735- 
5727, or Neil A Reed, (304) 
329-0042, to arrange a time to 
inspect the property and to 
obtain a map and bid form 

If you are interested in bid¬ 
ding on the timber land, you 
must deliver the bid in person 
or by mail to the attention of Neil 
A. Reed. Reed & Sisler. PLLC, 
216 West Main Street, 
Kingwood, West Virginia 
26537, on or before 3:00 p.m , 
on the 1st day of October 2008. 
The bid envelope should be 
clearly marked as a bid and will 
be opened at that time and 
place For the bid to be ac¬ 
cepted, there must accompany 
the bid a check in the amount of 
$5,000.00 payable to Neil A. 
Reed, Escrow Agent The de¬ 
posit will be applied against 
the purchase price of the suc¬ 
cessful bidder or returned to 
any unsuccessful bidder. 

Richard Clarence Knotts 
and Connie Lynn Knotts re¬ 
serve the right following the 
opening of the bids to accept or 
reject any and all bids Only the 
high bid will be disclosed at the 
opening 

Once the bid is accepted, the 
successful bidder will ha ve until 
October 15, 2008 to arrange 
financing and consummate the 
sale. 

Richard Clarence Knotts 
and Connie Lynn Knotts 

#11-18(2) 


INVITATION TO BID 
CONTRACTUAL SNOW 
REMOVAL SERVICES 

The Board of County Com¬ 
missioners of Garrett County, 
Maryland, will accept sealed 
bids for contractual snow re¬ 
moval services for various lo¬ 
cations as specified. 

Bid documents and specifi 
cations may be obtained in per¬ 
son from the Garrett County 
Purchasing Department, 316 
East Alder Street, Oakland, 
Maryland 21550. A copy of the 
bid documents can also be 
downloaded from the Procure¬ 
ment Office's web site at http:/ 
/www.garrettcounty.org/Pur- 
chasing/CurrentBids.aspx. In¬ 
quiries may be made by calling 
301-334-5003. 

Sealed bids must be sub¬ 
mitted to the Garrett County 
Purchasing Department, 316 
East Alder Street, Oakland, 
Maryland 21550, on or before 
Thursday, September 25, 
2008, at 1:30 p.m. (local time). 
Sealed bids will be publicly 
opened and read aloud in the 
Commissioners' Meeting 
Room at 2:00 p.m (local time) 
on September25,2008. All bid¬ 
ders are required to submit 
three (3) copies of their bid 
documents at the time of sub¬ 
mission. All bids submitted 
should be enclosed in a sealed 
envelope and clearly marked 
“Contractual Snow Removal 
Services Bid" on the outside of 
the envelope Any bids received 
after the time due will not be 
considered for award and shall 
be retained as documentation 
for the bid file 

The Board of County Com¬ 
missioners of Garrett County. 
Maryland, reserves the right to 
accept or reject any or all bids, 
to cancel this invitation to bid 
and to waive technicalities in 
any part thereof deemed to be 
in the best interest of Garrett 
County 

By Order of the Board 
Brian E Bowers, CPPB 
Purchasing Agent 
Garrett County 
Purchasing Department 
#11-18(2) 


FALL MACHINERY 
AUCTION 

Saturday, Oct. 4 
Starting at 9:00 a.m. 

Cathedral Equipment in Aurora, W.Va., 
will be holding a 
Consignment Auction 
in Aurora. 

Give us a call at 304-735-5000 
and let us know how we can help you. 

*U-25(pd> 


ESTATE AUCTION 

The Estate of Martina (Marty) E. Henry 

Saturday Sept. 20, 9 a.m. 

On Site—Brandonville Pike, 4 miles from Terra Alta 
(Watch for signs or link to a map on our web site.) 

Antiques and Collectibles early 4 dr. pine chest, oak 
library table, cherry kneehole desk, many drop leaf 
tables, 2 Hitchcock chairs, many other wooden chairs, 
sofa, many quilts, wooden boxes, glassware, china, oak 
stands, wooden stands, many chairs, many prints, many 
linens, oil lamps, lamps, box lots, costume jewelry, 
jewelry boxes, Christmas items, step ladder, old tools, 
antique fireplace mantel, mirrors, figurines, Hummels, 
rugs, dog houses, lawn furniture, candlesticks, bells, 
bookends, wooden bucket, rocker, flower pots, clock, iron 
skillets, many books, fans, desk, English china 
silverware, 2 single beds, many more antique smalls and 
stands 

Check web site for 150+ PHOTOS 


Terms: Cash or check, all major credit cards accepted w/2% 
buyers premium added 

Refreshments available 

Mark Ball, Auctioneer - Lie. 320 
Real Estate Brokered by Ball Realty 
Sheri Ball - Broker, 304-789-5225 
Ball Auction Inc. 

1206 East State Ave..Terra Alta, WV 26764 
304-789-6879 
www ballauctioninc.com 
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PUBLIC NOTICES ■ PUBLIC NOTICES 


NOTICE OF APPOINTMENT 
NOTICE TO CREDITORS 
NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11045 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF 
ERVIN CASSEL GREEN 

Notice is given that L. Rich¬ 
ard Green, 757 HazelhurstRd., 
P.O. Box 3092, Swanton, MD 
21561, was on August27,2008, 
appointed personal represen¬ 
tative of the estate of Ervin 
Cassel Green, who died on 
August 3. 2008, with a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment (or 
to the probate of the decedent's 
will) shall file their objections 
with the Register of Wills on or 
before the 27th day of February 
2009. 

Any person having a claim 
against the decedent must 
present the claim to the under¬ 
signed personal representa¬ 
tive or file it with the Register of 
Wills with a copy to the under¬ 
signed on or before the earlier 
of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death: or 

(2) Two months after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claim will be barred unless the 
creditor piesenls the claims 
within two months from the mail¬ 
ing or other delivery of the no¬ 
tice . Any claim not presented or 
filed within that time, or any 
extension provided by law, is 
unenforceable thereafter. 
Claim forms may be obtained 
from the Register of Wills 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican. 

Date of Publication: Septem¬ 
ber 4, 2008 

L. Richard Green 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
si-iooi Oakland, MD 21550 


Subscribe to The Republican 


SMALL ESTATE 

NOTICE OF APPOINTMENT 
NOTICE TO CREDITORS 
NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11042 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF 

DONALD L. STEWART SR. 

Notice is given that Donald L. 
Stewart Jr., 912 Foxtown Road, 
Accident, MD, 21520, was on 
August 26, 2008, appointed 
personal representative of the 
small estate of Donald L. 
Stewart Sr., who died on Au¬ 
gust 25, 2008, without a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment shall 
file their objections with the 
Registerof Wills within 30 days 
after the date of publication of 
this Notice. All persons having 
an objection to the probate of 
the will shall file their objec¬ 
tions with the Register of Wills 
within six months after the date 
of publication of this Notice. 

All persons having claims 
against the decedent must 
serve their claims on the un¬ 
dersigned personal represen¬ 
tative or file them with the Reg¬ 
ister of Wills with a copy to the 
undersigned on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Thirty days after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claims will be barred unless 
tne creditor presents the claim 
within thirty days from the mail¬ 
ing or other delivery of the no¬ 
tice. Any claim not served or 
filed within that time, or any 
extension provided by law, is 
unenforceable thereafter. 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican. 

Date of Publication: Septem¬ 
ber 11, 2008. 

Donald L. Stewart Jr. 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
#n Oakland, MD 21550 


ROSEDALE AUCTIONS 

1 mile west of Oakland along Rt. 39 (Hutton Road) 

Sale every Friday, 6 p.m. 

This week: Big Joe’s back! Lots of grocery 
items, vegetables, fruits, meats, cheeses, and 
more. Also, Nick and Jeff with new items. 

Lester Dement 

Auctioneer, WV #954 

301-334-1117 


AUCTION 

Thursday Eve., Sept. 18, 6 p.m. 

Merchandise has been moved to 
JIM REXROAD'S FARM, Bruceton Mills, W.Va. 

1-68 to Bruceton Mills exit; Rt. 26 to Brandonville. 
Follow "Todd Rexroad Auctions, LLC" signs. 

• Antiques and collectibles • Quilts • Stoneware • China 
• Glassware • Trains • Dolls and metal toys • Wrought iron 
and cast iron items • Lamps • Pictures 

Check: www.auctionzip.com (auctioneers #6690) 
for more complete listing and pictures. 

Auction conducted by: 

Todd Rexroad Auctions, LLC 
Lie. WV 780 
304-288-7079 

9/11 


Conservator’s Sale 

PUBLIC AUCTION 

Saturday, Sept. 13, 10 a.m. 

Tom Henline's Auction House, 4 miles west of Oakland, 
Maryland off State Rt. 39, Crellin, Maryland 21550 

The undersigned will offer for sale at Public Auction to the 
highest bidder the following personal property of Helen 
Grance, Davis, West Virginia. 

Mahogany inlaid 4 glass door china/desk breakfront. solid 
mahogany 5 pc bedroom suite w/pineapple bed/chest on 
chest/ dresser w/mirror and 3 drawer night chest, floral sofa 
and matching recliner, 2 folding carved sewing rockers, 
marble table/floor lamp, faux walnut grandfather clock, floor 
and table lamps. 5 piece Kent Coffey '50s bedroom suite, 3 
piece Bassett bedroom suite, collection of Red Hat Ladies' 
hats, Singer console sewing machine, swivel rocker, glass 
top cocktail table, 2 marble top stands, artificial plants, 
costume jewelry, RCA TV, 3-drawer dropfront desk, pair oak 
flower stands, 7-piece white wicker sunroom set , states' 
quarters thru '06 , piggy bank, Hotpoint refrigeratorm canis¬ 
ter sets, small kitchen appliances microwave oven, utility 
cart, pressed/pattern and crystal glassware, 3 oil paintings 
by Father Joseph Wdowisk, 19-piece Noritake (Occupied 
Japan) tea set, collection of cups & saucers, assorted 
cushions & pillows, 21/0 Heavenly Angel & 6/1 Sensitive 
Hunter (Western Germany) Hummels, large assortment of 
Christmas/Easter and Halloween collectibles and decora¬ 
tions, Blaupunk console stereo/short wave/AM radio, 
vacuum, fur coats & jackets, Bentwood rocker. Whirlpool 
automatic washer & dryer, metal base cabinets, picnic table 
& benches, power mower, lawn ornaments, stone jars, plus 
many other items too numerous to mention. 

Auctioneer's Note: Partial list 

Terms: Cash or approved funds 

Auction by order: Tom Felton, Conservator for Helen 

Grance 

HENLINE AUCTION SALES 

lA | Tom Henline & Associates jA | 
301 - 444-4000 

www.henlinGauc1ions.com 

*11 2*3) 
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QUARRICK EQUIPMENT 
& AUCTIONS 

Rt. 119 Gallatin Ave. Exit west on Bute Rd. 

2'/« miles on right. 

Open daily for business. Tractor & equipment sales. 
Auction service available. 

Consignment auctions of farm tractors, equipment, 
light industrial, lawn & garden, tools & more the first 
Thursday of every month. Consignments welcome! Doing 
business for 18 years. Visit our web site for lists & pictures 
@ www.quarrickauction.com. 

Tony Quarrick & Sons 

166 Quarrick Rd. 


I 


Uniontown, PA 

724-439-1621 
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LARGE FARM EQUIPMENT 

AUCTION 

Saturday, Sept. 27, 9 a.m. 

Located 6 miles south of Somerset along Rt. 281, 
Somerset County, PA. 

2 Farm Liquidation w/possible 3rd 

100 tractors, skid loaders, and combines, with hundreds 
of pieces of farm machinery from local farms and estates. 

THIS WILL BE SOME OF THE CLEANEST 
EQUIPMENT ON ANY SALE THIS FALL. 

Lots of tractors, combines and skid loaders, square and 
round balers, discs, tedders, haybines, 30 kicker/ 
gravity/forage wagons, molboard and chisel plows, packers, 
field cultivators, augers, drivers, pickers, drills, planters, 
harvesters, manure/fertilizer spreaders, much more. 

Watch for ful l listing in this paper or visit 

www luceauctioneers.com 

No buyer's premium • Cash, good check, bank note 
required • No titled vehicles accepted 

LUCE AUCTIONEERS 

Au001974-1 

Reed (814) 926-2570 Adam 233-4443 
Jake 233-4991 Dave (814) 233-9820 


Estate Sale 

PUBLIC AUCTION 

1.75 Acres with 3 Bedroom Home 

Saturday Sept.20, 10 a.m. 

Sale on the Premises 
4396 Kempton Road 
Oakland, Maryland 21550 

The undersigned will offer for sale at Public Auction the 
following: 

Real Estate: All that piece and parcel of land as described in 
Liber 844 Page 591 among the land records of Garrett 
County, Maryland, improved with a 3 bedroom home with 
kitchen/dining area, living room, bathroom, full basement 
with newer oil fired furnace and large yard. 

Terms of Real Estate: A nonrefundable deposit of $3,000.00 
in certified funds will be required of the purchaser(s) at the 
time and place of sale, balance in cash at settlement, which 
shall be on or before thirty days. The property will be sold 
subject to all restrictions, liens, covenants, and encum¬ 
brances of record. Cost of all documentary stamps, transfer 
taxes, if any, document preparation and title insurance and/ 
or examination shall be borne by purchaser. All public charges 
and assessments payable on an annual basis shall be 
adjusted to date of sale and assumed thereafter by the 
purchaser. The properly will be sold in “as is” condition 
without express or implied warranty or representation. Time 
is of the essence. The purchaser agrees to waive the right of 
lead paint as provided under current Federal and State Law 

Sale by order. Janet Gauthier 


HENLINE AUCTION SALES 

Tom Henline 
lAl 301-334-4888 

www.henlineauctions.com 
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Large Estate Auction 

Located at Ball Auction building in Terra Alta, W.Va. 
1206 E. State Ave. (13 miles from Oakland Md., 25 Miles 
SE of Morgantown W.Va.) 

Saturday Sept. 13, 3 p.m. 

4:00 p.m.— New Bedding: king, queen, single, and full; all 
major brand names; trailer load (Sterns & Foster, 
Serta.Beautyrest). If you are looking for bedding do not miss 
this auction 1 

4:00 p.m — New TVs & Electronics: 20 flat screen/plasma 
TVs, digital camcorders, digital cameras, DVD players, 
laminate flooring, and much more Check web site after 
Thursday for a detailed list of the electronics 

4:00 p.m.— New Furniture: 4 & 5 pc. sectionals, 3 pc. Italian 
leather living room suite, double recliner, recliner, 
sofas, love seats, dresser, chests, night stand, beds, 
ent. cabinets, coffee table, end tables, and much more. 

4:00 p.m.— New Household Items/Gifts: gas grill, patio set 
w/refhgerator and sink (must see), luggage sets, sheets, 
blankets, Rubbermaid, rugs, gift sets, Pyrex, gift 
baskets, perfume, crystal, dishware, nuts, household 
necessities, food items, gum packs, kids socks, juice, and 
more, 

4:00 p.m.— Estate Furniture: 4 pc fancy queen cherry bed¬ 
room suite, 5 pc. queen cherry bedroom suite, 3 pc. oak queen 
bedroom suite, 3PC oak twin bedroom suite, 5 pc. queen, 
white bedroom suite, sofas, dressers, chests, bunk beds, 
table and chairs, refrigerator, washer, dryer, and more. 

4:00 p.m.—Office Furniture: desk chairs, files, and more, 

3:00 p.m. and 4:00 p.m.—Tools Roll-around tool chest, push 
mowers, a lot of hand and power tools, and more 

3:00 p.m.—Box lots outside. 

Terms: Cash or check, all major credit cards accepted w/2 % 
buyer's premium added 

Refreshments available 

Mark Ball, Auctioneer • Lie. 320 
Sheri Ball - Broker 
Ball Auction Inc. 

1206 East State Ave .Terra Alta, WV 26764 
304-789-6879 
www.ballauctioninc.com 

Check web site for 150* PHOTOS 
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PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES 


PUBLIC NOTICE 

The Mountain Lake Park 
Board of Zoning Appeals will 
conduct a public hearing on 
September 18, 2008, at 6:00 
p m. in the Mountain Lake Park 
Town Hall. The Board will re¬ 
view an application made by 
Karen Wooddell and Kenneth 
Witte for a Special Exception 
permit to allow the erection of 
a fence on their property (tax 
map 78H, parcel 402) located 
at 314 Allegany Drive in a TR- 
Town Residential Zone. 

Interested citizens are we 
come to attend. 

By Order of the Board 

9/4,11(2) 

Invitation to Bid 
Contractual Snow 
Removal Services 

The Board of Trustees of the 
Ruth Enlow Library of Garrett 
County will accept sealed bids 
for snow removal services for 
the Ruth Enlow Library in Oak¬ 
land at 6 North Second St., Oak¬ 
land Maryland, and for the 
Grantsville Library, 102 
Parkside Dr., Grantsville, Mary¬ 
land. 

Bid documents and specifi¬ 
cations may be obtained in per¬ 
son at the Oakland Library and 
Grantsville Library at the above 
addresses. Inquiries may be 
made by calling Georgie 
Dawson Administrative Assis¬ 
tant, 301-334-3996, ext. 106. 

Sealed bids must be sub¬ 
mitted to Georgie Dawson. 
Ruth Enlow Library of Garrett 
County. 6 N. Second St., Oak¬ 
land MD 21550 on or before 
1:00 p.m on Sept. 30, 2008. 
Sealed bids will be publicly 
read aloud in the Oakland Li- 
brary, at 1:05 p.m. on Sept. 30, 
2008. All bidders are required 
to submit two (2) copies of their 
bid documents at the time of 
submission. 

All bids submitted should be 
enclosed in a sealed envelope 
ynd should be clearly marked 
"Contractual snow removal 
services bid" on the outside of 
the envelope. All bids received 
after the bid deadline will not 
be considered for award and 
shall be retained as documen¬ 
tation for the bid file 

The Board of Trustees of the 
Ruth Enlow Library reserves 
the righ t to accept or reject any 
or all bids, to cancel this bid 
invitation and to waive techni¬ 
calities iri any part deemed to 
be in the best interest of the 
citizens of Garrett County and 
the Board of Trustees of the 
Ruth Enlow Library 

By Order of the Board 
Cathy Ashby 
Director of the Ruth Enlow 
Library of Garrett County 
#11,18(2) 


COST PROPOSALS 

The Town of Friendsville is 
accepting cost proposals for 
asphalt paving of approximately 
57,559 square feet. This pav¬ 
ing consists of approximately 
5,966 sq. ft. of street repair and 
1,629 sq. ft. of milling. Inter¬ 
ested bidders are asked to call 
Town Hall at 301-746-5919 
with any questions that you may 
have. 

Evidence of Workers' Com¬ 
pensation Insurance and a 
minimum of $1,000,000.00 
liability insurance must be 
included with the sealed bid. 
Bids must be received by 3:00 
p.m. on Tuesday, September 
16, 2008. at the Friendsville 
Town Hall, P O. Box 9, 
Friendsville, MD 21531. 

The Mayor and Town Coun¬ 
cil reserve the right to reject any 
or all bids. 

By authority. 

Mayor and Town Council 
9 / 4 ,ii( 2 ) of Friendsville 

IMMEDIATE OPENING 
PART-TIME 

CONTRACTURAL POSITION/ 
GOBA MANAGER 

On behalf of the Greater Oak- 
land Business Association 
(GOBA), the Town of Oakland 
is seeking applicants for the 
position of a GOBA Manager 
This is a part-time, contractual 
position for an individual en¬ 
compassing the ability to per¬ 
form a variety of tasks. Inter¬ 
ested applicants must be will¬ 
ing to promote downtown ac¬ 
tivities. educate businesses, 
serve as a listener, collabora¬ 
tor, clearinghouse, visionary, 
facilitator and coordinator 
based on the four points (or¬ 
ganization, promotion, design 
and economic restructuring) 
of the Oakland Main Street Pro¬ 
gram. The GOBA Manager will 
be required to encourage pub¬ 
lic awareness of the GOBA 
activities and act as a liaison to 
other communities and orga¬ 
nizations in Garrett County A 
complete GOBA Manager Job 
Description is available for re¬ 
view at Oakland City Hall. 15 
South Third Street. Oakland. 
MD 21550, Monday through 
Friday from 8:30 a m. to 4:30 
p.m. 

Interested applicants 
should make application at the 
Maryland Job Service, located 
at 221 South Third Street, Oak¬ 
land. MD 21550. Applicants are 
asked to submit a cover letter 
and resume along with their 
application. 

The deadline for applica¬ 
tions/resumes is September 
30. 2008, at 1:00 p.m EOE. 

By Authority: 

Asa M McCain. Mayor 
9/4 i8(3i Oakland. Maryland 


IN THE CIRCUIT COURT FOR GARRETT COUNlY, MD 
NOS 382, 385, 420 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

UNKNOWN HEIRS OF ELIJAH LIVENGOOD 
(Mineral Rights) 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property. Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

It is therefore upon the 20th day of August 2008. by the 
Circuit Court for Garrett County, Maryland. ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice 

Sondra R Bucket. Clerk of the Circuit Court 
P.O Box 447, Oakland, Maryland 21550 

8/28-9.11 (3) _ 

IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NO 267 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

MR M ERNEST SELBY AND 
MRS ELIZABETH M SELBY. WIFE 
LETTIE M KING. MARY R INTURRALDE, 

AND THE NEW YORK STATE NATURAL GAS 
CORPORATION. AND VINCENT F YONAI 
ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property Pursuant to MD-Rule 17-308 2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

it is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County. Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice. 

Sondra R Buckel, Clerk of the Circuit Court 
P O. Box 447, Oakland, Maryland 21550 


IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NO 282 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 

VS. 

MR VINCENT F. YONAI 
and UNKNOWN HEIRS OF 
ROBERT R LISTON, mineral rights 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parlies of the pre¬ 
sumed abandoned property Pursuant to MD-Rule 17-308 2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008. warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 

III IUt ►JUUUL.dl 


PUBLIC NOTICE 

The Deep Creek Watershed Board of Zoning Appeals will 
conduct a public hearing on Thursday, September 18, 2008, 
starting at 7:00 pm . in the County Commissioners meeting 
room, Second Floor, Courthouse Annex, Oakland The Board 
will review the following docketed cases: 

1. SE-393 - an application submitted by St Moritz Properties, 
LLC, for a Special Exception permit to construct three, indoor 
boat storage buildings on property owned by the Bill’s Marine 
Service The property is located at 683 Harvey's Peninsula 
Road, tax map 59, parcel 607, and is zoned Lake Residential. 

2. SE-394 - an application submitted by Donald S. Nemith, for 
a Special Exception permit to allow construction of a hotel 
that will be up to six stories and 60 feet in height. The property 
is located at 531 Deep Creek Drive on the property currently 
occupied by the Point View Inn, tax map 50, parcel 287 and 
is zoned Town Center POSTPONED 

3. SE-395 - an application submitted by Geoffrey Clingman, for 
a Special Exception permit for an eight-bedroom Transient 
Vacation Rental Unit. The property is located at 201 Highline 
Drive, tax map 49, parcel 119, Lot 48 and is zoned Lake 
Residential 

4. VR-649 - an application submitted by Douglas B. Henderson 
for a Variance to allow the construction of an accessory 
building that would come within 5.0 feet of a rear property line, 
instead of the required 40.0 feet. The owner has purchased 
the buy-down from the State of Maryland. The property is 
located at 132 Sorbus Lane, tax map 66. parcel 416, Lot 14 
and is zoned Lake Residential. 

Interested persons are invited to attend 

a«.ii( 2 ) By the authority of the Board of Zoning Appeals 

IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NOS 471, 475 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

G. CLAYTON LIVENGOOD and JEAN LIVENGOOD, WIFE. 
E. FRANCES MCTIGUE, MARY E. DEAL, JAMES E. LIVEN¬ 
GOOD, SAMUEL M LIVENGOOD. DENVER J LIVEN¬ 
GOOD, PAUL V. LIVENGOOD. AND FERN HAWK. MIN¬ 
ERAL RIGHTS 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property. Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks on or 
before September 11, 2008. warning any parly interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice. 

Sondra R. Buckel, Clerk of the Circuit Court 
P.O. Box 447, Oakland, Maryland 21550 

8/28-9/11 (3) 

IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NO 402 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

JOHN B. NOVACK and MARIAN D NOVACK 
LAURA A KLOTZ, AND SRAH C BLOCHER. 

UNDIVIDED INTEREST IN MINERAL RIGHTS; 

AND THE UNKNOWN HEIRS OF HENRY BEPLER AND 
MAGDALENA BEPLER. WIFE, REMAINING INTEREST IN 
MINERAL RIGHTS 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property Pursuant to MD-Rule 17-308 2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County. Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008. warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice. 

Sondra R Buckei, Clerk of the Circuit Court 
P.O Box 447. Oakland, Maryland 21550 

8/28-9/11 (3) 

IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NO 411 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

ELLIS R BITTINGER and RUTH E BITTINGER 
LORRAINE S BOUCHER, WIDOW, LUCRETIA I. 

BOUCHER. MARGARET B. LOCKHART. LUCRETIA C. 
BOUCHER WIDOW, AND THE UNKNOWN HEIRS OF 
MYRA B. KELLER AND JUDITH FRAGER, UNDIVIDED 
INTEREST IN MINERAL RIGHTS 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland. ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice. 

Sondra R Buckel, Clerk of the Circuit Court 
p.O. Box 447, Oakland, Maryland 21550 


8V8-C11 (3) 


Sondra R Buckel, Clerk of the Circuit Court 
P O Box 447, Oakland, Maryland 21550 


TRUSTEE'S SALE OF VALUABLE 
FEE SIMPLE REAL PROPERTY 

By Order of the Garrett County Circuit Court dated June 6, 
2007, in the case of Lloyd Edgar Robinson, Jr., vs. Linda Foster, 
et al., Case No. 11-C-06-9633, the undersigned, EDWARD C. 
CROSSLAND, having been duly appointed Trustee, does hereby 
give notice to sell at public auction, in front of the Rotunda of 
the Garrett County Courthouse, 203 S. 4th Street, Oakland, 
Garrett County, Maryland, on September 26, 2008, at 10:00 
a.m. 

All that piece and parcel of property, one (1) acre m/I, as more 
particularly described in a deed dated November 16 . 1981 , from 
Ralph Burnett. Personal Representative of the estate of Edgar 
L Strange to Shirley Stevens, et al., recorded amongst the land 
records of Garrett County, Maryland, in Liber 422, page 246, 
identified as tax property account number 02-004607 
Said property is unimproved and being sold "as is" and 
subject to all encumbrances of record, if any 
The terms of the sale are as follows A deposit of ten percent 
(10%) due the day of sale by cash or certified check The balance 
of the proceeds shall be paid in cash or certified check within ten 
(10) days of ratification of the sale Adjustments for taxes, public 
charges and assessments will be made the day of sale All 
costs of transfer of the property, including, but not limited to title 
search, deed preparation, title insurance, transfer taxes, stamps, 
conveyance costs, are the responsibility of the purchaser 
Time is of the essence for the purchaser, otherwise, the 
deposit will be forfeited and the property may be resold at the risk 
and costs of the defaulting purchaser If the sale is not ratified 
or the Trustee is unable to convey marketable title in accord with 
the terms of sale, the purchaser's only remedy is return of the 
deposit 

EDWARD C CROSSLAND, TRUSTEE 

Edward C Crossland 

^ • • *» . • . t I ^ 
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28 Washington Street 
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MAM 

Cumberland, Maryland 21502 
301-759-9090 


IN THE CIRCUIT COURT FOR GARRETT COUNTY, MD 
NOS. 261 & 264 LAND ACQUISITIONS 

STATE ROADS COMMISSION OF MARYLAND 
VS. 

RUTH F. SELBY 

LETTIE M. KING, MARY R. ITURRALDE, AND THE NEW 
YORK STATE NATURAL GAS CORP. 

ORDER OF PUBLICATION 

The object of this correspondence is to give notice to the 
above-mentioned owners and interested parties of the pre¬ 
sumed abandoned property. Pursuant to MD-Rule 17-308.2 
of the Annotated Code of Maryland that unless any action is 
taken within 30 days following the final publication, the mon¬ 
ies currently held on account will be reported to the Comptrol¬ 
ler of the Treasury as abandoned property. 

It is therefore upon the 20th day of August 2008, by the 
Circuit Court for Garrett County, Maryland, ORDERED, that 
notice be given by the insertion of a copy of this order in 
some newspaper having a general circulation in Garrett 
County once a week for three (3) consecutive weeks, on or 
before September 11, 2008, warning any party interested in 
the property shall respond by filing a written notice to the Of¬ 
fice of the Clerk of Circuit Court within thirty (30) days of the 
final publication of this notice. 

Sondra R. Buckel, Clerk of the Circuit Court 
P.O. Box 447, Oakland. Maryland 21550 

8/28*9/11 (3) 

NOTICE OF OPPORTUNITY 
FOR PUBLIC HEARING 

The Garrett County Community Action Committee. Inc 
(GCCAC), a private non-profit organization located in Garrett 
County, Maryland, is applying to the Federal Transit Administra¬ 
tion and the Maryland Transit Administration for funding to meet 
the public transportation needs of the general public, senior 
citizens, and disabled individuals of Garrett County. 

Capital requests will be utilized to purchase three replace¬ 
ment buses; all buses will be designed to meet the special 
transportation needs of the elderly and persons with disabili¬ 
ties. The total capital request is $143,445 of which $129,100 is 
being requested in Federal and State funds. The remainder will 
be funded by GCCAC. 

Funds for operational assistance are being requested through 
Section 5311 and Statewide Special Transportation Assis¬ 
tance Program (SSTAP). The total net operational cost of these 
programs is estimated at $1,506,007 of which $480,338 is 
being requested in Federal and State funds. The remainder will 
be funded by GCCAC and Garrett County. 

The utjidiitsu bei vice plan >s available for review at the Garrett 
Transit Service office, 225 Francis Sanders Drive, Oakland, MD 
21550, from 8:30 a m. to 4:30 p.m., Monday through Friday. Any 
private citizen, public or private transit or paratransit operatoi 
wishing additional information, or desiring to submit written 
comments, should contact John Hill, Director of Transportation, 
Garrett Transit Service, 225 Francis Sanders Drive, Oakland, 
MD 21550. Comments must be received by Garrett Transit 
Service not later than three weeks from the date of this notice. 

A public hearing will be held only on request. Any person 
desiring a public hearing must submit a written request to John 
Hill at 225 Francis Sanders Drive, Oakland, MD 21550, no later 
than 4:30 p.m. on September 30,2008. Should a public hearing 
be requested, it will be held at 9 a.m. on October 10,2008, at 225 
Francis Sanders Drive, Oakland. MD 21550._ 9 / 4 - 11 ( 2 ) 

PUBLIC NOTICE 

Department of the Environment 
Airand Radiation Management Administration 

NOTICE OF APPLICATION AND INFORMATIONAL MEETING 

The Maryland Department of the Environment, Air and Radia¬ 
tion Management Administratino (ARMA) received two (2) per- 
mit-to-construct applications from Mettiki Coal, LLC, on June 2, 
2008. for the installation of a 150-tons-per-hour Grassan & 
Jeffrey's portable hammermill crusher to be located at 293 Table 
Rock Road in Oakland. Maryland 21550, and for the installation 
of a 300-tons-per-hour Tyler Ty Level electric screen to be 
located on Red Oak Road in Oakland, Maryland 21550 An 
Informational Meeting will be held on September 24, 2008, at 
7 00 p.m at the Oakland Town Council Chambers, Oakland City 
Hall. 15 South Third Street, Oakland, Maryland 21550. 

Pursuant to the Environmental Article. Section 1-603(a), An¬ 
notated Code of Maryland, the Informational Meeting has been 
scheduled so that citizens can discuss the application and the 
permit review process with the applicant and the Department 
Copies of the application and other supporting documents 
a r e available for public inspection. Ask for Dockets #24-08 and 
#25-08 at the following locations during normal business hours. 

Maryland Department of the Environment 
Air and Radiation Management Administration 
1800 Washington Boulevard 
Baltimore, Maryland 21230 

Ruth Enlow Library of Garrett County 
Oakland Branch 
6 North Second Street 
Oakland, Maryland 21550 
Tel No 301-334-3996 

The Department will provide an interpreter for deaf and hear¬ 
ing impaired persons, provided that a request is made for such 
services at least five (5) days prior to the meeting 
Further information may be obtained by calling Ms Shannon 
Heafey at 410-537-4433. 

George S. Aburn Jr., Director 
9 / 4 - 11 ( 2 ) Air and Radiation Management Administration 

Buonassissi, Henning & Lash, P.C. 

1861 Wiehle Avenue. Suite 300 
Reston. Virginia 20190 
(703) 796-1341 

TRUSTEE’S SALE 
800 Tamarack Circle 
Oakland, Maryland 21550 

In execution of the Deed of Trust dated April 12,2005, recorded 
in Liber 1126, folio 236, among the Garrett County land records, 
the undersigned Substitute Trustees, any of whom may act, will 
offer for sale at public auction on SEPTEMBER 19,2008, at 1 00 
p.m., at the north side of the Courthouse for the Circuit Court for 
Garrett County. Alder Street entrance, at Oakland, Maryland, the 
following property: 

Lot 19, Southern Pines Subdivision, Oakland, 

Garrett County, Maryland, and as more particularly 
described in the Deed of Trust 
The property and improvements will be sold in "as is" physical 
condition without warranty of any kind and subject to all condi¬ 
tions, restrictions and agreements of record affecting the same 
TERMS OF SALE: A non-refundable bidder's deposit of $23,500 
by cashier's/certified check required at time of sale except for the 
party secured by the Deed of Trust. Risk of loss on purchaser 
from date and time of auction The balance of the purchase price 
together with interest thereon at 9.82% per annum from date of 
sale to receipt of purchase price by Trustees must be paid by 
cashier's check within 10 days after final ratification of sale 
There will be no abatement of interest due from the purchaser 
in the event settlement is delayed for any reason. Real estate 
taxes to' be adjusted as of the date of sale and thereafter 
assumed by purchaser All other public charges or assess¬ 
ments, including but not limited to water, front foot benefit, sewer, 
sanitary and/or metropolitan district charges, as well as any tax 
sale amounts, costs and/or attorney's fees, shall be paid by 
purchaser whether incurred prior to or after the sale Purchaser 
shall pay any ground rent escrow and all transfer, documentary 
and recording taxes/fees and all other settlement costs Pur¬ 
chaser agrees to pay $275 at settlement to sellers' attorney for 
review of settlement documents as well as a reasonable fee for 
any other services rendered by sellers' attorney at the request 
of purchaser or due to purchaser's failure to comply with the 
terms of sale Purchaser is responsible for obtaining posses¬ 
sion of the property If purchaser defaults, deposit will be 
forfeited and property resold at the risk and cost of the defaulting 
purchaser who shall be liable for any deficiency in the purchase 
price and all costs, expenses and attorney's fees of both sales 
If Toistees do not convey title for any reason, purchaser's sole 
remedy is return of deposit without interest This sale is subject 
to post-sale audit of the status of the loan secured by the Deed 
of Trust including but not limited to determining whether prior to 
sale a forbearance, repayment or other agreement was entered 
into or the loan was reinstated or paid off; in any such event this 
sale shall be null and void and purchaser s sole remedy shall 
be return of deposit without interest (21426) 

Joseph V Runnassisei II Richard F Honninn Jr 
Richard A Lash, Keith M Yacko, Brian S McNair, 
James J Inabinett, Jr., David A Rosen, and 
G Douglas Reinhard, Substitute Trustees 


CLASSIFIED ADS 


EMPLOYMENT 


EMPLOYMENT 


StaffAccountant 

Garrett ( ountyCPA firm seeks highly motivated entry 
level and stal I accountants with recent public accounting 
experience tojoin local firm providing professional audit, 
accounting, tax and systems support services to a wide 
variety ofclientele. 

Firm uses the latest technology in paperless engage¬ 
ment processes, tax and financial statement research. 
Applicants must be CPA or CPA candidates. 

Compensation package includes overtime pay, health 
insurance, life insurance, 401 (k) and profit sharing plans. 

Qualified individuals should send resumes to: 
Rodeheaver & Associates, P.C., 6000 Thayer Cen¬ 
ter. Oakland, MD 21550. Attn: RAK 
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PUBLIC NOTICES 


PUBLIC NOTICE 

The Friendsville Zoning Ap¬ 
peals Board will conduct a 
public hearing on September 
18, 2008, at 7:00 p.m. in the 
Friendsville Town Hall. The 
Board will review an applica¬ 
tion made by Michael Palencar 
for a Variance to allow the con¬ 
struction of a garage with stu¬ 
dio apartment to be built within 
6 feet of the side and rear prop¬ 
erty lines. The property is zoned 
as Town Residential. The prop¬ 
erty is located at 641 Water 
Street. All interested persons 
are invited to attend this meet¬ 
ing. 

Deborah A. Carpenter 
Friendsville Zoning 


9/4.11(2) 


Administrator 


SMALL ESTATE 

NOTICE OF APPOINTMENT 
NOTICE TO CREDITORS 
NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11038 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF 

WILLIAM OLIVER BOLDEN 

Notice is given that Denise A. 
Eckhart, 15606 National Hwy , 
S. W., Cumberland, MD 21502,, 
was on August 21, 2008, ap¬ 
pointed personal representa¬ 
tive of the small estate of Will¬ 
iam Oliver Bolden, who died on 
July 8, 2008, with a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personai representative or 
the attorney. 

All persons having any ob¬ 
jection to the apjx/intment shall 
file their objections with the 
Register of Wills within 30 days 
after the date of publication of 
this Notice. All persons having 
an objection to the probate of 
the will shall file their objec¬ 
tions with the Register of Wills 
within six months after the date 
of publication of this Notice. 

All persons having claims 
against the decedent must 
serve their claims on the un¬ 
dersigned personal represen¬ 
tative or file them with the Reg¬ 
ister of Wills with a copy to the 
undersigned on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Thirty days after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claims will be barred unless 
the creditor presents the claim 
within thirty days from the mail¬ 
ing or other delivery of the no¬ 
tice. Any claim not served or 
filed within that time, or any 
extension provided by law, is 
unenforceable thereafter 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican 

Date of Publication: Septem¬ 
ber 11. 2008 

Denise A Eckhart 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
*11 Oakland, MD 21550 


HELP WANTED - Human 
Services. United Cerebral 
Palsy of Central Maryland 
seeks FT & PT direct care 
staff in Oakland to provide 
support to adults w/disabil- 
ities. Responsibilities include 
assisting w/personal hygiene, 
activities, housekeeping, 
food preparation & feeding, 
and health & medical assis¬ 
tance. Must have good writ¬ 
ing skills, HS diploma/GED, 
valid MD driver’s license & 1 
yr. experience required. Lift¬ 
ing is required. Paid training 
provided. UCP offers com¬ 
petitive salaries, health, den¬ 
tal, life & LTD insurances, a 
403(b) & generous paid time 
off. Fax r6sumd to 410-484- 
0954 or email humanresourc 
es(gjucp-cm.org. Walk-ins 
welcome at 609 Mechanic 
Street EOE. 28-2 


PUBLIC NOTICES 


NOTICE TO 

PAVING CONTRACTORS 

The Town of Loch Lynn 
Heights is accepting sealed 
bids for the paving of Roanoke 
Avenue which will consist of 
approximately 57,300 square 
feet of paving. 

Bid specifications may be 
obtained at Town Hall. 211 
Bonnie Blvd., Loch Lynn 
Heights, MD, Monday thru Fri¬ 
day, 8:00 a.m. to 4:00 p.m. be¬ 
ginning September 15, 2008. 

Bids must be received at the 
Town Hall in Loch Lynn Heights 
no later than 4:00 p.m. on Fri¬ 
day, September 26,2008. Bids 
must be in a sealed envelope 
marked "Paving Bid." Bids will 
be opened publically 1:00 p.m 
on Monday. September 29, 
2008. 

The Mayor and Town Coun¬ 
cil reserves the right to reject 
any and all bids. 

By Authority, 
Mayor and Town Council 
9 ii*i 8 ( 2 ) Loch Lynn Heights 

PUBLIC NOTICE 

In the Circuit Court 
Garrett County, Md. 

Civil No. C-08-10613 

Craig Ingram, Trustee 
322 East Alder Street 
Oakland, Maryland 21550 
Plaintiff 
vs. 

Philip P. Ettinger 
2904 Maplewood Place 
Alexandria. VA 22302 
Defendant 

NOTICE 

It is Ordered this 2nd day of 
September 2008, by the Cir¬ 
cuit Court for Garrett County, 
Maryland, in Equity, that the 
sale of the property mentioned 
in these proceedings as made 
and reported by Craig Ingram, 
Trustee, be ratified and con¬ 
firmed unless cause to the 
contrary thereof be shown on 
or before the 2nd day of Octo¬ 
ber 2008, provided that a copy 
of this Order be inserted in 
some newspaper published 
in Garrett County, Maryland, 
once in each of three succes¬ 
sive weeks before the 26th day 
of September 2008. 

The report stated the amount 
of sale to be $190,000.00 

Sondra R Buckel 

9 /ii* 2 S( 3 ) Clerk 
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PUBLIC NOTICE 

INVITATION FOR INFORMAL COMPETITIVE PROPOSALS 
RFP 09-101: FY 2009 Evaluation Specialist Services 
ISSUE DATE: August 27, 2008 
DESCRIPTION OF DESIRED SERVICES 

Under the supervision of the Garrett County Partner¬ 
ship's President/CEO or his/her designee the Evaluation 
Specialist shall be responsible for providing evaluation ser¬ 
vices for after-school and summer programs funded by the 
Partnership as described in the 'RFP 09-101: Response 
Specifications" document 

ISSUING ORGANIZATION and LEGAL AUTHORITY 

Garrett County Partnership for Children and Families, 
Inc./Local Management Board 

Contracts Officer: Crystal Stewart. President/CEO, cstew- 
art@garrettpartnership org 

12423 Garrett Highway, Oakland. MD 21550 
TEL: 301-334-1189. FAX 301-334-1893 

OBTAINING SPECIFICATIONS AND 
RESPONSE DOCUMENTS 

The Specifications Document, including required attach¬ 
ments, for RFP 09-101 will be available for download at the 
Garrett County Partnership website at: http7/www/garrett- 
partnership org beginning August 27, 2008. Follow the "RFP 
09-101” link at the top of the page 
PROPOSAL SUBMISSION PROCESS: 

Sealed proposals subject to the conditions listed in the 
RFP 09-101 Response Specifications document will be re¬ 
ceived until 4:30 p.m., September 15, 2008 for furnishing 
services and contract deliverable items described therein All 
proposals submitted must be enclosed in a sealed envelope 
that is clearly marked "Request for Proposals 09-101 Evalua¬ 
tion Specialist Services" on the outside of the envelope Addi- 

• -1 4 . 1 . 1 . J «t*. -- .,1 . 
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included in the RFP 09-101 document, which is posted 
online 
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Reaching Ov«r 
35.000 Readers 
In Garrett Co. & Vicinity! 


CLASSIFIED ADS 


Deadline: Tuesday, 5 PM 
Phone: 301-334-3963 


EMPLOYMENT 


HELP WANTED - La¬ 
borer, carpenter's helper and 
carpenter. Part-time work 
around the lake. Pay based 
on experience. 301-387- 
6563 28-4 

HELP WANTED - Early 
and Periodic Screening, Di¬ 
agnostic, and Treatment 
seeking contractual thera¬ 
peutic behavioral aide(s) to 
work with children with men¬ 
tal health issues in the home. 
Related experience is pre¬ 
ferred. A criminal background 
check is required and must 
have a valid driver's license 
Positions range from part- 
time to full-time hours; must 
work evenings and week¬ 
ends. Application may be 
made to Garrett County 
Lighthouse Inc., P.O. Box 
116, Oakland, MD 21550. 
Phone: 301-334-9126. Dead¬ 
line to apply: September 22, 
2008 EOE. 28-2 

HELP WANTED - Sea¬ 
sonal; meat cutter, meat 
boner, and meat wrapper 
301-245-4403 or 301-245- 
4409. 28-2. 

HELP WANTED - Habi¬ 
tation specialist positions for 
a new MR/DD community 
habilitation program are 
available with the Coordinat¬ 
ing Council for Independent 
Living in the Elkins, Morgan¬ 
town and Grant County ar¬ 
eas. This is a casual, non- 
benefited position. Require¬ 
ments include a high school 
diploma or equivalent and 
reliable, legal transportation 


EMPLOYMENT 


Prefer experience working 
with the MR/DD population. 
Positions for CNA are also 
available. Local travel re¬ 
quired. Resume and two 
letters of reference should be 
directed to: Janice Hillman, 
Habilitation Services Supervi¬ 
sor, CCIL, Randolph Center, 
Suite 400, 1200 Harrison 
Ave., Elkins, WV 26241, by 
September 17, 2008. EOE: 
M/F/V/D. 28-1. 

HELP WANTED - Avon! 
Earn 50% fast cash and free 
gift. $10 to start. Call Karen, 
301-334-3454 27-4 

HELP WANTED - The 
Dove Center is hiring a part- 
time crisis advocate to work 
directly with clients staying in 
the domestic violence shel¬ 
ter, and to answer hotline 
calls. AA degree in human 
services related field pre¬ 
ferred. Must be very flexible, 
and able to work various 
shifts, weekends, and some 
holidays. Interested persons 
may send a r6sum6 to 
Heather Hanline, Executive 
Director. Dove Center, 12978 
Garrett Hwy., Suite 201, 
Oakland. MD 21550, no later 
than Sept. 26. 28-2. 

HELP WANTED - Evperi- 
enced bookkeeper/account¬ 
ing clerk needed. Pay based 
on experience. Experienced 
in computers a must. Send 
r6sumes to Box H-27, do 
The Republican, Attn: 
Accting. Clerk, P.O. Box 326, 
Oakland, MD 21550. 27-3. 


Human Services Aide - Garrett County Health Depart¬ 
ment Home Health Agency is currently accepting applica¬ 
tions for a contractual Human Services Aide Must pos¬ 
sess Geriatric Aide training, a Certified Nursing Assistant 
License, a valid driver's license, and provide own transpor¬ 
tation. Positions are on an as-needed basis without 
benefits $10.16-$12.24 per hour, based on experience 

For fullest consideration, applicants must be received 

by September 19,2008, a! Personnel, Garrett County 
Health Department, 1025 Memorial Dr., Oakland. MD 

21550,301-334-7705 EqualOpportumtyEmployer/M.F H 
Application available at www.qarretthealth.org a 


WANTED IMMEDIATELY 

Automotive Technician 

• Paid holidays/vacation • Health insurance 

• ASE certification or equivalent skill level certification 

• Pay based on training & experience • Candidate with 
successful track record in automotive repair preferred 

Send resume to: 

Accident Garage 
P.O. Box 209 

28 -h _ Accident, MD 21520 _ 


Arrowhead Market A 


BUSINESS CENTER 
PART-TIME POSITION 

looking for Part-Time work? Our Business 
Center part-time position includes benefits 
such as a great work atmosphere, Christmas 
Club, discount movie tickets and more! Candidates 
must be highly motivated, dependable, friendly 
and able to work in a team-oriented environment. 
Computer and office skills are a plus. 


If interested, please apply in person: 

Arrowhead Market 
19746 Garrett Highway, Oakland, MD 
301 - 387-4020 



Preston 


1EMORIAL H 


, P I IA L 


ASSOCIATE ACCOUNTANT 

Full-Time 

The Associate Accountant performs a variety of 
bookkeeping and accounting activities that range in 
level ofeomplexity including, but not limited to:nian- 
agingpayables,payroll functions, makingdailycash 
deposits, preparing budgets, and reconciling accounts. 
Alsoprovidcsadministrativcsupportfunctionsfor the 
Chief Financial ()fTicer. 

REQUIRED: A minimum ofa high school diploma. 
A minimum of four years of bookkeepingor account¬ 
ing work experience. Knowledgeofbasicaccounting 
principles, mathematical, and spreadsheet skills. 
Demonstrated human relations and effective com¬ 
munication skills PREEERRF.D: Associate's degree 
in Accounting. Finance, orrclatcd field. 

Applyonlinc: 

mvw.tjmitonnicmorial.org 

Human Resources 

300 .South Price St., kingwood, WV 20537 

Phone: 304-329-4705 • F ax: 304-329-2820 


EMPLOYMENT 


HELP WANTED - Look¬ 
ing for individuals to fill the 
position of parts counterper¬ 
son/assistant manager and 
body shop technician at 
Team One in Oakland, Mary¬ 
land. Pay is based on experi¬ 
ence. Great benefits. Contact 
Greg Shockey at 301-334- 
9494. EOE. 27-2. 

HELP WANTED - The 

road is calling! Train to drive 
a tractor trailer with 
Mountaintop Truck Driving 
Institute in Grantsville, Md. 
Beginning drivers can earn 
40K or more, with compre¬ 
hensive benefits and flexible 
home time. Weekday and 
weekend courses available. 
Government grants, tuition 
reimbursement, and student 
loans offered to qualifying 
individuals. Call for details, 
301-895-4700, or email terry 
beachy@garrettcollege.edu. 
27-4. 

HELP WANTED - Meat 

wrapper. 301-334-4140 26- 
4 


EMPLOYMENT 


HELP WANTED - Care¬ 
giver to care for elderly per¬ 
son. Must be willing to work 
any shift & must have valid 
driver's license & own vehi¬ 
cle. Call for more details. Sue 
at 301-334-1105, Mon-Fri., 
8:30 to 3:30. 26-3. 

HELP WANTED - FT/PT 
in-home services aide. Com¬ 
munity Action/Area Agency 
on Aging is seeking individ- 
ual(s) to provide personal 
care & chore services to frail 
elderly in their homes in the 
southern portion of the 
county. Education required: 
HS or GED; CNA or geriatric 
aide certification, five or more 
years’ experience with geriat¬ 
ric population. CPR/first aid 
training desirable. Ability to 
work independently, handle 
emergency situations, com¬ 
municate with frail elderly 
and their families. Good or¬ 
ganizational and record 
keeping skills. Must have 
reliable vehicle (mileage re¬ 
imbursed). Salary: Chore/ 
$6.76 hr., PC/S7.74 hr. 


$ 

V* 




Mail, fax, or drop off resume: 
Schoolhouse Earth is located 2 miles north of Deep 
Creek Lake on Route 42 
301-746-8603 • Fax: 301-746 8988 
1224 FriendsviUe Road, Friendsville, Ml) 21531 






EXPERIENCED 

CARE PROUIDERS 


Evenings & Weekends 

Minimum requirement . 1 yr. experience caring for adults Our 
clients live at home 8, need assistance with hygiene, light 
housekeeping, meal prep . errands Reliable transportatin 8 
home phone REQUIRED We check all references 8 criminal 
background. Vision/dental 8 AFLAC ins. avail. EOE 
Ask for Jeanette at: 301-334-4949 


32 if 


ATTENTION: RNsand LPNs 

Full- and part-time positions for all shifts will 
become available on or about November 1,2008, 
to provide nursing services to developmentally 
disabled adults in residential and community 
settings. 

If interested, please submit qualifications, de¬ 
sired salary range, and interest in full- or part-time 
positions, in writing. All inquiries will be kept 
confidential. Please no telephone inquiries. 

Appalachian Parent Association, Inc. 

Appalachian Crossroads 

39 South Third St., Oakland, MD 21550 
Equal Opportunity Employer/Male-Female 




Mine Repair A Maintenance, Inc. 

GMS Mine Repair & Maintenance 

has an immediate opening for a 
JOB TRACER/PURCHASING AGENT 

Primary responsibility will be tracking all outside 
jobs with the company through completion and 
invoicing. Will be w orking directly with supervi¬ 
sors and must have excellent customer service 
and computer skills. Pay commensurate with 
experience; health & life insurance, 401 (k), paid 
holidays and vacations. 

Interested applicants call Chris 

304-288-6884 


EMPLOYMENT 


Agency benefits include paid 
sick leave, annual leave & 
holidays: pension plan. 
Health insurance for FT. Ap¬ 
plication deadline: Sept. 26. 
2008. Submit applications to: 
Human Resources, Commu¬ 
nity Action Committee, 104 
E Center St., Oakland, MD 
21550. CAC/EOE. 28-2. 

HELP WANTED - The 
Garrett County Community 
Action Committee Inc. Wrap 
Around Child Care Program 
is accepting applications for 
two child care senior staff 
positions One position is 
located in the Oakland area 
and the other position is in 
the Oakland/Grantsville area. 
Interested applicants must 
meet the following minimum 
qualifications and/or position 
requirements. Must be at 


EMPLOYMENT 


least 19 years old and have a 
high school diploma or 
equivalent. Must have com¬ 
pleted at least 6 semester 
hours or 99 clock hours of 
pre-employment training. In¬ 
cludes the school-age class 
(45 clock hours) and infant/ 
toddler class (45 clock 
hours). Must have at least 1 
year experience working with 
children in a licensed child 
care setting or have attended 
one year of college or a com¬ 
bination of work and college 
experience that is equivalent 
to one year. Preferred qualifi¬ 
cation requirements Include a 
child development associ¬ 
ate's certificate or AA/BA in 
early childhood development 
with at least one year of ap¬ 
proved work-related experi¬ 
ence. Applications may be 


> v ooi/j 0/ CUSTOMER SERVICE % 

> ^ ML!' and CASH REGISTER & 

Positions Available 

Saturdays and Sundays 


HELP WANTED 

Day & Evening Shift. Nights & Weekends. 

Apply in person 

Slopeside Market/Exxon, McHenry, Md. 

301 - 387-5055 


£ 


Survey Crew Members Wanted 

Thrasher Engineering is seeking/ull-time survey crew 
memoers jor us Oakland and Clarksburg ojjite. 

Must be willing to travel and to work in a Jast paced outdoor 
environment. Excellent opportunity Jor on-the-job training 
and advancement. Pay based on experience. 
Bcnejits and 401K available. 

Resume and cover letter should be mailed to: 

Thrasher Engineering, Inc. 

"Survey Crew Position" 

3000 Thayer Center, Oakland, MD 21550 


SURVEY CREW CHIEF WANTED 

Thrasher Engineering, Inc., is seeking full-time experienced 
survey crew chiefs for its Oakland and Clarksburg office. A 
minimum of 3 to 5 years' experience preferred. GPS knowledge 
a plus. Musi he willing to travel and to work in a fast paced 
outdoor environment. Salary based on experience. Benefits and 
40 IK available. 

Resume accompanied by a cover letter should he mailed to: 

Thrasher Engineering, Inc. 

"Survey Crew Chief Position'' 

3000 Thayer Center, Oakland, MD 21550 


ATTENTION: LPNs & CNAs 

3-11 & 11-7 Positions 

a: Hopemont Hospital, a licensed long iernicare facility 
operated by the WV Dcpt.of Health and Human Resources, 
located in T erra Alta. WV. 

Benefit Package: 

• 12-15 holidays per year 

• 10 hrs. of vacation a month 

• 18 paid sick days per year 

• Schedule flexibility 

• Excellent retirement package. 

• Medical and life insurance - vision and dental optional 

• SI 00 per hour shift differential (exenmgs and nights) 
Minimum requirements: 

WV l.PN Nursing License. WV CNA Certification 

Contact DON at 304-780-2411, ext. 233 

Equal Opportunity I mployei 


HELP 

WANTED 

Bartenders 
& Servers 

Apply at 



Irxyy 

567 Glendale Rd. 

or call 

28-2t 301-387-8333 


FULL-TIME SERVICE TECHNICIAN 

Year round work, with benefits. Individuals must possess a valid driver's license, 
have a clean driving record, and must be able to pass a drug test. This position has 
room for advancement. Applicants must be available for on-call emergencies and 
must be able to travel. Benefits include health insurance, 40IK, paid vacation, and 
competitive wages. We provide transportation to the job sites. Mechanical and 
concrete experience a plus. ONLY serious applicants should apply. Based near 
Accident, Md. 

Please call 800-424-1980 
OR fax a work history to 1-888-280-0290 

2S4t 


27-3t 


fferkins 

Family Hr*t•until 


HIRING: 

Assistant 

Manager 

Flexible Schedule 
Competitive Wages 

Send resume to: 

P.O. Box 279 
McHenry, MD 21541 

or call 

301-616-3737 

Equal Opportunity Employer 


EMPLOYMENT 


obtained and/or submitted to 
Human Resources Depart¬ 
ment, Garrett County Com¬ 
munity Action Committee 
Inc., 104 East Center Street, 
Oakland, MD 21550. Dead¬ 
line for receipt of applications 
is Friday, Sept. 26, 2008, @ 
4:30 p.m. CAC is an EOE. 
28-2. 

HELP WANTED - Seek¬ 
ing motivated, dependable 
individual for part-time posi¬ 
tion, approximately 25-30 
hours a week. Excellent op¬ 
portunity for someone who is 
retired. Miscellaneous handy¬ 
man duties to include, but not 
limited to, mowing grass, 
brush hogging, mulching & 
miscellaneous maintenance 
for 1 residence & 2 busi¬ 
nesses in Oakland & Terra 
Alta areas. Reply to Box G- 
26, c/o The Republican, P.O. 
Box 326, Oakland, MD 
21550. 28-2. 

HELP WANTED - Sewing 
contract, immediate opening 
available. Appliqug experi¬ 
ence a plus. 301-387-4009. 
28-2. 


EMPLOYMENT 


HELP WANTED - FireFly 
Farms is searching for an 
apprentice cheesemaker. En¬ 
ergetic individual wanting to 
work in fun, fast-paced envi¬ 
ronment. Flexible days and 
hours are available. Please 
email r6sum6 to: andrea@ 
fireflyfarms.us or mail to P.O. 
Box 257, Accident, MD 
21520. 28-4. 

HELP WANTED - Part- 
time baker, waitress & cook. 
Pick up application at The 
Fazen-Bakery, Rt. 219, 
Grantsville. 301-895-4044 
28-4. 

HELP WANTED - Drive 
dedicated routes for Werner 
Enterprises and receive top 
pay, weekly home time & 
great benefits! 800-346- 
2818, x520. 28-3. 

HELP WANTED - Full¬ 
time alignment tech. Experi¬ 
ence preferred. Pay based 
on experience. Benefits. Ap¬ 
ply in person. Glotfelty Enter¬ 
prises, 14161 Garrett Hwy., 
Oakland. 301-334-3911. 28- 
5. 


Davis Shop 'ii' Save Express seeking 

self-mntivatpri annlirants for 

DELI/BAKERY* MANAGER 

Wages commensurate with experience & performance. 
Benefits pkg. available. All replies held in confidence. 

All replies must be sent to: 

CGP Foods 
Personnel Dept. 

P.O. Box 845 

27 2 ^ Belington, WV 26250 


ISMS 


28-21 


Mine Repair A Maintenance, Inc. 

GMS Mine Repair & Maintenance 

is seeking a part-time 
CLEANING PERSON 

2 days/week, Mondays & Thursdays. $ 10/hr. 

Interested applicants call Chris 

304-288-6884 


AFTER-SCHOOL PROGRAM ASSISTANT — TheGar- 
rett County Health Department is accepting applications for a 
part-time (20 hours per week), contractual assistant to work in 
the Community Health Education and Outreach division at the 
Southern Middle After-School program The position will 
assist in the day-to-day details associated with ninning and 
staffing the program. Experience working with youth preferred. 
$ 10.16 - $ 12.24 per hour based on experience. 

Please submit a Maryland State Employment Application to: 
Personnel. Garrett County Health Department. 1025 Memo¬ 
rial Drive. Oakland. MD 21550 (301-334-7705) Monday - 
Friday. 8 a m. - 5 p.m. Applications available at 
w ww. uarretthealth .org . Closing date for receipt of applications 
isSeptember 19,2008 Equal Opportunity Employer M.F.H 

27* 



Preston 


MEMORIAL HOSPITAL 

REGISTERED NURSES 

MED-SURG.OB, & Emergency Department 

Preston Memorial Hospital is seeking Registered Nurses to 
work full-time in Mcd/Surg, OB. and Emergency Department. 
REQUIRED: Graduate from a school of professional nursing 
Current licensure or eligible for licensure in W. Va. IV, BLS & 
ACLSCertification. Benefits eligible. 

Current openings are: 7A-7P (Med/Surg) 

6P-6A (Emergency Dept.) 

11 A-11P weekends (Emcr Dept ) 
6P-6A(OB) 

Preston Memorial Hospital 

Human Resources 

300 S. Price Street. Kingwood, WV 26537 
Phone: 304-329-4705 • l ax: 304-329 2826 
www.preslonmcnxirial.org 


EOE. 


28-11 




PART-TIME MAINTENANCE 

Benefits. 5 p.m. - midnight/1 a m.. Fri.. Sat., Sun 

SERVER & BUSPERSON positions 

Full- or part-time. Benefits 

Come join our team at Will O' the Wisp! 

Please call 301-387-5503. ext. 2201. 

Ask for Rhonda or Wendy. 

Thpv will rnntart von 

if they are not here when you call. 



w* 


Were Looking for you... 


First United is currently searching to find 
great new additions to our team 1 Current 
opportunities are for: 

- Call Center Customer Service Officer 

- Part Time Customer Service Representative (Teller) 

- Head Teller/Customer Service Representative 


Ask about our great 
benefits plan for our 
family of employees! 


Your new career opportunity starts at 

MyBank4.com . 

IW KWFIRST UNITED 

Ranis X. l~ri i^t 

M/F/D/V- An Equal Opportunity Employer 
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EMPLOYMENT 


HELP WANTED - Driv¬ 
ers Dedicated flatbed runs 
avail, now at Swift! CDL-A, 6 
months exp. req. Great pay, 
benefits, home weekly and 
more! 800-231-5764. 25-4. 


American Heritage 
Home Improvements 
is seeking 

EXPERIENCED 

Carpenter's 

Helpers 

Must have at least 2 yrs. 
experience, own hand tools 
transportation, and a valid 
driver’s license 
Good pay & benefits. 
Previous appliants 
need not apply 

301 - 387-8040 


EMPLOYMENT 


HELP WANTED - After¬ 
school activities aide for 
Friendsville After-School Pro¬ 
gram Responsible for assist¬ 
ing after-school coordinator 
with comprehensive after¬ 
school program for students 
in grades 3 thru 5. Must be 
able to work well with stu¬ 
dents, volunteers and par¬ 
ents. Minimum qualifications: 
Must possess a high school 
diploma or GED. Experience 
with community service or 
youth programs required. Ap¬ 
proximately 15 hours per 
week, with agency benefits. 
Criminal background check 
and physical required before 
employment. Submit resume 
or application to Human Re¬ 
sources, Garrett County 
CAC, 104 East Center 
Street, Oakland, MD 21550. 
Deadline for receipt of appli- 
cation/r6sume: September 
19, 2008, at 4:30 p.m. Gar¬ 
rett County CAC is an Equal 
Opportunity Employer. 27-2. 


J 

b 
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Hiring Skilled Carpenters, Cabinet 
Builders, and Assembly Equipment 
Operators for Expansion of 
Existing Custom Millwork & 
Cabinet Plant. 

Skilled personnel must be able to give design 
ideas & build with shop drawings. Heated work 
environment working on high end projects for 
delivery in the US and overseas. 

Excellent Joinery Skills a must. 

Machine operators must have excellent 
attitude and work ethic. 

Must be willing to learn and grow with the 
company expansion. 

Previous millwork experience is a plus. 
Modern shop & great support team. 
Excellent potential with benefits. 
Compensation $21K-$35K, based on skills. 

Cal* Scott Davis 304-704-8946 
Plat t Manager, Finished Products 

Hardwood Interiors, Inc. 





CLASS A DRIVERS 
& TRUCK MECHANICS 

Savage Services is hiring for key posi¬ 
tions in the Oakland, MD, operation, due to 
our growing business. 

CLASS A DRIVERS should be professional. 

Experience preferred. 

DIESEL MECHANICS must have own tools 
and be experienced with diesel engine service 
and maintenance. 

We Offer: 

Excellent Pay 
Local Work 
Family Insurance 
401K Plan 
Profit Sharing Plan 
Uniforms 
Safety Bonus 
Performance Bonus 
Length of Service Bonus 
Paid Holidays 
Vacation Pay 
Career Opportunities 

If you consider yourself a professional and are career- 

oriented, apply in person at 

Savage Services 

354 Tablerock Road, Oakland, MD 21550 
301-334-1820 

www.savaqedrivers.com 
Savage is an Equal Opportunity Employer. 

, M Must pass Physical & Drug Screen. 


EMPLOYMENT 


HELP WANTED - After¬ 
school activities aide for Loch 
Lynn After-School Program. 
Responsible for assisting 
after-school coordinator with 
comprehensive after-school 
program for students in 
grades 3 thru 5. Must be able 
to work well with students, 
volunteers and parents. Mini¬ 
mum qualifications: Must 
possess a high school di¬ 
ploma or GED. Experience 
with community service or 
youth programs required. 
Approximately 15 hours per 
week, with agency benefits. 
Criminal background check 
and physical required before 
employment. Submit rbsumb 
or application to Human Re¬ 
sources, Garrett County 
CAC, 104 East Center 
Street, Oakland, MD 21550. 
Deadline for receipt of appli- 
cation/r6sum6: September 
19, 2008, at 4:30 p.m. Gar¬ 
rett County CAC is an Equal 
Opportunity Employer. 27-2. 

HELP WANTED - Sales 
clerk & miscellaneous re¬ 
sponsibilities. 240-321-4700. 

26-4. 

HELP WANTED - Mighty 
Auto Parts has a position 
open for a full-time person for 
warehouse duties. Experi¬ 
ence helpful. Salary based 
on work experience. Please 
drop off resume Mon.-Fri. at 
515 D St., Mtn. Lake Park. 
301-334-4816. 25-7. 


EMPLOYMENT 


EMPLOYMENT 


Help Wanted 

DELI CLERK 
at Browning's 
Foodland 

35-40 hrs/wk 

Applications 
available 
„ „ at the store 


Help Wanted 

ASSISTANT 

MANAGER 

for our Hardware and 
Bait House. “Handy-man” 
type with knowledge of 
hardware and fishing 
helpful. The position is 
full time with competitive 
pay and benefits. 

Call for appointment 
or apply in person at 

Deep Creek Outfitters 
32 Outfitters Way 
McHenry, MD 
jj.3, 301-387-2200 


78-2t 



PHENIX 

TECHNOLOGIES 

A worldwide supplier of high 
voltage, high current, high power 
testsystems 

CLEANING PERSON 

Responsible fo r cleaning of of¬ 
fice areas hallways bathrooms 
and lunch room Includes use of 
fkxxdeanmgequipment Approxi¬ 
mately 32 hours per week All 
cleaning materials are provided, 
and work schedule is flexible 

Send resume or obtain and 
complete application at: 

PHENIX TECHNOLOGIES 
75 Speicher Drive 
Accident, MD 21520 
Fax: 301-895-5570 
email: 

info@phenixtech.com 

www.phenixtech.com 


HELP WANTED 

Deep Creek Foodland Fresh 
has immediate openings for 

• F/T Night Stock 

• F/T Night Maintenance 

d salary for the right people 

_ APPLY: 

XbODLAm 

24586 Garrett Hwyt "' —' 

Market Square, McHenry 





PRESTON 

MEMORIAL HOSPITAL 

NURSING ASSISTANTS 

MED-SURG 

Full-time and Part-time 

Preston Memorial Hospital is seeking Nursing Assistants 
to work full-time and part-time in Med/Surg. REQUIRED: I Iigh 
school graduate or equivalent. Previous Nursing Assistant 
experience PREFER: Completion of a Nursing Assistant 
Program. Medical/Surgical experience. Certification as a Nurs¬ 
ing Assistant. 

Preston Memorial Hospital 

Human Resources 

300 S. Price Street, Kingwood, W V 26537 
Phone: 304-329^705 • Fax: 304-329-2826 
www.prestonmemonal.org 

E.O.E. 


HELP WANTED 

Instructor Assistant is needed foraday habilitation program 
in Oakland. Duties include, but are not limited to, general 
assisting with daily living activities, personal care assistance, 
assisting with leisure activities, driving, and lifting. 29 hours 
per week at S7.04 per hour with prorated leave benefits. 
Individual must possess a high school diploma or GED, have 
a valid driver's license with a good driving record, and have 
an interest in working with developmentally disabled indi¬ 
viduals. Application/resume deadline is Monday, September 
15,2008. Contact: 

Appalachian Parent Association, Inc. 

Appalachian Crossroads 
39 South Third St.. Oakland, MD 21550 
301-334-8449, ext. 100 • 301-334-9633 (fax) 

Equal Opportunity Employer/Male-Female 


HELP WANTED - Posi¬ 
tions available. One 40-hour 
community living assistant 
and one 20-hour aide are 
needed for a home serving 
three developmentally dis¬ 
abled adults in the LaVale 
area. The full-time position is 
offered on a regular basis at 
$8.56/hour with full fringe 
benefits or on a contract ba¬ 
sis at $9.56/hour for the first 
three months and then 
$10.56/hour with limited 
benefits; your choice. The 
part-time position is also of¬ 
fered on a regular or contract 
basis. Regular position is 
$8 56/hour with leave bene¬ 
fits. Contract position pays 
$9.56/hour for first three 
months then $10.56 with no 
benefits. Again, your choice. 
Hours will include evenings 
and weekends. High school 
diploma or GED required, ex¬ 
perience with developmen¬ 
tally disabled population pre¬ 
ferred, lifting required, and 
must possess a valid driver’s 
license with a good driving 
record. Deadline for applica¬ 
tions is Monday, Sept. 22, 
2008. Contact Joan Harvey 
or Brenda Lambert for more 
info or send resume to: Ap¬ 
palachian Parent Association 
Inc., Appalachian Cross¬ 
roads, 39 South Third Street, 
Oakland. MD 21550; 301- 
334-8449, ext. 100 (phone 
#); 301-334-9633 (fax #). 
Equal Opportunity Employer: 
male/female/ 28-1. 


HELP WANTED - Cooks 
needed. Must have cooking 
skills and experience plus 
good work ethics. Call Bryon 
at 240-321-0660.25-4. 

HELP WANTED - Now 

hiring carpenters, electri¬ 
cians, and plumbers. Also, 
subcontractors for framing, 
decks, roofing. 301-387- 
6976, evenings 301-501- 
6976 25-5. 


MISCELLANEOUS 


FOR SALE - 1987 Chrys¬ 
ler 5th Ave. car, needs a little 
work, will sale or trade, $700. 
1959 Ford Victoria car, 
needs fixed up. $900 or will 
trade Hydraulic power hand 
pump, $75. 2 ft. backhoe 
bucket for International Elec¬ 
tric sewing machine, $35. 
Call after 6:30 p.m. 240-580- 
6986. 27-2. 

FOR SALE - Two 275 

gal. fuel tanks, $50 each. 
Antique table, china closet & 
buffet, $500. 301-387-5945 
after 5 p.m. 27-2. 

FOR SALE - Fishing rods 
& reels, deep sea/regular 
sizes, plus miscellaneous 
lures. 304-789-2135. 27-2. 

FOR SALE - New & used 
Andersen/Pella windows & 
doors, kitchen & bath. 240- 
321-4700 27-2. 

FOR SALE - 60 gal 
black mix air compressor. 6 
hrs., cast iron, 2 cyl twin oil 
pump, exc. cond. $275. 301- 
746-8473. 27-2. 


INSTRUCTION/SCHOOLS 

1 

INSTRUCTION/SCHOOLS 




ARE YOU UNEMPLOYED OR 
IN A DEAD-END JOB? 

We Are Here T© Help YCIJ Succeed! 

JOIN THE WORLD OF BEAUTY 

C£> Federal Funding 

to those who qualify 

o Flexible Schedule 

Day & Evening Classes 

C^> Transportation/Living Support 
to those who qualify 

C^> Quality Education 

Call TCC4ym Your Future Start* New! 
3C1 -777-302© 

International 'Beauty School 

119 N. Centre St., Cumberland, MD 21502 
www.ibscumberland.com 



So, you've dropped out of school NOW. what are you 
dropping into? Are you ready to choose a new path to a good 
job or better education? If so, we may be able to help you 
earn your GED and assist you with your career and educa¬ 
tional goals Garrett County Success for Youth (GCSFY) 
offers FREE training to individuals ages 16 or older who 
need to upgrade their basic skills or wish to obtain a GED. 


"Where our goal is YOUR SUCCESS" 


We provide: 

• EVENING CLASSES NOW AVAILABLE! 

Day classes still available for your convenience 

• Conveniently scheduled part-time classes! 

• Work readiness skills/resumG writing! 

• Job and career counseling! 

• Job search services! 

• Assistance to transition into vocational/ 
technical training or college! 

To determine if you are eligible for this program, 
please contact the Western Maryland Consortium at 
301-334-8136, to schedule a screening appointment 

TVeotext THaitflaid (?oh4oi(i«*h 

215 S 3rd St _ 

Oakland, MD21550 



EOE 

Aua»u«ij «|4* a tei.icev Htfl 
«v4> \mb\e upon rtfaueet to 
individuals with disabilities 


TTY Jor Deaf 

Maryland Relay: 
Dial 7-1*1 


MISCELLANEOUS 


FOR SALE - Ashley 
brand woodstove. 22%” x 
22’/a” x 29%”. 16” max log 
length. Used 1 winter. Exc. 
cond. $400 or best offer. 
301-689-6183.27-2. 

ATTENTION - Orchid lov¬ 
ers. Orchid Haven will be at 
Oakland’s Mountain Fresh 
Farmers Market, town park¬ 
ing lot, Second St., with all 
kinds of orchids for sale all 
summer long, every Wednes¬ 
day & Saturday, 10 a m.-l 
p.m. Budding & blooming 
plants. Come see & buy. Any 
questions, call Flo at 304- 
724-9081. 27-4. 

FOR SALE - Custom- 
built storage buildings & play¬ 
houses. 301-895-3688. 27-5. 

FOR SALE - Armstrong 
Ultra 80 125,000 BTU oil 
furnace. Used 2 yrs. Exc. 
cond. $500. 301-746-8473. 

27- 2. 

FOR SALE - Kohler 
shower stall, almond, 36”x 
48", never used, $490. 301- 
387-7569, 412-860-0751.26- 
3. 

FOR SALE - 2001 6x10 
Homestead trailer, Hercules 
model. Single axle with tor¬ 
sion bar suspension. $1500. 
301-334-9715.26-3. 

FOR SALE - Bobwhite 
quail chicks, release birds, 
breeding pairs, quail eggs. 
301-334-9840. 26-3. 

FOR SALE - 20' of white 
laminate countertop, $50. 36" 
cultured marble vanity sink 
top. $25. 301-334-8208. 28- 
2. 

FOR SALE - New Hol¬ 
land tractor, comes with 1' & 
2' buckets for the backhoe; 
10,000 lb. trailer & grade 
box. Only 291 hours; 
$19,000 or best offer. Call for 
other details, 301-616-7387. 

28- 4 

FOR SALE - Panasonic 
7.1 surround sound speaker, 
Pokoudio SRT with Yamaha 
EQ box, asking $6000. Call 
240-442-4088 or 301-501- 
7776. 28-2. 



MISCELLANEOUS 


FOR SALE - Used out¬ 
door wood boiler with stain¬ 
less steel jacket. Rrebox is 
24" wide x 32" deep. In good 
working cond. $800. 301- 
895-3300 or 301-707-8998. 
28-3. 

FOR SALE - Husqvarna 
snowblower, practically new, 
$700 firm. 301-334-5955. 28- 
3. 

FOR SALE - Outside 
Christmas decorations. Also, 
Boyds stuffed bear collection. 
Call 301-387-4235. 28-2. 

ATTENTION! - The end 
is coming! End of the Line 
Books, in the boxcar at the 
train station, will be closing 
its doors for the winter on 
Wednesday, Oct. 8. Come by 
and stock up for a winter’s 
worth of reading before it's 
too late. Wed., Fri., and Sat., 
11-3.28-1. 

FOR SALE - Petsafe 
wireless invisible fence with 2 
receiver collars, less than 1 
yr. old, works well, $275. 
Almost new pet drinking 
fountain, $20. 301-387-2329. 
28-5. 

FOR SALE - Student 
violin, $100. 304-789-2135. 
28-2. 

FOR SALE - Brunco 
wood/coal furnace; 190,000 
BTU forced air. Used 3 win¬ 
ters. Delivered free! $1000. 
301-876-8241.28-2. 

FOR SALE - Apples; Mc¬ 
Intosh, Jonathan, others; 
$5.50-10/bushel. Damson 
plums, 750/pound. Magness 
pears, $ 12/bushel. Deer ap¬ 
ples, $3/bushel. Bring con¬ 
tainers. Ruggles Orchards, 
Levels, W.Va. 304-432-5751. 
Call to schedule pick up. 28- 
1. 

FOR SALE - E-Z-Go gas¬ 
oline golf cart. Engine not 
running. Factory top. $675. 
301-334-8690. 28-3 

FOR SALE - Cream 
leather sofa & 2 leather re- 
cliners, 2 years old, $800 or 
best offer. 301-746-8918. 28- 
5. 

FOR SALE - Elliptical 
exercise machine, $300 or 
best offer. 304-789-2135. 28- 
2 . 

FOR SALE - 20" chrome 
ice metal 8-lug wheels & 
tires, all 4 for $1000. 301- 
616-7387. 28-4 


281T — For Sale — 
Used 4'x8'Valley 
COIN OP 
POOL TABLES 
w/overhead lights. 

$ 1,000 ea. 
240-321-3533 


MISCELLANEOUS 


FOR SALE - Andersen 

C35 casement window, 
rough opening 6' %" x 5' %" 
Wood clad, double insulated, 
new, terra tone. Originally 
$573, asking $300. 301-387- 
4815. 26-4. 

FOR SALE - Sunquest 
Pro 24RS tanning bed, re¬ 
duced to $1500, NordicTrack 
C2000 Space Saver, hardly 
used, $500. Leave message 
301-616-4966.26-4. 

FOR SALE - Complete 
DJ setup. Including huge 
collection of music. $2500 
301-334-9715. 26-3. 

FOR SALE - 7 hp 60 gal 
upright compressor, 135 psi, 
used about 15 hours, $300. 
Chipper/shredder, 3" chip¬ 
ping capacity, 10:1 reduction 
ratio, 1450 Series Briggs & 
Stratton engine, used very 
little, $600. 301-387-6640 or 
301-387-5450.26-3. 

FOR SALE - 1989 Bob¬ 
cat 953 skid steer with track 
over tires. Needs motor & 
bucket, otherwise in good 
shape. $3500. 301-616- 

4745. 25-4. 

FOR SALE - Cast iron 
radiators. Phone 301-268- 
6160. 25-6. 

FOR SALE - Five P205/ 
70R15 mud & snow Fire¬ 
stone FR680 tires, like new, 
mounted on Suzuki Samurai 
wheels, $200 take all. Call 
Stuart, 301-334-6212.25-5. 

FOR SALE - Nursery 
stock. Dug trees starting at 
$8; blue spruce, Norway, 
white pine, fir, white spruce, 
Canaan Valley fir & hemlock. 
Call Jav Rice. 301-533-1919 
25-5. 

FOR SALE - Excel hand 
dryer, wall mounted, for busi¬ 
ness restroom, like new, only 
$185. Call Stuart at 301-334- 
6212 25-5. 

FOR SALE - Clark 8000 
lb. fork lift, $4500. 301-616- 
2580. 24-5. 

Canaan Valley 

Resort 4» Conhiunci cintik 1 

A WlNT VlRC.INIA SIAM Tap* 1 

Canaan Appraisal 
Roadshow & Flea Market J 
Saturday, September 13 j 

Booths available for anyone | 
wishing to sell items or] 
conduct fundraiser (Scouts.' 
youth, or team sport groups) j 

Indoor space-S25 per table. J 
Outdoor space-$10 per[ 
space (12x12' space.) 

Collectors, artisans, and | 
crafters encouraged to attend, j 

Call Missy for details 
_ 304-866-412text .2678 _ 


Home Theater System 

Sony 57" HDTV, Yamaha home theater 
receiver, Sony 5-disc DVD & Sony 5-disc CD 
player, Klipsch speakers (4 towers, 1 center, 
one 12" sub). Includes FREE 32" Toshiba 
TV, and all high definition cables + extras. 
Paid $5,500, asking $2,000 

443-414-2190 or 301-746-6289 

Ask for Shawn 

28 itpa 



ANNOUNCEMENTS 

DIVORCE without Children $95 00 DI¬ 
VORCE with Children $95 00 With 
FREE name change documents (wile 
only) and mantal settlement agreement 
Fast, easy and professional Call 1 
888-789-0198 

ANTIQUES & COLLECTIBLES 

DC BIG FLEA - Huge Antique & Collect¬ 
ible Event' Shop tor Bargains One 
Stop Shopping * 1 1100 Booths: Sep¬ 
tember 20-21, Admission $8 Satur¬ 
day 9-6 Sunday 11-5 Dulles Expo- 
Chantilly. VA 703-378-0910 

APARTMENTS FOR RENT 

4bd ?ba Home Ruy tor only $?05/mo’ 
More 1 -5 bd Foreclosures t rom $ 199/ 
mo' Never Rent Again' For Listings 
800-585 3617ext T297 

AUTOMOBILE DONATION 

DONATE YOUR VEHICLE RECEIVE 
FREE VACATION VOUCHER 
UNITED BREAST CANCER FOUN 
DATION Free Mammograms, Breast 
Cancer Into www ubet into FREE 
Towing. Tax deductible, Non-Runners 
Accepted, 1-888-168 5964 

DONATE VEHICLE Receive $1000 
GROCERY COUPONS, Your 
Choice NOAH S ARC NO KILL Am 
mal Shelters Advanced Veterinary 
Treatments Free Towing, IRS TAX 
DEDUCTION Nonrunners 1-866- 
912-GIVE 

BUSINESS OPPORTUNITY 

Grow Your Business Advertise in 120 
newspapers across Maryland, Dela 
ware and DC reach over 2 3 Million 

I households tor only $495 For more 
I information contact this Newspaper or 

call410 721-4000. ext 15 or visit our 
website ww mddepress com 


GENERAL MERCHANDISE 

ABSOLUTELY NO COST TO YOU" 
ALL BRAND NEW WHEEL¬ 
CHAIRS. HOSPITAL BEDS AND 
SCOOTERS IMMEDIATE DEUV 
ERY CALL TOLL FREE 1 -688 998 
4111 TOQUALIFY 

HELP WANTED 

Need a career”” Become a Nation¬ 
ally Certified Heating/AC Tech 
3 ,5wk Nationally Accredited pro¬ 
gram GetEPA/OSHA/NCCER Cer¬ 
tified Local Job Placement Financ¬ 
ing Available 1-877-994-9904 
HELP WANTED - TRUCK DRIVER 
Dnver-$5K Sign-on Bonus lor Expe 
rienced Teams Dry Van & Temp 
Control Solo Lanes also available 
O/Os&CDL-AGradswelcome Call 
Convenant (866)684-2519 EOE 
HOMES FOR RENT 

AFFORDABLE HUD HOMES' 4bd 
2ba home only $301/mo' 3bd iba 
home only $ 199/mol (5% down, 20 
yrs O 8%) For Listings 800-628- 
5983 xT432 

A4bd 2ba Homeonty$294/mo'More 

1 -4 bedrooms Irom $ 199/mo 1 Great 
Deals' Never Rent Again' (4% dn. 30 
yrs »8%) Call lor Listings800-585- 
3617ext. T296 

HOMES FOR SALE 
FORECLOSED HOME AUCTION 
ALLOC MD.V A 450* Homes Must 
Be Sold! Free Brochure 800-681- 
0364 USHomeAuction com 
LAND FOR SALE 
LAKE ANNA. VA Steal My lakefront 
Land' Owner must sell' All prices 
reduced Lg Water Access $49 900 
DirectWatertront$l99 900 Over 1 
mile ol dockable shoreline, under¬ 
ground utilities Call 888-838 9030 


MISCELLANEOUS 

ATTEND COLLEGE ONLINE Irom 
Home "Medical.‘Business ‘Para¬ 
legal ‘Computers. ‘Criminal Jus¬ 
tice Job placement assistance 
Computer available Financial Aid if 
qualified Call 866-858-2121 
www CenturaOnline com 
MOUNTAIN PROPERTY 

MOUNTAIN LOG CABIN & 20-r 
ACRES $149.900 Sale Saturday 
9/13 Beautifully wooded mountain 
setting with spectacular new 1800' 
log cabin kit Enjoy pnvate access 
to Potomac River 8. C&O Canal 
Close to town Perfect tor vacation/ 
retirement SAVE $10 OOOGuaran 
teed' Ask how to pay NO closing 
costs Low rate financing Call now 
1-800-888-1262 

REAL ESTATE 

Move or Retire to Delaware and dis¬ 
cover the value ot manufactured 
housing Gated community with 
homes Irom low 100's Brochure 
Available Toll- Free 1-866-629- 
0770 www coolbranch com 
TAX SERVICES 

IRS TAX DEBT KEEPING YOU 
AWAKE’ Local CPA firm resolves 
all Federal and Slate tax problems 
lor individuals and businesses US 
Tax Resolutions P A 877-477- 
1106 

VACATION RENTALS 

OCEAN CITY. MARYLAND Bestse- 
lection ot affordable rentals Full.' 
partial weeks Call lor FREE bro¬ 
chure Open daily Holiday Real 
Estate 1-800-638-2102 Onlmeres- 
ervations www holidayoc com 

After Labor Day Savings' Deep Creek 
Lake. MD - Long & Foster Resort 
Rentals Rent three nights and get 
the fourth night tree' Lakelront. lake 
access 8 mountamtop homes, con¬ 
dos 4 townhomes Pet friendly 
800 336 7303 

www DeepCreekResod com 

WATERFRONT PROPERTIES 


FREE DVD & list ol coastal NC land 
bargains List updated weekly Call 
now 1-800 732-6601 x 2241 


The Maryland-Delaware-D.C. (MDDC) Classified Ad Network currently has 81 



IlilliHin 

more about advertising with the MDDC, call The Ri 

epublican at 301 -334-: 

3963. 
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CHILD CARE I CHILD CARE 


GROW WITH US 
in-home DAYCARE 



DAY CARE - 2 shifts. 
Open 6 a m. to 11 p m. Acci¬ 
dent or Grantsville Elemen¬ 
tary, Beechnut Lane. 301- 
245-4002. Lie. #11151148. 
25-5. 

LITTLE BEAR’S DEN 
DAYCARE - Accepting all 
ages. Call Traci. 301-895- 
5283. Lie. #11-152969. 26-4. 


ANTIQUES 


FOR SALE - Antique 
former Western Maryland 
Railroad 1930s Fairmont 
motor car. Above average 
condition, in dry storage for 
over 50 years Rare find. 
Yours for $8500. Call Stuart, 
301-334-4894 28-5. 

PINE RIDGE ANTIQUES 
& COLLECTIBLES - 11 mi. 
south of Oakland on 219, 
across from Suburban Pro¬ 
pane. Open Fri.-Sat„ 10-5; 
Sun., 11-5; Mon., 10-5. 
Cheap prices. Check us out. 
301-334-1 776. 25-4. 


PETS 


FOR SALE - Reg Great 
Danes: 1 female, harlequin; 1 
female, brindle; 1 male, 
black All up to date on shots. 
Moving, can't keep. $800 
each. 301-245-4696 28-4. 

FREE - 5- to 6-mo.-old 
orange tabby kitten. Very 
friendly. Litter trained Acces¬ 
sories included. 301-616- 
5120. 28-4. 

FOR SALE - AKC Chi¬ 
huahua puppies, longhaired, 
shots & wormed, 1-year ge¬ 
netic guarantee. $600. 304- 
789-5018. 28-1 

FOR SALE - Australian 
shepherd puppies: 3 fe¬ 
males, $200; 4 males, $150. 
5 black/white & 2 tri. Raised 
with children. Call 814-733- 
2775. www.alleghenymead 
ows.com. 28-3. 

FOR SALE - AKC reg. 
Shetland sheepdog puppies 
Various colors. First shots, 
wormed, dew claws re¬ 
moved. Females $400, 
males $350. Email parker 
shelties@gniail.com. 304- 
698-3437. 304-329-0147. 28- 

4. 

FREE - To good home: 8- 
month-old golden retriever 
mixed with Australian shep¬ 
herd. Call anytime, 301-334- 
5740. 28-2 

FOR SALE - ACA regis¬ 
tered male Boston terrier 
puppies. $400. 240-321- 

0006. 26-5. 

FOR SALE - Beagle/blue 
heeler cross puppies. 301- 
334-8737 26-3 

FOR SALE - Rescued 
standard poodles available: 
black 6-mo -old male. 1-year- 
old male. 3-year-old female. 
301-501-1818 or 301-387- 
4182. 26-5. 

SPAY/NEUTER - Can't 
afford to "fix" your pet? Help 
is available Call 301-387- 
8396 or visit wwwgarrett 
paws org for information. 26- 

5. 

CRITTER SITTERS - Pet 

sitting service. All animals, 
including horses & livestock. 
304-789-5046 26-5. 

FOR SALE - Cavalier 
King Charles spaniel pup¬ 
pies, champion pedigree 
Regular veterinarian care All 
4 colors available 304-789- 
2143 25-5. 

FOR SALE - Miniature 
horses 301-501-6514 25-8 

BUYERS/SELLERS - 
The Animal Control Ordi¬ 
nance states that It is unlaw¬ 
ful for a person to operate a 
kennel (breeds/sells pets) in 
Garrett County without a 
valid kennel license. Contact 
the GC Animal Shelter 301- 
334-3553 18-13 


LITTLE RASCALS - 

Early Learning Center. Open¬ 
ings for ages 2-5. 7:30 a.m.- 
5:30 p.m. year-round. Pre¬ 
school activities! Large play¬ 
ground! Safe, clean, loving 
environment. Air-conditioned. 
Sign up for fall! Spaces are 
limited 301-334-4721.27-5. 


FURN./CARPET 
& APPLIANCES 


FOR SALE - Slightly 
used blue carpet. Make offer. 
814-662-2629. 28-1. 

FOR SALE - Electric 
range, great for canning, $50 
negotiable. 301-387-6472 or 
301-616-1597. 28-2. 

FOR SALE - Pine dining 
room table with 6 chairs, 
good cond. $300. Call 301- 
334-5801.28-2 

FOR SALE - White May¬ 
tag gas stove, $100. 301- 
245-4001.27-3. 


UVVte L»S§y failure 

Bittioger, MD 

301-245-4120 

Log Gazebos 

Log Furniture i Railings for Log Homes 


—For Sale—■ 

Mocha-colored 

Durapella 

COUCH & 
LOVESEAT 

$800/both 

301-334-7889 


28-4tpd 

FOR SALE 

• Queen-size sofa 
bed, $200 

• Solid mahogany 
dining table w/leaf 
& 8 chairs, $800 

• Oak veneer coffee 
table, 30"x30", $50 

301-387-5633 


RECREATION 


FOR SALE - 1998 Sea- 
Doo GTX Ltd , 130 hp. Like 
new; only 72 hrs....really! 
Includes trailer, Hydraport 2 
floating dock & 3 matching 
vests. $3699 or best offer. 
301-452-3055 28-1. 

FOR SALE - E-Z-Go golf 
carts, gas or electric, custom¬ 
izable options Knepper Farm 
& Outdoor Equipment, Berlin, 
Pa. Call 814-483-0108; www 
kneppers.net. 28-5. 

FOR SALE - 2001 Honda 
CBR 600 F4I, 11K, red/black, 
Yoshi pipe, new powder coat. 
A must see 1 $4500 firm. 301 - 
501-2184. 28-2. 

FOR SALE - Gas golf 
cart, $1100. Like new mini 
bike, $425. 301-453-3118 
27-2. 

FOR SALE - 2005 Honda 
CRF 70 dirt bike. $800. 301- 
334-0511.27-2. 

FOR SALE - One 5150 
Nomad snowboard with bind¬ 
ings, 146 centimeters, $150. 
301-334-1581. 27-2. 

FOR SALE - 2002 Har- 
ley-Davidson Electro-Glide. 
Custom paint; bike has been 
lowered; 18,000 miles; over 
$5000 in extras. $13,900. 
301-895-4264 26-5. 

FOR SALE - 2004 Polaris 
Sportsman 500 HO ATV, 
$4900. Dark blue, electric 
winch, Glacier snowplow, tow 
hitch, 77 hrs , 407 miles, exc. 
cond 443-829-4755. 25-4 

FOR SALE - 2006 Honda 
CR85R, like new cond 
$1800 or best offer Call any¬ 
time, 301-501-5500 25-5. 



FOR SALE 

• 1990 Gasoline Golf Cart. Runs great. 
$1,400 

• 2008 Softail Harley-Davidson. 105th 
Anniversary Edition. Must see. $22,000 

• 1998 Arctic Cat 900 Snowmobile Runs 

great. $2,500 

• 2002 Arctic Cat 600 Snowmobile. 

’Z" 301-334-7889 




LAWN/GAROEN 


TOP SOIL 

Screened & Dry 
Delivery Available 

301 - 334-1269 

Evenings, please! 


LIVESTOCK 


FOR SALE - 21-yr.-old 
gelding quarter horse, well 
trained. $2000. 301-334- 

6923. 28-2. 

FOR SALE - 2 Angus/ 
Simmental steers, make 
good show steers, 1 sired by 
OCC Homer. 3 Simmental/ 
Angus heifers. Call 814-733- 
2775. www.alleghenymead 
ows.com. 28-3. 

FOR SALE - Mini don¬ 
key. 18 months old. Gelding, 
halter broke, shots/farrier. 
$500. 301-616-9867. 27-3. 

FOR SALE - 6-year-old 
chestnut/white Tobiano 
mare. APHA reg. E/W, great 
blood lines. $5000. 301-264- 
3120 27-3. 

BOARDING AVAILABLE 

- In McHenry area. Outside 
ring, lots of trails. Call eve¬ 
nings. 301-746-8259.27-2. 

FOR SALE - 3 mare 
horses. 1 full-blooded Mor¬ 
gan, 15 yrs. old; 1 Morgan 
Tennessee walker, 9 yrs. old; 
1 full-blooded Tennessee 
walker 6 yrs old Saddle 
with Morgan. $500 each 
horse. 304-735-3621. 26-3. 

HORSE BOARDING - 
With outdoor arena & daily 
turn out, round pen, lots of 
trails. Half Mile High Ranch 
LLC. 304-789-2177. 304- 

698-9166. 25-5. 

LICENSED BOARDING 
STABLE - Has room for full 
& pasture board in Pleasant 
Valley 301-616-4681. 24-5. 


GARAGE SALES 


2-FAMILY 
YARD SALE 

Fri., Sept. 12 

9 a.m.-5 p.m. 

Sat., Sept. 13 

9 a.m.-?? 

Across from Thomas 
Tire on Rt. 39 

RAIN OR SHINE! 


MOVING SALE 

5th & Alder Streets, 
Oakland 

Fri., Sept. 12, 9 to 5 
Sat., Sept. 13, 9 to 3 

Last summer in Oakland; selling 
contents ot apartment. At least 
' 2families participating 

Furniture, lamps, bedding, kitchen 
& housewares, collectibles, and 
more 27 * 


r 


TRACKSIOE r 
CREAMERY 

Hand-dipped & soft serve 

ICE CRFAM V 

308 S. 2nd St„ Oakland 

OPfN DAtlV 


FOR SALE - Cub Cadet 
lawn tractor. Hydrostatic 
drive, 48" cut. $600. 301- 
334-9335. 27-2. 

FOR SALE - 955 JD trac¬ 
tor, 4WD, cab, heater, AC, 
wipers, lights, front load 
bucket, low hours. Very nice. 
$22,500 301-334-4894 
FOR SALE - Zero turn 
mowers, Hustler. First & 
oldest zero-turn in the world. 
Commercial & residential. 
Priced hundreds to thou¬ 
sands below MSRP. Hopkins 
Garage, Rt. 28, Old Cold 
Storage Bldg., Romney, 
W.Va. Call 304-822-3879. 

FOR SALE - 12 hp riding 
mower. Older, but in good 
mechanical cond $250. 301- 
895-3300 or 301-707-8998. 


FARM ITEMS 


FOR SALE ,,r 

• Bale wagons 

• Round 5 large square 
bale carriers 

• Feeder Wagons 

• Baie Feeders 

Your local dealer 
for MILLER PRO hay 
& forage equipment 

Buck Hill Farm 

1254 Legeer Rd. 
Bittinger. Md. 

301-245-4617 


MOVING/YARD SALE - 

Everything has to go. 302 M 
St., Mtn Lake Park; Sat., 
Sept. 13; 8 - ? Rain date 
9/20/08 28-1 

YARD SALE - Fri. & Sat, 
Sept 12 & 13. at Village 
Church behind Penn Alps 
Rest. Rain or shine. 8 a m. - 
? Early birds welcome. 28-1. 

3-FAMILY YARD/GA¬ 
RAGE SALE - (1 day only) 
Fri., Sept. 19; 9 a m. - ? at 57 
Dilley Road, Oakland Nu¬ 
merous items in excellent 
condition & cheap prices. 

CARPORT SALE - 
Grantsville; 9/27; 10 a.m.-2 
p.m.; rain/shine @ 10716 
Nat’l Pike, just E. of Penn 
Alps Furniture, tools, dishes 
& more. No early birds, 
please. 28-1. 

YARD SALE - Swanton 
Community Center; Sat., 
Sept 20; beginning at 8 a m. 
Bring your own table. No 
charge to set up. Refresh¬ 
ments will be sold, along with 
baked goods Benefit: Opera¬ 
tion Christmas Child 28-2. 

LARGE YARD SALE - 
Will be held on Fri., Sept. 12, 
from 10 a.m.-3 p.m. in the 
parking lot behind the Long & 
Foster building below Wal- 
Mart Items include clothing 
(many kids’ items like new), 
double stroller, single stroll¬ 
ers, baby swing, house- 
wares, tools, toys & many 
other items Proceeds benefit 
the Dove Center 28-1 

2-FAMILY YARD SALE - 
Jewelry, kids’ clothes & much 
more. Priced to sell Over¬ 
look Dr off High St . Fri & 
Sat. Sept 12 & 13; 9 a.m. - 
? 28-1 


FOR SALE - New Idea 
ground-driven spreader. 
$1500 or best offer. 301-689- 
5501. 28-4 

FOR SALE - New Idea 
323 1-row corn picker, low 
wear, excellent, field ready, 
$1200. Ford 3000 gas with 
front blade, power steering, 
38 hp, 3-point, low hours, 
with manuals, runs well, 
$3000. IH small manure 
spreader (30 bushel), ground 
drive, excellent, $900. Rftund 
bale feeder with bottom, all 
metal, $300. Round bale 
wagon, hauls 11 bales, 
$1000. IH red tractor cab, air 
& heat, off 66 Series, $450. 
NH 853 round baler, net 
wrap, $3000 Frederick, Md 
Delivery available. 301-667- 
4020. 28-1. 

FOR SALE - Ear corn 
$ 125/ton. 301-245-4283 27- 
2 . 

FOR SALE - This year’s 
hay with timothy, alfalfa & 
clover, 400 bales. Mulch hay, 
250 bales 301-334-4552. 
25-4. 

FOR SALE - Used trac¬ 
tors 301-746-8116. 24-10. 


AUTOMOTIVE 


FOR SALE - 1991 truck. 
4x4 Chev Silverado. Runs 
well, low mileage, good tires. 
$2900 or best offer. 301-895- 
4774. 28-2 


2005 

JAGUAR XJR 

16K mi., blue 
w/off-white interior, 
4-door, heated seats. 
Neverdriven in winter. 
Mint condition. 

Call for further 
Info. & price 
, ,, 301 - 746-8118 

25 21 _ 


D&D 

MOTORS 

301 - 359-9621 

www.dd-motors.com 

All Vehicles MD Insp & Warranty 

BARTON 

03 Subaru forester XS AT 79K 110.900 
0? AJtima 5 spd 4 cyl , 103K $7,900 
01 Cougar Vb AT. I07K $6,500 

06 Colorado Crew 4i4 AT. 49K $16,900 

BEL AIR 

301 - 729 - 3700 / 729-6494 

05 Nissan Sentra At 54K $1,900 

0? Stratus R/T 2 dr, V6 At $6,900 
01 Mils Mirage 2 dr. At. /9k $4,900 
00 Ford H50 4i4 AT 9IK $7,900 


AUTOMOTIVE 


FOR SALE - 1988 Ford 
F-250 with Meyers snow¬ 
plow. $1500 1988 Chevy %- 
ton with Western snowplow, 
$2000. Also, many other 
parts for 1964, ’65, ’66 Chevy 
trucks. Call for details. 301- 
829-9625. 28-4 

FOR SALE - 1994 Isuzu 
NGR, cab & chassis, 6 cyl 
turbo diesel, auto trans, PS; 
18,000 GVW. Runs well, no 
rust, nice truck. $9500. Call 
Stuart, 301-334-4894 28-5. 

FOR SALE - 2000 Chevy 
Tracker, 4WD, 4 cyl, 4 dr, 
AT, AC. AM/FM, CD, silver 
color. Very clean & in good 
mechanical cond. $4500 or 
offer. 304-789-6454. 28-2. 

FOR SALE - 1998 Ply¬ 
mouth Voyager, runs well. 
156,000 miles, Md. in¬ 
spected, $1500. 301-453- 

3335. 28-3. 

FOR SALE - 2002 Ford 
Focus SE. Needs minor body 
work. Cracked windshield. 
Runs well. 140,000 miles. 
$1500 or best offer. Call 240- 
321-5213. 28-tfn. 

FOR SALE - 1996 Inter¬ 
national tk.. Low Pro 4700, 
cab & chassis, 444 E diesel 
V8, 5 spd, AC; 21,400 GVW; 
50 gal. fuel tank, tinted glass, 
HD radiator, block heater. 
Nice Southern rust-free tk. 
Only $12,500. Call Stuart, 
301-334-4894. 28-5. 

FOR SALE - 4WD 2002 
Chevy Silverado extended 
cab. Z71 off-road pkg. AC, 
CD player, remote start, 
spray-on bed liner, stainless 
steel nerf bars, new fuel 
pump, new rear brakes & 
rotors. $7500. Call for more 
information. 301-616-5729. 
27-2. 

FOR SALE - 1997 Chevy 
’/j-ton pickup. 6 cyl, 5 spd 
manual transmission, AC, 
AM/FM radio. Good running 
cond. $3000. Call 301-334- 
9369. 27-3. 

FOR SALE - 2004 Audi 
A4 3.0 Quattro. AT, AWD, 
fully loaded with options; 
36,000 mi. Extremely good in 
snow. Exc. cond. Call 301- 
746-5488 for details & price. 
27-2. 


BOAT STORAGE 


BOAT STORAGE 


2000 Nissan 
PATHFINDER 

V6, 4WD, good cond. 
167,000 mi. Asking $5,000 

301-387-6531 



<9* 


BOAT 

STORAGE 


% 


2 miles North of McHenry 

Single Axle Trailers Only 
^ 301-616-4995 ^ 


28 4t 


CALL NOW! 




26-3t 


Inside 

BOAT/RV 

STORAGE 

in McHenry 

301 - 501-2780 


INDOOR 

BOAT 

STORAGE 

Will store, wash, 
winterize, pick 
up, and deliver. 

301 - 501-0755 

301 - 387-6693 


FREE - U-shaped wood¬ 
en dock on wheels with blue 
barrels. 301-501-0011.27-2. 

BOAT & RV PARKING 
Just $1 a day at Jerry’s Self 
Storage, Rt 495, Swanton, 
Md. Phone 301-334-9704 


HEAVY EQUIPMENT 


FOR SALE - 2006 Cat 
277B track skid-steer loader, 
1500 hrs., cab with AC, 4-in- 
1 hydraulic bucket; $23,900 
2006 Cat 242B skid-steer 
loader. 929 hrs., still under 
warranty, new tires, choice of 
buckets; $19,900. 2005 Bob¬ 
cat 328G mini-excavator, 
Kubota diesel, 1200 hrs., 
good U/C, quick-change 
bucket: $17,500. 2000 Lull 
644D-34 telescopic forklift, 
3600 hrs., 4x4x4, tilt car¬ 
riage, quick-tach forks, 85% 
tires, great cond.; $23,900. 
Located in Romney. W.Va. 
301-501-7131. 28-5 


FOR SALE - 1995 Dodge 
Vi-ton, needs transmission. 
$1000 or best offer. 301-689- 
5501 28-4 

FOR SALE - 1994 Dodge 
Dakota with camper top, low 
mileage, new transmission. 
Runs great, minor body work 
needed. $2800 or best offer 
Call 301-533-0040 for more 
info. 26-4 

FOR SALE - 1999 Toyota 
Avalon Many new systems. 
187K hwy. miles. Very nice 
cond. $4490. 301-387-4757. 
26-4. 

FOR SALE - 2005 Chev 
Ventura van. 26,000 miles, 
loaded, good gas mileage. 
$11,000; best offer. 301-895- 
4264 26-5. 

FOR SALE - 2000 Lin¬ 
coln limo, good cond 
$23,500 Call 301-501-6976 
26-5. 

FOR SALE - 1987 Ford 
truck F-150, 4x4. 300 V6 
engine, 4 spd, $1000 or best 
offer 301-334-3877, 240- 

321-3013.25-4 

FOR SALE - 1998 GMC 
Jimmy SLT, pewter, leather, 
auto 4WD, loaded with op¬ 
tions, 4 dr, 20 plus mpg, exc. 
cond. $5500. Call Stuart at 
301-334-6212. 25-5. 

FOR SALE - 2003 Lim¬ 
ited Toyota Sequoia. 80K, 
sunroof, leather, with war¬ 
ranty. $18,000 301-746- 

6201 25-4. 

FOR SALE - 1983 Subur¬ 
ban. 23,644 actual miles. 350 
engine, 4 spd trans, 4WD 
One owner, garage kept, 
very nice. $8500 Call Stuart 
at 301-334-6212 25-5. 

FOR SALE - 1986 BMW 
325 car, leather, sunroof, 
good shape, $1000 or best 
offer. Call 301-895-3300 or 
301-707-8998 18-tfn 


2005 

MERCEDES 

SLK-350 


21K mi., 6-speed, 
Obsidian black w/ash 
int., AMO sport pkg., 
plus comfort, trim, 
lighting, heating, 
premium packages, 
& dealer-installed 
options. 

Must see to appreciate 

Call for further 
info. & price 

301-746-5488 


WANTED TO BUY - Sec¬ 
tional coal boiler Must be in 
good cond. 301-895-3300 or 
301-707-8998. 28-3. 

WANTED - Old lumber; 
barns, homes, sheds, log 
cabins to tear down & re¬ 
move. Insured. 301-334- 
SI 89. 28-7. 

WANTED - Potato digger. 
1 row, PTO or ground driven. 
Call after 5. 301-616-2352 or 
304-698-0109. 28-tfn 

RESPONSIBLE HUNTER 
- Looking for private land to 
hunt bear. Please call Jim at 
301-748-7893 to discuss 
WANTED TO BUY - Pop¬ 
lar & basswood peelers. 800- 
746-5515.28-2 

WANTED - 1069 & 1970 
Mustangs for parts or to fix 
up. Any condition, any body 
style 301-334-2213.25-5. 


FOR RENT 


BOAT 

STORAGE 

301 - 616-4095 


FOR RENT 


FOR RENT - 2 BR apart¬ 
ment on Route 39. $400/ 
month plus electric. Sec. 
dep. required 301-334-3138. 

28-3. 

FOR RENT - 8-room 
farmhouse near Eglon, 
W.Va. Heat furnished. Refer¬ 
ences & security. $600/ 
month. Available around Oct. 
1,2008. 301-729-1854.28-5. 

FOR RENT - 3 BR house 
on Rt. 219 at Deep Creek 
Lake $750/month plus util. & 
sec. dep. Call 301-387-5350. 
28-1. 

FOR RENT - Deep Creek 
chalet; 4 BR, 2’/i BA, 2 lev¬ 
els; with garage, dock & pa¬ 
vilion. Private on southern 
part of lake. Partially fur¬ 
nished. Year lease. $1400/ 
month plus security deposit. 
410-527-1708, ask for Alex. 

FOR RENT - Oakland, 
nice residential area, 6 
rooms & BA townhouse 
apartment. Partially fur¬ 
nished, large lawn, porch & 
patio. No pets. Mature, non¬ 
smoking adults only. Sec. 
dep., lease & ref. required. 
Call 301-334-2603. 28-5. 

FOR RENT - Deep Creek 
Lake split lakefront condo, 
furnished. 3 BR, 2 BA. Mid 
October to mid May. Flexible 
on dates. $1100/month, in¬ 
cludes utilities. 412-303- 
6346. 28-2 

FOR RENT - 3 BR apart¬ 
ment, regular or Section 8, 
water & sewerage included, 
Country Air Lane. 301-387- 
6976. 28-5. 

FOR RENT - Nearly new 
3 BR, 2 BA house. 5 miles 
from Friendsville, 15 minutes 
from Hazelton, W.Va. Auto¬ 
matic in-floor geothermal 
heat, central air, 2-car heated 
garage. Along main road. 
Outside pets only. Great yard 
for children. Rent $900/ 
month. 304-379-3596, cell 
304-692-3601.28-4. 

FOR RENT - 2 BR mobile 
home, White Rock area. 
Front deck, 2-car garage, 
nice yard, nice storage shed 
$410/month, $410 security 
deposit. 301-746-5045 or 
5911. 28-4. 

FOR RENT - 1 BR apart¬ 
ment with stove & refrigera¬ 
tor, Mtn. Lake Park. Single 
occupancy. No pets. Call 
Sue at 301-334-1105, Mon - 
Fri., 8:30-3:30. 28-3. 

FOR RENT - Large 1 BR 
apartment in Friendsville, 
second-floor unit. No pets. All 
util, included, $500/month 
plus sec. dep. 301-746-5252. 


FOR RENT 


FOR RENT - Very nice 2- 
story house in Mtn. Lake 
Park. Clean & attractive. 6 
rooms; 2 BA, 2 BR Attached 
1-car garage Front porch & 
large yard. Mature, nonsmok¬ 
ing adults only. No pets. Sec. 
dep., lease & ref. required. 
Call 301-334-2603. 28-5. 

FOR RENT - Luxurious 2 
BR apartment downtown 
Oakland. AC & security, 
$500/month plus utilities. Call 
301-334-3826 28-5. 

FOR RENT - Lake view 
condo, 1 BR with loft, $800/ 
mo. Some util, included, sec. 
dep. & ref. required. 410- 
935-9447. 27-2. 

FOR RENT - Farmhouse. 
Suitable for single or couple 
only. Aurora, W.Va. $350 
rent No pets 304-735-3708. 
27-2. 

FOR RENT - Remodeled, 

furnished, private room with 
bath. Walking distance to 
downtown Oakland. $350/ 
month, utilities included. 240- 
321-4700.27-2. 

FOR RENT - 3 BR, 2 BA 
rancher at Trader's Landing 
next to Brenda's Pizzeria. 
Available now. Nicely fur¬ 
nished. Washer/dryer. Trash 
removal, cable, snowplowing 
included. $950/month plus 
phone & electric. Deposit & 
references required. No pets. 
Please call Steve at 301-387- 
4199. 27-4. 

FOR RENT - 3 BR, 2'/j 
BA house in Terra Alta, to¬ 
tally remodeled. Full, dry 
basement. 1-car garage. Ap¬ 
pliances. Nice yard. $650/ 
month plus util. & sec. dep. 
No pets. 404-/89-2135. 27-2. 

ROOMMATES WANTED 
- To share 3 BR house with 
3-car garage Game room 
with pool table & poker table, 
large deck with gas grill. 
Plenty of 4-wheeler trails be¬ 
hind house. 609-841-7949. 
27-4. 

FOR RENT - Remodeled 

efficiency apartment. Walking 
distance to downtown Oak¬ 
land. $225/month, utilities 
included. 240-321-4700. 27- 
2 . 

FOR RENT - 3 BR home, 
Can be fully or partially fur¬ 
nished. $1000 a month plus 
utilities & deposit. 301-616- 
5657. 27-4 

FOR RENT - Blooming¬ 
ton Apartments. 2 BR, hard¬ 
wood floors, clean, appli¬ 
ances & some utilities in¬ 
cluded $395/mo. 301-616- 
3931.27-5. 

FOR RENT - Nice 2 BR 
apartment in Grantsville, 3rd- 
floor unit. No pets. Heat, wa¬ 
ter & sewerage included. 
$525/month plus security 
deposit. 301-746-5252. 27-5. 

FOR RENT - Mobile 
home, Old Morgantown Road 
West, Friendsville. Positively 
no animals! 301-746-5480. 
24-5. 

FOR RENT - Deep Creek 
Lake, Md.; unique, private/ 
secluded property with 300 
feet of lake frontage, located 
on Deep Creek Drive in Mc¬ 
Henry. Docking for 1 boat. 
Close to golf course, restau¬ 
rants, Foodland, shops, etc. 
Cabin is fully furnished with 2 
BR, kitchen, living room, bath 
& AC. Grass cutting, snow 
removal & maintenance in¬ 
cluded. $750/mo. ♦ utilities. 
Call Mary at 301-387-5536. 
24-5. 

Continued on Page C-10 


eavy duly. $1,000 lakes it. 
Call 301-501-5466 


ATTENTION, RENTERS! 

TOWNHOUSES AVAILABLE 

Taking applications for townhome rentals through 
Garrettland, Inc., in the following locations: 

CASSEL RIDGE EAST in Grantsville, Md. - Units 

offer electric heat pump w/central air conditioning, 
stove, refrigerator, garbage disposal, and dishwasher. 
Central laundry on site. Rent amounts as follows: 1 
BR, $390, 2 BR, $417, 3 BR, $480. Security De¬ 
posit, $500. 

MT. VILLAGE WEST COMPLEX in McHenry, Md. - 

Units offer electric heat pump with central air condi¬ 
tioning, stove, refrigerator, garbage disposal, and 
dishwasher. Central laundry on site. Rent amounts 
as follows: 1 BR, $390, 2 BR, $445, 3 BR, $490. 
Security Deposit, $500. 

OVERLOOK NORTH in Oakland, Md. - Units offer 

electric heat pump w/central A/C, stove, and refrig¬ 
erator. Central laundry on site. Rent amounts as 
follows: 1 BR, $382, 2 BR, $431, 3 BR, $471. 
Security Deposit, $500. 

Maryland DHCD occupancy and income guidelines prevail, with a 
1-year lease required There is a $25 non-refundable credit report 
fee due at the time applications are submitted 

For more information, please contact Garrettland, Inc., or visit our 
web site at Garrettland.com to download an application. 


GARRETTLAND, INC. 


1000 


on i 

w w ■ 


Thayer Center, Oakland, MD 21550 

lOU . int OO/I QQAQ 
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FOR RENT 


Continued from Page C-9 

FOR RENT - Immaculate, 
illy furnished 1 BR apart- 


FOR RENT 


ment within walking distance 
of downtown Oakland. Inter¬ 
net access available. Credit 
check, ref , sec. dep. & 
lease Call 301-334-2397. 
28-5. 

FOR RENT - 2 BR apart¬ 
ment, Upper Springs, Pa. 
$325 + security deposit. No 
pets allowed. 814-662-2658, 
301-895-5920. 25-5. 

FOR RENT - House. 
Wonderful 3 BR, 2 BA log 
cabin with loft on Harvey's 
Peninsula. Great room, rear 
deck, hot tub, lower level 
family room. $ 1400/month, 
sec. dep. required. 703-626- 
0769 25-4. 

FOR RENT - Indoor stor¬ 
age facility. 10'x30' units for 
boats, autos, household fur¬ 
niture, etc All welcome. 24- 
hour access Also available, 
outside boat storage. Please 
call 301-501-5500 anytime 
25-4. 

FOR RENT - 2 BR apart¬ 
ment, $325/month plus util., 
sec. dep & ref. required. No 
pets Meyersdale, Pa., area. 
301-746-8431.25-5. 

FOR RENT - Oakland 
Sunny & bright, roomy, 1 BR 
apartment Clean, convenient 
location Single, mature, non¬ 
smoking adult: no pets. Sec. 
dep., lease, ref. & credit 
check required. 301-334- 
2603. 25-5. 


HOUSE 
FOR RENT 
in Mtn. Lake Park 

3 BR, 1-3/4 BA, 
attached garage, 
all appliances, 
pellet stove. 

$900/mo. + util. 

Available Oct 1 

301-387-4952 

28-tf 


FOR RENT 

Lakefront. 
Great location! 
Private dock/hot tub 
4 BR, 3 BA, 

2 fireplaces. 

$2,500/mo. + util. 

Year lease. 
240-313-5813 


FOP. RENT 

Large 3 BR 
apartment in 
Grantsville. 
$500/mo. 
Water/sewer incl. 

814-233-5055 


FOR RENT 

Overlooking Deep Creek Lake —New 3 BR 

apartment on Rt 219. 1 full bath, washer & 
dryer, kitchen w/refrigerator, stove, dishwasher, 
microwave oven Private off-street parking. 

$1,375/mo. Includes utilities. 

301 - 387-4952 


FOR RENT 

In-To>vn Oakland Apartment 

Private entrance to 2 fl 11 historic house. Amazingly light & 
airy Totally remodeled two years ago. Large living room2 
sp.ieiim bedrooms Hath A: large kitchen with all new fixtures 

and appliances. Basement storage privilege. Rent $675 mo , 
includes all utilities. 

Call lanclk'. 301 -.387-8040 


FOR RENT 

| • Condo Unit at Laurel 
Brook - 2 BR, 2Vi BA 
S900/mo. ♦ util. 
Furnished 6-mo. to 1 yr. 
lease required 

• 4 BR, 3 BA Townhome 

in The Landings at 
Mosser View of lake and 
ski resort, gas fireplace, 
fully furnished 51.500/ 
mo. plus all util. 

ALL HOMES 
REQUIRE A 
SECURITY DEPOSIT 



DEEP CREEK 
REALTY 

F * Officvis ln<J$p€nd*otly 

Please( all “r 
Coktwell Banker 
Deep Creek Realty 
.k for Ashlcv Hincbatigh 
Mil 1K7-6IK7 
I-800-769-5300 
24439 (larrctt llwy. 

. Suite 101 

.1cHenry. Ml) 21541 


Free Rent* 

TOWN VIEW 
VILLAGE 

Accident, MD 

For seniors or disabled. 

Spacious 1 BR apartments 
for immediate occupancy. 
Featuring: electnc range, 
refrigerator, carpeting, 
patio or deck, security 
features, emergency help 
system. Rent is determined 
by income as set forth by 
Rural Development 
guidelines. 

•Sign a one-year lease 
and receive the first 
month free. 

Contact Stacy Bowser 

Coldwell Banker 
Deep Creek Realty 

for more information 

301-387-5303 (Voice) 
or 800-735-2258 (TDD) 

'This institution is an equal 
opportunity provider and 
, employer' 



Bus: 301-387-5976 
Fax:301-387-2098 


PropertyM \nagementServices 


P.O.Box 128.M< IIfsky.MD 21541 

FOR RENT 

liBJ;i. Vn 



AMISH ROAD. 
GRANTSVILLE - 
Partially furnished 
3 BR ranch in private 
setting, w/deck. 
*65C> mo. * uiii. 


Visit our webpage at www.lanbernard com 
or call our office for other offerings. 


MAIN ST. 
ACCIDENT- 
Commercial building 
with work, storage, 
kitchen area, and bath. 

#4 C nn'mn A itlll 


FOR RENT 


REAL ESTATE 


COMMERCIAL PROP. | COMMERCIAL PRGpJlAWN CARE SERVICESlLAWN CARE SERVICES 


LEASE TO OWN - Newly 

remodeled modular home on 
5 acres. Borders Potomac 
State Forest. 3 BR, 2 BA with 
attached 2-car garage. 
$1200/month plus utilities. 
100% of rent applies toward 
purchase. Call 301-501- 
8123. 25-5. 

FOR RENT -3 BR. 2 BA 
furnished home. Local 
phone, water & cable in¬ 
cluded. Minutes from lake & 
Wisp, 7-9 month lease, credit 
check, ref. $765/month plus 
util. 4 sec. dep. No pets. 
301-387-6466. If no answer, 
call 513-779-4803. 24-5. 

FOR RENT - 1 BR house 
near Swanton. Adults only. 
No pets. 1-year lease 4 sec. 
dep. required. $500/month. 
Phone 301-334-9704. 24-5. 

FOR RENT - Remodeled 
2 BR apartment, walking 
distance to downtown Oak¬ 
land. $425/month plus gas. 
240-321-4700. 26-4. 


FOR RENT - 3 BR apart¬ 
ment in Friendsville. Sec. 
dep. & ref. required. 301- 
895-3250. 26-5. 

FOR RENT - Completely 
remodeled 2 BR, 1 BA sec¬ 
ond-floor apartment in Mtn. 
Lake Park. New carpet, 
paint, updated kitchen, walk- 
in closets, washer 4 dryer 
hookup. $600/month plus 
utilities. Must have good 
credit. No pets. Call High 
Mountain Properties, 301- 
334-2582. 26-5. 

FOR RENT - House. 4 
BR, 1 full & 2 half BA in 
downtown Oakland. Full fin¬ 
ished basement with washer 
& dryer included. No smok¬ 
ers, no pets. $800/month 
plus sec. dep. & ref. 301- 
616-8727. 26-5. 

FOR RENT - 3 BR house 
located on Bumble Bee Road 
close to college. All utilities 
furnished. 301-387-6976. 26- 
5. 

FOR RENT - 3 BR, 2 BA 

house on Cedar Hill, $950/ 
month plus utilities. 410-530- 
3831.26-5. 

FOR SALE OR RENT - 

11,000 sq. ft. commercial 
warehouse/storage building 
with 1000 sq. ft. office & 
lunchroom space in Accident, 
Md. Call 301-616-0018. 26-5. 

FOR RENT - 1 BR, 1 
den, 1 BA first-floor apart¬ 
ment in Mtn. Lake Park. New 
carpet. Must have good 
credit. No pets. $475/month 
plus utilities. Call High Moun¬ 
tain Properties, 301-334- 
2582 26-5. 


ATTENTION, 

RENTERS! 

• Financing Available 

• $0 Cash Down 

• 30-Day Closing 

301-387-8086 
OlympiaWest 
Mortgage Group 
Andrew Orr 

Equal Opportunity Lender 


Republican 

"We are pledged to the 
letter and spirit of U S. poli¬ 
cy for the achievement of 
equal housing opportunity 
throughout the nation. We 
encourage and support an 
affirmative advertising and 
marketing program in which 
there are no barriers to ob¬ 
taining housing because of 
race, color, religion, sex, or 
national origin.‘ 


REAL ESTATE 


FOR SALE - 4 BR house 

situated on 5 acres. 15 min¬ 
utes from Deep Creek Lake 
& Jennings Randolph Lake. 
Beautiful mountain views, hot 
tub, pool, small bam & stor¬ 
age building. Fenced area for 
animals. Must see Reduced 
for quick sell. $147,000. 301- 
453-3118 or 301-876-3460 
28-2. 

WANTED - A quiet house 
to buy in country or country- 
Itke setting 814-662-4823. 

28-5. 

OWNER MUST SELL - 

Deep Creek Lake home. 3 
BR. 2 BA, completely remod¬ 
eled inside & out. Secluded 
setting, yet 1 mile from all 
lake activities. Located be¬ 
tween McHenry & Oakland. 
Price reduced below market 
to $184,900. Garrett Land 
Sales, 301-334-5757. 27-2. 

FOR SALE - House in 
Crellin. New roof & wiring, 
still needs work. $27,000 
firm Phone 301-533-0459; 
leave message. 27-4. 

FOR SALE - House, Old 
Crellin Rd., 3 miles from 
Oakland on 3.09 acres. 3 
BR, 2 BA. 2-car garage. New 
energy efficient appliances. A 
pond, an orchard, 24x36 
storage building, 24x30 shop 
with heated floors, paved 
drive. $235,000. 301-616- 
1309,616-5524. 27-2 

SEARCH FOR - Homes 
online, compliments of John 
Macy. Long 4 Foster, at 
www.deepcreeklake.biz. 27- 
5. 

FOR SALE - Florida, 
furnished park model in 
Punta Gorda. You own the 
lot. Deep salt water for fish¬ 
ing. New - never lived in. 
$59,900 941-587-6030. 27- 
3. 

FOR SALE - Most afford¬ 
able lakefront on Deep 
Creek. Spectacular views 
from this vintage Deep Creek 
cottage 100 feet of level 
lakefront. Type A dock per¬ 
mitted. Park-like lawn to wa¬ 
ter's edge $659,900. Garrett 
Land Sales, 301-334-5757. 
27-2. 


INSURANCE 


FARMETTE 
FOR SALE 

in Pleasant Valley 

18 acres, more or less. 

3 BR house, 2 barns, approx. 
15 acres of pasture. 
Ideal horse farm w/room 
for building lots. 

Inspection of farm 
is set for 
Sept. 27.2008, 

9 a m. to 1 p.m., at 
4009 Pleasant Valley Rd. 

If interested, call 

^301-334-2026 


Unbelieveable 

Opportunity 

Don't wait... 
Will not last long! 

17 Slopeside 
Terrace 

3 BR, 3 BA, lake view & 
access, decks, fireplace 

$269,900 

Visit our website 
for more information 


f 


jultiD Agency Reil Estate 

M-777-J02 1-900-957-3898 


FOR RENT 

Prime office or retail space 
on Rt. 219, Oakland, near Wal-Mart 

2 levels available at 768 sq. ft. each 
Rent one or both at$13/sq. ft. including heat, 
A/C, electricity and snow removal 

Owner agent. 

^ Contact Lisa at 301-387-9200 


FOR SALE - One rm. 
cabin, approx. 700 sq. ft. 
(country church), on V* ac. 
Old Fields, W.Va. Price red. 
Only $37,000. Mike Curran, 
broker, 304-289-3173 or 
3674. 27-2. 

FOR SALE - Home on 1- 
acre lot, Aurora, W.Va. 4 BR, 
3 BA, in-law apartment, 2-car 
garage, large deck for enter¬ 
taining. $139,900. Call 304- 
735-3227 for appointment. 
27-2. 

FOR SALE - 30x60 frame 
building on a Vi-acre lot. For¬ 
merly used as a church. Well 
& septic, his & hers bath¬ 
rooms, office & large open 
space. New oil furnace 
forced air heat. Great loca¬ 
tion for office space, an¬ 
tiques, consignments or retail 
sales. East side of Route 219 
frontage, 5 miles south of 
Oakland. $69,900. 240-321- 
2844. 27-2. 

FOR SALE - Mobile 
home on .53-acre lot just 
minutes from lake & Wisp 
Resort. Nice roadfront lot 
overlooking Sang Run Creek. 
Reduced $69,500. 301-616- 
8514. 26-4. 

FOR SALE - Very nice 
2/1 house in Oakland. Gas 
heat, appliances included. 
Private yard with off-street 
parking $83,900 with $2500 
cash back at closing. 301- 
334-0708 or 240-321-1783. 
26-tfn. 


LOTS & ACREAGE 


FOR SALE - By owner: 
14+ acres in McHenry, Md 
Seasonal Wisp views 4 lake 
views. 3 minutes to Wisp 
Resort 4 3 minutes to Deep 
Creek Lake access. Call any¬ 
time. 301-501-5500. 26-8. 

FOR SALE - Lot. Perked 
1+ acre, Oak Hill Lane off 
Accident-Friends villa Rd., 5 
miles from Deep Creek Lake. 
410-247-2523. 27-5. 

FOR SALE - Royal Char¬ 
lotte subdivision, 3 acres, 
affordable. Spectacular views 
of the historic "Pleasant Val¬ 
ley" area in southern Garrett 
County. Utilities are on site. 
This building lot is all 
wooded, perk approved 4 
ready to build. Just $49,900 
Garrett Land Sales, 301-334- 
5757. 27-2. 

FOR SALE - Beautiful 3- 
acre lot on Green Lantern 
Rd. Great view of Savage 
Mtn. Perked, surveyed, with 
easv access to 1-68 4 Rt 40 
$72,900 . 301-616-8514. 26- 
4. 


REAL ESTATE 


FOR SALE - 2400 sq ft 
home, Accident, 4+ acres, 
located by Savage River 
State Park. 4 BR, 2 BA, fire¬ 
place, beautiful views, hot 
tub, dog kennel, 40'x80' steel 
building. 18'x36' bam. prop¬ 
erty has electric fence al¬ 
ready for horses, full-length 
vinyl deck $299,900 $2000 
buyer credit. 301-746-7015. 
Possible 6 acres available. 
Owner financing available 
26-5. 

FOR SALE - Nice 2/1 
house in Cumberland near 
Allegany High School. 
Fenced-in yard, gas heat 
Appliances included. $57,900 
with $2500 cash back at 
closing. 301-334-0708 or 
240-321-1783. 26-tfn 

FOR SALE - By owner: 3 
BR house near Wisp on 
wooded acre. Fireplace, 
wood floors, stainless appli¬ 
ances, washer/dryer, freezer, 
custom play structure Turn¬ 
key; $235,000. 301-387- 

6898. 25-5. 

FOR SALE - Lakefront 
lot, Beckman's Peninsula 
New boat dock. Nice lawn 4 
75 large hardwood trees 
Water well 4 sewer system 
Building 4 large deck. Resi¬ 
dential area. 200 ft. frontage 
$1,500,000. 301-334-1813, 

301-616-0790.25-5. 

FOR SALE - By owner: 4 
BR, 3 BA rancher on 33 
acres Good hunting. In¬ 
cludes 30'x40‘ building 4 
20'x24' pavilion. Call for de¬ 
tails 301-895-4264, leave 
message. 25-5. 

WANTED - One- to ten- 
acre lot near or about New 
Germany/Savage River State 
Forest. Would consider older 
home/cabin on property Call 
Chris Rose. 1-800-677-7887. 
ext. 327. 24-5. 


RENOVATED 1900s HOME 
In Friendsville, on River 
3 bedroom, 2 bath with hot tub. 
New kitchen, Fully insulated, 
New plumbing, electric & 
windows. Wired out building and 
carport. 

MUST SEE! 
REDUCED! $185,000 
BY OWNER 
301-501-1714 l8 tf 


INSURANCE 


INSURANCE 


FOR RENT 

Grantsville 
Shopping Plaza 

1,200 sq.ft. 4 600 sq. ft.— 
443-297-9016 


RETAIL 
OFFICE SPACE 
FOR RENT 

Approximately 
1,500 sq. ft. 

For details 

301 - 616-0169 

301 - 245-4330 


FOR SALE - 30x60 frame 
building on a ’/ 2 -acre lot. For¬ 
merly used as a church. Well 
4 septic, his 4 hers bath¬ 
rooms, office 4 large open 
space. New oil furnace 
forced air heat. Great loca¬ 
tion for office space, an¬ 
tiques, consignments or retail 
sales. East side of Route 219 
frontage, 5 miles south of 
Oakland. $69,900. 240-321- 
2844 27-2 

FOR RENT - Retail/office 
space across from Wal-Mart, 
1200-4000 sq. ft. 301-387- 
5982. 27-5. 

FOR RENT - Office/retail. 
McHenry/Deep Creek Lake. 
301-387-5982. 27-5. 

FOR SALE OR RENT - 
11,000 sq. ft. commercial 
warehouse/storage building 
with 1000 sq. ft. office 4 
lunchroom space in Accident, 
Md. Call 301-616-0018.26-5. 


BUSINESS OPP. 


FOR SALE - Carpet 
store, McHenry-based busi¬ 
ness over 20 years. Business 
is ready to walk in and start 
running. Call 301-501-6976. 
27-5. 

FOR SALE — 4-bay ga¬ 
rage, formerly DeWitt's Auto 
Repair on Rt. 39 (Hutton 
Rd.). Hoist 4 air compressor. 
$140,000. For info, call 301- 
387-8202, 301-334-4311. 26- 
4. 


MOBILE HOMES 


FOR SALE - Used mobile 
home, must be moved. Great 
for hunting camp. $1000 
301-334-1117.28-1. 


MODULAR HOMES 


$ 5,000 


3 BR, 2 BA Home 
28x60 

Includes many options 

Colony Modular 4 
Manufactured Homes 

Located between Lonacomng 
4Weslemport Md 

www.dd-homes.com 
301-463-2404 *301-359-9621 


Homes 


INSURANCE 


’AS Erie 

Insurance 

RIGHT’S 

INSURANCE 

110 S. Second St 
Oakland, MD 

301-334-3968 


Hershberger Insurance Agency 

Serving our clients since 1939 

* Auto * Home * Farm * Church * Life * Business 

"Providing Reliable Insurance Coverage with Competitive Rates" 


301-895-5161 or 301-746-8562 


141 Main Street, Grantsville, MD 21536 

24-hmir service nn fhp weh at 

www.hershbergerinsurance.com 



Mountain View Services 

Serving Garrett Co. Since 2002 
Commercial * Residential 

Fall Cleanup 

TOTAL LAWN CARE - Mowing • Mulching 
* Edging * Trimming • and more! 

Call today! Your lawn is my business! 

M 301-616-0928 


n* 






PICK-NICK 

Lawn Services 

Mowing • Snow Plowing 
Trimming • Yard Clean-up 
• Mulching • Skidsteer Service 

Now accepting large estates up to 8 acres 

Nicholas Pickrel - Owner/Operator 

ii-ir 301-501-1724 or 301-387-4182 


J 8c J Lawn Care 



Spring Sr Fall Cleanups 
Leaf Removal 
Mowing Sr Trimming 
GuHers 

Mulching Sr Mowing 
FREE ESTIMATES 

301 - 616-6178 

301 - 246-4448 


FREE - Coal Needs to 
be removed from basement 
301-334-4965. 28-2. 

FOR SALE - Firewood. 
Cut in lengths 16-18 inches. 
Not split, no delivery. Finger¬ 
board Rd., Oakland. 301- 
334-6060. 27-3. 

FOR SALE D4R's Fire¬ 
wood. 301-387-0342. 24-5. 

Try our Want Ads. They Pay 


FIREWOOD 
FORSALF 

— Call for Pricing 
301-334-8710 
&-4t 301-334-4994 


Mahoning 
Outdoor Furnaces 

"The natural way to heat.' 
Free Delivery 
Call for a FREE QUOTE 
301-707-2166 




WILL DO - Cleaning of 
excess clutter in your base¬ 
ment, house or garage. Haul¬ 
ing of just about anything you 
need removed from your 
property Reasonable rates. 
Fully insured 240-321-1266 
or 301-616-0813. 25-4. 

CLEANING SERVICES - 

Kela 4 Cindy would love to 
make your home fresh 4 
sparkling clean. Sorry, year- 
round work only. Great refer¬ 
ences 301-533-0098. 27-4. 


PAINTING - Interior/ex¬ 
terior. Free estimates. Qual¬ 
ity work. 301-387-3260. 24-5. 

Gutter Tech - Enjoy the 
rain Let Gutter Tech do your 
spouting Seamless gutters. 
Leaf Relief® covers, cleaning 
4 repairs. For quality 4 integ¬ 
rity call 301-334-3376 or 
301-533-1053- 28-5. 


Tired of cutting 
firewoo d? 

• Coal wood 

• Cast iron shaker grates 

• Firebrick-lined 

• Ash pan 

• Sale A clean way to heat 

CALL FOR MORE DETAILS 
New Tech Heating 
Systems, LLC 
4-eow 301-616-2580 


MASTERMIND 

DESIGN! 

Signs • Banners 
Vinyl Lettering • Logos 
Graphics • Photography 


SERVICES 1240.321.4899 


Mountain View 
STUMP GRINDING 


jmjj »Free Estimates • Reasonable Rates - n 

(814) 395 3726 • Addison. PA 15411 



SHARUIS MAINTENANCE 

. i (H 

Commercial & Residential 

Interior/Exterior Painting • Lawn Care 4 
Landscaping • Cleanup • Remodeling 
Additions Decks • Plumbing • Home Siding 

No job too small! 

301-334-9776 

MHIC# 45672 • Insured 

l.et Charlie do the /oh to ytm don 7 have to." 



BUENA VISTA 

Contractinq, tu 


Home 

Remodeling 
and Additions 


Visit our website or contact us 
for a complete list of services: 

w w w.BuenaVistat nnlracting.com 
Info a Buena! ista( onti acting.cum * 101-187-7880 



Licensed, Bonded. Insured 
MIIU '#95248 


t ree Estimates 
Hourly Kates Available 


FREE furnaCF 



PLU S 10 Year Parts Warranty 
and 5 Years of Service Labor 


tiu 



80 to 96% AFUE 
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SERVICES 


PAINT & PAPER - Will 
do painting & wallpapering, 
residential or commercial. 
References available Please 
contact Loretta Stoner or 
Jessica Paugh. Licensed & 
insured. 301-334-9782 or 
301-616-0541.28-15. 

WILL DO - Professional 
removal of stumps from 1 to 
any amount you might have. 
Will also do lot clearing from 
1 tree to any amount. 25 yrs. 
experience. Fully insured. 
Reasonable rates 240-321- 
1266 or 301-616-0813. 25-4. 


SERVICES 


WILL DO - Stone retain¬ 
ing walls. 301-746-5781. 

PRESSURE WASHING, 
MOWING & SKID STEER 
SERVICES - Commercial 4 
residential. Curtain drains, 
culverts, leaf 4 brush re¬ 
moval, grading, hauling, 
backhoe, backfilling 4 related 
services. Senior discounts. 
Serving Garrett County for 13 
years. Fully insured. Rick, 
301-387-8348 or 301-616- 
1050. 26-5. 


SERVICES 


WINDOW 

oppressions 

Custom Draperies 
Blinds • Shades 
I Bedcoverings & Accessories 

Frti In-Homt Shopping Service 

HunterDouglas 

| Ducttc Honeycomb shades 
Silhouette window shading 
Lununette 

Country Woods Classics 
Decor" 

Putty Zmmtrman, Consultant 

301 - 689-9009 

1 - 800 - 427-7900 

}8 Broadway, 
Frostburg, NiD 
Mon.-Fri., 10 a m. • 5 p.m. 

| Saturday by appointment only 


Res./Comm. 

Int./Ext. 

HI 


Lie. & Ins. 
MHIC #85608 


PAINTINQ 

Interior 

Wallpaper Removal • Wood Finishes 
Cedar/Logs • Aluminum 
Deck Care • Masonry 
Caulking • Waterproofing 

Aggressive Surface Preparation 

FREE ESTIMATES 
301-387-8545 • Swanton 

"Quality from start to finish“ 


GRASS 4 BRUSH CUT¬ 
TING -With 10ft. brush hog 
Also, pressure washing. Ben 
Kinsinger, 301-334-6561. 

SERVICES - Lie. * 
11290004. Need backhoe, 
excavator or dozer work? 
Call Steve! No job too small. 
Septic systems, drains, 
yards, stumps, foundations, 
footers, driveways or will 
consider doing work for junk. 
301-616-0129 or 301-334- 
1135. 23-13. 


SERVICES 


MASON CONTRACTOR 

- Offering custom brick, 
block 4 stone work. 26 years' 
experience. 304-704-5344, 
26-4. 

JP BELOWSKY EXCA¬ 
VATING - Lot clearing, 
perks/septic systems, base¬ 
ments/footers, York raking/ 
seeding, driveways/decora¬ 
tive stone, sump pits for wet 
basements, pressure wash¬ 
ing homes 4 decks. Lie. 
#11240257. Call 301-453- 
3241. 25-5. 


SERVICES 


MASONRY WORK 
WANTED - Do basements, 
foundations, pour floors, 
flues, fireplaces. Do all kinds 
of block, brick, stone 4 con¬ 
crete jobs. Call Butler Ma¬ 
sonry, 1-301-387-5669. 27-5. 

SEWING SERVICES - 
Alterations 4 repairs. Dress¬ 
es, pants, etc. Curtains 4 
sewing projects. Reasonable 
rates. Call Pam, 301-334- 
3938. 27-4. 


SERVICES 


WILL DO - Pressure 
washing of decks, houses, 
concrete pads. Also, will do 
staining and/or water sealing 
of decks. Reasonable rates 
Fully insured. 240-321-1266 
or 301-616-0813. 25-4. 

SEAMSTRESS SERV¬ 
ICES - Hems, alterations, 
new items, drapes, curtains, 
etc Call Karen at 301-334- 
4498. 24-5. 


CANVAS 

CREATIONS 

• Boat Covers 

• Awnings 

Anything Canvas 

301-387-4192 


R.H. Fewster 
Painting Co. Inc. 

301-387-8782 

Interior/Exerior 

• Painting • Staining 

• Pressure Washing 
and more! 




2fr-4tpd 


BEAK CREEK 
LANDSCAPE DESIGN 

* Design Installation 

Patios, Wsllcways, & Walls 
* Complete I .awn Maintainanco 

* Mulch, Topaoil, & Stone 

* Light Grading & Soil Prep 

.301-746-5408 

licensed and insured 
MDHIC* 125203 


Sunnyside Painting 

erior and Exterior 
Inting and Staining 
Pressure Washing 



_ '■ Cl! 

Painter John 
301 - 501-0043 


Michael R. Stefan 

28 Years' Experience Masonry 

Concrete 

Block • Brick • Stone 


Licensed & Insured 


Home: 301-895-4424 
Cell: 301-501-7090 


Tressler Builders, LLC 

MHBR#942 

Phone 941-979-7877 

Custom Homes 
• Additions • Renovations 

Please visit us at 

www.tresslerhomes.com 


26-4tpd 


S.E. GREEN 

PLUMBING & HEATING 

Residential/Commerrial 
New Construction 4 

Service & Repair 

Water pump* • Water heaters • Boilers 

Steve Green • 301-501-7817 

MD Master Plumber 18983 

25-tf 



John DeWitt 

Property Services, LLC 
Deep Creek Lake, MD 21541 

"Enjoy the lake. Let us do the work." 

• Power Washing & Staining • Painting 
Drywall Repairs • Plumbing • Electrical 
• Window & Door Repairs • Deck Repair 
• Screen Repair • Gutter Cleaning 

Cell: 301-616-5729 » I Fax: 301-387-25501 

m Licensed and Insured • References *- 


3 

i 

7- 

I 
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fill*** Ruilcfl<>r« 
& Rcmodelers 

Residential and Commercial 
New Construction and 
Home Improvements 

ALL WORK GUARANTEED 
Free Estimates 

301-697-4843 

LjcenseclBonded&lnsured^1fflC i ^82723 ii ^U^BR#5003 


Don Balogh 



ce Appliance 

--Repair- 

Since 1990 


Warranty^ 

Authorized 
for most 
ma|or 
brands 


* Gas & Electric Ranges 
^ • Major Appliances 

washers, dryers, refrigerators, 
and dishwashers 
Prompt, Friendly Service 

Swanton, Md. * 240-321-1025 
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Decks • Trim Work • Renovations 
• New Construction, etc. 



krvin MfDnnniirth 

Oakland, Md. 

301-334-2455 or 443-286-0761 



301-895-3700^ 

Shop-Grafttsville 


1-724-415-7862 

Cell 

•Truck. Trailer & Equipment Repair 
•Truck & Trailer Parts 
•Engine Repair 

•On-Job-Site Repair with Service Truck 
•Complete Truck & Auto Computer Diagnostics 
•Automobile Repairs 

•Eaton/Aeroquip Hydraulic Hoses made on-site 
•AC Check & Services TOecm-n 


R.H. HOME PROJECTS 


FREE 


ESTIMATES 


240-321-7430 

Pole Buildings • Garages 
Roofs (shingle or metal) • Siding 
Decks • Additions 

"For All Your Building Needs " 








ILi 

LAIR INCORPORATED 


. Balloons 

• Butnpor Stickers 
. Calendars 

• Caps 8 Jackets 


S I N C”f 

1894 


Decals l abe*s 

• 1 xecutive Gifts 

• Key Tags 

• Writing Instruments 


Authonita l)m 

WAYNF KAIJI-HVIAN 


317-429-6481 cell 


1039 PAlJl FfllfND RD 
OAKLAND. M0 21550 


E-Z Excavating 

Complata Excavating Sarvlca 

PaulEvarly 

301-334-2940 

1-800-491-3963 


14-tf 


D&M 
Stone 

Wide variety 
of landscaping 
stones available 


Delivery Available 


301-483-3200 


Bear Creek Woodworks 

Furniture Repair 
& Restoration 


Richard L. Pullen 
510 Resh Lane 
Accident, MD 



Phone: 301-746-6336 


Need an Auctioneer? 

Deep Creek Lake Auctions, llc 

MD & WV Auctioneering Service 
Donald J. Ringer, owner 

Ringer Auctions ano Real Estate 

301-616-7407 • 304-735-3426 

WV Lie. #1634 lnfo@ringer auctions.com 


Humberson 

Excavating 

• Site preparation 
• Road building 
• Foundations 
Loader, backhoe. 
dozer, dump truck 
— Free estimates — 
301-387-4013 
301-387-5858 
301-387-2501 


SERVICES 


SERVICES 


23-131 



Xfech 

w u ma 


• Gutter covers 

• Repairs & cleaning 

• Where integrity counts 


Oakland, Md. 


Next Day Service • 301-334-3376 



Since 1930 < 


36-H 


Drenneman 

MM WELL DRILLING. INC. 


_ DRILLING, INC. 

GROUND WATER SPECIALISTS 

OFFICE 
301-746-8666 
FAX 

301-895-DRIL 
Providing & Protecting America's Groundwater 

www.brennemanwelldrilling.com 


PUMPS 

REPAIRS 

CONDITIONING 




Oakland's First & Finest 

Professional Household & Office Moving Service! 

ft®* , In business since 1993 Lon° Co l Onw 

"Thanks for the opportunity n 9 ®isfn ^ 
to serve you .* w, Ce 

Stan DeWitt Rhone 301 -334-6211 


Storm Damage • Lot Clearing • Snow Removal 
Firewood • l awn Cur* • Custom Skid St*»or Service* 





Brush, Stump & Tree Removal 


Insured 

Free Estimates 


301-334-9784 • Cell 301-616-9784 


(346J) 


E A. 11 f I w 
MOUNTAIN 

WORKS 


Seamless AluminumButter 


We use high quality .032 
gauge seamless aluminum gutter 


20 COLORS AVAILABLE 
LEAF GUTTER GUARD 


FREE ESTIMATES 


LOCALLY OWNED & OPERATED 

301-334-1160 



MHIC 81637 
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eHARPLEs^ 


BUILDERS 

NOW ACCEPTING 
All types of projects 
• Remodeling • Additions 
• New Construction 

Over 30 yrs' experience 

Owned & Operated by 

Rick Sharpless and Family 

301-387-2673 


Q) 
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NEED A LIM0 
301-501-LIMO 

drrperrekt imrs.com/limo 


Di 


un i 


FAKE 

FIELD 

STACK 


UCENSED 

M 



FLAGGING 

PAVERS 

CONCRETE 


BACKHOE SERVICE ^CONCRETE 

240-580-4046 insured 


DCS 


C'ASTieONCRETE 




Warm, Dry and Easy 
To Finish Basement 
Installed in Just 
One day! 


HUMBERSON 

Homes ? 


2 19 North of McHenry 

fSf$4 6$rr$*t Mvy McHenry MD fl$4l 

30I-387-697B Xnn-4K7-R777 



CARROLL HARVEY 
CONTRACTING 

409 I St., Mtn. Lake Park 


Now Accepting Fall & Winter Projects 


• Basement Remodeling - Let us turn your dreary unfinished basement 

into a cozy living space. 

• Bathrooms - Does your bathroom look older than you do? A clean new 
bathroom just feels good! 

• Kitchens - Does your kitchen feel uninviting? A new kitchen will spice 
up your culinary ambitions. The beauty of wood cabinetry, durable tops, 
contemporary appliances, along with effective lighting will motivate the 
chef inside! We also offer custom cabinets U real maple butcher block tops. 

• Laminate & hardwood floors - Tired of your worn out carpet? We 
install durable laminate flooring U beautiful pre-finished hardwood flooring. 

• Custom stairways - A new stairway can be the focal point of your home. 

• Garage finishing - Get that unfinished feeling when you pull into your 
garage? Let us install firewall drywall U paint to your taste. 

• Doors U windows - Do your doors U windows give you the cold chills? 
We install new insulated airtight windows & insulated stee! doors. 

• Drywall - Paneled walls giving you the blues? Let us install, finish, U 
paint new drywall for a fresh new look. 

• We also - * Build U install formal U rustic fireplace mantles. 

* Beautifully finish U install new trim worn, doors, U panels. 
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Call TODAY for a 
FREE Estimate 

301-334-6156 

MHIL #77327 bonded • insured 


B^B 


Courteous, 

Professional 


Planning a New Home ?? 



CONSTRUCTION 

Ranch Caps Cad Two-ltory Contsmporary 
lOO'i of ltd. Floor Plant Banb/ltndsr Ailiitance 


bjwHBE! 

fW and Bsam 


Deep Creek Lake Wispering Views 
Smart Home" Technology ^ 


MODEL HOME 


OPEN 

Mon.-Sun. 9-5 

Purchase this home or 
have us custom build one for you! 


HUMBERSON 


MHBR 

305 



301 - 387-6976 / 800 - 457-6777 

www.numbei 5ui i.coi 11 
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Ask The 
Everyday 
Scientist^ 

CHANGING COLORS OF FRUITS 
by Dr. Stephen I. Parks, 

Guest Columnist 

Q. I was surprised at how tong it took my tomato plants to 
turn red this year. Why do fruits and vegetables change color 
when they ripen? 

There are two relevant questions: Why? and How? 

The first has to do, of course, with the symbiosis between 
fruiting plants and the animals that eat them. A fruit is a 
strategy, developed over millions of years, by which a plant 
makes a deal with an animal. The contract goes as follows: 
“I’ll wrap up my seeds in a delicious, nutritious pulp. You 
can eat it and get fat. if you'll carry my seeds off some¬ 
where and excrete them where they might sprout.” 

Of course, some animals want to jump the gun. To 
protect its immature seeds, the plant may embed them in a 
ilesh that is hard and woody; that tastes horrible; or maybe 
even is poisonous. 

When the seeds are ready for spreading, these protec¬ 
tions are removed. The flesh becomes soft and sweet, the 
sour or bitter flavor disappears, and poisons are degraded 
to harmless sugars or flavors. To signal to the animals that 
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Cimaglia Foot Care 

Dr. Cathy Cimaglia,, Podiatrist, is pleased to serve the 
Oakland community in all their foot care needs. 

•Heel Pain ‘Warts 

• Ingrown Toenails * Diabetic Foot Care 

• Nerve Pain • Diabetic Shoes 

69 Wolf Acres Drive. Oakland, Md 
(behind old Treasure Island) 
301-334-3647 


the fruit is ready to eat, the color may change from green, to 
red or yellow or blue. Furthermore, the fruit may broadcast 
a "fruity” fragrance. 

Selective protections may remain For example, chili 
peppers are rather punishing to an opossum (or any mam¬ 
mal, such as a human). We don’t eat chili peppers like 
strawberries. Yet birds are much less affected by the active 
ingredient. Why do the peppers do this? Possums are likely 
to chew the seeds up and digest them fully, whereas the 
seeds are guaranteed a safe trip through a bud. 

OK, so How? The ripening of fruit usually starts when 
some gene in the fruit triggers it to start releasing ethylene 
- a simple hydrocarbon gas that is the basis of such indus¬ 
trial creations as the plastic “polyethylene.” In plants this 
chemical acts as a “phytohormone." It stimulates genes to 
release enzymes that turn woody lignins and pulpy starches 
and sour acids into sweet sugars, dissolving rigid internal 
bonds and making the fruit mushy. They convert other 
chemicals into fragrances and flavors. The process also may 
change the color from a green that says, “Wait a while!” to 
a color that says, “Eat me!” 

Not all fruits depend on the ethylene connection, notably 
cherries, strawberries, and pineapples. But many others, 
ranging from tomatoes to apples to bananas to avocados, 
do. The non-ethylene fruits use a different trigger hormone, 
but the effects are similar. 

As for what causes the plant to “decide” that the seeds 
are mature, and start releasing the ripening hormone, 
whether ethylene or some other, that has to be a very 
complex question. Scientists are working very hard on it, 
since the answer could have a huge impact on the economic 
losses of fruit that gets overripe in transit. 

Dr. Parks began his career as a solid-state physicist, and has 
specialized in sensor and instrumentation design. His creations 
include medical and scientific instrumentation, communications, 
and surveillance devices. Extracurricular interests include conser¬ 
vation, ecosystem management, and molecular biology. 
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State Park Proarams 



DEEP CREEK LAKE STATE PARK/ 
DISCOVERY CENTER 

The following activities have been scheduled for this 
week at Deep Creek Lake State Park. Programs and center 
hours are subject to change without notice. All programs 
meet or begin at the Discovery Center unless otherwise 
noted. Further information can be obtained by calling the 
Discovery Center at 301-387-7067, or by visiting the web 
site: www.dnr.state.md.us/publiclands/western/deep- 
creeklake. 

MONARCH MADNESS 

• Daily 2:30-3 p.m - A naturalist will tag and release 
newly hatched monarchs and send them on their way to 
Mexico. Tagging depends on butterfly availability. (This 
may not occur every day.) 

Friday, Sept. 12 

• 8 a.m. - Let’s Go Birding. Participants will learn 
about local breeding birds with one of Garrett Coun¬ 
ty’s avid birders. Learn how to "bird by ear" and listen 
for distinctive songs while hiking through Deep Creek 
Lake State Park. Participants should bring binoculars. (90 
min.) 

• 2:30 p.m. - Monarch Madness. Join the naturalists 
for a project of tagging monarch butterflies before they 
set off on their migration to Mexico. Tagging depends on 
butterfly hatch cycles. Guests may "adopt” a monarch and 
follow its journey. 

Saturday, Sept. 13 

• 11 a.m. - Got Cavities? A dentist isn’t needed for these 
cavities. Hike around the Discovery Center in search of bird 
and animal cavities, nests, and dens. (30 min.) 

• 11 a.m. to 1 p.m. - Fire Tower Tours. Persons are 
invited to join park staff and volunteers in a tour of the 
newly renovated fire tower to learn of Maryland’s fire his¬ 
tory and expenence good views of Deep Creek Lake. $2 per 
person. Participants should meet at the fire tower anvtime 
during the two hours. 

• 1 p.m. - Happy Herps! Find out the identities of 
those creatures hopping and crawling across roads during 
the night, and how to tell a poisonous snake from the rest. 
(45 min.) 

3 p.m. - Critter Encounter. Meet in the Discovers 


Center to watch (and maybe help) the naturalist feed some 
worms to toads, turtles, and fish, and then head to the 
aviary and watch as park personnel care for and feed the 
red-tailed hawks and owl. (30 min.) 

• 3:30 p.m. - Monarch Madness. Join the naturalists 
for a project of tagging monarch butterflies before they 
set off on their migration to Mexico. Tagging depends on 
butterfly hatch cycles. Guests may "adopt” a monarch and 
follow its journey. 

Sunday, Sept. 14 

• All Day - Visit the Discovery Center to see the col¬ 
lection of live animals, animal mounts, active birdfeeders, 
and local history displays. Guests may complete scavenger 
hunts and write in a Discovery Center nature journal. 

Military Support 
Group To Hold 
Regular Meeting 

The Military Family 
Support Group will hold its 
next meeting on Wednesday, 

Sept. 17, at 6:30 p.m. Meet¬ 
ings are held at Oak Park 
Church of the Brethren, 

Oakland Drive, Mtn Lake 
Park, across from Southern 
High School. 

The group is a voluntary 
organization that offers help 
to families meeting the chal¬ 
lenges of military life. 

Those with family mem¬ 
bers or friends serving in any 
branch of the military are 
invited. Meetings include 
entire families, as well as 
members of the community. 

Support is given by other 
families in the group who 
may share many types of 
practical and emotional sup¬ 
port. 

For more information, 
persons may contact Mel 
or Cathy Menker at 301 - 
334-5906 or Sheila Shaffer 
at 301-616-6712, or visit the 
web site at www supportlo- 
calmilitary.com. 


KITZMILLER 

REVIVAL 

Blaine Full Gospel 
Church in Blaine, W.Va., 
will be holding a revival 
Sept. 14-17. Associate pas¬ 
tor John Skipper from the 
Loch Lynn Church of God 
will be speaking each eve¬ 
ning at 7 p.m. For more 
information, persons may 
contact Revs. George and 
Virginia Tichinel at 301- 
453-3327. 

BIRTHDAYS 

Among Kitzmiller resi¬ 
dents celebrating birthdays 
this week are: Mike Brady, 
Rita Lambka, Keith Lamb- 
ka, Cheryl Nesselrodt, Rob¬ 
bie Nelson, Cory Stieringer, 
Jimmy Browning IV, Wendy 
Moon, and Francis Hanlin. 


Extra 
Attic 
Storage 
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Self Storage Units 

IO’xIO’ & 10 x20 

Units Renting Now 


814-662-2822 


101 Sherman Aliev 
Salisbury PA 
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$ 1 , 200,000 

Breathtaking new construction 
home in Red Oaks Sub 
Impressive home offers 5 BR, 
HWF, granite countertops 
5 stone FP, covered front porch, 
near the base of Wisp Resort 
LNF.com/GA6846811 



$1,150,000 

Spectacular home with top-end 
appointments 

170 feet of lakefront and boat 
slip 

Close to all lake/ ski area 
activities 

LNF.com/GA6671642 



$899,900 

5 BR/ 4 BA/ 2 FP 
Convenient access to Deep 
Creek Lake amenities 

Beautiful log construction 

LNF.com/GA6756007 



$779,900 

New construction log home 
3 Master BR 3 stone FP 
Eligible for Lakeside Club 
Membership 

LNF.com/GA6748565 





$699,500 

A Nature Lover’s Retreat 
Beautiful home that blends with 
the picturesque 1.51 acre lot 
Home and lot both have many 
hidden treasures 
LNF.com/GA6837390 


$775,000 

Contemporary cedar home 
situated on 3+ acres 
Radiant heat, hickory cabinetry 
& flooring, heated garage 
Convenient location 
LNf.com/GA6855728 



$435,000 

Beautiful home within walking 
distance to Wisp Resort 
5 BR town home 
Perfect for year round or a 
vacation getaway 
LNF.com/GA6828865 



$729,900 

Ovedook Villas Unit 750 A 
4 Master BR/ enormous living 

room 

Minutes to Wisp Resort 

LNF.com/GA6591250 


$439,000 

PRICE 

REDUCTION 

REDUCED $40,000! Log home 
on 10 wooded acres 
Hardwood floors, skylights, 
stainless appliances 

Incredible master suite 

LNF.com/GA6833015 


$450,000 

• Stunning lake views 

• Lake access, outdoor pool, tennis 

• Gated Wisp Resort Community 

LNF.com/GA6661001 

$374,500 

• Within minutes to Deep Creek Lake 

• Close to the new mountaintop village & 
Whitewater course 

• Master planned community 

LNF.com/GA6633840 


$196,900 

31 wooded acres w/ stream 
Utilities on site w/ driveway & well 
Large storage building 


$99,900 

• Gallatin Woods log home community 

• 60 acres of common area 

• Many amenities offered 

LNF.com/GA5384411 




$349,000 

Completely remodeled lower 
level BR & BA 

Newly tarred & chipped 
driveway 

3 levels with 3 Master Suites 

LNF.com/GA6805618 


$339,000 

Cozy chalet on 11 + acres 
Tastefully decorated 
Nice yard with filtered views 
of Wisp 

LNF.com/GA6770136 



$279,000 

Well maintained brick home 
Lower level is finished for 
additional living area 

Covered porch/attached garage 

LNF.com/GA6848060 
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$349,000 

PRICE 

REDUCTION 

Tranquil 10 acre setting w/ 
stream 

Immaculate 3 BR home 
25' x 22' garage w/ stove, 
refrigerator & more 

LNF.com/GA6711565 


$335,000 

3 BR/ 2 BA home nestled on 
5+ acres 

30' x 23' barn w/ 2 horse 
stables 

Amazing views 

LNF.com/GA6769771 


$249,900 

Built in '03, overlooks Hemlock 
Lake 

Open floor plan w/ gas 
fireplace 

Large deck to enjoy the view 

LNF.com/GA6797458 



$339,000 
PRICE 
REDUCTION 

New 4 BR/ 3 BA home on 3 84 
wooded acres 

Kitchen w/ island & stainless 
appliances 

Beautiful hardwood floors 

LNF.com/GA6835615 




$289,000 

Enjoy 5.99 acres of peace & quiet 
3 BR/ 2 BA home remodeled: 
many upgrades added 

Landscaped yard w/ privacy fence 

LNF.com/GA6853417 


$199,900 

Well maintained home 
3 BR/ 2 BA/ full basement 

Separate workshop 

LNF.com/GA6681490 


Ijots and Land 



$199,900 

Nestled in the mountains w/ 
streams 

Remodeled in 2008 

Close to Yough Lake & bike 

trails 

LNF.com/SS6851867 



$175,000 

Great location 
Lake view 

Priced to sell! 

LNF.com/GA6786775 



$172,900 

PRICE 

REDUCTION 

Picturesque view 
Home is in excellent condition 
Great location between Deep 
Creek and Oakland 

LNF.com/GA6569053 


$79,900 

• Mountain retreat w/ native trout stream 

• Close to Highpoint Lake 

• Enjoy the many amenities of the outdoors 

LNF.com/SS6406671 


$55,000 

• Wooded, 3 acre lot in quiet subdivision 

• Perked for 4 BR/ utilities to site 

• Convenient location to 1-68 

LNF.com/GA6862871 


$40,000 

• 3.39 acre level building lot 

• Public utilities available 

• Overlooking the mountain 

LNF.com/FY6811293 

$30,000 

• Level 2.82 ace building site 

• Convenient location 


• Take advantage of many; 

LNF.com/FY68l 


area amenities 

1287 


$4,000,000 

• Magnificent 200 acre farm 

• Horse stable, carriage house 

• 9 acre pond and more! 

LNF.com/GA6686990 


$435,000 

88 acres of rolling meadows 
Fronts state land 


Older home on property 

LNF.com/Gr 


A6800330 


LEADING 
REAL ESTATE 
COMPANIES 


www.deepcreekresort.com 

23789 Garrett Highway, McHenry, MD 21541 



$145,000 

Recently remodeled home 
3 BR, kitchen island and two 
great decks 

Minutes to downtown Oakland 
and Deep Creek 

LNF.com/GA6852001 



$89,900 

• Beautiful view of Yough Lake 

• Location private & convenient 
to the lake 

• All utilities in place 

LNF.com/SS6863950 
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$69,900 

2 acres with mobile and 
garage 

Gated, private road 

Enjoy many outdoor activities 

LNF.com/SS6864776 
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Community Action 
Receives Housing 
Preservation Grant 

USDA Rural Develop¬ 
ment has awarded the Gar¬ 
rett County Community Ac¬ 
tion Committee a $35,377 
Housing Preservation Grant 
to aid toVr-income home- 
owners, Senators Benjamin 
Cardin and Barbara Mikul- 
ski announced Tuesday. 

“The poor state of our 
economy has squeezed many 
homeowners to the brink of 
their budgets, forcing them 
to choose between daily ex¬ 
penses and the very upkeep 
of their homes," Cardin 
said “1 am proud of grants 
like this that will make it 
possible fi?r low-income ho¬ 
meowners to properly re¬ 
pair their horties, maintain 
their stake in (he American 
dream, and b<V>st the entire 
community.” I 

The grant mill provide 
low interest or Referred loans 
to very ldw arfd low income 
homeowne* to repair their 
homes andrremove substan¬ 
dard coryitions in Garrett 
County.' 

The Rural Development 
program was created to im¬ 
prove the economy and qual¬ 
ity of life in rural America. 
The program helps support 
essential services and infra¬ 
structure improvements, and 
promotes economic develop¬ 
ment by supporting loans to 
businesses through banks 
and community-managed 
lending pools. 

“I am committed to look¬ 
ing out for the day-to-day 
needs of Marylanders,” 
said Mikulski “This grant 
will mean safer and stur¬ 
dier homes for more Garrett 
County residents." 

Garrett County has an 
approximate population 
of 30,000 residents with a 
mean household income of 
$32,238 Additionally, there 
are 16,761 housing units in 
the county, Cardin noted. 
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ALTHOUGH STILL MANY MONTHS from completion, 
a major step was taken this week by construction work¬ 
ers who are building the new railroad bridge on Third 
Street in Oakland, as the steel girders (in center of photo) 
were hoisted and set into place on Tuesday. Oakland 
mayor Asa McCain said that, while the contract calls 


for completion of the bridge in October 2009, working 
conditions have been excellent so far. He added that 
if the winter months are not too harsh, it is quite poss¬ 
ible that the project will be completed sooner. Photo 
courtesy of Geof Day. 
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• Chenoweth Ford, 

Lincoln. Mercury zoned 

• Coupons 

•CVS Pharmacy zoned 

• Diehls Ford Sales zoned 

• Perkins. zoned 

• Pizza Hut 

• Sears . zoned 

• Tractor Supply zoned j 


Future College 
Students Invited 
To Open House 

Garrett College will hold 
an open house for prospec¬ 
tive students and their fami¬ 
lies on Saturday?Oct. 4. The 
event will begin at 1 p.m. 
on the McHenry campus 
and continue throughout 
the day. 

“Open house is the per¬ 
fect opportunity to get your 
questions answered, meet 
students, faculty and staff, 
and discover firsthand what 
it is really like at Garrett 
College," said Ed Robinson, 
dean of student affairs at 
Garrett College. “We look 
forward to having future 
Garrett College students on 
our campus.” 

Garrett College represen¬ 
tatives will provide informa¬ 
tion about applying to the 
college and offer information 
about the school's financial 
aid process. Garrett’s staff 
will also be on hand to an¬ 
swer any questions students 
may have. 

The open house will 
provide students with the 
opportunity to learn about 
various programs of study 
offered In addition, stu¬ 
dents will have the chance 
to meet with current GC 
students to find out what 
life is really like at the col- 
Continued on Page A-17 


Ten Arrested In MLP On Possession 
Of Marijuana, Controlled Pills, Heroin 


Garrett County sheriff, 
Gary Berkebile, spokesper¬ 
son for the Garrett County 
Narcotics Task Force, an¬ 
nounced the arrests of 10 
Mtn Lake Park residents on 
drug charges. 

Investigators with the 
task force executed a search 
and seizure warrant at a B 
Street residence on Tuesday, 
Aug 26, which revealed a 
quantity of marijuana pack¬ 
aged for sale, a set of hand 
scales, and marijuana para¬ 
phernalia. 

As a result, Steven Har¬ 
old Kitzmiller, 40, was ar¬ 
rested and charged with 
possession with intent to 
distribute marijuana, pos¬ 
session of marijuana, and 
possession of marijuana 
paraphernalia. 

Investigators executed 
a search and seizure war¬ 
rant at an F Street residence 
on Wednesday, Aug. 27, 
that revealed a quantity of 
marijuana packaged for 
sale, controlled pills, digital 
scales, and marijuana para¬ 
phernalia. 

Stephen Marvel Duck¬ 
worth, 56, Beverly Ann Be- 
itzel, 53, and Christopher 
Acheson Beitzel, 28, were 
arrested and charged with 
possession of marijuana 
with intent to distribute, 


possession of marijuana, 
possession of CDS not mar¬ 
ijuana, and possession of 
marijuana paraphernalia. 

A search and seizure 
warrant was executed on 
Thursday, Sept. 4, at an 
Oakland Drive residence 
that revealed marijuana par¬ 
aphernalia and a controlled 
pill. As a result, Melvin Lee 
Minnick, 29, was arrested 
and charged with possession 
of CDS not marijuana and 
possession of marijuana 
paraphernalia. 

Investigators executed a 
search and seizure warrant 
that same day at an L Street 
residence that revealed a 
quantity of marijuana pack¬ 
aged for sale, controlled 
pills, marijuana parapherna¬ 
lia, and digital scales 

The search resulted in 
the arrests of William Ray 
Woodward, 19, Cory Thom¬ 
as Broadwater, 18, and Jen¬ 
nifer Lynn Cook, 36. They 
were each charged with pos¬ 
session of marijuana with 
intent to distribute, pos¬ 
session of marijuana, and 
possession of marijuana 
paraphernalia. The inves¬ 
tigation also led to charges 
of possession of CDS not 
marijuana against Karen 
Jean Hovatter, 51 

Continued on Page A-3 



Autumn Glory 
Fest Reception 
Tickets Available 

The Garrett County 
Chamber of Commerce is 
now selling tickets for its 
41st annual Autumn Glory 
Festival Kick-Off Reception, 
which will be held Wednes¬ 
day, Oct. 8, at the Lodge at 
Wisp Resort. 

Along with the announce¬ 
ment of the 2008 Honor¬ 
ary Golden Ambassador, 
the evening will include 
the coronation of the Au¬ 
tumn Glory King and Queen 
and their court, and will 
recognize the festival spon¬ 
sors. 

Musical entertainment 
will be provided by a local 
band, Boathouse. 

Long & Foster Realtors is 
the sponsor of the reception, 
and Clear Mountain Bank is 
the sponsor of the music by 
Boathouse. 

“This fundraising event 
provides an elegant, yet 
lively atmosphere to kick 
off the Autumn Glory Fes¬ 
tivities," said Charlie Ross, 
president and CEO of the 
Garrett County Chamber of 
Commerce. "Please come 
out and support this wonder¬ 
ful opportunity to celebrate 
the beginning of Autumn 
Glory.” 

Each attendee of the re¬ 
ception receives a collectible 

Continued on Page A-3 


Dr. Richter Named 
Medical Director Of 
ML Medical Center 

Beth Little-Terry, CEO 
of Mountain Laurel Medi¬ 
cal Center (MLMC), has 
announced that Dr. Donald 
Richter will join the center 
later this fall as its medical 
director. Richter will con¬ 
tinue to see patients as usual 
at his current office along 
Memorial Drive and then at 
the new facility for MLMC 
when it opens in early spring 
2009. 

The building is currently 
under construction behind 
the Garrett County Health 
Department in Oakland. 

“Dr. Richter wants to as¬ 
sure all of his patients that 
in this new position he will 
still maintain regular daily 
office hours, while remain¬ 
ing available to his current 
patients; and in addition 
be responsible for the over¬ 
all quality and provision 
of medical care at the new 
facility,” Little-Terry said. 

Richter said he is excited 
about this opportunity to 
combine his own interests 
in primary medical care (in- 
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GRAND CHAMPION WINNER - Amanda Beitzel 
participated in the Fashion Revue at the recent Maryland 
State Fair, where she was named overall grand champion 
in the Ready to Wear Formal Wear division. A total of 42 
girls participated. Amanda also received the award for 
Best Accessorized. See additional photos and information 
about the state fair on page C-5. 


Planning Dept. Gives Update Report; 

eluding board certification nQT Officials TO Visit G3i7ett COumV 
in family practice and geriat- — - 1 

ric medicine) with the public 


health mandate of MLMC. 

Because of his lifelong 
interest in Garrett County, 
Richter said he feels that it 
is a great honor to be able to 
combine his over 23 years of 
medical practice experience 
in the Oakland area, with 
the chance to both provide 
continued medical care to 
his patients, and ensure that 
these services through the 
MLMC are accessible to 
everyone in Garrett County 
regardless of insurance or 
income status. 

In addition, he noted, 
at MLMC there will be the 
opportunity to extend his 
practice’s influence and care 
into new areas to further 
Continued on Page A-18 


The Garrett County com¬ 
missioners heard a depart¬ 
mental update report on 
Tuesday from Planning and 
Land Development staff 
members. Among the topics 
discussed were the Mary¬ 
land Department of Trans¬ 
portation (DOT) secretary’s 
annual visit, outdoor sig¬ 
nage legislation, the Gar¬ 
rett County Comprehensive 
Plan draft, and building per¬ 
mits. 

Garrett County Planning 
and Land Development di¬ 
rector John Nelson told the 
commissioners that DOT 
Secretary John Porcari and 
State Highway Administra¬ 
tion officials would meet 
with them on Friday, Oct. 
3, at 10 a m. at the court¬ 
house. The event is open to 


28-Year-Old Living In Car With Minor; 
Charged With Sex Offense , Assault 

Deputies with the Gar- County for approximately 


rett County Sheriff’s Office 
made an arrest following 
an investigation of a suspi¬ 
cious vehicle early Tuesday 
morning. 

The vehicle was parked 
on a dirt road near the inter¬ 
section of Maryland High¬ 
way and Leon White Road 
Deputies found the vehicle 
to be occupied by Andrew 
Jason Pettitt, 28, Arnot, Pa., 
and a 14-year-old juvenile 
from Bronx, N.Y. Warrant 
checks revealed Pettitt was 
wanted by Pennsylvania 
State Police and the minor 
was listed as a missing per¬ 
son by the New York City 
Police Department. 

Further investigation re¬ 
vealed that authorities in 
New York and Pennsylvan¬ 
ia suspected the minor had 
run away from home in 
New York with the assis¬ 
tance of Pettitt. The two 
were interviewed later by 
GCSO detectives, which 
revealed that Pettitt and the 
minor had been in Garrett 


three days living in the ve¬ 
hicle. 

During that time, Pet¬ 
titt is alleged to have had a 
consensual sexual relation¬ 
ship with the minor. From 
statements made to detec¬ 
tives by both Pettitt and the 
juvenile, as well as evidence 
collected from the vehicle, 
Pettitt was locally charged 
with two counts each of 
third degree sexual offense, 
second degree assault, and 
perverted practice, contrib¬ 
uting to certain conditions 
of a child, and one count of 
kidnapping. 

The juvenile was un¬ 
harmed and was later re¬ 
leased to her parents. The 
Department of Social Ser¬ 
vices assisted in the inves¬ 
tigation. 

Pettitt was taken to the 
Garrett County Detention 
Center to be held without 
bond. Additional charges 
are pending from the states 
of Pennsylvania and New 
York. 


the public. 

State officials will discuss 
local and state projects out¬ 
lined in the DOT'S Consoli¬ 
dated Transportation Pro¬ 
gram draft for fiscal years 
2009 through 2014 Local 
officials have also compiled 
a “wish list” of their own 
concerns, questions, and pri¬ 
orities that they will present 
at that meeting. 

Topping the priorities list 
once again is the Rt. 219 
Oakland Bypass project, al¬ 
though the DOT announced 
last week that it and numer¬ 
ous other capital projects 
across the state have been 
deferred in the Consolidated 
Transportation Program be¬ 
cause of the national econ¬ 
omy. 

“But it can be modified at 
any time, in any given year, 
perhaps after the economy 
turns,” Nelson said about 
the program. 

Several other local proj¬ 
ects have also been deferred, 
but which ones those are 
will not be known to the 
general public until the Oct. 
3 meeting. 

Also on the commission¬ 
ers’ list of concerns/pri¬ 
orities are the Rt. 219 North 
alignment project, improve¬ 
ments to the Rt. 219 corridor 
throughout Garrett County, 
continued upgrades to Rt. 
42, and possible upgrades 
to Rt. 495 in order to allevi¬ 
ate traffic within the Deep 
Creek Lake area 

Nelson also noted that 
the local Planning Commis¬ 
sion will ask state officials to 
improve signage/line strip¬ 
ing along Rt. 135 at the bot¬ 
tom of Backbone Mountain 
in Bloomington to delineate 
the road turning movements. 
Motorists often have trouble, 
especially at night, distin¬ 
guishing between the high¬ 
way and a NewPage lumber 
yard. 

Continued on Page A-4 



EN ROUTE TO VICTORY In the annual Recovery 
Race, held Saturday up, down, and atop down Marsh 
Muuniam mi Mcrteniy, was noooy anuiwiyti, a former 
West Virginia Wesleyan cross country standout who 


finished the 3.1-mlle course In 18:16. He Is pictured 
above right leading the field. See story In sports section 
tor details. 


FRIENDSVILLE REMEMBERS 9/11 - Woodmen of 
the World Lodge 45 of Frlendsville sponsored a 9/11 
memorial service last week In the Frlendsville Community 
Park. The lodge has held a ceremony every year since 
the Sept. 11, 2001, tragedies. Pictured Is WOW field 
reDresentative Burton Lvtle ooenlno the service. Local 4- 
H members raised the American flag for the event, which 
Included speeches by Garrett County commissioner 


Denny Glotfelty and Sheriff Gary Berkebile. This year's 
ceremony featured a special memorial tribute presented 
by the Frlendsville Volunteer Fire Department and 
Northern Garrett County Rescue Squad’s Frlendsville 
Station depicting "one last call” for three of their own 
members: James Llnlnoer. Chauncev Friend, and Cecil 
Schroyer. At the conclusion of the ceremony, participants 
joined Sam Friend In singing “God Bless America ” 
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Rabies Clinics 
Scheduled At 
Six Locations 

The Garrett County 
Health Department will 
hold the third and last series 
of low-cost rabies clinics for 
2008 for the vaccination of 
cats, dogs, and ferrets begin¬ 
ning Saturday, Sept 20, and 
concluding Friday, Sept. 26. 

"Last year, Garrett 
County experienced eight 
confirmed rabies cases," 
said a Health Department 
spokesperson "So far this 
year, five positive cases in 
raccoons and one skunk 
have been laboratory con¬ 
firmed." 

The cost of the vaccina¬ 
tion is $5 per animal at the 
clinics. The locations, dates, 
and times are as follows: 

•Health Department, 
Oakland, Saturday, Sept 
20, 10 a m. to noon 

•Grantsville Elementary 
School, Monday, Sept. 22, 
5 to 6p m 

; «Swanton Community 
Center, Tuesday, Sept. 23, 5 
to 6 p.m. 

•Crellin Elementary 
School, Wednesday, Sept. 
24, 5 to 6 p.m. 

•Fnendsville Elementary 
School, Thursday, Sept. 25, 
5 to 6 p.m. 

• Kitzmiller Community 
Center, Friday, Sept 26, 5 
to 6 p.m. 

Dogs must be on a leash 
and under the control of a 
responsible individual Cats 
and ferrets must be brought 
to the clinic in a cage or a 
tightly secured box with air 
holes. If a cage or carrier is 
not available, the cat must 
be carried in a pillowcase or 
suitable cloth sack. 

! "Close contact of animals 
at the clinics increases the 
risk of bites and scratches," 
said the spokesperson 
'Please be prepared to re¬ 
strain and control your ani¬ 
mals in order to avoid a 
potential incident." 

Although Maryland law 
requires dogs, cats, and fer¬ 
rets over 4 months of age to 
be vaccinated against rabies, 
they may be adequately 
vaccinated at 3 months 
Dogs and cats need to be 
revaccinated every three 
years Puppies and kittens 
Vaccinated between the ages 
ef 3 and 12 months and 
dogs and cats receiving their 
first vaccinations must be 
revaccinated 12 months 
later Ferrets need to be re¬ 
vaccinated every year 

"The vaccination of dogs 
and cats is one of the most 
critical measures which can 
be taken by pet owners in 
protecting their families and 
themselves from possible 
exposure to the rabies vi¬ 
rus," the spokesperson said. 


“Since wildlife rabies con¬ 
tinues to be present in 
Garrett County, all pet 
owners are strongly urged to 
bring their pets to one of the 
six clinics." 

Unvaccinated dogs and 
cats exposed to rabid ani¬ 
mals face the possibility of 
euthanization in order to 
protect their owners and the 
general public. The neces¬ 
sity of destroying family 
pets that are unvaccinated 
can be avoided by keeping 
vaccinations current 

"Because of the wide 
geographical distribution of 
documented rabies cases, no 
dog or cat being kept in 
Garrett County can be con¬ 
sidered safe from exposure 
to the disease," said the 
spokesperson. "Pet owners 
are highly encouraged to 
check the expiration date on 
their pets’ rabies certificate 
to determine the need for 
revaccination at one of the 
upcoming clinics or at a 
local veterinarian’s office 

Failure to vaccinate pets 
against rabies in Maryland 
is a violation of the Anno¬ 
tated Code of Md Health 
General Article 18, Section 
318, and may be punishable 
by a fine of up to $500 per 
animal 

County dog and cat li¬ 
censes will be available at 
each rabies clinic For more 
information, persons may 
call Environmental Services 
at 301-334-7760. 

GC Health Dept. 
Supporting Rabies 
Awareness Day 

World Rabies Day 2008 
will be observed on Sunday, 
Sept 28, to raise awareness 
and understanding about 
the importance of rabies 
prevention. 

"Rabies is the oldest and 
deadliest disease known to 
mankind, and Environ¬ 
mental Health Services is 
supporting this initiative," 
said a Garrett County 
Health Department spokes¬ 
person about the awareness 
event 

Led by the Alliance for 
Rabies Control and sup¬ 
ported by numerous human 
and animal health organiza¬ 
tions worldwide, World 
Rabies Day campaign 
"brings together hundreds of 
thousands of people across 
the world to reinforce the 
message that rabies is a pre¬ 
ventable disease, yet kills 
55,000 people needlessly 
each year, half of which are 
children under the age of 
15," noted the spokesper¬ 
son. 

"Rabies is primarily a 
disease of children, who are 
particularly at risk from this 
terrible disease, because of 
their close contact with 
dogs, the major global 
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Community. Recreation, Outreach, Winners 

Friday. Sept. 19 

Community Raft Day - Adventure Sports Center 
International. Come raft for a reduced fee, A 
special event for Garrett County residents, 
www.adventuresportscenter.com. Contact 877- 

300- ASCI. 

Friday. Sept. 19 

Day of Caring/Sharing - Oakland Fire Hall, 8 am 
- noon. United Way of Garrett County will have 
volunteers working at various locations in the 
county. Free, includes T-shirts, breakfast & lunch 
to participants. Contact 877-597-2700. 

Saturday. Seat. 20 

Mt. Fresh Farmers Markets - Mt. Fresh 
Pavilion 10 am - 1 pm. Join us at the Farmers 
Market! Get fresh produce, herbs, plants, baked 
goods, jams & jellies, personal care items, and 
crafts from local producers. Contact 

301- 334-6960. 

Sunday. Sept, 21 


2008 Savage Man Triathlon Festival - Deep 
Creek Lake State Park. A Savage Race to Fight a 
Savage Cancer. Swim, Bike and Run courses 
make up both the SavageMan Half and the new 
SavageMan International triathlon. All proceeds 
benefit the Joanna M. Nicolay Melanoma 
Foundation. For more information, visit 
www.savagemantri.org 

What would you like to CROW about? 
’Something to CROW about’ is a promotion of 
the Garrett County Chamber of Commerce. To 
submit information, contact Katie Tasker 
at 301-387-4386 eit. 10 or 
katie^arrtttchimbtr.com 

I lUM to WKHI fk* Train Mt WMCfi■ 

for changes to these 


TIME FOR THE HARVEST SALE - First through eighth grade students are 
pictured as they prepare handmade items in art class for this Friday’s 59th annual 
Harvest Sale, hosted by the Swan Meadow School PTO. The event will be held on 
Friday, Sept. 19, at the Pleasant Valley Community Center, located south of Oak¬ 
land. The doors will open at 5 p.m., and guests may taste the homemade dough¬ 
nuts, cinnamon rolls, caramels, caramel popcorn, apple cider, taco salad, sloppy 
joes, and other fresh items. The auction will begin at 7 p.m. and will feature items 
provided mainly by Amish and Mennonite families and students of Swan Meadow 
School. Farm produce, handmade items, and baked goods (such as black walnut 
cake and red beet cake), among other items, will be sold or auctioned throughout 
the evening. All are welcome to attend. The community center is located along 
Joni Miller Road, off Paul Friend, which is off Rt. 219 South. 


wildlife. If you are bitten, 
wash bite wounds with soap 
and water and seek medical 
attention immediately. If 
your pet is bitten, consult 
your veterinarian immedi¬ 
ately." 

Prompt and appropriate 
treatment after being bitten 
and before the disease de¬ 
velops can stop rabies infec¬ 
tion and/or prevent the dis¬ 
ease in humans and ani¬ 
mals 

Local residents do their 
part to help "make rabies 
history" by having their pets 
vaccinated against this dis¬ 
ease at one the Health De¬ 
partment sponsored clinics 
being held between Sept 20 
and Sept. 26 (see separate 
article). 

More information on the 
rabies clinics can be found 
on the Health Department's 
web site at garretthealth.org 
or by calling 301-334-7760. 


More information on contact the MSP, McHenry 
World Rabies Day is avail- Barrack, at 301-387-1101 or 
able at worldrabiesday.org 301-895-1101 


Info On Oakland 
Burglary Sought 
By MSP Barrack 

Maryland State Police, 
McHenry Barrack, is asking 
for public assistance in a 
residential burglary that 
occurred sometime between 
Aug 15 and Sept. 11. 

The residence is located 
at 5702 Garrett Highway, 
Oakland, where unknown 
suspect(s) are said to have 
broken in between the 
above mentioned dates 
Those with information 
concerning the crime or 
those who may have wit¬ 
nessed any suspicious per¬ 
sons around the residence 
during this time are asked to 


MSP Seeking Info 
On Car Window 
Broken In Accident 

Sometime between the 
hours of 10 p.m. Saturday 
and 6 a m Sunday morn¬ 
ing, unknown sus- 
pect(s) damaged the win¬ 
dow of a 1999 Silver Ford 
Taurus while it was parked 
in the parking lot at 201 
Main St. in Accident. 

The left rear window of 
the vehicle was broken with 
an unknown object. Anyone 
with information concern¬ 
ing the incident is asked to 
contact Tfc Huber at the 
Maryland State Police Bar¬ 
rack, McHenry, at 301-387- 
1101. 


CUT THE COST OF 
EATING YOUR HOME 

, by up to 


source," said Dr. Debbie 
Briggs, executive director of 
the Alliance for Rabies Con¬ 
trol. 

"Children are more likely 
to suffer multiple bites and 
scratches to the face and 
head, both of which carry a 
higher risk of contracting 
rabies," she added. "Child¬ 
ren are often unaware of the 
danger that dogs transmit 
rabies and may not tell their 
parents when a bite, lick, or 
scratch has occurred from 
an infected animal." 

Rabies is a viral disease 
that can be transmitted to 
animals and humans. The 
disease is transmitted 
mainly by bite, but exposure 
may also occur through 
contamination of broken 
skin or mucous membranes 
with saliva from an infected 
animal Once neurological 
symptoms of the disease 
develop, rabies is fatal to 
both animals and humans. 

"The good news is that 
rabies is easily preventable," 
said the spokesperson 

"Vaccination prior to 
possible exposure is a cru¬ 


cial part of health manage¬ 
ment of domestic animals, 
and is the single most im¬ 
portant factor in rabies pre¬ 
vention," said Peter Costa, 
global communications co¬ 
ordinator for the Alliance 
for Rabies Control. 


Rabies prevention starts 
with the animal owner. 

"Protect yourself, your 
pet, and your community 
by taking animals to be vac¬ 
cinated," said the Health 
Department spokesperson. 


"Avoid stray animals and 

***** * *♦** * #*•* * #*♦* * * 

© Wintpr Won t Waif» f 


Winter Won t Waii 86 
What we re all looking for... 

? ETT £31 

* 'J .L 

Sold by the cord or V2 cord 

Stacking available upon reguest 
Call for Pricin g 

|^ CT K?: 

The quality oj hard wood you 
expect A the service've demandl 

301-334-6911 

FREE DELIVERY 

* <£ • ** • * • • * * * */c •*» * 4t 


6 

* 

* 

# 

* 

* 

♦ 

* 

■* 

o 


* 

O 

* 


0 Comfort Zone Infrared Portable Heaters at e 
Proven to be 14-15% More Efficient Than Any 
Other Brand on the Market 

0 3 Year Extended Warranty \ 

0 30 Day Money Back Guarantee 
0 Virtually Maintenance Free 
0 Savings of 35-50% on Your Heating Cost 
0 S AF E Around Children and Pets 
0 Energy Efficient 


Come see HEAT- 1-LESS 

Your Authorized 
Comfort Zone Distributor 

5 Miles West of Oakland on Rt. 7 
(Hutton Road) • 301-334-0762 

Open Tuesday thru Friday 10 to 5 b Saturday 10 to 2 
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Savings up to 


select 


vehicles 


08 Jeep wrangler 
Unlimited x a Dr. 

3.81 V6, AT, PW, PL Freedom 
Hard Top, Sat. Radio #so '22 

26,290 


09 Dodge 
Journey SXT 

3.5L V6, pw. pi, cd. alum 
wheels sporty! toooos 

PAY OUIY S 


19,195 


08 Dodge 1500 
Ouad SLT Big Horn 

4 7L V0. AT. PW. PL. 

Trailer Tow, Sat. Radio #boos6 

s 19,195 


OS Dodge 
Nitro StT 4x4 

3.5LV6, auto, pw, pi, alum 
wheels #00117 

STYLISH $< 

SUV: 


*21,350 


OS Chrysler 
Sebrlng iburlng 

2 41 4cyt, pw, pi, MyGig radio, 
alum wheels #«oio6 

"*17,050 


FIVE STAR 


08 Jeep Grand 
Cherokee Laredo 4x4 

3 71V6, outo, pw pi, CD. alum 
wheels #«ooo6 

POWER AND 
COMFORT 


08 Jeep Compass 
Sport 4X4 

2.41 4cyl, auto. air . a loaded, 
fun vehicle #»i« 

NIC Ml I 
TNI ItTFOMNlY 


*24,090 TNI 111 FIN INIT 8,790 


08 Chrysler town & 
Country muring oom 

3.81 V6, power sliding doors, 
power lift gate, dual DVD! 

nittniaoad $on qnn 

FOR ONIY tU,UilU 
AND 3.9S FINANCING 


PATRIOT 


CHRYSLER 


Moodge ra Jeep 


www.patriotmotors.us 

2499 Maryland Highway • Oakland, MD 21550 

301 - 334-2137 • 866 - 696-6727 

f Hour* Monday-Thursday 8 00 A M - 7 00 PM Friday 8 00 A M - 6 00 PM 
Saturday 8 00AM -2 00PM 


OPATRIOT 

cHRvsLFR ••□ooge F! Jeep 

1 

Super Pre-Owned Vehicles 

from Patriot Chrysler Dodge leen 


08 Dodge 1500 Quod Big Horn 4x4 21K.$20,500 

08 Jeep Commander, 24K....$16,590 

08 Chevy Irryocia LS. 34K 30MPG.$15,900 

08 Dodge Avenger SE, 21K . $15,500 

08 Siiwru Legacy Sedan,13K . $19,500 

07 Nissan Sentra S, 13K. $14,900 

07 VWJetla2.5, 31K.$15,900 

07 Dodge Duango SLT. 18K. 2 AX TH6 PRICE $17,500 
07 Jeep Gr Cherokee Lcredo, 17K. 3 AT THS PWCE $17,500 

07 Jeep Compass 4x4. 29K .... $15,995 

07 Jeep liberty Sport, 18K. 2 AJ TVtS PRO . $14,500 

07 Chrysler T & C IX 15K . $15,900 

07 Chryder T & C IX 15K _ $15,900 

07 Dodge Cottier S£, 15K ..-. $15,900 

07 Dodge Mho SXT 24K . $16,500 

07 Honda Accord DC, 34K .... $17,500 

07 Hyundai Elanfra. 27K ___ $13,900 

07 Jeep Pdtitot 9K __ $15,490 

06 Rorrttoc Tbnerrt, 55K . $11,490 

06 Fad Escape XLT 31K . $13,995 

06 Dodge 1500 SLT TRX. 4, 13K . $17,900 

06 Dodge 1500 aT 4x4, 27K.. $16,900 

06 ftnhac G6. 34K . $14,500 

06 Toyota 4 Rainer SRS. 28K ___ $22,900 

05 Dodge Caravan SXT 43K.$9,500 

05 Dodge Dakota Quod SU 4x4, 59K.$15,500 

04 Chrysler T&C ldatag PtaKnan Series. 80K . $8,995 

04 Wo Saerrlo EX 4x4. 55K .. $13,900 

04 Chester POcAca AWD 53K .. $11,900 

04 Fad Fteesla SES, 61K . $7,900 

04 VW Toaeg AWD .... $19,500 

03 Dodge Durango RT 58K . $8,500 

03 Fad F 150 Ext Cab 4 x4. 79K ...$12,900 

02 Dodge 1500 Quod aT 4x4, 39K..$9,995 

Pnc*t do not ndudP kMi tayi documentation 
f**t *nd 973006 
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THOMAS TIRES & ACCESSORIES 

Rt 39. Oakland » 501-334-4547 


ATTENTION 
Renal Dialysis Patients 


Ever Consider Your Therapy Options 


Fresenius Medical Care of Bruceton Mills 


NRP Arrests 
Pittsburgh Man 
For DUI, DWI 

Maryland Natural Re¬ 
sources Police arrested a 
Pittsburgh, Pa., man Satur¬ 
day evening after he was 
stopped for allegedly not 
displaying proper naviga¬ 
tional lights on his vessel 

William Thomas Hoff¬ 
man III, 45, was charged 
with operating a vessel 
while under the influence of 
alcohol, operating a vessel 
while impaired by alcohol, 
operating a vessel while 
impaired by alcohol and/or 
drugs, and operating a ves¬ 
sel between the hours of 
sunset and sunrise without 


proper navigational lights. 

He was taken to the 
Maryland State Police Bar¬ 
rack, McHenry, for process- 
ing He was released on his 
signature. A court date for 
Jan 7, 2009, has been 

scheduled for Hoffman to 
appear in Garrett County 
District Court 

GCMH Looking 
For Information 
On “Deliveries” 

“What's your birth num¬ 
ber at Garrett County Me¬ 
morial Hospital?” 

This is a question being 
asked by the staff of the hos¬ 
pital’s family-centered ma¬ 
ternity suite as it prepares 


ish, Wardensville, W.Va., Ron Schlak of Trinity Evan¬ 
gelical Lutheran Church in Charleston, W.Va., and 
Fred Soltow of Shepherdstown (W.Va.) Lutheran Par¬ 
ish are the riders, although Pastor Twedt was unable 
to make the prologue ride. Roger Monroe, a parish¬ 
ioner, took his place and is shown on the back of the 
bike, above. In the front is Soltow, and in the middle, 
Schlak. The photo above was provided by Beth John¬ 
son of Shepherd of the Hills Lutheran Church at 
McHenry, which also hosted a canned food drive, 
along with High Mountain Sports, on the day of the 
pastors' arrival (Monday). In the photo below, the visi¬ 
tors (from left: Monroe, Schlak, and Soltow) are 
shown at St. Mark's Lutheran Church in Oakland, dis¬ 
playing their unique specially made bamboo bike to 
St. Mark's member Helen Ferrell. Some local bikers 
met up with the pastors for part of the tour, with three 
even riding a triplet along with them. They were Dr. 
Tom and Kathy Johnson and Madeleine Collins. The 
paslors visited Emmanuel Lutheran and the Lutheran 
churches in Accident and Friendsville, were fed din¬ 
ner at St Mark's, and stayed the night at St. John's in 
Red House For more information about the project, 
persons may visit tourderevs org. Donations may be 
made to the Tour de Revs through any local ELCA 
church. 


TOUR DE REVS BREEZES THROUGH CO. - The 
Tour De Revs, a trio of pastors working in a unique 
fashion to raise awareness about world hunger and 
wellness, took a circuitous path through Garrett 
County this week on their triplet, a bamboo bicycle 
made for three. The pastors, all with congregations of 
the West Virginia/Western Maryland ELCA (Evangel¬ 
ical Lutheran Churches in America) Synod, are plan¬ 
ning a 13,000-mile ride next year across the United 
States and into Puerto Rico. The jaunt this week, 
across West Virginia and into Garrett County, was 
what they called a "prologue" tour, and took them 
past nearly every church in the local synod, which 
includes several in Garrett County. The dual purpose 
of the Tour De Revs is to first raise awareness and 
funds for Lutheran World Hunger Relief, a national 
ELCA effort to address the problem of 854 million 
people dealing with hunger in the world, which in¬ 
cludes 36 million in the USA. The ELCA has set a goal 
of $25 million to aid the hungry, and has raised $20 
million so far. The reverends hope to bring in the final 
$5 million. The other prong of the pastors' message is 
to encourage wellness, chiefly among Lutheran pas¬ 
tors, who as a result of their work are suffering nation¬ 
wide with stress and a general lack of exercise. Pas¬ 
tors David Twedt of Capon North River Lutheran Par- 


for its 20,000th delivery 
since the hospital opened its 
doors back in 1950. 

Charlene Bennett, RN, 
nurse manager of the mater¬ 
nity suite, said that the 
20,000th delivery at the hos¬ 
pital "is just a few babies 
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An additional arrest is 
pending. 

AG Reception 

Continued from Page A-1 
Autumn Glory pin and 
Golden Ambassador pass. 
The pass entitles the holder 
to priority seating on the 
bleachers near the reviewing 
stand for the Grand Feature 
Parade on Saturday, Oct 
11 . 

The evening will begin 
with a 6 p.m. cocktail hour. 


The sit-down dinner will be 
served at 7 p.m The recep¬ 
tion ticket includes an open 
bar, hors d’oeuvres, dinner, 
and entertainment. Admis¬ 
sion to the event is $125 for 
a single ticket, and $195 for 
a couple 

The deadline to purchase 
tickets is Oct. 2. Persons 
may purchase tickets by 
telephoning 301-387-4386, 
ext. 16, or via e-mail at jes- 
sica(a garrettchamber.com 


HOME ENERGY AUDITS 



www.hotshotzinspections.com 


240 - 321-5050 

Certified Infrared Thennogrup'ier *7744 



dKappy 3 id jdBi>ithday 

Walker Van Hauser 

September 18, 2005 - March 29, 2007 

A son’s touch, A son’s kiss, 

Two grieving parents, You’re greatly missed. 

An empty house, An empty chair, 

A son’s love, No longer there. 

A broken heart, Tear filled eye. 

Another soul to fill the skv. 

Many memories in my mind, 

Some I laugh, Some I cry. 

The times we shared. The laughs we had. 

The 4-wheeler ride you took with Dad. 

Things I miss when I think of you - 
Those big eyes filled w ith blue 
No more smile on your face, 

No more warmth of your embrace. 

The last hug, The last kiss, 

The last “goodbye" leaves me with one last wish... 

To have you Walker, here today. 

Never to leave Momma and Daddy this way. 



Offers: 

• Home Hemodialysis 

• Peritoneal 

• In-center Hemodialysis 

• Free Treatment Options Classes 

For more information, contact the 
Home Therapy Coordinator 
to discuss your options at 
1-304-379-2770. 

Come and explore Home Dialysis 


15% OFF* ALL ITEMS 


• Picnic Tables • Swings • Lighthouses 

• Gliders • Deck Chairs • Bird Feeders 

Wood and Composite • Hickory Furniture 

Composite is available in several colors and color combinations 
to enhance your decor. Easy cleanup and maintenance free. 


‘Applies to in-stock items only 



2 miles South of Oakland on Rt. 219 

317 - 429-6481 




away." 

She said that the 
20,000th baby will "hold a 
special place in the history 
of Garrett County Memo¬ 
rial Hospital," and will re¬ 
ceive a number of gifts do¬ 
nated by areas businesses. 

In addition to celebrating 
the arrival of the 20,000th 
baby, the staff also wants to 
note other specific mile¬ 
stones along the way Ben¬ 
nett is searching for indi¬ 
viduals or family members 
of individuals who were 
born on the following mile¬ 
stone dates: 

Baby #1 born, 5-16-50; 
baby #100, born 9-27-50; 
baby #500, born 11-11-51; 
baby #1,000, born 1-8-53: 
baby #2,000, born 2-11-55, 
baby #3,000, bom 8-13-57; 
baby #4,000, bom 3-15-60. 
baby #5,000, born 7-19-62; 
baby #6,000, born 2-3-65; 
baby #7,000, born 10-12-67; 
baby #8,000, born 9-30-70; 
baby #9,000, born 11-4-73; 
baby #10,000, born 9-19-77; 
baby #11,000, bom 9-15-80; 
babv #12,000, bom 5-17-83, 
babv #13,000, born 5-2-86; 
tab) #14,000, bom 3-3 89 
baby #15,000. bom 10-3-91; 
baby #16,000, born 8-9-94, 
baby #17,000, born 9-10-97; 
baby #18,000, born 3-1-01; 
and baby #19,000, born 12- 
21-04: 

Individuals with informa¬ 
tion or questions arc asked 
to telephone Charlene Ben 
nett at 301-533-4254 

Ten Arrested 

Continued from Page A-1 

Investigators executed a 
search and seizure warrant 
on a K Street residence on 
Friday, Sept 12, that re¬ 
vealed a quantity of mari¬ 
juana and heroin, hypoder¬ 
mic needles, marijuana 
paraphernalia, and digital 
scales. 

Marc William Burns, 23, 
was arrested and charged 
with possession with intent 
to distribute marijuana, pos¬ 
session of marijuana, pos¬ 
session oi heroin, and pos¬ 
session of marijuana para¬ 
phernalia 



with more contemporary applications for home. Yet the process of hand¬ 
crafting each piece remains very much the same. After one hundred years, old-fashioned care 
continues at Old Hickory Furniture Company with products that are uniQuc, comfortable, and very durable 

Visit our showroom and see the largest grouping 
of Old Hickory Furniture in Maryland! 

yikmt&i 'JuwttM 

HVItn. Lake Park, MD • 301-334-2612 

Open Monday thru Saturday 9 to 5 
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We Are The Complete Furniture Store! 
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Selling Us Out... 

Things arc heating up in the race toward Election 
Day 2008, and the reference here has nothing to do 
with John McCain and Barack Obama, but about 
the referendum on slot machines that will be on the 
Maryland ballot. The ballot question, if passed by 
the majority of voters, will amend the state constitu¬ 
tion to allow placement of some 15,000 slot ma¬ 
chines in five different jurisdictions in the state. 

Pushing for passage of the proposal is Governor 
Martin O’Malley and a number of high-powered, 
influential groups, including the Maryland Chamber 
of Commerce, the Maryland State Teachers Associa¬ 
tion (MSTA), the Maryland Association of Counties 
(MACo), and the AFL-CIO. Among those opposed 
are Comptroller Peter Franchot, the Maryland 
League of Women Voters, the Sierra Club, the 
NAACP, a group called Marylanders United to Stop 
Slots, various small businesses, and a number of 
faith denominations. 

The reason that the governor supports the pro¬ 
posal is that he believes gambling proceeds will help 
the state pull out of its deficit situation. In order to 
get support from those involved in education, such 
as the MSTA, there is a promise that a significant 
portion of those proceeds will be used for education, 
a promise that is disputed by the groups in opposi¬ 
tion. 

The arguments made by those opposed to slots 
make, by far, the most sense. With gambling comes 
all kinds of negative, unsavory things, such as cor¬ 
ruption, increases in crime, bankruptcy, domestic 
violence, and child neglect, not to mention gambling 
addiction. Communities suffer, other businesses suf¬ 
fer, families suffer. The fact of the matter is, 87 cents 
of every dollar pushed into a slot machine goes to 
the players of those machines. Another four-plus 
cents of that dollar goes to the casino owners. That 
leaves less than a measly eight cents per dollar going 
to support government services and programs 

Comptroller Franchot made some excellent points 
when he said, “Amending our Constitution to give 
nearly a half-billion dollars to gambling interests 
makes no sense — and does nothing to help families 
struggling to pay their bills Rather than sticking it to 
folks with a record tax increase and utility rate hike, 
what Annapolis needs to do is tighten its belt and 
enact some meaningful spending reforms. Everyone 
else is tightening their belts in this economic reces¬ 
sion. and it’s time for Annapolis to do the same " 

This is a pure example of selling out the citizens 
of Maryland, and basically using threats to sway 
educators, union workers, and those in county gov¬ 
ernments The threat is, if you don’t support slots, 
then don’t expect to receive additional funding. 

Slot machines might indeed help our state with 
some of our funding gaps — in the short run. Better 
economic times always return, but if slot gambling is 
approved, it will be here to stay, along with all of the 
aforementioned ills that come with it. 



IVriters of letters to the editor are reminded that 
letters will not be published if they exceed 400 
words, do not include contact information, and/or 
are deemed to be libelous. 


To the Editor: 

While perusing WWI1 
information in The World 
Almanac Book of WWll, I 
came across this statement 
on the days after D-Day, 
June 6, 1944 

"By 30 June, the Allies 
have 630,000 troops ashore. 

I he casualties since the 6th 
arc 62,000 dead and 
wounded.” 

Think about it Within a 
24-day period, almost a 
10% casualty rate. That is 
2.584 casualties a day! At 
the same time, at many bat¬ 
tle sites in Europe, Russia, 
and the vast Pacific area, 
similar battles were fought 
and troops sustaining simi¬ 
lar casualties Fortunate are 
we that 64 years ago, the 
allies suffered huge battle 
losses so that the world, as 
conquered people, did not 
have to be forced to speak 
German or Japanese 

Today, America is fight¬ 
ing two wars in Iraq and 
Afghanistan against terror¬ 
ism and to protea foreign 
oil supplies that the USA 
must have to exist Yet, in 
the politics of the presiden¬ 
tial campaign, priority #1 is 
the economy. Why are the 
Middle East wars not prior¬ 
ity #1? 



Probably because: 

1. Our national leaders 
have not put the USA on a 
war footing, figuring the 
citizens cannot stand it; 

2 There is no national 
plan to pay down the hu- 
mongous war debt that will 
continue to increase for 
years to come Let the next 
president worry about that, 
but not now; 

3. Only a small percent¬ 
age of Americans are bear¬ 
ing human cost of these 
wars, those being troops 
serving in the all-volunteer 
aaive and reserves, includ 
ing multiple tours The rest 
of the citizens go about their 
daily tasks in business, va¬ 
cations, or advanced educa¬ 
tion Apparently invoking 
the Draft during war time is 
politically incorrea even 
though it worked all right 
during WWI, WWII, and 
Korea. 

4 The Veterans Affairs 
budget has not reached the 
long-term increases needed 
to care for the severely men¬ 
tally and physically disabled 
from these wars for the rest 
of their lives. If we send 
troops in harm's way, we 
have a responsibility to care 
for them when they return 
severely wounded. 


Who am I? I am a regis¬ 
tered Republican and a 
Centrist (neither liberal nor 
conservative). A Marine 
veteran of the Korean War. 
This letter is being sent to 
my Congressional delega¬ 
tion, newspapers, and the 
two presidential candidates 
whenever they are in their 
Senate offices tending to 
national business. 

Paul Shogren 

To the Editor: 

How can we, the com¬ 
mon people, stop our "lead¬ 
ers” from the reckless 
spending? A $ 10,000,000 
waterway on top of a moun¬ 
tain (in Garrett County) 
when we have whitewater 
rivers? 

Bush has and will spend 
two billion a week in Iraq, 
while we let our infrastruc¬ 
ture and economy collapse 
The next "McBush” plans 
on continuing the wars and 
bombing without regard to 
the idea of peace. 

This reckless spending 
must stop, and unless we all 
contact our "leaders” — lo¬ 
cal, state, and federal — our 
taxes will continue to be 
well above reason. 

Our local leaders should 
be reducing needless spend¬ 
ing by the millions, not 
thousands. Please! 

Thomas E Doyle 

To the Editor: 

I just received a wonder¬ 
ful birthday gift from my 
sister: Garrett County Schools 
of Yesteryear. I never thought 
it would be such a large 
book. I also found my fa¬ 
ther, mother, aunts, uncles, 
and even my great¬ 
grandfather in the book 

I attended Shroch/ 
Beachy School (one-room), 
then we moved to Bittinger 
(two rooms). My favorite 
teachers were Mr Ralph 
Buckel and Mrs Ida Reck- 
ner 

Thanks for the memo¬ 
ries Special thanks to Ms 
Alice Eary and Ms Jean 
Grose and all who helped 
Great job! 

Thanks, 
Elsie Ash L.ewis 

To the Editor: 

Recently it was an¬ 
nounced that the proposed 
Oakland Bypass has been 
deferred by the SHA for six 
years because of budget 
deficits Thank you, Don 
Sincell, for your last edito¬ 
rial which related the his¬ 
tory of our efforts to stop 
this atrocious projea I also 
consider it a viaory for 
Garrett Countians for Smart 
Growth and other con¬ 
cerned citizens of Garrett 
County. 

In recent radio and news¬ 
paper accounts, there con¬ 
tinues to be a push to com¬ 
plete this projea, even sug¬ 
gesting that the deferment 
be removed An SHA 
spokesman, David Buck, 
stated that most of the rights 
of way have been pur¬ 
chased, and "$8.4 million 
has already been invested." 

The estimated, pre- 
Katrina cost for the projea 
was $42 million. That 
means that less than 20% 
has been spent, and they 
only need to spend $33 6 
million (again, pre-Katrina 



estimate.) 

Sorry, but $33.6 million 
is a big deal to me! That 
money can be spent more 
effectively on repairing and 
maintaining bridges and 
existing roadways in the 
state, instead of creating a 
"fast track to Walmart.’’ 

At the October 3 annual 
SHA meeting, the commis¬ 
sioners and planning com¬ 
mission plan to try to revive 
this projea and keep it on 
the "wish list.” How about 
continuing the effort to up¬ 
grade Rt. 495 1 

So, concerned citizens of 
Garrett County, be sure to 
attend the 10 a m meeting 
on Friday, Oct. 3, in the 
commissioners’ meeting 
room in the courthouse 
Don’t let this wasteful pro¬ 
ject be presented without 
opposition! 

Sincerely, 
Debby Ward 
Mtn Lake Park 

To the Editor: 

On behalf of the JWCC 
(Junior Woman’s Civic 
Club of Garrett County), 1 
would like to extend heart¬ 
felt thanks to everyone who 
contributed to the success of 
our Pizza Shack at the 2008 
Garrett County Agriculture 
Fair This includes, but is 
not limited to, the Southern 
girls’ basketball team, stu¬ 
dents fulfilling service learn¬ 
ing hours, NuWay Interi¬ 
ors, friends and family of 
JWCC members, and 
JWCC members them¬ 
selves. 

And last but not least, 
thank you to all who visited 
the "Shack" for refresh¬ 
ments This is our major 
fundraiser, the proceeds of 
which JWCC distributes to 
many local organizations, 
in addition to funding a 
scholarship for a local col¬ 
lege student. 

So thanks again for a 
successful year, and looking 
forward to seeing you all at 
next year’s fair! 

Sincerely, 
Arlene Holzmann 
President of JWCC 

To the Editor: 

I have a question for the 
Southern Garrett Rescue 
Squad Where were you 
between 5:30 and 6 a m the 
morning of Sept 10? 

I called 911 shortly after 
5:30 to request aid when my 
husband was being treated 
at home for a blood infec¬ 
tion After having a very 
bad night, we felt it best if 
he went to the emergency 
room I had a hard time get¬ 
ting him dressed and down 
the stairs because of his 
weakness 

After about 10 minutes, I 
called 911 again and was 
informed that it would be 
another 10 to 12 minutes, as 
the McHenry squad was 
being dispatched I asked if 
no one local was available 
His answer was, "Guess 
not." Our Southern Garrett 
squad hall is less than a mile 
from our house, and Mc¬ 
Henry is 10 to 12 miles 
from Mountain Lake Park 

Since we live about a 
mile and half from the hos¬ 
pital, I said I would try to 
get my husband into the car 
myself, which I did 

Several questions re¬ 


main. Why didn’t the 911 
dispatcher call me back to 
inform me that the Mc¬ 
Henry squad was coming, 
and not Southern Garrett? 

We had to call the Southern 
Garrett Squad one other 
time and had good results. 1 
am glad this was not a mat¬ 
ter of life and death It 
worked out well since I was 
able to get my husband to and 2004. 
the hospital. Just wondering 
what the problem was that 
day. 

Nellie E. Henken 
Mountain Lake Park 


The direaor also re¬ 
ported that the Planning 
Commission will most 
likely adopt its final draft of 
the Garrett County Com¬ 
prehensive Plan at its next 
meeting. The draft will 
then be given to the com¬ 
missioners for their review. 

Nelson noted, however, 
that there is a discrepancy 
between what the Planning 
Commission wants in 
Chapter 7 (Sensitive Areas) 
and what the commission¬ 
ers would like to see. 

The director indicated he 
would bring the Planning 
Commission's final draft, 
plus a revised page or two 
of Chapter 7 that reflects the 
commissioners' viewpoints, 
to the commissioners' meet¬ 
ing on Oct. 7. 

Permits and Inspections 
chief Jim Torrington re¬ 
ported on permitting activ¬ 
ity. He presented the com¬ 
missioners with a spread¬ 
sheet, comparing data from 
January through August 
2008 with the same time 
frame in 2007, 2006, 2005, 


Gives Report 

Continued from Page A-1 

In addition, Nelson re¬ 
ported that the Recreational 
Trails Committee for 
Garrett County is ready to 
develop a trails network 
The Planning Commission, 
therefore, will encourage 
DOT officials to fund the 
Meadow Mountain Trail, 
which will connect Deep 
Creek Lake State Park to 
the Comfort Inn in Grants- 
ville, and the Deep Creek 
Trail, which will connect 
Wisp Resort to the Visitors 
Center in McHenry 

Nelson also reported that 
the Sign Task Force re¬ 
cently met. This ad hoc- 
committee was formed by 
the commissioners to access 
the need for outdoor adver¬ 
tising sign regulations and 
possible legislation 

At their Aug 19 meeting, 
task foreg members passed a Tuesday. Stmt. 30. 
motion to recommend that 
tb|C commissioners first seek 
legislation that would 
merely give them the au¬ 
thority to regulate outdoor 
signs. 

"The task force believes 
this simple authority would 
provide the county with the 
flexibility to develop an ap¬ 
propriate level of control 
within a local ordinance 
and that the specific text of 
the ordinance would not be 
contained within state law, 
thereby allowing greater 
flexibility for change to the 
standards in the future," 
task force chair Tony Doerr 
wrote in a letter to the com¬ 
missioners. 

The task force members 
offered their services to de¬ 
fine and develop the specific 
content of any future county 
regulations, Nelson noted 


Overall, Torrington said, 
building permits were down 
nearly 20 percent this year 
compared to the first eight 
months of 2007. Housing 
starts for that same period 
were down 27 percent. 

Torrington noted, how¬ 
ever, that commercial/ 
institutional permits were 
up 30 pet cent complied to 
last year. Fifty-two permits 
were issued in 2008, while 
40 were approved the previ¬ 
ous year. 

He pointed out that this 
year's commercial projeas 
are primarily small scale, 
involving renovation work. 
The total builder declared 
value of the 52 initiatives is 
more than $104 million. 
However, the two largest 
projeas - the Oakland 
Lowe's store and Mountain 
State Brewing Company 
along Sang Run Road - 
account for $6 million of 
that figure. 

The commissioners will 
not hold a public meeting 
next week Their next 
scheduled meeting date is 


Community 
Cnlcnda 



Alcoholics Victorious 

will meet every Thursday at 
6 p m at the Liberty Club 
on Liberty Street in Oak¬ 
land. For more information, 
persons may call 301-501- 
1238. 

Al-Anon Family Group 

meets at 125 Liberty Club, 
Oakland (use side entrance), 
every Monday at 8 p m 
Bruceton Al-Anon Family 
Group meets at Bruceton 
United Methodist Church 
Thursdays at 7 p m Entry is 
through the side door. 

Narcotics Anonymous 
(NA) meets every Wednes¬ 
day at 8 p m. at the 125 Lib¬ 
erty Club along Liberty St., 
Oakland, 301-334-1298. 

Senior Citizens' Menus 

Community Action's Area Agency on Aging Senior 
Nutrition Program menus for the week of Sept. 22-26 are 
as follows: 

Monday - Ham, steamed carrots, steamed cabbage, 
parsley potatoes, fruited Jell-O, whole wheat bread, 1% 
milk. 

Tuesday - Tomato wedges chicken stroganoff on noo¬ 
dles, spinach, peach crisp, roll, 1% milk 

Wednesday - Broccoli salad, hot roast pork sandwich 
w/gravy, mashed potatoes, green beans fruit (chefs 
choice), 1% milk 

Thursday - Minestrone soup, sunshine salad, tuna 
salad on whole-wheat bread, banana, 1% milk 

Friday - Marinated carrot salad, sloppy joe on bun, bu 
cauliflower, baked beans, fruit cocktail, 1% milk 
Coffee or tea served with all meals 
For more information about the Senior Nutrition Pro¬ 
gram, persons may call 301-334-9431, ext 137. 


MISCELLANEOUS 

The Mary Browning Sen¬ 
ior Center, Oakland, will 
host "Nutrition Festival: A 
Matter of Fact" on 
Wednesday, Sept. 24, from 
10 a m until 2 pm, featur¬ 
ing guest speakers, games, 
and displays. Lunch will be 
served at noon. For more 
information and to make a 
reservation for lunch, per¬ 
sons may call Pat Steyer at 
301-334-9431, ext 134. 

MEALS 

The Friendsville United 
Methodist Church will host 
an "all-you-can-eat" home¬ 
made vegetable soup hot 
rolls dinner on Sept. 19, 4-7 
p m. Cost: $6 for adults, $3 
for children. Quarts avail¬ 
able, delivery available In¬ 
formation: 240-321-3818. 

A buckwheat supper will 
be hosted at the Apostolics 
of Oakland church, located 
at the corner of G Street and 
Rt 135 in Mtn. Lake Park, 
on Friday, Sept. 19, 4-7 
p.m. Menu: buckwheat 
cakes, pancakes, sausage 
gravy, applesauce, sausage 
patties, coffee, tea, punch 
Adults, $7; children, $4 
Guests may eat in or take 
out. Information: 301-334- 
5873. 

Crelhn United Brethren 
in Christ Church will hold a 
chicken barbecue dinner on 

Saturday, Sept. 20, starting 
at 11 a m. Persons wishing 
to reserve dinners in ad¬ 
vance may call 301-334 
5872. 

MEETINGS 

The annual meeting of 
the Casselman Historians 

will be held at Mountain 
View Mennonite Church, 
Salisbury, Pa., on Friday, 
Sept. 19, at 7:30 p.m., and 
Saturday, Sept. 20, at 9 a.m. 
For further information, 
persons may call Alice 
Orendorfat 301-245-4326 

The Mountain Top Pho¬ 
tography Club will meet 
Thursday, Sept. 25, at 7 
p.m. at the Mary Browning 
Senior Center in Oakland 
All those interested in pho¬ 
tography are welcome, re¬ 
gardless of experience level 
For more information, per¬ 
sons may call Ed Sipes at 
301-387-8021. 

The Beacon, a peer out¬ 
reach and support service 
for individuals with mental 
illness, meets every Friday 
at Harvey House from 9 
a m. until 5 p.m. 

Ibc TORS- Club Chapter 
iW inuuU M onday evenings 
at Mtn. Glade Adult Day 
Care Cent*y>J Rythian St., 
Oakland Weigh-in is at 
5:30 p.m., with the meeting 
immediately following 
New members are welcome. 

Alcoholics Anonymous 
meets every Saturday and 
Sunday at 10 a m., Monday 
at 6 p.m. and 8 p.m.; Sun¬ 
day, Monday, Thursday, 
Friday, and Saturday at 8 
p.m.; Wednesday at noon 
and Tuesday at 7:30 p.m., 
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Child/Youth Care 
Providers Require 
New Certification 

Maryland will be first 
state in the nation to man¬ 
date the certification of di¬ 
rect care workers in residen¬ 
tial programs for children 
this October, when the State 
Board for the Certification 
of Residential Child Care 
Program Professionals be¬ 
gins implementation of a 
law passed earlier this year. 

Residential child and 
youth care practitioners 
(RCYCP) in residential 
child care programs licensed 
by the departments of Hu¬ 


man Resources, Juvenile 
Services, and Health and 
Mental Hygiene's Mental 
Hygiene Administration, 
must meet certain age, edu¬ 
cational, and experience 
requirements; pass a board- 
approved standards exami¬ 
nation; and undergo state 
and federal criminal back¬ 
ground checks to success¬ 
fully comply with new law. 

"This professionalizes the 
role of direct care workers 
in residential child care pro¬ 
grams," said Kimberly 
Mayer, executive director of 
the State Board for the Cer¬ 
tification of Residential 
Child Care Program Profes¬ 
sionals. "It will attract dedi¬ 
cated individuals to the field 
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Weekends 


Bucket of 6 
Domestic Beers (cans only) | 
& Dozen Wings 

$15 


+ tax 


Wakh WVjj play Thursday, Sept. 18! 

Tax your food order ahead at VT I "V T TP 

301-533-4406 **** 4 * 

f September ENTERTAINMENT 

i 

| Sept 20, Saturday - Donny Rock 
I Sept 26, Saturday - FREE Jukebox Night 


MOONEY’S 


Bradley Lane DIIR 
Oakland r U u 



Hours: 11 a.m. - 9 p.m.. Serving Food 
PUB opens at 3 p.m., MON-SAT 


SCHOOL NURSE EARNS NATIONAL CERTIFICATION - Northern High School 
nurse Rebecca Aiken, Accident, was recently recognized by the Garrett County 
Board of Education for her achievement as a Nationally Certified School Nurse. 
Aiken is also head of all Garrett County school nursing staff, and she is in charge 
of revising school nursing policies, such as the recent changes to distribution of 
medication in schools, guidelines for vision and hearing screening, and immuniza¬ 
tion guidelines. She is one of 48 nurses in the state who took the exam and earned 
national certification. The mission of the National Board for Certification of School 
Nurses Inc. (NBCSN) is to promote the delivery of safe and effective care in school 
nursing practice through the certification of qualified school nurses. "Certification 
is a voluntary process by which a nongovernmental agency recognizes the knowl¬ 
edge, skills, and abilities (competence, including critical thinking and logical, safe, 
and evidence-based decision making) in a specialty practice,” according to the 
American Board of Nursing Specialties. "School nursing is a specialty nursing 
practice and has a unique body of clinical knowledge and standards of practice.” 
Aiken is above, center, with BOE president James Raley, left, and superintendent 
Dr. Wendell Teets, right. "Certification is the best way to ensure core knowledge 
and judgment for competent practice and to establish a level of safe, quality ser¬ 
vice.” 


Woman Charged 
With CDS Poss., 
DUI, And DWI 

A McHenry woman was 
arrested on drinking and 
drug charges following a 
traffic stop early Saturday 
morning. 

Maryland State Police 
Tfc. Upole conducted a traf¬ 
fic stop on a red Dodge 
Stratus after observing it 
weave across the solid white 
and double lines while trav¬ 
eling south on Route 219. 
The driver was identified as 
Heather Merie Kelm, 31. 

Kelm was placed under 
arrest for driving under the 
influence and driving while 
impaired. While searching 
Kelm, Tfc. Upole recovered 
a bag of suspected mari¬ 


juana as well as parapherna¬ 
lia in her pocket. 

She was transported to 
the Ganett County Deten¬ 
tion Center to await a bond 
hearing. She is charged with 
DU1, DWI, possession of 
CDS, marijuana, and pos¬ 
session of CDS parapherna¬ 
lia. 
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CREAMERY 

Hand-dipped & soft serve' 

ICE CREAM 

308 S. 2nd St., Oakland 

OPEN DAILY 
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Dale Carpenter 




and help maintain a well- 
trained workforce necessary 
to meet the needs of chi’- 
dren in out-ot-home place¬ 
ments" 

Implementation of the 
legislation will create a 
"huge paradigm shift" for 
the residential child care 
industry, Mayer said The 
new mandate represents a 
45% increase in the number 
of individuals to be certified 
by the board There are an 
estimated 10,000 direct care 
staff employed by residen¬ 
tial child carr programs in 
Maryland 

"The certification of 
RCYCPs will help the 
board further support chil¬ 
dren by promoting quality 
in the field of residential 
child care," said board 
chairman Dr. Albert 
Zachik "Certification of 


Cool New Brewpub & Restaurant Now Open! 



66^0 Sang Run Road, McHenry 

501 -^>87-y>60 

Hand-crafted Ales and Craft Artisan Hatbreads 
from a Wood-Burning Oven 

Check out the Weekly Lunch Specials and the 
Sunset Special every Monday - Thursday from 5 to 3 p.m. 

Call ahead for a flatbread & growler to go! 

Open Monday - Saturday, Closed on Sundays 
www.mountainstatebrewing.com 


RCYCPs ensures that train¬ 
ing and procedures to pro¬ 
tect children in out-of-homc 
placements are met by indi¬ 
viduals who provide direct 
care services. It will also 
enable the board to track 
RCYCPs abilities to con¬ 
tinually meet those stan¬ 
dards." 

The board has developed 
a 5-year timeline to fully 
implement the certification 
process. Between this Octo¬ 
ber and the fall of 2010, the 
board must draft and enact 
regulations and develop a 
standards examination. 
The board is targeting the 
fall of 2010 to begin certify¬ 
ing RCYCPs, as it estimates 
it will take at least three 
years to certify all 10,000 
RCYCPs in Maryland by 
Oct 1, 2013, as specified in 
the legislation 

Once certified, all 
RCYCPs must submit evi¬ 
dence of successful comple¬ 
tion of continuing education 
courses in the area of resi¬ 
dential child care before 
renewing their certification 
every two years 

Periodic updates on the 
initiative and more informa¬ 
tion is available by clicking 
on "Certification of Resi¬ 
dential Child and Youth 
Care Practitioners" at 
www.dhmh.state.md.us/ 
creep. 

The State Board for the 
Certification of Residential 
Child Care Program Profes¬ 
sionals was established in 
2004 for the purpose of cer¬ 
tifying individuals who are 
responsible for the day-to- 
day management and op¬ 
eration of residential child 
care programs. The board's 
responsibility includes es¬ 
tablishing standards for cer¬ 
tification, regulation, and 
discipline of residential 
child care program adminis¬ 
trators The passage of this 
new legislation expands the 
board's authority to 
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NOW! 

Small and Large Parties Welcome! 

Our restaurant, with newly enclosed deck, can accommodate up 
to I 50 people. We also have private rooms for small parties. 

We cater to your tastes - and your budget! 

Call today to discuss the many menu selections and 
entertainment options. Schedule your party at our restaurant or 
let us bring the party to your place. And remember, dates go fast! 

Cornish Manor 

Tustawnmt Lounge 

Less expensive than you think! 

830 Memorial Drive, Oakland • 301-334-6499 



RCYCPs. 

The board meets the sec¬ 
ond Friday of every month 
a 9 a m at 4201 Patterson 
Avenue in Baltimore. 


Worth the Drive! 

OLD TAVERN 
ANTIQUES 

4 Mi. West of Terra Alla, WV 
Route 7, Caddell Mtn. 

JVST ARRIVED: 

Early Advertising 
from Area Businesses, 
Local Soda Fop Bottles, 
Old Books 8f Tools, 
Primitive Tables fir Boxes 
Nice Old Quilts 

Dally 10-5; Sunjnon. 12-5 
Closed Wed. - (304) 789-6602 


TARRET 



Cinema 


IGOR 


— FRI 4X7® 910 
SAT-SUN 1140 210 4X 700 910 
M0N-THURS 525 7 X 


TROPIC THUNDER 


MY BEST FRIEND'S GIRL 


FRI 4 50 715 9 35 

gg SAT-SUN 12J0 2X.4_50_715,90S 


M0N-THURS 650,810 


BURN AFTER READING 

Guorpu C toonuy PjJj 

FruncM BcOomcU 

FRI 4X 650 920 

E SATSUN 11 46 200 4X 650 9X 
M0N-THURS 540 806 

THE WOMEN 1 


Annuli* Buciwif 

,_, FRI 4 55 7X 9 46 

lr&»l SATSUN 1200 2 X 456 7X 945 
M0N-THURS 510 745 

RIGHTEOUS KILL 

ftotourt Du Nwo 

FRI 445.710.9X 

rjn SAT-SUN 11X 2X 445 710 9X 
M0N-THURS 500 7 56 

VICKY CRISTINA BARCELONA 

JavNr DuKuwi 

Funutopu Cnu 

FRI 510 730 940 

rr&rr 940 

MAMMA MIA 

SING ALONG version SAT-SUN 1220 245 725 
[KAS] M0N-THURS 530 

UVHOkSs 706,925 

MY HORSES SAT-SIN 2 15 706 925 

Ir&iil M0N-THURS 800 


BRIOESHEAD m415 

REVISITED SAT SUN 11 X.415 

M0N-THURS 506 


IPS-U] 


Showtime* Available at www garrettSn 


SEEING GREEN? 

With global climate change and rising fuel prices, 
more people arc growing in (crested in boosting energy 
efficiency, and homebuyers are among them. What 
improvements might you consider in order to make 
your home more marketable in the Environmental 
Age? 

Believe ii or not, simply caulking and weather- 
stripping your windows and doors are two of the 
quickest (and cheapest) wa ys to show off your home's 
efficiency. If you're ready to take the next step, 
upgrade your appliances to Energy Star standards to 
make a big impression. (You can research your 
current models at www.enorgystar.gov.) 

Along those lines, you can ask your utility 
company to visit your home and perform an energy 
audit. It costs around $1100 and takes only about an 
hour. Doing this in advance of your listing can be a 
powerful marketing tool, especially if you receive a 
good report or you make improvements based on its 
findings. 

For instance, in an older home, you might go 
ahead and insulate your attic, helping your home 
retain heat and reducing your electric or fuel bills. 
Buyers who are made aware of this feature and the 
savings will likely move your home up their list of 
choices. 

With all the other preparations involved in selling 
your home, it's easy to overlook the benefits of energy 
efficiency, but buyers are looking for them, so start 
seeing green!! If you are thinking of buying or selling 
a home but feel “out of touch” with real estate, give me 
a call at the office or on my cell at 301-501 -DA LE 


COLDUK3LL 

BANI^jBR □ 


_ 301-387-5303 

DEEP CREEK q,,,, ,i • 

REALTY 800-2o2-7ooo 

Ewoh O*oa « mdapand*o«»y 
Ownod and Operated 

www. 1 )ccpCrcck Ileal t y.com 


T443**O nn etl Hw v. Wrflenrv. Ml) 21541 

gjjf ItM-nii-d in the McHenry Pinza 



FOR LESS! 



MERCURY 



Over Factory 
invoice 

Any New 
Car or 
Truck 
In Stock! 

M 



Any ami All 

pluS- FACTORY REBATES 

up to $8,500 
or 0% INTEREST 



See dealer for details. 


www.shafferfordsales.com 


HOURS: Mon.-Fri 8AM-6PM; Sat 8AM-1PM, and By Appointments 

301-334-2121 • Toll Free 1-877-334-8501 5™ 
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OBITUARIES 

BEITZEL, Jeffrey P'„ 54, 
California 

BOWSER, Alverta W., 
87, Grants ville. 

CALLIS, William A., 
54, Mtn. Lake Park. 

CHAMBLIN, Rev John 
D , 81, Seaford. Del. 

EWING, Pauline S., 84, 
Rockville 

FEASTER, Dr James 
H , 89, Oakland 

HAUSER, Mary E., ‘>2, 
Oakland 

HOWELL, Freddie W , 
75, Swanton. 

MILLER, Catherine, 93, 
Oakland 

REXROADE, Beulah 
V., 94, Frostburg, formerly 
of New Germany. 

SERENO, Betty A , 80, 
Terra Alta, W.Va. 

SISLER, Blondell M , 
89, Aurora, W.Va 

TICHINEL, Florene V., 
87, Kitzmiller. 

WININGER, Elizabeth 
M , Oakland 


PAULINE S. EWING 

Pauline S. Ewing, 84, 
Rockville, passed away ori 
Monday, Sept. 15, 2008, at: 
Suburban Hospital, Be- 
thesda. 

She was the beloved wife 
of the late James Ewing; 
loving mother of James Ew¬ 
ing and wife Clarice and 
Bill Fwing and wife 
Tammy; and loving sister of 
Mary Schied and husband 
Robert and Michael Shaute 
She is also survived by five 
grandchildren, Christopher, 
Ryan and wife Emily, Pat¬ 
rick, Jillian, and Tyler; one 
cousin, Janet Shaute; and 
other loving family and 
friends. 

Friends will be received 
at Pumphrey Colonial Fu¬ 
neral Home. 300 West 
Montgomery Avenue, 
Rockville, (Rt. 28 just off I- 
270, exit 6-A) on Friday, 
from 3 to 5 and 7 to 9 p.m. 

A Mass of Christian Bur¬ 
ial will be offered at St. 
Mary's Catholic Church, 
Rockville, on Saturday, 
Sept. 20, at 11 a m 

Entombment will be held 
at Gate of Heaven Ceme¬ 
tery Mausoleum 

In lieu of flowers, memo¬ 
rial contributions may be 
made to the Leukemia/ 
Lymphoma Society, 5845 
Richmond Highway, Alex¬ 
andria, VA 22203. 

Condolences may be 
made online at www pump- 
hreyfuneralhome.com. 

(Paid Obituary) 



ELIZABETH M. 

WINIGER 

Elizabeth Malone Win- 
inger, Oakland, passed 
away on Wednesday, Sept. 
17, 2008, at Oakland Nurs¬ 
ing and Rehabilitation Cen¬ 
ter. 

She was a daughter of 
the late Jannes and Millie 
Shanabarger Nestor She 
was also preceded in death 
by her first husband, Ralph 
Malone Jr., in 1985; three 
sisters, Evna Nestor, Odie 
Chapman, and Mary Elea¬ 
nor Nestor, and two broth¬ 
ers, Jannes Nestor Jr. and 
Lotus M Nestor. 

Elizabeth was an em¬ 
ployee of Peoples Insurance 
and Monumental Insurance 
as well as having owned 
and operated the Mansfield 
Grocery in Philippi, W Va , 
with her first husband 
Ralph 

She attended school in 
Harbour and Monongalia 
counties and was a member 
of the Blueville Church of 
the Nazarene for 15 years 
before moving to Oakland, 
where she belonged to the 
Oakland Church of the 
Nazarene 

Elizabeth is survived by 
her husband, William Win- 
mger Sr., Oakland; two 
sons, Daniel R Malone and 
Timothy W Malone; five 
stepchildren, William Win- 
inger Jr., Michael Wininger, 
Steve Wininger, Melissa 
Taylor, and John Wininger, 
four grandchildren, Ryan, 
Monica, Brandon, and 
Christian Malone; 12 step- 
grandchildren, Zackary, 
Joshua, Matthew, Chelsea, 
John Jr., Rebecca, Amanda, 
and Lacy Wininger, and 
Leah, Rachel, Sarah, and 
Tommie Taylor; five great¬ 
grandchildren; two brothers, 
Waldo Nestor and wife 
Ruth, Cobum, Va., and 
Andrew Nestor and wife 
Jan, Parkersburg, W.Va; 
and several nieces and 


nephews 

Friends will be received 
from 1 to 9 p m on Sunday 
evening at Bartlett Funeral 
Home, Grafton, W.Va., 
where a service will be held 
at 1 p m on Monday, Sept. 
22, with Pastor Art Evans 
officiating. 

Entombment will follow 
in Grandview Cemetery, 
Fairmont, W.Va. 

(Paid Obituary) 



REV. JOHN D. 
CHAMBLIN 

Rev John Drummond 
Chamblin, 81, Sea- 
ford, Del., died 
peacefully at his 
home surrounded by 
his family on Saturday, 
Sept. 13, 2008. 

Rev. Chamblin was born 
April 15, 1927, in Herndon, 
Va., to Ralph VanSickler 
Chaiiibliii and Vugaud Mel- 
son Chamblin. He was a 
veteran of World War II 
and Korea. A 1961 graduate 
of the Episcopal Theologi¬ 
cal Seminary in Kentucky, 
he was ordained deacon at 
St. Paul’s Church, Norfolk, 
Va., in 1961, and priest in 
February of 1962 by Bishop 
William A Brown at Trin¬ 
ity Church in Portsmouth, 
Va 

In the Diocese of South¬ 
ern Virginia he served Trin¬ 
ity Church as deacon, 
Church of the Good Shep¬ 
herd, Norfolk, as assistant 
rector, and St Christopher's 
Episcopal Church, Ports¬ 
mouth, as its second rector 

He began his ministry in 
the Diocese of Washington 
in 1972, where he served as 
rector of Good Shepherd 
Episcopal Church, Silver 
Spring, until he retired in 
1990 He was a continuing 
education fellow at the Vir¬ 
ginia Theological Seminary, 
secretary of the Standing 
Committee of the Diocese 
of Washington, and chair of 
the Commission on Minis¬ 
try under Bishop John T. 
Walker 

Upon his retirement, he 
formed the w inter congrega¬ 
tion of St Simons-by-the- 
Sea at Sandbridge Beach, 
Va., where he served as 
vicar until 1994. In recent 
years, he served as midweek 
celebrant at St. Phillip's, 
Laurel, Del 

In addition to his wife of 
57 years, Anne Bivins 
Chamblin, formerly of 
Newport News, Va., he is 
survived by their children, 
Virginia Chamblin Gro- 
chowski and husband John, 
Rocky Mount, N.C., John 
Drummond Chamblin Jr. 
and wife Marcia, Manassas, 
Va., Rev. Anne S.C. Byrne 
and husband William. Oak¬ 
land. and Randolph Melson 
Chamblin and wife Erika, 



Adjacent to Grantsville Park Now accepting visa. 

^ ____ MasterCard A Discover 

JO]-895-3355 _ we deliver 

PIZZA BLOWOUT - 

SAVE $10.00 

ON THE PURCHASE OF 
TWO - 16 “ ONE TOPPING PIZZAS 

Offer expire, 9-26-0* • Mult pretent coupon 

Mon. - Thurs.11-8 • Fri & Sat. 11-9 • Sun. Closed 
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Garrett Rehab Services 


301-334-1863 


Garrett Rehab welcomes our new 
Speech Therapist , 

Shelly Mar ley, MSCCC/SLP 


Shelly Mar ley. MSCCC/SLP 
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Now Accepting New Speech Therapy Patients! 
Ask about the TRUE Speech Screen!! 

Call Today for an Appointment! 

A joint venture between Oarrett County Memorial Hospital and Select Medical 

6500 Thayer Center Oakland, MD 21550 
www.garrettrehab.com 
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mother, he is survived by 
three children, Jennifer, Jill, 
and Jake Beitzel, Livonia, 
Mich.; and two sisters, Judy 
Fike, Oakland, and Janice 
Grigg, Detroit 

Friends will be received 
on Friday from 4 to 9 p.m. 
at Harry J. Will Funeral 
Home, Livonia 

A service will be held on 
Saturday, Sept. 20, from 10 
a m to noon at Emmanuel 
Lutheran Church, Livonia 
A luncheon will follow at 
the Northville Hills Country 
Club until 4:30 p.m. 

In lieu of flowers, the 
family requests that memo 
rial donations be made to 
the Leukemia/Lymphoma 
Society, PO Box 9026, 
Pittsfield, M A 01202. 
Continued on Page A-7 


ers, Brownie Evans and 
Grover Evans, both of El¬ 
kins, W.Va., and Orval 
"Stub" Evans, Horse Shoe 
Run 

Friends were received at 
David A Burdock Funeral 
Home, Oakland 

A service was conducted 
on Wednesday, Sept. 17, at 
St John’s Lutheran Church 

Interment followed in St. 
John’s Lutheran Cemetery, 
Red House. 

(Paid Obituary) 

JEFFREY P. BEITZEL 

Jeffrey Paul Beitzel died 
on Saturday, Sept. 13, 2008, 
at City of Hope Hospital, 
Duarte, Calif., following a 
bout of leukemia 

Born July 21, 1954, in 
Massillon, Ohio, he was a 
son of Eileen M Beitzel, 
Oakland, and the late Paul 
N Beitzel. He was also pre¬ 
ceded in death by both ma¬ 
ternal and paternal grand 
parents. 

He graduated with a me¬ 
chanical engineering degree 
from Lehigh University, 
Bethlehem, Pa , in 1976. He 
then relocated to Detroit, 
Mich., where he established 
a career in the automotive 
industry. 

He founded Wheel to 
Wheel Automotive and re¬ 
cently established Quan¬ 
tum Tech as he branched 
out nationwide. He spent 
the last several years living 
between Detroit and Los 
Angeles, Calif., pursuing a 
variety of business opportu¬ 
nities 

In addition to his 


Yoder-Culp Funeral Home. 
Goshen 

A memorial service was 
held on Wednesday, Sept 
17, at Waterford Mennonite 
Church, with the Rev. Neil 
Amstutz of Waterford Men¬ 
nonite Church and the Rev. 
Steve Sauder of Gortner 
Union Church, Oakland, 
officiating 

A graveside service was 
held at Maple Grove Ceme¬ 
tery, Topeka 

In lieu of flowers, memo¬ 
rial contributions may be 
made to Waterford Men¬ 
nonite Church, Goshen, or 
Gortner Union Church, 
Oakland. 

(Paid Obituary) 


Sterling, Va ; six grandchil¬ 
dren, his brother, Ralph 
VanSickler Chamblin, Albu¬ 
querque, N.M.; and his sis¬ 
ter, Ann Chamblin Izlar, 
Durham, N.C. 

A memorial service was 
held at St. Mary’s Church, 
Bridgeville, Del., on Wed¬ 
nesday, Sept 17. 

Expressions of care may 
be sent to Episcopal Relief 
& Development, P.O Box 
7058, Merrifield, VA 22116- 
7058; St. Mary's Church, 
P.O. Box 21, Bridgeville, 
DE 19973; or Delaware 
Hospice, 100 Patriots Way, 
Milford, DE 19963. 

Arrangements were 
made by Melson Funeral 
Services, Frankford, Del 
(Paid Obituary) 
ALVERTA W. BOWSER 
Alverta Wilma Bowser, 
87, Grantsville, died Mon¬ 
day, Sept. 15, 2008, at 
the Goodwill Mennonite 
Home, Grantsville 

Born March 24, 1921, in 
Somerset County, Pa., she 
was the daughter of the 
late Ernest and Florence 
(Wright) Ringer She was 
also preceded in death by 
her husband, Charles Rus¬ 
sell Bowser, on July 31, 
2006. 

She was a homemaker 
and a member of the Maple 
Grove Church of the Breth¬ 
ren 

She is survived by one 
son, Ronald k. Bowser, 
Grantsville. 

Friends will be received 
today, Thursday, from 2 to 
4 and 7 to 9 p.m at New¬ 
man Funeral Home, 
Grantsville, where a service 
will be conducted on Fri¬ 
day, Sept 19, at 10:30 am, 
with the Rev Owen 
Guengerich officiating 
Interment will be in 
Grantsville Cemetery 

Expressions of sympathy 
may be directed to Hospice 
of Garrett County 
BEULAH V. REXROADE 
Beulah Viola (Metz) 
Rexroade, 94, Frostburg, 
formerly of New Germany, 
died Saturday, Sept 13, 
2008, at Frostburg Village 
Nursing Home 

Born July 11, 1914, in 
Jennings, she was a daugh¬ 
ter of the late Howard and 
Cora Belle (Sweitzer) Metz 
She was also preceded in 
death by her three hus¬ 
bands, Henry Wiland, 
George McGhee, and Tho¬ 
mas Rexroade; one son, 
Harry Wiland; one stepson, 
Robert Rexroade; one 
daughter, Ruth Jacobs; two 
children in infancy, Mar¬ 
shall Wiland and Sheridan 
David Wiland; three sisters, 
Annabclle McCollum, 
Dorothy Metz, and Bertha 
Metz; seven brothers, Roy, 
James, Bill, Robert, Lester, 
Blake, and Donald Metz; 
one grandson; one great¬ 
grandchild; and three great- 
great-grandchildren 

She retired in 1971 from 
Westinghouse, where she 
had been an electrical spot 
welder 

She was a member of the 
Jessup Baptist Church and 
attended the Brethren 
Church in Rawlings She 
was a former member of the 
Cresaptown Senior Citizens 

She is survived by three 
sons, Charles Wiland, 
Grantsville, Willard 
Wiland, Baltimore, and 
Wendell Wiland, Frostburg, 
five daughters, Jeanne Ki- 
mery, Brooklyn Park, Karen 
W Sines, Frostburg, Jua¬ 
nita M Saville, Cresap 
town, Wanda M Garlitz, 
Sheffield Lake, Ohio, and 
Sandra M Gaidner, Mid- 
dleburg, Ohio; seven sisters, 
Novella Fcmi, Cresaptown, 
Vianna Brown, Cumber 
land, Helen Klingcbiel, 
Cumberland, Mary A 
Wagner, Rawlings, Marlene 
Crowe, Hiller, Pa., Edna 
Gossett, Seattle, Wash., and 
Ruth Maciolek, Trenton, 
N.J.; 39 grandchildren; 68 
great grandchildren, and 15 
great-great-grandchildren 
Friends were received at 
Hafer Funeral Service, 
LaVale, where a service was 
conducted on Wednesday, 
Sept 17, with the Rev Ken 
Korns officiating 

Interment was held in 
Ml Beulah Methodist 
Church Cemetery, New 
Germany 

Memorial contributions 
may be made to the Mt 

n».11~ 4 :ru-u 
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Restoration Association, 
c/o Diana Deal, 153 Pine 
Ridge Road, Accident, MD 
21520 


CATHERINE MILLER 

Catherine Miller, 93, 
Oakland, formerly of 
Goshen, Ind , died at her 
daughter’s home on Friday 
afternoon, Sept. 12, 2008. 

Born in Topeka, lnd , 
on Nov. 21, 1914, she was 
a daughter of the late 
Daniel E. and Magda¬ 
lena "Maude" (Bontrager) 
Yoder. She was also pre¬ 
ceded in death by her hus¬ 
band, Cornelius Miller, on 
Nov. 27, 1990, whom she 
married on Nov. 30, 1933, 
in Topeka; two brothers, 
John E. and Orva Jay 
Yoder, and four sisters, Alta 
Yoder, Ida May Yoder, 
Ruby Wyse, and Elma 
Stauffer 

A Goshen resident from 
1940 to 2002, Catherine 
managed the Waterford 
Community School cafete¬ 
ria for 19 years and then the 
Little Eden Camp cafeteria 
for six years in Onekama, 
Mich She was a charter 
member of Waterford Men¬ 
nonite Church, Goshen 

She is survived by two 
daughters. Grace Slaubaugh 
and husband Marvin, 
Wellman, Iowa, and Mary 
Ellen Lichty and husband 
Ralph, Oakland, two sons, 
Maurice Glen Miller and 
wife Susan, Milwaukee, 
Wis., and John Stanley 
Miller and wife Rachel, 
Lawrence, Kan.; nine 
grandchildren; 11 great¬ 
grandchildren; and three 
sisters, Maggie Yoder and 
husband Gerald, Lucille 
Blue and husband Ernest, 
and Mary Bontrager and 
husband Alvin, all of 
Goshen 

Friends were received at 


MARY E. HAUSER 

Mary Elda Hauser, 92, 
Oakland, died Sunday, 
Sept 14 2008 at Dennett 
Road Manor Nursing 
Home, Oakland 

Born Jan. 7, 1916, in 
Horse Shoe Run, W.Va., 
she was a daughter of the 
late Cleve and Ina Mae 
(Wotring) Evans She was 
also preceded in death by 
her husband, Guy William 
Hauser. 

She is survived by 
her daughter, Almeda 
Lipscomb and husband 
Gerald, Horse Shoe Run; 
three grandchildren, Denise 
Reese and husband Steve 
and Carol Wilson and hus¬ 
band D J , all of Oakland, 
and Sandra Gibson and 
husband Steve, Clarksburg, 
W.Va.; four great-grand¬ 
children, Sheena and Brad 
Reese and Peyton and 
Kierra Wilson; one sister, 
Lena Mullenax, Horse 
Shoe Run, and three broth- 


623 TOWER STREET OAKLAND, MD 

(On hill behind Elks Lodge) 


Granite, Marble, & Bronze Memorials 
for all cemeteries. 

Expert design & Superior Workmanship 


301 - 334-1139 

VISIT OUR 
DISPLAY 


Nature's Own Home 
and Garden Center 

8th Annual 


Saturday, Sept., 27 


Large selection of 
budded & blooming 

MUMS ^ 

Special Pricing ^ 


All In-Stock 
Merchandise 

(Excluding Mums & 
Rustic Furniture) 


'mccet/s from refreshment sales benefit local charities. 

Mon.-Fri . 8-4; Sat . 8-5; Closed Sunday i 
6946 Sang Kun Road 

501-587-9370 • www countrygardenexprcss com 


Gmt/shJ\/ta*wr 


tustaunent & lounge. 


Less expensive than you think... 
come see tor yourself.' 

EXCEPTIONAL FOOD 
CENER0US PORTIONS 


GREAT PRICES 


Ask about our Daily Special 1 
Dint in or carry out 

850 Memorial Drive, Oakland 

301 - 334-6499 


MT. TOP 
MONUMENT CO 


• Free Kids' Activities 
•Moon Bounce 

* Hay RideS (Benefit Landon's Library) 

•Magic Show 11 a.m. 

•Free Pictures w/Nikki the 
Scarecrow Noon- 1 p.m. 

• Bob Wilt, Backyard Bears 
Chainsaw Carving 

•Fall Decorating Ideas 
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OBITUARIES 

Continued from Page A-6 


DR. JAMES H. FEASTER 

Dr James H Feaster Jr., 
89, Oakland, died 
Thursday, Sept. 11, 
200$, at his resi- 


Antonio, Texas. He was 
assigned to 13l)th Station 
Hospital, Heidelberg, Ger¬ 
many, where he spent 18 
months before being dis¬ 
charged from the service as 
a captain 

He then returned for fur¬ 
ther training at Herbert J 
Thomas Memorial Hospi¬ 
tal, South Charleston, 
W.Va., as a resident in sur¬ 
gery, finished training in 
November 1948 and moved 
to Oakland to begin a gen¬ 
eral practice of medicine. 

He maintained an office 
at 58 S. 2nd Street in the 
Oakland Pharmacy build¬ 
ing He then purchased the 
old Garrett County Na¬ 
tional Bank building, reno¬ 
vated the building, and 
maintained offices there 
until retirement May 15, 
1987 Dr. Feaster served in 


dence. 

Born Aug. 23, 1919, in 
Keyser, W.Va., he was a 
son of the late James H and 
Hattie (Qoss) Feaster. 

Reared in Piedmont, 
W.Va , he attended Pied¬ 
mont grade and high 
schools and graduated in 
June 1937. He attended 
Potomac State School from 
1937 to 1439 and West Vir¬ 
ginia University, Morgan¬ 
town, W Va., in 1939 and 
graduated with a bachelor 
of arts degree in June 1941. 

Dr Feister attended the 
University of Maryland 
Medical School, Baltimore, 
from 1941 to June 1944, 
graduating with doctorate 
degree of medicine. He mar¬ 
ried Dons Louise Gerwig, 
Pine Orchara, on Sept. 23, 
1944 

He serve)! a rotating in¬ 
ternship at Charleston Gen¬ 
eral Hospi^l, Charleston, 
W.Va., for ^ine months and 
then a rotatng residency in 
surgery foi another nine 
months. 

Dr. Feajter entered the 
U S Armyfis a first lieuten¬ 
ant and spfnt six weeks at 
Fort Sam Houston, San 


all positions on the staff of 
the Garrett County Memo¬ 
rial Hospital, and he also 
served a number of times on 
the board of governors at 
the hospital. He served 
Garrett County as deputy 
medical examiner for 28 
years until retirement. 

Dr. Feaster was a mem¬ 
ber of the American Medi¬ 
cal Association, Southern 
Medical Association, Mary¬ 
land Medical and Chirugi- 
cal Faculty, American 
Academy of Family Physi¬ 
cians, Garrett County Medi¬ 
cal Society, and a member 
of Garrett County Memo¬ 
rial Hospital medical and 
dental staff (emeritus) 

He owned and operated 
a Christmas tree farm in 
Crellin He was also a char¬ 
ter member of the Garrett 
County Christmas Tree 
Growers Association and a 
member of the Maryland 
and National Christmas 
Tree growers association. 

He was a member of 
St. Matthew's Episcopal 
Church, Oakland, and a 
long-time member of the 
adult class of Sunday school 
at St Paul's United Meth- 



William A, Saltvsiak 

General Practice of Law 
24 years of Trial Experience 

DWI & Criminal Defense 
Divorce & Family Law 
Personal Injury —Civil Litigation 

301-334-0900 323 E. Oak Street, Oakland, MD 


odist Church, Oakland 

He was elected to the 
board of directors at Garrett 
County National Bank on 
Jan 12, 1960, and elected 
chairman of the board on 
April 16, 1970. He served in 
this position until retirement 
from the bank board in 
January 1990. He was 
elected president of the 
bank board on June 1, 1970, 
and served in this position 
until March 18, 1976. 

Later on various occa¬ 
sions, he assumed this posi¬ 
tion again and last served 
until Jan 13, 1983. He be¬ 
came an honorary director 
on Jan. 1, 1990, and he re¬ 
tired from the board in 
March 1991. Garrett 
County National Bank then 
merged with Liberty Bank, 
Cumberland, to become 
WmBancor Corporation. 
He served on this board 
until retirement in 1991. 

Dr. Feaster was a mem¬ 
ber of the Garrett Lodge, K 
of P #113 for a number of 
years; 50-year member of 
Mt. Carbon Lodge #28 AF 
& AM, Piedmont, W.Va., 
which is now merged with 
the Keyser, W.Va , Lodge. 

He is survived by his 
wife, Doris G. Feaster, Oak¬ 
land; one son, James H. 
Feaster III and wife Kathy, 
Anchorage, Alaska; two 
daughters, Janice L. Hud- 
nall and husband Thomas, 
Lead Mine, W.Va., and 
Barbara Ann Fuller and 
husband Bill, Richmond, 
Va.; five grandsons, James 
Feaster and wife Shawna, 
Ohio, Robert Feaster, An¬ 
chorage, David Feaster and 
wife Christina, South Caro¬ 
lina, Patrick Hudnall and 
wife Michelle and Michael 
Hudnall and wife Sabrina, 
all of Lead Mine; and 
two granddaughters, Amie, 
Winchester, Va., and 
Megan, Dublin, Ireland; 
eight great-grandchildren, 
Ben, Elizabeth, and Emma 
Feaster, Brandon and 
Alyssa Feaster, Aldan and 
Colin Hudnall, and Elaina 
Hudnall; and one sister, 
Jeanne Noel, Gaithersburg 

Friends were received at 
David A. Burdock Funeral 
Home, Oakland 

A service was held at 
St. Matthew's Episcopal 
Church, Oakland, on Mon¬ 
day, Sept 15, with the Rev. 
Dr. Chip Lee officiating. 

Interment followed in 
Oakland Cemetery 


Unfinished 

Business 

Temporarily closed 
For remodeling 

September 8 - October 1 


114 S. 2nd St. • 301-533-4495 



Smith's 


Englanders 

Antiques S Collectibles 

A must visit on your trip to Dap Creek Cuke 


3 


Over 6,000 square feet of furniture, china, 
heirloom jewelry, tools and much more. 

Full-time, courteous staff available while you browse. 

Open Mon. - Sat.; 8:30-5:00, Sunday 8:30 - 4:00 


Octtie s *} :i contain ^ Grill 

et i U \here friends . old and neiv. meet and celebrate 


ml. 


Full breakfast and lunch service available. 


Daily lunch specials and outstanding milkshakes! \ 

JbL 


k 



Enjoy a real Garrett County breakfast! 

Genuine uuekvviieui eakes o< 



301 5830000 • Open 7 day* a weeh at 8:30 a.m. 

205 Alder Street at Second Street in downtown Oahlandcc 


Expressions of sympathy 
may be made in the form 
of memorial donations to 
St. Matthew's Episcopal 
Church, Garrett County 
Memorial Hospital Founda¬ 
tion, Hospice of Garrett 
County, or Southern Rescue 
Squad 

(Paid Obituary) 



WILLIAM A. CALLIS 

William Andrew "Andy" 
Callis, 54, Mtn Lake 
Park, passed away 
on Thursday, Sept 
11, 2008, at his 

home 

Born Aug. 22, 1954, in 
Oakland, he was a son of 
the late Willoughby "Bill" 
McClellan and Marilyn 
"Mary Jo” Josephine 
(Posey) Callis. He was also 
preceded in death by one 
brother, Raymond Albert 
Callis. 

Mr. Callis was head cus¬ 
todian at Dennett Road 
Elementary School, Oak¬ 
land He was a U S. Navy 
veteran, having served in 
Vietnam 

He is survived by his lov¬ 
ing wife, Frances Lee 
(Alvaro) Callis; two sons, 
Justin Thomas Callis, North 
Carolina, and Nicholas Cal¬ 
lis, at home; three brothers, 
Richard Theodore Callis, 
Virginia Beach, Va., Mi¬ 
chael Edward Callis, Wil- 
mington, Calif , and John 
Lincoln Callis, Front Royal, 
Va.; two sisters, Lyn (Callis) 
Cummins and Virginia 
Patrice "Jenny Pat" (Callis) 
Tasker, both of Front 
Royal; and several nieces, 
nephews, great-nieces, and 
great nephews 

Friends were received at 
Newman Funeral Home, 
McHenry/Accident, where 
a service was conducted on 
Saturday, Sept 13, with the 
Rev. Donald Forrester offi¬ 
ciating 

Interment was held in 
Oakland Cemetery, where 
military graveside rites were 
accorded by area veterans' 
service organizations. 

Condolences may be sent 
to the family at www.new- 
manfuneralhomes.com 
(Paid Obituary) 

FREDDIE W. HOWELL 

Freddie Warren Howell, 
75, Swanton, died 
Friday Sept. 12, 
2008, at the Oakland 
Nursing & Rehab 
Center, Oakland 

Born Sept. 21, 1932, in 
Swanton, he was a son of 
the late John and Martha 
(Brewer) Howell. He was 
also preceded in death by 
one granddaughter, Deidrc 
Friend DeBerry 

Mr Howell retired from 
Westvaco and was a veteran 
of the Korean War 

He is survived by his 
wife, Doris (Foy) Howell, 
Swanton; two daughters, 
Mary Lynn Friend, Swan¬ 
ton, and Ruth Elaine Hyde, 
Oakland; two grandchil¬ 
dren, Kelly Buckley and 
Jesse E. Howell; and two 
great-grandchildren, Abby 
Buckley and Holly Buckley. 

At Mr. Howell's request, 
his body was cremated 

A memorial service will 
be held at 2 pm on 
Saturday Oct 18, at Swan¬ 
ton Otterbein Methodist 
Church. Swanton, with the 
Rev Joyce Anderson offici¬ 
ating 

Expressions of sympathy 
may be made in the form of 
memorial donations to the 
Southern Garrett Rescue 
Squad 

David A. Burdtick Fu¬ 
neral Home, Oakland, is in 
charge of arrangements 
(Paid Obituary) 

TRACWIDE 77 : 

CRFAMFRY 
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Hand-dipped & solt serve 

ICE CREAM 

308 S. 2nd St., Oakland 

OPfN DAILY 





BLONDELL M. S1SLER 

Blondell M Sister, 89, 
Aurora, W Va., died Mon 
day, Sept 15, 2008, at Cort¬ 
land Acres, Thomas, W.Va 

Born March 20. 1919. in 
Kingwood, W Va , she was 
a daughter of the late Henry 
and Ethel Herndon Wolfe 
She was also preceded in 
death by her husband, 
Ernest L. Sisler, in 1978; 
one daughter, Mary Cath 
erine Sisler, one grandson, 
three brothers; and one sis¬ 
ter 

She was a member of 
Amboy United Methodist 
Church She retired from 
the Terra Alta Garment 
Factory. She was a member 
of the Amboy Sewing Club 
for many years 

She is survived by two 
sons, Ernest S. Sisler, Terra 
Alta, W.Va., and William 
"Bink" Sisler, Aurora, two 
daughters, Patricia S. 
Myers, Fairmont, W.Va., 
and Carolyn S. Ball, 
Aurora; 14 grandchildren; 
30 great-grandchildren, one 
step-great-granddaughter; 
and two great-great-grand- 
children 

Friends were received at 
Amboy United Methodist 
Fellowship Hall, where a 
service was conducted to¬ 
day, Thursday, Sept. 18, 
with the Rev. Shelba J 
Sisler officiating. 

Interment followed in 
Terra Alta Cemetery. 

Memorial contributions 
may be made in memory,of 
Ernest Lee Sisler to the 
American Cancer Society, 
300 Scott Avenue, Morgan¬ 
town, WV 26508. 

Arthur H Wright Fu¬ 
neral Home, Terra Alta, 


was in charge of arrange¬ 
ments. 



FLORENE V. TICHINEL 

Florene Virginia (Friend) 
Tichinel, 87, Kitzmiller, 
died Thursday, Sept 11, 
2008, at her home. 

Born May 25, 1921, in 
Swanton, she was a daugh 
ter of the late John B and 
Mabel (Chadderton) Friend 
She was also preceded in 
death by her husband, Mar 
tin W Tichinel, and her 
son, Archie E. Tichinel. 

Mrs Tichinel was a 
member of Walnut Bottom 
Assembly of God Church 
for over 50 years. 

She is survived by her 
daughter, Maria Vicki 
Fletchei and husband 
Robert, Kitzmiller, one 
daughtei in law Sherri 
Tichinel, Fort Worth, 
Texas; three grandchildren; 
and five great grand¬ 
children 

Friends were received at 
David A Burdock Funeral 
Home, Kitzmiller 

A service was held on 
Saturday, Sept 1? at Wal 


nut Bottom Assembly of 
God Church, with the Rev. 
George H. Tichinel and 
Rev John Friend 

Interment followed in 
Walnut Bottom Cemetery 
(Paid Obituary) 

BETTY A. SERENO 

Betty Ann Sereno, 80, 
Terra Alta, W.Va., died 
Saturday, Sept 13, 2008, at 
Cortland Acres, Thomas, 
W.Va. 

Born March 24, 1928, in 
Hannahsville, W.Va , she 
was a daughter of the late 
Dayton and Dona Shahan 
Lipscomb. She was also 
preceded in death by her 
husband, Harold Irvin 
Sereno, in June 2005; and 
two sisters, Florine Phares 
and Gertrude Howell. 

Betty grew up in Erwin, 
W Va., and graduated from 
Rowlesburg High School 
with the class of 1946 She 
and her late husband owned 
and operated Sunny Hill 
Dairy Farm in the Freeland 
Settlement of Terra Alta for 
many years before retire¬ 
ment 

She was a very active 
community member and 
was involved in the VFW 
Auxiliary #578, Ladies of 
the Moose, TABC, Preston 
County Senior Citizens, 
4 H, Girl Scouts of Amer¬ 
ica Ynughingheny Glades 
Chapter #2-049, DAR, and 
Freeland WSCS, and volun¬ 
teered at local nursing 
homes. 

She was a member of the 
Freeland United Methodist 
Church 

She is survived by two 
daughters, Carolyn "Annie" 
Steyer and husband Larry, 


Oakland, and Janet Wood 
and husband Glen, Vero 
Beach, Fla.; three brothers, 
W Blaine Lipscomb, Bruce- 
ton Mills, W.Va., George 
A. Lipscomb and wife Nila, 
Rowlesburg, and Kenneth 
C. Lipscomb and wife Judy, 
Anchorage, Alaska; sisters- 
in-law Marion Cordova and 
husband Harold, Elaine 
Roberts and husband Joe, 
all of Melbourne, Fla., and 
Martha Sereno, Terra Alta; 
one brother-in-law, Eugene 
Sereno and wife Sue, 
Lynchburg, Va.; four grand¬ 
children, Amy Samek and 
husband Martin, Winston- 
Salem, N.C., Chelle Barrett 
and husband Chris, Anna¬ 
polis, Vanessa and Joan 
Font Vela, Mongat, Spain, 
and Justin Hunter Steyer, 
Oakland; six great-grand 
children, Dylan, Ashton, 
Zoe. Cameron, Ivy, and 
Eden; two special nephews, 
Robert Lipscomb, South 
Amherst, Ohio, and Wil¬ 
liam Lipscomb, Elizabeth 
City, N.C.; and an addi¬ 
tional 48 nieces and neph¬ 
ews. 

Friends were received at 
Arthur H Wright Funeral 
Home, Terra Alta, where a 
service was conducted on 
Tuesday, Sept. 16, with Pas¬ 
tor Timothy J. Kelley and 
great-nephew Brad Friend 
officiating. 

Interment followed at 
West Virginia National 
Cemetery, Grafton, W.Va. 

Memorials may be made 
in her memory to Freeland 
United Methodist Church, 
c/o John Dixon, RR 2 Box 
161-A, Terra Alta, WV 
26764. 

(Paid Obituary) 
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Decorating' 

/Idd some color to your homel 

•Straw Bales 
•Pumpkins 
•Corn Stalks 
•Gourds 
•Plums 
...and Flore/ 


•Trees •Shrubs •Perennic 
Pavers •Top Soil •Potting Soil 
and much more! 
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ML MC is currently lo¬ 
cated at 888 Memorial 
Drive, Oakland, hut will 
soon move into its new fa¬ 
cility, now nearing comple¬ 
tion, adjacent to the Garrett 
County Health Department 

Recognized For 
Contribution To 
Barr Institute 

Robert E. Heilig, owner 
of Heilig's Plumbing, Heat¬ 
ing & Electrical LLC has 
been recognized for his con¬ 
tribution to the Barr Con¬ 
struction Institute (BCI), 
which is the educational 
division of the Cumberland 
Valley Chapter (CVC) of 
Associated Builders & Con¬ 
tractors (ABC). 

Heilig is a certified craft 
instructor for BCI, and has 
donated approximately 
$2,000 in apprentice train¬ 
ing to ABC students, includ¬ 
ing his time, materials, and 
training facility. He began 
promoting ABC in 1989, 
becoming a certified craft 
instructor in 1997 through 
the National Center for 
Construction Education and 
Research (NCCER) and 
teaches for BCI. The CVC 
is one of the sponsors of 
NCCER, an affiliate of the 
University of Florida. 

"Once an apprentice 
himself, his wuik ethic and 
the leadership skills he ex¬ 
hibits enhance the goals 
BCI upholds for our stu¬ 
dents," noted an ABC 
spokesperson 

Heilig began his career as 


Beth Little-Terry 
Scheduled Guest 
At GGBA Event 


Town Hall 


LOCH LYNN HEIGHTS 

The town council of Loch Lynn Heights aas perma¬ 
nently changed the council meeting time to 6 p m Meet¬ 
ings are held the first Tuesday of each month. 

The next regularly scheduled meeting will be held on 
Oct. 7 at 6 p.m. 

A bid invitation to pave Roanoke Avenu. has been 
advertised Bids are due no later than 4 p.m. on Friday, 
Sept. 26. A public bid opening will be held at 1 p m. at the 
town hall on Monday, Sept. 29 

Main line sewer construction is taking place on 
Chicopee Street on the south side of Rt 560 moving to¬ 
ward Dundee Street. The contract completior date for 
this phase of the project is scheduled for Oct. 31. 

All scheduled meetings a.c LHd at the town hall and 
are open to the public. 


The September breakfast 
meeting of the Greater 
Grantsville Business Asso¬ 
ciation will feature guest 
speaker Beth Little-Terry, 
chief executive officer of 
Mountain Laurel Medical 
Center (MI.MC). The meet¬ 
ing is planned for Friday, 
Sept 26, at the Casselman 
Inn at 8 a m Interested 
members of the public are 
invited to attend. 

As Garrett County's first 
federally qualified health 
center, MLMC provides 
comprehensive primary 
health care services and 
education to all individuals 
in the Garrett County area, 
regardless of ability to pay. 


PATIENTLY WAITING FOR NEW HOMES at the 
Garrett County Animal Shelter are a black male 
hound, two muted female calico felines, and a "sweet” 
black/brown female hound (pictured below) that has 
been at the facility for many days. "Last week, two pit 
bull mixes were adopted and several dogs were taken 
out by HART to rescues, as the shelter was full to ca¬ 
pacity with dogs," noted a Garrett County Humane 
Society spokesperson. "Kittens are still coming in, 
which is an indication that many cat owners haven't 


taken the responsibility to have their pets altered. 
Spay/neuter discount vouchers are available from 
PAWS and the GC Humane Society. If you have kit¬ 
tens, please don’t give them to someone who will not 
have them altered, otherwise, you are just adding to 
the pet overpopulation problem. Please save a life and 
adopt a homeless animal from your local shelter. Go 
to Petfinder.com to search for that perfect pet." For 
more information about these and other pets at the 
GC Animal Shelter, persons may call 301-334-3553. 


a plumbing apprentice in Museum, other historic 
1978 and founded his own buildings, an antique store, 
business in 1992. He is a and a crafts store will be 
master plumber and electri- open during the tour, 
cian >n both Maryland and ./1/ppfHpr D, ,/o A/ n 
West Virginia In addition, vVVdUIVI rUlb IVU 

ne is a residential radon jjamper Oil GO'S 
mitigation provider He has r 

served on the Maryland "Toddy IS Ttl6 Ddy" 
state electrical board. Despite the weather con- 

Hktnriral ftrni in dltlons on last Friday, many 
niDlUIIUdl uiuup volunteers stood in the rain 

To Host "Addison at designated locations 

throughout the county to 

Apparitions Event support the "Garrett County 

The Old Petersburg- Toda y is the Da y" cam ‘ 
Addison Historical Society P ai 8 n The campaign was 
will hold its annual organized by the Garrett 
"Addison Apparitions" Count y Health Department 
fundraiser on Sunday, Sept and l ^ c CjarretI County 
28, from 12 until 4 p.m Dru 8 and Alcohol Council 
Addison Apparitions is a t * le va rious 

walking/front-porch tour community partners to pro- 
that takes place within one mote communication be- 
city block in the historic tween adults and young 
village of Addison, Pa. Cos- P eo Ple about the danger of 
turned storytellers will bring t * lc use °* drugs and alco- 
some of the town's 19th and "°‘- 

20th century residents and More than 400 partici- 
visitors "back to life" for P ants registered to be a pan 
participants. of ,hc cvem - volunteering to 

Tickets are $10 for adults wca r a purple T-shirt at the 
and $3 for children 12 years designated location from 7 
of age and younger, and lo 9 a m., or in their busi- 
may be purchased at the ness, organization, or 
Frederick Augustine His- school throughout the day. 
tory House. In addition, the message 

The Addison-Petersburg was st> cn in many locations 


Saturday, Sept. 20 

RAIN OR SHINE 

Located at the 

Alpine Lake Boathouse 

FREE ADMISSION 


GOLF SCRAMBLE - Prizes Awarded 

Bring a foursome or join one of ours 

8:00-9:00 a m. tee times Klo$ 

1 G ERMAN FOOD & P RINK 

12:00 noon until ?? 

HAYRIDES 

Children 12 & under FREE, Adults $1 CO 

LINE DA NCIN G r 

folk 2:30 p.m ijgjte 

ALPINE OLYMPICS N 0 

WV Corn Toss 2:00 p.m. 

Stein Holding Contest 3:00 p.m. 

\fH* OVFD F(j^ 

OKTOBERFEST BAND r °H Al L 

4:00 p.m. - 7:00 p.m. 

Directed by Manning Smith 


HELP SAVE LIVES! 


Bus Trip to Dresden, ol? io, Home of 
Longaber0er TM _Baskots 


FATAL alcohol and drug related automobile crashes 
in Maryland occur more frequently on Sunday 
than any other day of the week.* 


Friday & Saturday, November 14 & 15 


For information call: 

301 - 334-6298 • 301 - 501-6298 

or email: slfilsinger@hotmail.com 

^ Price includes 


Charier transportation, 
accommodations at the 
Longabcrgcr Hotel. 2 
days of shopping, break¬ 
fast in a Longaberger bas¬ 
ket, breakfast buffet, 
goodie bags, prizes, 
Longaberger bingo at the 
Hotel and lots of fun 


© Alpine Lake 

700 W Alpine Drive, Terra Alta.WV 


•per MD Highway Safety Office, 2006 

VOTE "NO" TO 
SUNDAY SALES OF ALCOHOL 

ByAutn ol Fnendsfw Alcohol Free Sundays 
Thomas E Doyle, Treas 


304-789-2481 or 800-752-7179 

Located 23 Miles from Deep Creek Lake, MD 

www.alpinelake.com 

Sponsored by the Alpine Lake Properly Owners Comnittee 


When is your local country 
store also a gourmet market? 

When its 


Braces 
As Low As 


ORTHODONTICS 


nfurth 


mutum 


Dr. Jackie P&ftaisa, DMD,MS 

Braces for Chldren & Adults 

friendly. Compassionate Staff Patient Centered Treatment Affordable financing 
Oj-tmns Available Most Insurance Plans Accepted Major Crvdt Cards Accepted 

Call Today For Free Evaluation 
««*. (301) 689-9111 inv align 

73T Or visit: m n 

1S1 BishopMirphy Drive, Suite B. Fi ostburg, M D w y 


418 S. Main Street, Accident, MD 

(behind Annie s Kitchen, same entrance) 

301 -746-M EAT (6328) 

[onday - Thursday • 9 a.m. - 6 p.m. Friday • 9 a.m. - 7 p.m 
Sunday 10a.m. - 3 p.m. • Closed Saturday 

Garrett ton ii(y Raised Certified 

ml 

VaturaI Black Angus Beef 

and also Free Kangc Certified Natural 
•Bison • Poultry •lamb 
•Olive and Antipasto Bar 
From our real smokehouses: 

•Jerkv •Huron *kielbasa 'Sausage 

NEW AT GARRETT COUNTRY MARKET 
Hickory Wood Smoked Wild Pacific Salmon 
& Wild Rainbow Trout 


Women of Garrett County 

You are invited to a Gathering of Women on Saturday, September 27, at 10 a.m. 
at St. Matthew's Episcopal Church (126 E. Liberty St., Oakland). At this informal 
meeting, you will learn all about a new group forming in Oakland, AGAPE. Please join 
us for a morning of fellowship, fun, food and mutual support as we learn and grow 
together. Please bring fruit, nuts, bread, or sweets to share. Beverages will be 
provided. Complimentary child care will be provided. 

^ • Acknowledge - recognize women's significant role in ministering to our families, friends, 

y churches and community 

c • Gather - informal quarterly gathenngs to establish friendships and networking between women 
ij of different churches in our area 

' • Affirm - encourage and equip women to return to their homes, churches and community with 

confidence, knowledge and respect for their talents. 

! _ • Persevere - establish a community of support and fellowship to enable women of Garrett 

County to pursue their dreams for themselves, their families, their churches and our community 
• Ecumenical - these gatherings will be open to all women of the community - whether churched 
■K / nr not 

Come and See! 

'-f Full details will be explained at the gathering with ample time for questions. 
./ For Information, please call: The Rev. Pam Fahrner, 301-387-6313. 


Visit our (Mexican, L7rient.il and 
ilian Sections at Garrett Country Mark* 
You will find everything you need to prepare a 
naturally healthy gourmet meal. 

Wo E von I la vo Recipes ! 


NEED A LIMO 
301-501-LIMO 
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Berkebile-Ashhy 
Couple To Wed 



Gary and Nancy Berke- 
bile, Accident, announce 
the engagement and forth¬ 
coming marriage of their 
daughter, Lacie Marie Berk- 
ebile, to Chase William 
Ashby, son of Bill and 


Linda Ashby. Swanton 
The bride-elect is a 2003 
graduate of Northern High 
School. She received dual 
associate degrees from 
Garrett College in business 
administration and agricul¬ 
ture business. She later re¬ 
ceived a bachelor's degree in 
accounting and a master’s 
degree in business admini¬ 
stration from Frostburg 
State University. She is cur¬ 
rently employed with the 
University of Maryland Co¬ 
operative Extension, Alle¬ 
gany Office, as the 4-H edu¬ 
cator, 4-H youth develop¬ 
ment. 

The prospective groom is 
a 2002 graduate of Southern 
High School, where he was 
salutatorian. He graduated 
from University of Mary¬ 
land, Clark School of Engi¬ 
neering, with a bachelors 
degree in mechanical engi- 



Admitted in 

Maryland Si West Virginit 

i t ;, : .■ i ^ 


Three South Third Street Oakland MD 21550 

angelablytkea ierison.net 




TRACWIDE 
CREAMERY 

Hand-dipped & soft serve 

ICE CREAM 

308 S. 2nd St., Oakland 

OPEN DAILY 


neering He is currently em¬ 
ployed with Alliant Tech 
Systems (ATK) as a manu¬ 
facturing engineer. 

An Oct. 4 wedding is 
being planned Invitations 
have been sent. Friends and 
family are welcome to at¬ 
tend, but RSVPs are re¬ 
quested. 


Miss Patterson To 
Wed Mr. Mathias 


Kevin Dale Flanagan, 
45, and Ramona Herring, 
54, both of Pinckard, Ala. 

Eric Raymond Beitzel, 
23, Accident, and Stephanie 
Bray Foutz, 20, Grantsville. 

Jerry Michael Baker Jr. 
33, and Amy Elizabeth 
DeWitt, 31, both of Deer 
Park. 

Willard Gingrich, 20, 
Mt Forrest, Ontario, Can¬ 
ada, and Sheila Rose 



Dr. Shelton 
Smith 



Bro. Sam 
Davison 


WESTERN MARYLAND’S ANNUAL 

SWORD OF THE LO R. 
CONFERENCE 

September 29-30, 2008 

Mountain Lake Independent Baptist Church 

1005 Broadford Road 
Oakland, MD 21550 
301-334^1734 
Website: WWw.mlibc.org 



\lon. - 7:00 p.m.- Dr. Smith /Bro. Davison 
Tues.-10:00 a.m. - Dr Smith/Bro. Davison ~ _ . 
Preachers Luncheon after Tues. morning service L ca therman 
7:00 p.m. - Dr Smith /Bro. Davison Host Pastor 


Yoder, 19, Bittinger 

Matthew Lawrence Maz- 
zackelli, 27, and Kathryn 
Scott Pritchett, 28, both of 
Franklin, N.C. 

Joshua Meshach Brown¬ 
ing, 36, and Courtney 
Nicole Keeys, 29, both of 
Oakland. 

Gregory Allen Graham, 
20, and Tracy Lyn Moats, 

17, both of Aurora, W.Va. 

Marriage Permits 
Recently Issued 

Fourteen couples re¬ 
cently applied for their mar¬ 
riage licenses, according to 
Sondra R Buckel, clerk of 
the Garrett County Circuit 
Court. 

Shawn Patterson, Mc¬ 
Henry, and Roger and Janet 
Glotfelty, Oakland, an¬ 
nounce the engagement and 
forthcoming marriage of 
their daughter, Melissa Pat¬ 
terson, to Andrew Mathias, 
son of Helen Hamilton and 
Joe and Beverly Mathias, 
Moorefield, W.Va. 

The bride-elect is a 
graduate of the West Vir¬ 
ginia University School of 
Nursing and is a registered 
nurse at Grant Memorial 
Hospital in Petersburg, 
W.Va. 

The prospective groom is 
a graduate of West Virginia 
University, with a bachelor 
ot science degree in animal 
science. He works with his 
father on their family farm 
in Moorefield 

An October wedding is 
scheduled Invitations have 
been sent 

Danny Allen Shawley, 
26, Swanton, and Kristen 
Dawn Brcnncman, 27, Bit¬ 
tinger 

Marc A Cleavenger, 28, 
and Jessica Lynn Culbreth, 
16, both of Dillsboro, Tenn 

James William Duvall, 
35, and Stacy Kay Whetzel, 
35, both of Mt Storm, 
W.Va. 

Chase William Ashby, 
24, Swanton, and Lacie 
Marie Berkebile, 23, Acci¬ 
dent. 

Jason JeremiahThor®as 
Sr., 25, and Juanita Nicole 
Armstrong. 25, both oft 
Oakland 

Thomas Leroy Holler, 

30, and Debbie Ann Paugh, 

31, both of Oakland 

Forrest Alan O'Hagan, 

66, and Stephanie Jo Toth, 
45, both of Grafton, W Va. 
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HART FUNDRAISER GARNERS $3,000 - The 
"Nostalgic Evening at the Cleveland Cottage" event 
on Saturday in Deer Park raised more than $3,000, 
before expenses, for the proposed HART Animal 
Adoption Center. HART president Candy DeGiovanni 
expressed the organization's gratitude to the cottage 
owners for holding the event in their restored Victo¬ 
rian home. Other contributors included Tom Hertz, 
wno helped organize the fundraiser; the Fireside Deli 
& Wine Shop, DC’s Bar & Restaurant at Wisp Resort, 
and Archie's Barbeque, which provided discounts on 
the food and wine; and Jan Florists, which donated 
flower arrangements. The nearly 70 guests were 
treated to a buffet of shrimp, gourmet cheese, sushi, 
smoked brisket and pulled pork, and fresh vegetables, 
along with a selection of wines and beverages. 
Guided by an informative handout prepared by the 
owners, the guests had the opportunity to see the re¬ 
stored Cleveland Cottage and its antiques. In the 

Hunting Retreat: Oct. - March 
Sporting Clays & Skeet & Double 
Wooble Trap: Year Round 
3-D Archery: Spring - Late Fall 


Challenge 

Pheasant Hunting 
at Its Best! 
301-746-8868 

Accident, MD • Minutes 
from Deep Creek Lake 


3-D Archery-30 Targets Walk Through 

Call for details: 301-895-5054 or 301-707-0081 

Directions: From Interstate 68 going west: Take exit 14A, 219 South approx 4 5 
miles, turn nght onto Bear Creek Road (road bears left along creek), follow for 2 3 
miles, turn nght onto Evehy Road (stays right and straight), follow 1 mile to top of hill, 
park as convenient and follow signs/arrows near Pavilion to 3-D Archery Range. 




words of one of the quests, "the cottage became alive 
with music, laughter, and conversation - as lively as it 
must have been in 1886 when President and Mrs. 
Grover Cleveland made it a historical site." Pictured at 
the far right are HART officers Caroline Robison, 
DeGiovanni, and development director Mercedes Pel¬ 
let (fourth from right) surrounded by some of their 
Cleveland Cottaae auests HART for Animal* Inr a 
501(c)(3) organization, established in Oakland in 2003 
to rescue homeless animals in Garrett County. For 
additional information, persons can visit hartforani- 
mals.org. 
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Studio 24E 

Downtown Oakland VZ'jllf 

301.334.4111 

MWw.hiiulio24v.com . 
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FAMILY WEEKEND 

SATURDAY, SEPTEMBER 27 - 8:00 PM - MAIN ARENA, (ORDTS PE CENTER 

GENERAL ADMISSION ADULT SI? • UNDER 17 $7 • FSU EMPLOYEE $7 • FSU STUDENT S3 
RESERVED F100R ADULT $18 • UNDER 17 SI3 • FSU EMPLOYEE SI3 • FSU STUDENT S3 

Coll for mfomohon obout Build tour Own Sows dscounts 

TICKETS: 301 687 3137 or toll free 1 866 TIXX CES (1 866 849 9237) or hflp //tes frostburg edu 
235 Lone University (enter, Frostburg Stole University, M E 9om 3pm 
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TOR Theatre Company To Open 
Local School Of Theatrical Arts 


logucs and Improv I 

Thursdays, 6:30-7:15 
pm, Elementary Vocal 
Master Class 

Thursdays, 7:15-8 p m , 
Elementary Broadway 
Dance 

Thursdays, 7:15-8 p.m.. 
Middle School Creative 
Drama 1. 

All classes arc $80 per 
semester and will culminate 
with a showcase perform¬ 
ance. 

To register, students may 
telephone the TOTL Thea¬ 
tre Company at 304-680- 
1002 and request a bro¬ 
chure. Students may also 
pick up a brochure at the 
mam office of Tin- Republi¬ 
can newspaper. 


Most classes will be lim¬ 
ited to the first 12 students 
registered Students may 
register for as many classes 
as they wish, but registra¬ 
tions will be taken on a first- 
come, first-served basis. 

Concert Benefit 
For Cindy's Fund 
Slated Sept. 27 

Wolf Creek Session, a 
band from northern West 
Virginia, will give a concert 
at Ridgeview Valley, near 
McHenry, on Saturday, 
Sept. 27, at 7 p.m. The 
event is a fundraiser for 
Cindy’s Fund. 

Wolf Creek Session of¬ 
fers a unique blend of Appa¬ 


lachian tunes with tradi¬ 
tional and contemporary 
Celtic roots, along with 
original song and stories, a 
spokesperson said. 

"From high-energy jigs 
and reels to their more mod¬ 
ern musical descendants, 
their music is quickly land¬ 
ing them on prestigious 
American stages like the 
Kennedy Center Millen¬ 
nium Stage in Washington, 
DC., a scheduled appear¬ 
ance at the Charleston Cul¬ 
tural Center, and interna¬ 
tionally with a spring tour 
of France," the spokesper¬ 
son said Guests are encour¬ 
aged to bring blankets or 
chairs to the event. Food 

Continued on Page A-l 1 


fiction." 

The top children's prize 
is a $50 savings bond, and 
one adult will receive a 
whitewater rafting trip for 
two. Other prizes will be 
offered, with all of them 
donated by local businesses 
Tellers are all honored with 
a special title and prize for 
the best part of their story 
telling 

Donations will be ac¬ 
cepted at the door. Sug¬ 
gested contributions are $4 
for adults, $3 for senior citi¬ 
zens, and $2 for children. 
All proceeds go toward 
scholarships given by the 
Garrett branch of the 
American Association of 
University Women 

The festival is in its 17th 
year and was begun to pro¬ 
vide practice in communica¬ 
tion. It is supported by the 
Garrett Reading Council 
and Community Action of 
Garrett County 


*1 <9 

vy7ww.garrettarts.c0m 


FRIDAY, Sept. 19 

• Appalachian Festival at Frostburg State University. History, food, music, and art 
For a full schedule of events, persons may visit www.frostburg.edu/events/afestival. 

SATURDAY, Sept. 20 

• Artist Reception for Natalie Atherton at the Art Gallery of Garrett College, 
McHenry, for her current exhibit titled "Float." The public is invited to attend. Info: 
301-387-3024 

MONDAY, Sept. 22 

• David Parker, a performer who blends music, movement, and humor. Frostburg 
State University's Cultural Events Series, the stage at Mountain Ridge High School, 
Frostburg, 7:30 p m Free with ticket required Information: 1-866-849-9237 or ces.frost¬ 
burg edu 

SATURDAY, Sept. 27 

• High Strung, fiddle fest offering a diverse fusion of cultures and musical styles with 
an eclectic mix of music, song, and dance. Frostburg State University's Cultural Events 
Series, Main Arena, Cordts PE Center, Frostburg, 8 p.m. Tickets: $18 and $13 for adults, 
$13 and $7 for those younger than 17. Information: l-866-849-9237orces.frostburg.edu. 

THURSDAY, Oct. 2 

• Reception for artist Fabian Green and his "Thread of Ariadne" exhibit, 5:30-7:30 
p.m The public is invited and refreshments will be served. At the Gallery, 206 E. Alder 
Street, Oakland. 

SATURDAY, Oct. 4 

• Campus Hypnosis with Tom DeLuca The final presentation of the Garrett Lakes 

Arts Festival 2008 season, 7:30 p.m., Garrett College auditorium. Sec story. Tickets. $17 
for adults, $7 for students, and free for those 5 and younger. Info: 301-387-3082 or 
www.arts-andentertainment org 


EXHIBITS 

• Through Sept 30 Float," an exhibit of prints by Natalie Atherton The Art Gal¬ 
lery of Garrett College, McHenry Artist's reception, Sept. 20, 6 to 9 p.m. Gallery hours: 
9 a m to 5 p.m daily, info: 301-387-3024 The Art Gallery is sponsored in part by the 
Garrett County Arts Council 

• From Sept 15 through Oct 31 "Thread of Ariadne" exhibit along with mixed 
media display including oil, acrylics, and photography by Fabian Green. The Gallery, 
206 E. Alder Street, Oakland, MondaiAthrough Saturday, 10 am to 5 p.m. Info: 301 - 
334-6580 or www garrettarts.com. 


Serving the Garrett County Arts Community Since 1976 

Garrett County Arts Council 

206 E. Alder St., Oakland, MD 21550 QDCC^ 301-334-6580 


ELIZABETH WOTRING- 
NELSON 


LEAH BRODERICK 

April Leah has been seen in 
eight of the nine produc¬ 
tions of TOTL Theatre 
Company. 

Both women teach pri¬ 
vate voice and piano lessons 
in Oakland, Kingwood, and 
Fairmont, and are substitute 
teachers for the Garrett 
County and Preston County 
public schrxsl systems 

The first-semester classes 
will be offered from October 
14 to December 11 on Tues¬ 
day and Thursday evenings 
at St Matthew's Episcopal 
Church parish hall in Oak¬ 
land with the following 
schedule: 

Tuesdays, 6:30-7:15, 
p.m., Middle School Broad¬ 
way Dance. 

Tuesdays, 6:30-7:15 
p.m. High School Vocal 
MSster Class 

Tuesdays, 7-8 p.m , Mid¬ 
dle School Vocal Master 
Class. 

Tuesdays, 7:15-8 p.m.. 
High School Broadway 
Dance. 

Thursdays, 6:30-7:15 
pm. High School Mono- 


TALL TALE FEST SLATED - The Tall Tale Festival is approaching once agai. 
The event is slated for Autumn Glory Saturday, Oct. 11, at St. Paul's United Meth¬ 
odist Church, Oakland Children as well as adults gather at the fest to tell a variety 
of tales, from exaggerated truths to embellished fabrications. Children will begin 
heir tales at 9 a m., with adults scheduled to begin around 10:45. Above are sev- 
ral kids from last year's fest. Individuals and/or groups are welcome. Coordinator 
Gail Herman encourages everyone to give it a shot. See story for details. 


Storytellers May 
\ow Register For 
OS Tall Tale Fest. 

he Tall Tale Liats Festi- 
il w ill be held in Oakland 
v turd,tv Oct 11, at the 
Paul's United Methodist 
hurch fellowship hall. The 
lurch is located at 318 E. 
'd- Street Children will 
gin the fest at 9 a m., with 


MASTERMIND 

DESIGN2 

Signs • Banners 

240.321.4699 


adults speaking from ap¬ 
proximately 10:45 a m to 
12:15 p.m 

Students and adults are 
asked to call Dr. Gail N 
Herman at 301-387-9199 to 
register for the event Her¬ 
man urges adults to partici¬ 
pate in the event 

"Retell your favorite talc, 
or create and tell your own 
to share at the festival," 
says Herman "Exagger¬ 
ations about vegetables, 
machines, weather and cli¬ 
mate, and pets and human 
abilities can be wonderful, 
however, don’t overlook the 
truth It can be stranger than 


Following three success¬ 
ful summer seasons at 
Garrett College, the TOTL 
Theatre Company (Theatre 
on the Lake), a non-profit 
organization, will extend its 
programs to the youth of 
Garrett County. 

Beginning Tuesday, Oct. 
14, TOTL will open the 
School of Theatrical Arts of 
Garrett County. The school 
will be under the direction 
of Elizabeth Wotring- 
Nelson and Leah Broderick, 
both members of the TOTL 
company. 

The school will special¬ 
ize in Broadway-style 
dance, acting, and vocal 
training Additionally, stu¬ 
dents will participate in the 
creation of original theatri¬ 
cal works for exploration 
and performance. When 
possible, students will be 
auditioned for places in the 
TOTL Theatre Company's 
summer season at Garrett 
College 

Both teachers are trained 
performers in all areas of 
musical theatre. Elizabeth 
Wotring-Nelson holds a 
B.A degree in church music 
from Greenville College 
and a master of music de¬ 
gree in musical theatre from 
the Boston Conservatory of 
Music. 

Upon graduating, she 
moved to the Twin Cities 
area, where she worked as a 
worship director and 
founded Children's Per¬ 
forming Arts, a successful 
ministry for children Eliza¬ 
beth has been seen locally in 
The Secret Garden and Little 
Women with TOTL Theatre 
Company. 

Leah Broderick holds a 
bachelor of fine arts degree 
in musical theatre from the 
Shenandoah Conservatory 
of Music at Shenandoah 
University Her vocal train¬ 
ing began early as a member 
of the Peabody Conserva¬ 
tory Youth Choir in Balti¬ 
more 


Since graduation, she has 
served as choreographer 
and music director for nu¬ 
merous productions with 
the Preston County Sum¬ 
mer Theatre, the PHS Thea¬ 
tre Department, and for 
Centennial High School and 
the Slayton House Camp of 
the Arts in Howard County 
She wrote the music for 
Mabel's Story, an original 
musical that premiered at 
Preston High School last 


Tom DeLuca 

Hypnotist 

Saturday, October 4, 2008 
at 7:30 p.m. 

> Garrett College Auditorium 

Adults $17 • Students $7 

FREE for children 5 years and younger 

(but children need a ticket) ^ 

The Hippist Hypnosis Show # 

Volunteers from the audience are hypnotized 
and do crazy and interesting things. Tom has ap¬ 
peared on Good Morning America. CBS Morning 
Show Dateline NBC, CNN, PBS and many other 
national television and radio talk shows. He is a 
hot item on the college circuit! # 

Sponsor Partners: 

LAOC, Jim and Brenda Shank 

GLAF Season Sponsors: i rlvve i Banker Deep Creek Re.H'y, * rsfc., 

* 

lull nent and Wisp Resort i arye gifts and grams have been given 
by Audrey and Howard Naylor, The Garrett County Arts Council, The 
Maiyla : , l State Arts Council Mid Atlantic Arts Foundation. National 
'idtiwmenl for the Arts and Pennsylvania Perlorminy Arts on tour 


301 - 387-3082 

Tickets available online. 

www.artsandentertainment.org 


Robin and Undo Williams 
ond Their Fine Group 

A hearty blend of bluegrass, folk, 
old time and acoustic country. 

Saturday, Sept. 20-7:30 PM 
Palace Theatre, Main St., Frostburg 

$15 general admission, $13 in advance* 

$8 students/children 17 and under 

Allegany Arts Council members 

$12 in advance. $13 at the door 

•it Mam Street Books, Froslhutg, Allegany Aits 
Council, Cumberland, or call >0! 687 J124 


FRIDAY, SEPTEMBER 19 

Symposium: The Appalachian Environment 

Noon -6PM* Frostburg State University 

Appalachian film Festival 

8 PM* Palace Theatre, Main St„ Frostburg 


SATURDAY, SEPTEMBER 

Appalachian Festival 

10 AM 6 PM *FSU Upper Quad 

Free Admission 

• Regional Music 

• Traditional Arts & Crafts 

• Appalachian Dance 

• Appalachian Food 

• Cultural Programs 

• History Presentations 

• Environmental Talks 

• Children's Activities 

• Goat Milking 

• Beekeeoina A more! 

FSU H (ommRtrd to mjfcmq ill of fit programs • 
smtm jnd *fwnes t to pmom w»th 

(kufrlfftfi For ffrommadJtion r jN )01 687 4107 
oru*iVROjn K00 'IS mi 


Sponsored by: 

Allegany Arts Council 
City ol Frostburg 
First Peoples Community KU 
IrostburgFirtt 
frostburg Stale University 
Main Slieel Books. Froslburq 
Maryland Historical Trust 
Maryland Stare Arts Council 
Maryland Traditions 
Historic Palace Tbeatte 
WfWM Radio 


FROSTBURG 

STATE UNIVERSITY 

h'K’iv frmltnurcj ntu/evenh/afesl 
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2007 Chevy Cobalt 4 Door 

28,000 miles $10,995 00 

2007 Toyota Corolla CE 

30.000 miles $13,995 00 

2007 Ford Focus ZX4 SES 

31,000 miles $12,995 00 
2007 Pontiac G6 

35,000 miles $12,495 00 
2005 Subaru Legacy 

69,000 miles $12,495 00 
2005 Chevy Impala LS 

45,000 miles $11,895 00 
2005 Dodge Neon SXT 

34,000 miles $9,495 00 
2005 Honda Accord LX 

58,000 miles $13,695 00 
2005 Chevy Cobalt 2 Door 

31,000 miles $9.525 00 
2002 Ford Escort ZX2 

85,000 miles $6,995 00 
2004 GMC Sierra Z-71 Ext. Cab 

56,000 miles $15,995 00 


2007 Toyota Highlander 

31,000 miles $16.895 00 
2007 Kia Spoilage LX 

17,000 miles $14,995 00 
2007 Kia Sorento LX 

31,000 miles $14,795 00 

2006 Ford Freestyle Limited 

30,000 miles $15,995 00 

2005 Toyota RAV-4 L 

50,000 miles $14,995 00 

2007 Ford E-250 Cargo 

32,000 miles $14,795 00 

2004 Jeep Gr. Cherokee Laredo 

68,000 miles $9,325 00 

2006 Chrysler Town & Country 

28,000 miles $13,995 00 

2005 Ford E-150 Cargo 

78,000 miles $10,295 00 
2003 Chevy Astro Cargo 

42,000 miles $7,995 00 
2001 Dodge Grand Caravan EX 
66,000 miles $6,995 00 


In-Depth & Multi-Photo Vehicle Listings 

RandyButlerOnline.com 

301 - 746-8742 


Hypnotist Toni DeLuca To Present 
His "Theater Of The Imagination " 


The Garrett Lakes Arts 
Festival (GLAF) will pre¬ 
sent hypnotist Tom DeLuca 
and his program, "Theater 
of the Imagination,” on Oct. 
4 in the Garrett College 


auditorium, beginning at 
7:30 p.m 

"Tom DeLuca opens the 
windows to the imagination 
by combining the power of 
suggestion with his volun- 
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«a 'Everyone Welcome 

^ Friday, September 26, 2008 

f 5:30pm - 8:30pm | 
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Cake Walk 

Sandy Candy t 

flunkjny 'Rood 
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ATdlf much more!!!! 


teers’ innate creativity," a 
spokesperson said. "Hypno¬ 
sis truly goes beyond enter¬ 
tainment as Tom reveals 
how powerful people's 
imaginations can be. His 
show is unique in that it 
gently unfolds - giving the 
audience time to appreciate 
the insights about common 
traits that we all share." 

Tickets to the show are 
$17 for adults, $7 for stu¬ 
dents (including Garrett 
College students), and free 
for youth 5 years and 
younger (but tickets are re¬ 
quired). 

The sponsor partner is 
LAOC, with Jim and 
Brenda Shank This event 
will be the final perform¬ 
ance of the 2008 GLAF 
season. Individual ticket 
purchases may be made by 
calling the GLAF office at 
301-387-3082, or through 
the GLAF web site, located 
at www artsandentertain- 
ment.org. 

Ed McDade Will 
Present Program 
At Springs House 


If you would like to be involved, 
please contact Southern Middle 
School at 301 -334-8881 Vt 




jT UJ rrr -- 


Cindy's Fund is a local 
charity established in mem¬ 
ory of Cindy Kutchman. 
Donations are used to sup¬ 
port cancer education and 
screening programs within 
the local community 

Tickets, each $10, are 
limited and must be bought 
in advance. They are avail- 


ai cireggs rnarmacy in 
Oakland or at the Visitors 
Center in McHenry. 

Ridgeview Valley is lo¬ 
cated at the end of Gravelly 
Run Road, which is ofi Rt 
219 in McHenry. For more 
information, persons may 
contact Ridgeview Valley at 
301-387-4040. 


CONCERT SLATED AT GARRETT COLLEGE - The band Eleventy Seven, 
along with several other groups, will be performing at Garrett College on Monday, 
Nov. 22, at 7 p.m. as part of a non-profit show. "Known for their energetic live show 
and amazing pop/rock melodies, the band is bound to put on a great show," noted 
a spokesperson. Other bands performing are Manic Drive, Hello Kelly, the Great 
Transparency, and local band Redefined in Red. Those seeking further details may 
contact Jason at 301-616-7001. 


I C (V™ Stop in to see our shop v 
■ in all its Fall Glory and receive / 

20% Off Any Item 

with this ad 

• Fresh Floral & Silk Arrangements ^ 

I * Fall Wreaths 

• Hillbilly Snax Pak » 

• Fruit and Snack Baskets 

I Balloons 

• Gifts for Every Occasion 'i & 

• Candles and Much More! ‘ T™' SaN % 


Ed McDade, vocalist and 
musician, will present an 
interactive program of songs 
and stories next Monday, 
Sept. 22, at 7:30 p m. in the 
Folk Meeting House in 
Springs, Pa 

Music performed will be 
from the Appalachian and 
Native American traditions, 
and the program is designed 
for the entertainment of all 
ages • 

Guitar, banjo, harmon¬ 
ica, and rhythm instruments 
will be employed by 
McDade, who is a singer/ 
songwriter from Fort 
Matilda, Pa , and Common¬ 
wealth speaker for the Penn¬ 
sylvania Humanities Coun¬ 
cil. He has appeared on ra¬ 
dio and television, both in 
the United States and 
Europe. 

Admission is free and 
open to the public The pro¬ 
gram is sponsored by the 
Springs Historical Society 
and the Pennsylvania Hu¬ 
manities Council The Folk 


Meeting House is located 
along Rt. 669 (Springs 
Road). Persons may tele¬ 
phone 814-662-4366 

The Springs Historical 
Society also sponsors the 
Springs Museum, open 
Wednesday - Friday after¬ 
noons and on Saturdays 
from 9 a.m. to 2 p.m 

The society also sponsors 
the annual Springs Folk 
Festival, which is slated for 
Friday and Saturday, Oct 3 
-4 

Seasons Begin For 
Southern, Northern 
Marching Bands 

The competitive march¬ 
ing season is under way for 
the two Garrett County 
high school marching bands 
of Northern and Southern 
high schools Northern 
hosted a show Saturday 
evening at the high school, 
where the home band per¬ 
formed in exhibition and 
Southern Garrett won sec¬ 
ond in Group I 

Northern competed a 
week earlier at Elkins, 
W.Va., taking first of two 
bands The local marchers 
earned a scone; of 168 65, 
beating out the other Group 
1 competitor, Tygarts Val¬ 
ley, which scored 66.4. 

At Northern's show on 
Saturday, Southern scored a 
71.7, coming in second 
place Windber Area High 
School took first with a 
score of 75.65, and Han¬ 
cock was third with a score 
of 67.55. Northern was 
judged in exhibition only, 
earning a score of 68.85 

In specialty awards, 
Southern earned the highest 
percussion score of the en 
tire show, which included 
the Group I bands noted, as 
well as Frankfort High 
School in Group 3 and M.ir- 
tinsburg High School in 
Group 4 


The Southern marching 
band is under the direction 
of Joshua Elmlinger, and 
Northern is directed by 
Duane Salisbury. The assis¬ 
tant director at Northern is 
Melissa Fiance, and at 
Southern, Heather Poe. 

Elmlinger said he was 
pleased with Southern's first 
showing. 

"1 am very proud of the 
kids and all the hard work 
they have pul in. it was my 
gratifying to see them do 
such a great show," he said 

Salisbury, too, was 
pleased with Northern's 
score, especially considering 
a wide range of rehearsal 
disruptions of late, includ¬ 
ing widespread illness and 
inclement weather on prac¬ 
tice days 

"We've had a lot to con¬ 
tend with lately, but we are 
still able to perform well," 
Salisbury said 

This Saturday Northern 
will travel to Martinsburg 
(W.Va.) High School for 
competition, while South- 


Cmt/shiMafurr 

restaurant & Lounge 


ern will head to Preston 
County, W.Va. 

Concert Slated 

Continued from Page A-10 
will be available, or persons 
may pack their own picnics. 


Ask about our Buckwheat Pak... 

jut Give as a gift or keep it yourself - j 

it’s quickly becoming a local favorite! | 

-lYl ii<: (irffi ijoii dmxnti (fit ~JnCC! 

Located along Rt. 7 in Terra Alta, WV 

304-789-6000 

Jt—— __ 0pen Mon Fn 910 5 an<) Sat -10 to 1 | 


7\sr u 


PERFECT FOR 
EVERY OCCASION! 

Buy 10 Gift Certificates, 
in Any Amount, 

Get 2 Free! 

8S0 Memorial Drive. Oakland 

i 301*134*6499 


Sat., September 20, 

5:30 - 8:30 p.m. 
Kitzmiller 

Old Catholic Church 

A&MBSSldDM DS FRBBt 

Food Available! 

Kitzmiller residents 55 years and older 
will receive a free meal! 

Games for the kids! 

Sponsored by The Coal Bucket Cafe 
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Ram Rooters Tie With Preston 
Before Being Shut Out By Aico 


After battling Preston to 
a 2-2 tie in Kingwood last 
Thursday, the Southern 
High School boys’ varsity 
soccer team was shut out by 
host Allegany, 2-0, in an 
Appalachian Athletic Con¬ 
ference Association match 
played Tuesday. 

The Preston Knights, 
who are undefeated at 
home, scored first, with 
Ethan Sigray getting an un¬ 
assisted goal about 14 min¬ 
utes into the first half. 

Southern’s Conor For¬ 
rester tied it about four min¬ 
utes later, scoring off a feed 
from Kody Lewis. 

The Rams took a 2-1 
lead when Andrew Mc- 
Creery connected on a pen¬ 
alty kick with about 11 min¬ 
utes remaining in the first 
half. 

Southern maintained the 
advantage until about four 
minutes into the second 
half, when Cody Thompson 
put the ball past Ram 
keeper Royce Warnick. 

Warnick would finish 
with nine saves. 

Tuesday's match vs. Al¬ 
legany at Greenway Avenue 
Stadium in Cumberland 
was a scoreless tie until the 
24 53 mark of the second 
half, when Allegany’s Colin 
Sainz finally broke the ice 
with a goal off an assist by 
Casey DeLong. 

Just l'/i minutes later, 
the Campeis struck again, 
with Nathan George scor¬ 
ing an unassisted goal at the 
23:22 mark 

The Rams were domi¬ 
nated in shots on goal, with 
Allegany (3-1) finishing 
with a 24-8 margin, and the 
Campers also led in corner 
kicks, 4-0. 

Warnick recorded a 

dozen saves in goal for the 
Rams, and Kody Lewis had 
four. Luke Thompson fin¬ 
ished with eight saves for 

ALLEGANY (2) 

SOUTHERN (0) 

Southern 0 0-0 

Allegany 0 2-2 

Second Half 

A - Colin Sainz assisted by 
Casey DeLong, 24:53. 

A - Nathan George unas¬ 
sisted. 23 22. 


Alco. 

The SHS junior varsity 
was also shut out 4-0 in the 
first match. Scoring one 
goal each for the Allegany 
jayvees were Chris Mc¬ 
Kenzie, Matt Levitas, lan 
MacFawn, and Gage Beck¬ 
er. 

The Rams (1-3-1) will 
host Fort Hill this Saturday, 
travel to Hampshire next 
Tuesday, and entertain 
Mountain Ridge next 
Thursday. 

MSA Rec League 
Scores Reported 

Recreational league play 
of the Mountaintop Soccer 
Association (MSA) contin¬ 
ued this week, with matches 
conducted in five age divi¬ 
sions. 

The scores for the Under 
15, Under 12, and Under 10 
divisions this past week 
were reported as follows: 
UNDER 15 
Saturday, Sept. 13 

Dental Health Group Blazers 
defeated Markwood Family of 
Dealerships Jammers, 2-0 

WKHJ Spmt defeated Re¬ 
gional Eve Center Rangers, 3- 
1 . 

Monday, Sept. 15 

Regional Eye Center Rang¬ 
ers and Cornerstone Family 
Medicine Blast tied. 2-2 

Tuesday, Sept. 16 

WKHJ Spirit defeated Mark- 
wood Family of Dealerships 
Jammers, 6-2 

Wednesday. Sept. 17 

WKHJ Spirit defeated Dental 
Health Group Blazers, 5-2 
UNDER 12 
Saturday, Sept. 13 

Santa Fe Grille Revolution 
defeated RPM Construction 
Crew, 5-2 

Tuesday, Sept. 16 

Wood Products Rapids and 
Sante Fe Grille Revolution tied, 
2-2 

Wednesday, Sept. 17 

FCSI United defeated Nu- 
Way Interiors Mutiny, 7-1 
UNDER 10 
Saturday, Sept. 13 

MLP Lions Club Lightning 
defeated The Paintworks Tor¬ 
nadoes, 6-2 

Get 'N' Go Hurricanes de¬ 
feated Lindal Cedar Homes 
Cyclones. 2-1. 

Ashby Engineering Tsuna¬ 
mis and Railey Realty Thunder 
tied, 1-1 

Tuesday, Sept. 16 

Get 'N' Go Hurricanes de¬ 
feated Ashby Engineering Tsu¬ 
namis, 3-0. 

(No other U-12 or U-10 
scores were reported this week 


Referees are reminded that 
they must report scores in order 
to be compensated for 
matches. Scores are to be e- 
mailed to marym@the- 
republicannews.com. faxed to 
301-334-5904. or called in to 
301-334-3963.) 

Steelers Crush 
Miners In Youth 
Football Clash 

The Northern Steelers 
Division 1 team cruised to a 
48-0 Cumberland Area 
Youth Football League vic¬ 
tory over the Miners Sun¬ 
day afternoon at the West- 
mar Middle School field. 

The Steelers took control 
of the contest early and 
never looked back, scoring 
their first 20 points in the 
first quarter of action and 
holding a 34-0 advantage at 
halftime. 

Six different mcnibeis o' 
the team scored touch¬ 
downs, with Robert Hill 
recording a pair 

Jeremy Bender put the 
first TD on the board by 
returning a 45-yard punt to 
the end zone The conver¬ 
sion kick failed. 

Craig Funk made it 12-0 
when he hauled in a 10-yard 
touchdown pass from 
Aaron Broadwater. Again 
the conversion attempt was 
no good. 

Robert Hill followed 
with a 30-yard touchdown 
carry late in the first quar¬ 
ter, and Bender booted the 
two-point conversion to 
give the Steelers a 20-0 lead. 

Hill scored the next 
touchdown, this time on a 
45-yard run early in the sec¬ 
ond stanza, and Bender’s 
successful PAT kick made it 
28-0. 

A three-yard TD run by 
Nick Ruff before halftime 
gave the Steelers their 34-0 
lead at intermission 

Charles Hanck made it 
into the end zone in the 
third period via a 35-yard 
carry, and Bender kicked 
the two-pointer to make it 
42-0. 

Finally, in the fourth 
quarter, Colton Grove 
capped a Steeler drive with 
a 15-yard TD run 

Derek Silbaugh and 
Ryan VanNosdeln spear¬ 
headed the Steeler defensive 


Fall is here, come to 

Pleasant Valley 


Sptnd 


Greenhouse 

• * s i 

for all your 

fall decorations .; 

We have a Great Selection of 
Premium Mums 

Budded and Blooming 

Straw Bales 
Cornstalks 
Pumpkins & Gourds 



Paul Friend Rd. 

1 MilC 
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p 
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Pleasant Valley 
Greenhouse 


Open Mon.-Fri. 8 to 6; 
Sat 8 to 5 



unit. Seth Bradley and T.J. 
Garlitz were defensive 
standouts for the Miners 
The Division II Steelers 
were also victorious, earn¬ 
ing a 14-0 shutout over the 
Division 11 Miners 

Steeler quarterback 
Shawn Carr connected with 
Hunter Hill on a 63-yard 
touchdown pass play in the 
first quarter to make it 6-0. 


The Steelers' second 
touchdown was scored by 
Justin Derato on a 19-yard 
carry in the second quarter, 
and Derato also booted the 
two-point conversion. 

Ryan Miller, Tristen De- 
Valk, and Jordan Howard 
paced the Steeler defensive 
effort. 

The Steelers will host the 
Patriots this Sunday. 


Warnick Records Hat Trick in 
4-0 Northern Victory Over Trinity 


Dan Warnick earned a 
hat trick, and Zack 
Lipscomb recorded one goal 
and three assists last Thurs¬ 
day evening when the 
Northern High School boys’ 
varsity soccer team coasted 
to a 4-0 victory over visiting 
Trinity. 

The Huskies, who upped 
their overall record to 3-0 
with the win, have yet to 
allow a goal to be scored 
against them 

Warnick put his first goal 
on the board about 5'/a min¬ 
utes into the match, con¬ 
necting off Lipscomb’s first 
assist. 

Then Lipscomb doubled 
the Northern lead with an 
unassisted goal at the 25:55 
mark. 

The score remained 2-0 
until midway through the 
second half when Lipscomb 
fired another pass to War¬ 
nick, who ripped the ball 
past the Trinity keeper. 

Warnick completed his 
hat trick at the 11:37 mark, 


scoring off Lipscomb’s third 
successful assist of the 
match. 

Northern dominated in 
shots on goal, finishing with 
a lopsided 18-3 advantage, 
and also led in corner kicks, 
6 - 1 . 

Travis McFarland earned 
his third straight shutout in 
the goal for the Huskies, as 
he turned away two of Trin¬ 
ity’s shots. 

The Huskies will play at 
Allegany this evening, 
travel to Hampshire on Sat¬ 
urday, host Mountain Ridge 
next Tuesday, and play at 
Frankfort next Thursday. 

NORTHERN (4) 

TRINITY (0) 

Trinity 0 0-0 

Northern 2 2-4 

First Half 

N - Dan Warnick assisted 
by Zac Lipscomb, 34:26. 

N - Lipscomb unassisted, 
25:55. 

Second Half 

N - Warnick assisted by 
Lipscomb, 20:40. 

N - Warnick assisted by 
Lipscomb, 11:37. 



KIDS FOR KIDS FITNESS DAY HELD AT FAITH EVANGELICAL - The Pioneer 
Clubs of Faith Evangelical Free Church held a kick-off event on Sunday, Sept. 7, at 
the church grounds in Mtn. Lake Park. Children age 2 through 6th grade partici¬ 
pated in the Kids for Kids Fitness Hike, with activities varying according to age 
groups. In addition to being an afternoon of fun, the day was also a service project 
for missions, with the friends and family members of the children sponsoring them 
to participate. More than $550 was collected, all of wnich will be donated to two 
organizations: Global Fingerprints of Evangelical Free Church of America, which 
provides support to orphans in the Democratic Republic of Congo, and to Pioneer 
Clubs of North America to help subsidize programs across the continent. The 
funds to Global Fingerprints will specifically go toward the purchase of motorcy¬ 
cles for the adults who travel great distances to provide direct care to children. 
Pioneer Clubs began in 1939 to give children an opportunity to develop Christian 
values, learn new skills, and make friends, all in a safe and caring environment, a 
church spokesperson said, adding that the Christ-centered program provides 
spiritual and personal development for children in over 2,500 churches. Pictured 
from left during a water balloon event are A.J. Savopoulos, runner Devan Helbig, 
Rachel Warnick, and Trailblazer leaders Jillian and Tyler Friend. For more informa¬ 
tion about Faith EFC Pioneer Clubs, persons may contact Donna Callis by calling 
the church office at 301-334-4172. More information is also available at pioneer- 
clubs.org and globalfingerprints.org. 


Rams First, Huskies Second in 
Five-Team Go/f Match At Canaan 


The golf team of South¬ 
ern High School placed first 
and the Northern High 
School squad finished sec¬ 
ond in a five-team match 
played last Thursday at Ca¬ 
naan Valley. 

Then on Monday on the 
Maplehurst course at Frost- 
burg, the Rams placed sec¬ 
ond and the Huskies third 
in another five-team event 

At Canaan Valley, the 
Rams finished with a team 
score of 176, four strokes 
better than the Huskies’ 
180, while host Tucker 
County finished third with a 
185, Tygarts Valley was 
fourth with a 205, and Po¬ 
cahontas County placed 
fifth with a 212. 

Austin Doerr of North- 

PEE WEE LEAGUE 
CRESAP. EAGLES (33) 

OAK. RENEGADES (19) 
Eagles 6 14 0 13-33 
Reneg. 6 7 6 0 - 19 

C - Brayden Brown 47 run 
(run failed) 

O - Broc Lohr 33 run (run 
failed). 

O - Joshua Adams 27 run 
(Clay Todd run). 

C - Trevor Evix 34 run 
(Evix run). 

C - Carson Imes 27 run 
(Evix run). 

O - Lohr 60 run (run 
failed). 

C - Charlie Twigg 49 run 
(run failed). 

C - Twigg 24 run (Devin 
Ratcliff run). 

C Team: Renegades de¬ 
feat Eagles 

RIDGE. HAWKS (33) 

OAK VIKINGS (7) 

Vikings 0 7 0 0-7 

Hawks 12 7 14 0-33 

R - Tyler Shanholtz 35 run 
(run failed). 

R - Garrett Weaver 20 run 
(run failed). 

R - Matt Miller 62 run 
(Stefan Buser run) 

O - Seth Kisner 20 run 
(Seth Kisner run) 

R - Blake Rhoades 5 run 
(Shanholtz run). 

R - Rhodes 6 run (Carter 
Houdersheldt run). 

C Team: Vikings defeat 
Hawks 

NORTH MADDWAGS (50) 
CUMBERLAND REDS (39) 
Maddawgs 0 24 6 20 - 50 
Reds 0 12 13 14 - 39 

N - Jones 35 run (run 
failed) 

C - Berry 3 run (pass 
failed). 

N - Jones 28 run (run 
failed) 

N - Rodeheaver 3 run (run 
failed) 

C - Arnold 53 run (run 
failed) 

N - Jones 4 run (run 
failed) 

N - Evans 43 run (run 
failed) 

C - Wood 53 run (Wood 
run). 

C - Wood 39 run (run 
failed) 

C - Berry 2 run (Arnold 
run) 

N - Jones 7 run (T Giles 
pass from Rodeheaver). 

C - Stewart 42 run (Berry 

run) 

N - Moh fl imhlnc roenunn/ 

in end zone (T. Giles pass 
from Jones) 

C Team: Reds defeat 
Maddawgs 


ern was the medalist with a 
38, and one stroke behind 
him were Southern’s Tyler 
Ewing and Brady Donald¬ 
son. Ethan Slaubaugh led 


Tucker County with a 41 

In Monday’* competition 
in Frostburg, Fort Hill won 
the team title with a score of 
186, while the Rams fin¬ 
ished in second with 195, 
nipping third-place North¬ 
ern with a 196. Host Moun¬ 
tain Ridge was fourth with a 
213, and Allegany was a 
distant fifth with a team 
score of 233 

Doerr of Northern was 
again the match medalist, 
carding a 41, and his team¬ 


mate Mike Rugaluoa fin¬ 
ished with a 42. Donaldson 
led Southern with a 47. 

The Sentinels were paced 
by Drew Morgan and 
David Gornall with a 44 
and a 46, respectively. 
Wade Robinson led Moun¬ 
tain Ridge with a 49, and 
Tyler Storey carded a 52 to 
pace Allegany. 

The Rams and Huskies 
will both be back in action 
this afternoon in another 


five-team match, and the 
two teams will face each 
other individually next 
Monday. Southern will host 
Tucker County and Preston 
next Wednesday, and the 
Huskies will face Fort Hill 
next Thursday. 


Garrell Menlors 

Inspire By Example 

301 - 387-5437 



Mtn. Lake Park 


Queen Poster Bed, dresser, mirror, chest, mghtstand. 

Queen Bed, dresser, mirror, chest, nightstand. 

Queen Bed, dresser, mirror, chest - Free bench & nightstand 
Dbl. Reclining Spruce Sofa w/drop down table & dbl. reclining loveseat 
Blue Microfiber Sofa. 


Oakland 


Sorento Chocolate Leather Loveseat. 

Victorian 3 pc. Group - sofa, loveseat, ottoman 

Blue stnpe w/floral accent pillows 

3 pc. Group - sofa, loveseat, chair. 

Floral print w/contrasting piping 

Blue Microfiber Sofa with plaid accent pillows .. 
Mission Style Loveseat. 

Tan, burgundy diamond pattern 

Trader's Landing _ 

48" Round Glass 5 pc. Wrought Iron Dining Set 

36" Round Pub Set w/ 3 Bar Stools. 

7 pc. Mission Style Dining Table & Chairs. 

Matching Buffet/Hutch. 

Aspen Log 5 pc. Dining Set, solid wood. 

Matching Aspen Hutch, solid wood. 

© 


Re£. 

SALE 

.. $2,346 

$1,509 

...$2,996 

$1,797 

,..$4,005 

$2,559 

....$1,798 

$1,159 

.$849 

$499 

Reg. 

SALE 

.$979 

$599 

...$1,937 

$1,247 

...$3,137 

$1,569 

.$899 

$599 

...$1,349 

$649 

Reg. 

SALE 

.$829 

$549 

,..$1,999 

$799 

...$2,599 

$1,599 

...$1,989 

$999 

...$4,169 

$2,499 

...$3,849 

$2,339 


SPECIAL COUPON SAVINGS 

15 % Any Recliner In Stock 15 % 

Must present coupon at time of purchase. 

■ Excludes specia 1 o^rln Items vary .n each location H 

| | Limit one coupon per person Coupon expires 09/30/08 Delivery fees apply ff w 


Grand Central 
Station 
301-334-3006 
312 S. 3rd St., 

TY.t,l-» n ,4 MO 

Mon.-Sat.. 10-6; Sun., 11-5 


Grand Central 
Home Furnishings 
301-334-9515 
Maryland Hwy., 

Ndurt Fa Ad I iimher 

Mtn. Lake Park, MD 

Mon,-Sat. 10-6; Sun. 11-5 


Grand Central 
at the Lake 
301-387-2278 
Trader's Landing, 
21329 Garrett Hwy. 
Deep Creek Lake. MD 
Mon-ihurv, 10-6; 

Frl. & Sat., 10-7; Sun. 11-5 


Grand Central 
Mattress Max 
301-387-7810 
Market Square 
Next to Foodland Fresh 
McHenry, MD 
Mon-ihurs., 10-6; 

Frl. G Sat., 10-7: Sun. 11-5 
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Experience 4 New Golf Holes & Re-routed Course at 
the yyisp Resort Golf C^ujsftjy ■ 


2000 Thayer Center 


Oakland 


Representing ERIE Insurance 
and other fine companies 

301-334-1159 


Kendra T. Simpson, Agent 


Northern Girls Edged By Mtn. 
Ridge Before Whipping Rams 
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It was a .500 week on the 
soccer pitch for the North¬ 
ern High School girls’ var¬ 
sity, as the Huskies were 
edged 2-1 by host Mountain 
Ridge last Thursday, but 
then bounced back Tuesday 
evening to record a 5-1 vic¬ 
tory over county rival and 
previously unbeaten South¬ 
ern at the Cove 

Last Thursday at FSU's 
Bobcat Stadium, the Moun¬ 
tain Ridge Miners got on 
the board at the 22:32 mark 
of the first half via a corner 
kick goal by Danielle 
McGinnis. 

Northern striker Adria 
Graham knotted the match 
at 1-1 by beating the Miner 
keeper to the near post and 
recording an unassisted goal 
with 7:50 remaining in the 
half. 

It appeared that the con¬ 
test was destined for an 
overtime period; however, 
with just 1:22 left in regula¬ 
tion, McGinnis recorded yet 
another corner-kick goal to 
seal the win for the Miners. 

The home team finished 
with a 9-6 edge in shots, 
while each team had three 
corner kicks. 

Northern keeper Justine 
Harvey had seven saves, 
and the Miners’ Heather 
Shipe turned away five of 
the Huskies’ shots. 

“This was a lough loss 
for our side tonight" said 
NHS coach Jeff Graham 
“Mtn. Ridge deserves the 
credit for playing extremely 
solid defense They found 
the back of the net off two 
corner kicks, and we really 
didn't produce the attacking 
chances we wanted 

“Fortunately for us, it’s 
early in the season We ll go 
back to work and tighten a 
few things up and be fine," 
he said. 

Mountain Ridge also 
won the junior varsity 
match, 3-1. Scoring for the 
Miner jayvees were Kaylee 
DeVore, with two goals, 
and Emily Greig with one 
Tara Goff scored the Hus¬ 
kies' only gp.it, off an assist' 

MOUNTAIN RIDGE (2) 
NORTHERN (1) 

Northern 1 0-1 

Mountain Ridge 1 1-2 

First Half 

MR - Stephanie Fazen- 
baker assisted by Danielle 
McGinnis, 17:37. 

N - Adria Graham unas¬ 
sisted, 32:10. 

Second Half 

MR - McGinnis unassisted, 
38:38. 


by Whitney Murphy. 

The Huskies outshot the 
Miners 10-8, but couldn’t 
get another ball past Min¬ 
ers’ keeper Hunter Marsh, 
who had nine saves. North¬ 
ern also held a 4-0 edge in 
corner kicks Husky keeper 
Brittany Mallow logged five 
saves. 

In Tuesday's match 
against Southern, Adria 
Graham recorded a hat trick 
and an assist for the Hus¬ 
kies She opened the scoring 
in the 15th minute of the 
first half, putting the ball 
into the net from about 18 
yards out off a pass from 
Kaitlynn Fratz. 

Ten minutes later, Gra¬ 
ham converted on a penalty 
kick to give the Huskies the 
2-0 lead at the half. 

Just three minutes into 
the second half, Graham 
completed her hat trick, as 
she received a slicing ball 
again from Fratz and beat 
the on-rushing Ram keeper 
with a toe-poke to the back 
of the net. 

One minute later, Fratz 
got on the end of a Graham 
corner kick to head the ball 
home for the score 

Megan Kinsmger ended 
the scoring for the Huskies 
by driving home a drop-pass 
from Jenny Shaffer from 
about 20 yards out. 

The Rams, who came 
into the match with a 4-0 
record, got on the board 
with one minute remaining 
in the match when Gina 
Stuck received a pass from 
Lora Ashby and finished 
her shot from inside the 
area. 

The Huskies finished 
with an 8-4 lead in shots, 
and the Rams led in corner 
kicks, 6-2. Harvey and Ram 
keeper Destinee Fulk each 
recorded three saves. 

“The match was a lot 
closer than the score indi¬ 
cated," said Graham “The 
Rams pressed us a few 

NORTHERN (5) 

SOUTHERN (1) . 

Southern ~ J 1 . 1 
Northern* *• 2 ' 3 - 5 

First Half 

N - Adria Graham assisted 
by Kaitlynn Fratz 25:03. 

N - Graham penalty kick, 
14:52. 

Second Half 

N - Graham assisted by 
Fratz, 37:44 

N - Fratz assisted by Gra¬ 
ham, 36:44. 

N - Megan Kinsinger as¬ 
sisted by Jenny Shaffer, 
16:56. 

S - Gina Stuck assisted by 
Lora Ashby, 1 00. 


Frankfort next Thursday. 

Southern Gridders Drop To 0-2 
With 40-0 Loss To Boonsboro 


HUSKIES WHIP RAMS — The once-defeated Northern High School girls’ var¬ 
sity handed the Southern Rams their first defeat in five starts on the soccer pitch 
Tuesday evening at the Cove. While the Huskies finished with a modest 8-4 advan¬ 
tage in shots on goal, they made five of those shots count, and recorded a 5-1 vic¬ 
tory. Moving the ball in the photo above is Northern’s Megan Wiley, right, as South¬ 
ern’s Gina Stuck approaches from the left. Stuck would score the Rams’ only goal 
of the night. Below, Ram Claire Wilkinson (left) prepares to pass the ball, and hop¬ 
ing to cut it off for a steal is Northern’s Amber Kling (#20). In the background is 
Morgan Anderson of Southern. Photos by Karlo Gesner. 


In a relentless rainstorm, 
the Southern High School 
varsity football team 
dropped its second game in 
as many starts last Friday, 
going scoreless against host 
Boonsboro and falling by a 
40-0 score. 

The Warriors dominated 
virtually every phase of the 
contest from the opening 
kickoff, finishing with a lop 
sided 393 yards of total of¬ 
fense, compared to just 60 
yards for Southern 

Leading the 2-0 Warriors 
offensively were junior run¬ 
ning back Brandon McLean 
and senior back Drew Low 
ery, as McLean recorded 
122 yards rushing and one 
touchdown on just seven 
carries. Lowery needed only 
three carries to gain 101 
yards and two touchdowns 
on the ground He also 
scored a TD on a pass com¬ 
pletion, and ran for a two- 
point conversion 

McLean wasted no time 
putting the first points on 
the board, as he broke loose 
down the right side on the 
game’s very first play from 
scrimmage and raced 62 
yards to the end zone 

The point-after kick was 
no good 

Lowery made it 12-0 
when he scored on a 67- 
yard carry with 2:46 to play 
in the first quarter. The pass 
attempt for the extra two 
points was no good 

The Warriors poured on 
21 more unanswered points 
in the second period 

Lowery scored his sec¬ 
ond touchdown, this time 


on a 10-yard pass from 
Korey McCarthy at the 
10:25 mark, and Lowery's 
successful run for the con¬ 
version made it 20-0. 

Less than 1 Vi minutes 
later, it was 26-0, as Lowery 
scored his third six-pointer 
of the night, racing 22 yards 
up the middle to the end 
zone The conversion run 
was stopped short 

A seven-yard TD run by 
Zach Demers with 4:36 left 
before halftime, followed by 
a successful PAT kick by 
Shane Zbir gave the home 
team a commanding 33-0 
lead. 

The only scoring of the 
second half was via a 31- 
yard touchdown pass from 
Tyler Walsh to Seth Poffen- 
berger with about eight min¬ 
utes remaining in the third 
quarter Zbir again booted 
the extra point to conclude 
the scoring for the night 
The Ram offensive effort, 
which yielded only four first 
downs, was hindered by six 

BOONSBORO (40) 
SOUTHERN (0) 

Southern 0 0 0 0 -0 
Boonsboro 12 21 7 0 -40 
First Quarter 
B - Brandon McLean 62 
run (kick failed). 

B - Drew Lowery 67 run 
(pass failed). 

Second Quarter 
B - Lowery 10 pass from 
Korey McCarthy (Lowery run). 

B - Lowery 22 run (run 
failed). 

B - Zach Demers 7 run 
(Shane Zbir kick). 

Third Quarter 
B - Seth Poffenberger 31 
pass from Tyler Walsh (Zbir 
kick). 


tions, three of which were 
recovered by the Warriors, 
who had no fumbles. 
Boonsboro finished with 15 
first downs. 

“Our execution was terri¬ 
ble from the beginning,” 
said Southern coach Steve 
Savage. “Boonsboro was 
well prepared, and earned 
the win They have great 
team speed, and strong 
backs who did a good job of 
breaking tackles, especially 
Brandon McLean.” 

Clayton Anders, head 
coach of the Warriors, said, 
“This was a good team ef¬ 
fort We executed well on 
both offense and defense, 
especially in very poor con¬ 
ditions." 

The Rams will go after 
their first victory of the sea¬ 
son and play their home 
opener this Friday evening 
when they host Hampshire, 
a team that is I -1 and com¬ 
ing off a win over Berkeley 
Springs T hat victory over 
the Indians broke an 11- 
game losing streak that 
started late in the 2006 sea¬ 
son. 

The Trojans are being led 
offensively by junior run¬ 
ning back Blake Saville (5- 
10, 162), senior fullback 
Robbie Skinner (5-7, 190), 
and senior quarterback Mi¬ 
chael Clark (6-0, 165). 

The line on both sides of 
the baii is anchored by sen¬ 
ior guard/tackle Louis Gra- 
nadas (5-11,270). 

The Trojans kept the ball 
on the ground against Berk¬ 
eley Springs, amassing 193 
yards against the Indians, 
who came into the season 
ranked ninth in the West 
Virginia AA standings. 

The kickoff for Friday’s 
game at the Southern High 
athletic field is set for 7 p.m. 


times on the attack and cre¬ 
ated some quality chances 
for themselves during the 
match Our girls found their 
attacking game tonight and 
enjoyed the level of compe 
tition." 

The HusWts crtLbinted 

“10 Years of Girls’ Soccer" 
at the intermission of the 
varsity match by recogniz¬ 
ing many former players 
who were in the crowd 

“It was a great atmos¬ 
phere to play in tonight." 
Graham said “Wc had a 
large fan-base of supporters 
who truly appreciate the 
efforts these athletes con¬ 
tinue to put into the sport as 


Need 

Auto Insurance? 

Call me! 


american 

insurance 

center 


we have entered our 11th 
year These are the type of 
experiences that the girls 
will never forget." 

The junior varsity Hus¬ 
kies cruised to a 6-0 win 
over the SHS jayvees in the 
first match Noitfl^m’s Ha¬ 
ley Margroff scored two 
unassisted goals in the first 
half, each from about 25 
yards out Monica Keller 
added two unassisted goals 
— one in each half — and 
assisted on a Karina Deni- 
ker goal in the first. Tara 
Goff finished the Huskies’ 
scoring with 14 minutes 
remaining by nailing a shot 
from about eight yards out 
Ram keeper Vicki Stevens 
had 12 saves, while Brittany 
Mallow had one for the 


Huskies 

The 2-1 Northern varsity 
will travel to Hampshire 
this Saturday for an 11 a m. 
match, and will host Bishop 
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is coming... 

ARE YOU 
READY? 


install. Replace or Repair Your Garage Door Now! 
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Huskies Dominate Warriors To 
Coast To Shutout Victory, 33-0 


Five different players 
each had a touchdown for 
the Northern High varsity 
football team last Friday 
evening at the Cove, where 
the Huskies rolled to a 33-0 
victory over Williamsport. 
The win evened the Hus¬ 
kies’ record at 1-1. 

Coach Phil Carr's squad 
dominated the Wildcats, 
virtually shutting down the 
visitors’ offensive attack. 
Williamsport managed a 
total of 61 yards of offense, 
and was held to just 27 
yards of rushing on 38 at¬ 
tempts. 

Randy Wiley put the first 
points on the board when 
he ran 14 yards to the end 
zone at the 6:27 mark of the 
first quarter. The pass for 
the two-point conversion 
was incomplete. 

Quarterback Josh Duck¬ 
worth doubled the Huskies’ 
total less than three minutes 
later, scoring on a four-yard 
carry with 3:45 left in the 
first period. The conversion 
run was stopped short, leav¬ 
ing the Huskies with a 12-0 
lead. 

Next it was Zach Fratz’s 
turn, as he broke loose and 
scored on a 33-yard run 
early in the second quarter 
(9:52), and Wiley ran suc¬ 
cessfully for the conversion, 
giving Northern a 20-0 lead. 

There would be no more 
scoring until midway 
through the fourth quarter, 
when Duckworth fired a 33- 
yard TD pass to Kyle Gil¬ 
lum The run for the extra 
two points was no good. 

Tacking on an insurance 
touchdown with just 1:28 to 
play was reserve back Dylan 
Day, who scored via an 
eight-yard run. Duckworth 
booted the extra point. 

Wiley finished with 76 
yards rushing, and Fratz 
recorded 57. Duckworth 
went 5-for-6 in the passing 
game, picking up 57 yards. 
Gillum caught two of those 
aerials for 44 yards and a 
touchdown, and also did an 
outstanding job of punting 
the ball. He averaged 55 
yards on three punts. 

The defensive standout 
for the Huskies was Adam 
Moranduzzo, who recorded 
a dozen tackles. Garrett 
Rayner and Dustin Stough 
each recorded a sack 

“Our defense really set 



W 

N 

1st Downs Rush 

1 

8 

1 st Downs Pass 

1 

1 

1st Downs Pen. 

1 

1 

Total 1st Downs 

3 

10 

Pass. Attempt 

13 

6 

Pass. Complete 

5 

5 

Pass. Intercept 

0 

1 

Yds. Pass 

34 

57 

Rush-Net Yrd : 

38-27 

42-210 

Punts-Avg. 

6-33 

3-55 

Fumbles-Lost 

3-0 

2-2 

Penalty-Yrd. 

6-30 

7-55 

Total Offense 

61 

267 


the tone early,” said Coach 
Carr “We moved some 
kids around after our first 
game (a loss to Smithsburg), 
and we showed tremendous 
improvement.” 

A heavy rainstorm just 
prior to the game made field 
conditions challenging. 

“The conditions favored 
us a little bit since they 
(Williamsport) like to try to 
run outside, while we prefer 
to run straight ahead,” Carr 
said. 

"We were very pleased 
with how we played on 
both sides of the ball,” he 
added. 

According to the coach, 
the Huskies will need a 
similar effort and much 
more this week when they 
entertain undefeated Key¬ 
set, a team that Carr be¬ 
lieves is probably the most 
talented squad in the area. 

- "Without a doubt, they 
will be the fastest team we 
will face this season,” he 
said. “They have a lot of ex¬ 
perience, with everyone in 
the skill positions back this 
year. They are also coming 
off a huge, come-from-be- 
hind, 13-7 win over Fort 
Hill.” 

The Golden Tornados, 
who are currently ranked 
second in West Virginia’s 
AA standings, trailed the 
Sentinels 7-0 going into the 
fourth quarter last Friday, 
but rallied for two touch¬ 
downs in the period to gain 
the win. 

Leading the Keyser of¬ 
fensive attack is senior back 
Jeremy Green (6-1, 190), 
whom Carr describes as 
“the best athlete in the 
area.” 

"He has such tremen¬ 
dous speed and does so 
many things for them, as a 
back, a punt and kick re¬ 
turner, and a receiver," Carr 
said. 

The Tornados use the 


HAVING THEIR WAY with the Williamsport Warri¬ 
ors last Friday evening were the Northern Huskies, 
who dominated the visitors in every phase of the 
game en route to a 33-0 victory. Above, Northern quar¬ 
terback Josh Duckworth hands off to halfback Randy 
Wiley, who would finish the night with a rushing 


w ing-T as a base formation, 
but incorporate a lot of 
variation, such as double 
slots and the shotgun Engi¬ 
neering the unit is senior 
quarterback Preston Hart- 
man (6-3, 1Q5) 

"Hartman is also an ex¬ 
cellent player," Carr said 
"He runs the ball very well, 
and can certainly throw it. 
He led the team in rushing 
against Fort Hill.” 

Another standout is sen¬ 
ior running back Matt Wil- 
mer (5-10, 185). 

"He is comparable to 
Green when it comes to 
speed,” Carr noted. 

Anchoring the Keyser 
line are senior Les Mallow 
(6-3, 285) and junior Aaron 
Westfall (6-3, 310) at the 
tackle positions. 

NORTHERN (33) 
WILLIAMSPORT (0) 

Williams. 0 0 0 
Northern 12 8 0 

First Quarter 
N - Randy Wiley 14 run 
(pass failed), 6:27. 

N - Josh Duckworth 4 
(run failed), 3:45. 

Second Quarter 
N - Zach Fratz 33 
(Wiley run), 9:52. 

Fourth Quarter 
N - Kyle Gillum 33 pass 
from Duckworth (run failed), 
6:19. 

N - Dylan Day 8 run 
(Duckworth kick), 1.28. 


0 - 0 
13-33 


run 


run 
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touchdown and a two-point conversion run. Duck¬ 
worth also ran for a touchdown and passed for an¬ 
other one. Below, Husky Zach Fratz is pictured on his 
way to the end zone early in the second quarter. Pho¬ 
tos by John McEwen. 


“Each of them is equal to 
two of our guys, as far as 
size," said Carr. 

Speed is also the best 
weapon on the defensive 
side of the ball for Keyser, 
which will likely be a 6-2 
formation against the Hus¬ 
kies. 

“It is almost impossible 
to run outside against 
them,” Carr said. “Since we 
are more of an inside team 
anyway, we will do our best 
to run straight at them and 
hope for the best." 

Carr says that the best 
player on the Keyser defen¬ 
sive unit is senior linebacker 
Taige Redman (6-1,215). 

“This guy will probably 

Husky J a wees 
Blank Trojans; 
Record Is 2-0 

The junior varsity foot¬ 
ball team of Northern High 
School upped its record to 
2-0 Monday evening by 
shutting out host Hamp¬ 
shire, 19-0. 

Husky quarterback Pat¬ 
rick Sines ran for one touch¬ 
down and passed for an¬ 
other one. His one-yard TD 
carry capped a drive with 
just 38 seconds left in the 
first half, and Zach Meyers' 
point-after kick gave the 
Huskies a 7-0 halftime ad¬ 
vantage 

Alex Baker made it 13-0 
at the 4:56 mark of the third 
period when he scored on a 
five-yard run The conver¬ 
sion kick failed 

Josh Mason tacked on an 
insurance touchdown for 
the Huskies with 8:40 to 
play in the fourth quarter by 
being on the receiving end 
of a four-yard scoring pass 
from Sines The run for the 
two-point conversion was 
stopped by the Trojan de¬ 
fense 

Mason and Baker led the 
Northern rushing attack, as 
Mason recorded 61 yards 
on |ust eight carries, and 
Baker picked up 57 yards on 
11 carries Cody Rodc- 
heaver had a pair of catches 
for another 82 yards. 

The Husky defensive unit 
was outstanding, holding 
the Trojans to a total of 
only 16 yards in total of¬ 
fense I eading that effort 
were Bobby Hay with nine 
tackles and Meyers with 
seven tackles, including one 
sack 

Loach Scott Jones's 
NHS jayvees will play again 
next Monday at Chestnut 


be the Player of the Year in 
the area,” Carr said, adding 
that the young man has 
been offered a full-ride scho¬ 
larship to Marshall Univer¬ 
sity. 

“We will do everything 
we can to maintain posses¬ 
sion of the ball to keep their 
offense off the field,” Carr 
said, “but it will be a very 
difficult task for us. 

“But, we told our kids 
this week that it is a great 
opportunity to host the best 
team in the area and go all 
out to try to pull off an up¬ 
set," he continued. “We 
have no injuries right now 
and we’ve had very good 
practices this week So we’ll 
see what happens.” 

Friday's kickoff is set for 
7 p.m. 

Southern Jayvees 
Top Moorefield, 
Fall To Allegany 

The junior varsity foot¬ 
ball team of Southern High 
School opened its season 
with a 12-8 victory over 
visiting Moorefield last 
Thursday. 

The celebrating ended 
Monday, however, when 
the Rams were whipped by 
host Allegany, 28-8, at 
Greenway Avenue Stadium 
in Cumberland 

In the win over the Yel¬ 
low jackets, Tyler Gregory 
put the first points on the 
board for Southern via a 10- 
yard touchdown run with 
6:39 remaining in the first 
quarter. The kick for the 
PAT was no good. 

Gregory’s TD was set up 
by a fumble recovery by 
Corey Helbig. 

The score would remain 
6-0 until late in the fourth 
period. A Moorefield pass 
was tipped by Southern’s 
Derek Papa and then inter¬ 
cepted by Bo Vanderbilt, 
giving the Rams possession. 
Kody Sanders capped an 
ensuing short drive with a 
15-yard touchdown run at 


the 2:25 mark The point- 
after attempt was again no 
good, and it appeared that 
the Rams would finish with 
a 12-0 win 

However, Moorefield 
would take away the shut¬ 
out just over 30 seconds 
later with a touchdown 
scored on a six-yard carry 
by Andrew Boswell Dylan 
Flinn ran successfully for 
the two-point conversion 
Zach Knotts excelled out 
of the backfield in the 
Rams’ ground game, while 
Helbig, Sanders, and Tim 
Glotfelty spearheaded 
Southern’s defensive effort. 

In the loss to Allegany 
on Monday, Aaron Leasure 
scored a pair of touchdowns 
for the winners, and Steffen 
Bonnett and Tyler Wolfe 
each scored one 

Information on who 
scored the lone touchdown 
and conversion for the 
Rams was not received. 

The SHS jayvees are not 
scheduled to play again un¬ 
til Oct. 1 at Mountain 
Ridge. 

Moorefield 0 0 0 8 -8 
Southern 6 0 0 6- 12 

First Quarter 

S - Tyler Gregory 10 run 
(kick failed), 6:39. 

Fourth Quarter 
S - Kody Sanders 15 run 
(kick failed), 2:25. 

M - Andrew Boswell 6 run 
(Dylan Flinn run), 1:53. 
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Friday Night 

Italian Special 

A Three Pasta Combo 
served with a side salad, 
garlic toast, 
and a glass of Chianti 

850 Memorial Drive Oakland 
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Snoberger, Sober 
Winners In Annual 
Recovery Race 

Woody Snoberger 
showed up ready to tackle 
the new Recovery Race 
course at the Adventure 
Sports Center International 
(ASCI) in McHenry on Sat¬ 
urday. The former West 
Virginia Wesleyan cross 
country standout finished 
the 3 1-mile course in 18:16, 
over two minutes faster 
than second-place finisher 
Billy Meeks of Keyser. 

After jumping out to a 
quick lead with a fast first 
mile, Snoberger increased 
that margin through the off¬ 
road, wooded section of the 
course 

McHenry resident Jen 
Sober was the third place 
overall competitor and first 
among female runners, as 
she recorded a time of 
21:10. Sober said she liked 
the varied terrain of the 
course, which started and 
finished at 3,100 feet above 
sea level and featured eleva¬ 
tion changes of over 210 
feet Sober admitted to 
"holding back a little” since 
she is training to compete in 
this Sunday’s SavageMan 
Triathlon. 

Recovery Race 

1 William Snoberger 18:16 

2 Billy Meeks 20:43 

3 Jen Sober 21:10 

4 Steve Green 22:08 

5 Sean Sober 22:35 

6 Derek Staggs 22:43 

7 Steve Bell 22:58 

8 Michael Kozier 23:34 

9 J. Michael Kozier 23:35 

10 Matt Stephens 24:05 

11 Mike Bane 24:21 

12 Tom Bulhack 24:40 

13 Bob Stephens 24 45 

14 Cody Morton 27:21 

15 Kellyann Green 27:22 

16 Jenelle Yoder 27:30 

17 Brian Grove 28:08 

18 Kristin McCaskey 28:23 

19 Connie Milligan 29:31 

20 Elizabeth Green 30:03 

21 Megan Rohrbaugh 30:40 

22 Ron Bennett 30:47 

23 Cody Colaw 31:22 

24 Stephan Dollinger 32:08 

25 Chuck Morton 32:12 

26 Terry Stephens 32:35 

27 Chnstie Guthrie 32:51 

28 Barb Surgent 32:57 

29 Bill Pope 33:54 

30 Maryjane Mitchell 34:15 

31 Tom Sheahen 34:49 

32 James Broadwater 40:58 

33 Jo Jo Carr 41:55 

34 Steffan Carr 41 56 


RUNNIN’ RAMS FINISH FIRST, SECOND — The Southern High School cross 
country teams competed in the Frankfort Invitational at Spring Gap, W.Va., Satur¬ 
day. The girls’ squad won the team title in a close race against three other teams, 
while the SHS boys placed second among five squads. Pictured above are the top 
seven runners for the SHS girls. From left are: Krista Hollingsworth, Jennifer Cos- 
ner, Kim Stephens, Lindsey Smith, Felicia Beeman, Katie Gindlesberger, and Ash¬ 
ley Gordon. Southern boys’ team members pictured above, from left, are: Max 
Liller, Seth Lewis, Josh Arnold, Tyler Hensley, Cooper Thomas, Aaron Shotwell, 
Mike Skipper, William Six, Willard Ashby, Mike Upole, Jarad Arnold, and Jordon 
Skipper. The SHS girls also fared well at a multi-team meet in Frostburg this week. 
See story on page A-16. 


Frostburg's Barb Surgent 
won the women's Masters 
title in 32:57, while Steve 
Green won the men's Mas¬ 
ters with a 22:08 time 

In the parent-child com¬ 
bined time category, the 
team of Mike and J. Mi¬ 
chael Kozier led five com¬ 
bos w'lth a combined time of 
47:04. 

Walkers in the two-mile 
event were led by Oakland 
residents Amy and Renny 
Azzi. 

The Recovery Race is 
held each September in con¬ 
junction with National Al¬ 
cohol and Drug Addiction 
Recovery Month to recog¬ 
nize courageous individuals 
who are in recovery from an 
addiction Proceeds from 
the race will benefit the 


Garrett County STEPS 
Committee. 

Major sponsors for the 
race included ASCI, Arch¬ 
ie’s Barbeque, Debbie Beit- 
zel, Deep Creek Pharmacy, 
Garrett County Center for 
Behavioral Health, Get N’ 
Go, and Team One 

NHS Vollsyball 
Squad Whipped 
By Sentinels, 3-0 

Unbeaten Fort Hill (3-0) 
had little trouble disposing 
of the Northern High var¬ 
sity volleyball team Tuesday 
evening on its own court, 
sweeping the Huskies, 25- 
12, 25-12, and 25-0. 

Andrea Armstrong re¬ 
corded a dozen service 
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six points, two assists, and 
two kills 

Northern will play again 
tonight at Mountain Ridge, 
travel to Bishop Walsh next 
Tuesday, and be at Alle¬ 
gany next Wednesday. 

Falcons Hand 
SHS Netters 
First Defeat 

The volleyball team of 
Southern High School sus¬ 
tained its first loss of the 
season Tuesday evening, as 
the Rams were swept by 
host Frankfort, 25-21, 25- 
23, and 25-15. 

Aira Whiteman and 
Mariah Miller paced the 
undefeated Falcons (4-0), as 
Whiteman recorded 11 kills 
and Miller finished with 10 
kills and three blocks. 
Anelle Dayton scored 11 


points with seven aces, Ka¬ 
tie Carder provided 11 digs 
and nine points with two 
aces, Morghan Snyder was 
credited with 27 assists, and 
Saydi Whiteman contrib¬ 
uted seven kills and five 
digs 

Pacing the Rams was 
Shayna Sweitzer with 11 
kills and 11 service points, 
while Alycia Horner pro¬ 
vided seven assists. 

The SHS jayvee squad 
also went down to a 2-0 
defeat in the first match, 25- 
21 and 25-15 Taylor Rice 
led the Falcons (6-1-2) with 
10 assists, five points, and 
four aces. Morgan Greaser 
recorded 12 points with six 
aces. Alyssa Cowgill had 
four points for Southern. 

The Rams will be back 
on the court this evening at 
home against Hampshire, 
will entertain Fort Hill next 
Tuesday, and travel to 


Mountain Ridge next Thursday. 


Benefit Spaghetti 
Dinner for 
David Moon 

Sunday, 

September 28,2008 
11:00 am-? 

Southern Garrett 
Rescue Squad 

Adults: $7 

Children 12 and under: $3.50 
Any questions please contact 
Jane at 301-616-7209 
Amber at 301-616-2955 


points, including eight aces, 
and had eight kills. Tasha 
Dunlap provided 22 assists 
and 11 points with four 
aces, while Lindsey Fisher 
finished with 11 points and 
five assists. Sierra Miller 
contributed 10 points and 
four kills 

Hanna Sines led the Hus¬ 
kies with six points, includ¬ 
ing four aces, and two kills. 
Taylor Maltha provided 18 
digs. 

The Northern jayvee 
squad was also defeated, 25- 
6 and 25-15. 

Samantha Frankenberry 
recorded 11 points for the 
winners, Courtney Koelker 
had nine, and I mily AndA- 
son contributed eight. 

The NHS squad was led 
by Maddy Whittemore with 
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08 Chevrolet impala LS 

NOW *19,417 13 


4 cyl., AT. A/C, AM/FM/C0, 
Anti-Lock Brakes, Red. 
*80607 


3.5 V6, AT, A/C, PW, PL, TIM, 
CR, AM/FM/CD, Root Matt, 
and much more. #80614 


08 Buick Lacrosse CX 

NOW *21,558 79 * 




3.8 V6, AT, A/C, PW, PL, Tilt, CR, 
6pass, seating, and much more. 
#80556 


08 Chevrolet Vz T. Reg. Cab 

Now *18,990“* 


4i4, 4.8 V8, AT. A/C. Chrome 
Wheels, Grille. Locking Rear, 
and much more. *80193 


08 Buick Lucerne CX 

Now *23,901 83 

3.8 V6. AT. A/C, PW, PL, 

Tilt, CR, 6 pees, seating, 
and muck mere. *88338 

08 Chevrolet Egulnox LS 

Now *21,847 33 


AWD, V6, AT, A/C, PW, PI. 
Tilt, CR, Floor Matt, and 
much more. *80383 


08 CMC Vi T. Ext. Cab 

Now *24,750“' 

4x4. 5.3 L. VS. AT. A/C, 
2-71 Pkg., SLE Pkfl., 
P. Seat, Tow Pkg., and 
< much mort. #80634 


08 6MC Yukon XL SLE 

Now *33,652 95 * 

4x4, 5.3 V8, AT, A/C, 9 Pass . 

PW, PL, Tilt, Tow Pkg, and much 
more. #88168 

Save Over $10,000! 


’All prices include all applicable incentive prices Price does not include MVA fees or state sales tax Price does not include $89 DOC fee Prices good 
until 9/30/08 


08 Chevrolet Uplander.Factory Warranty! $14,900 

#776581,6 cyl auto. A/C 7 passenger PW PI. tilt, CR. AMFMCD keyless 
entry, White 19.000 mi 

08 GMC Sierra 3500 Reg Cab 4x4.Only 4.000 Miles! $23,900 

#776491. 6 0 L V8 auto. A/C, W/T, tilt wheel automatic headlamps, 
AM/FM/CD, bugshield vent shades White 

08 Saturn Vue XE AWD . Factory Warranty! $18,900 

#776691.3 5 L V6, auto, A/C. alum wheels PW. PL, tilt, CR Silver Metallic, 
20.000 mi 

08 Subaru Forester Sport X AWD.$17,990 

#776671,2 5 L 4 cyl. auto, A/C. PW, PL. tilt, CR, AM/FM/C0, alum wheels, 
Gray Metallic. 23.000 mi 

08 Pontiac Grand Prli Sedan. Super Sharp! $15,900 

#776651.3 8 L V6 auto. /VC. power seat. PW PL loglights. rear spoiler, 
AM/FM/CD Victory Red 22.000 mi 

08 GMC Acadia SLT AWD . Dual Sky Scape Sunrool! $33,900 

#776631, 3 6 L 6 cyl, auto, leather, power seat, PW, PL, tilt, CR. alum 
wheels rear DVD. center buckets 18.000 mi 

08 Chevrolet Impala LT.Factory Warranty! $15,900 

#776741.3 9 L 6 cyl. auto A/C, PW PL, power seat, keyless entry. Gray 
Metallic, 23.000 mi 

08 Cadillac SRX AWD.Factory Warranty! S28.900 

#776771,3 6 L V6. auto, A/C, PW, PL, power seat, leather, keyless entry, 
only 13,000 mi 

07 Buick Lucerne CXL.™.$19,900 

#776131, 3 8 L V6, auto. A/C. leather seating. Onstar, keyless remote entry, 
power seal, PW PL. hit, CR, 21.000 mi 

07 Nissan Xterra 4x4.$17,490 

#776461,4 0 L 6 cyl., auto /VC, alum wheels root rack PW PL, tilt, 
AM/FM/CD loglights Yellow 29,000 mi 

07 Mitsubishi Endeavor LS AWD .S15.900 

#776451, 3 8 L 6 cyl, auto, AC, PW PL. AM/FM/CD. alum wheels, tilt, root 
rack. Dk Red Metallic 29 000 mi 

07 GMC Yukon Denali.Factory Warranty! S34.900 

#776561 6 2 L V8 auto, leather quad seating 7 passenger tow pkg . 
running boards, alum wheels loglights sunroof Black. 28 000 mi 

07 Toyota RAV 4 Sport AWD.$19,490 

#776681, 4 cyl auto /VC, sunrool PW PL, tilt. CR, root rack alum wheels. 
White 37 000 ml __ 

teamWjne 
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07 Jeep Patriot 4WD.$13,900 

#775951.3.7 L 6 cyl. auto. A/C, leather power windows locks & mirrors, 
root rack. tilt. CR, Khaki Metallic, 32.000 mi 

07 Chevrolet Cobalt Sedan LT.GM Certified! $11,500 

#775981 2.2 L 4 cyl.. auto, A/C. PW, PL, tilt, CR, AMTM/CD. Silver 32,000 
mi. 

06 Chevrolet Silverado 1500 Crew Cab LT 4WD $19,900 

#705321,5 3 L V8. auto, bucket seats w/console. Z-71. loglights alloy 
wheels, tow pkg , PW PL, tilt, CR. 21.000 mi. 

06 GMC Envoy SLE 4WD.Very Clean! $14,900 

#700952.4.2 L 6 cyl, auto /VC, PW, PL. Wt. CR keyless entry, tow pkg 
49 900 mi 

06 Toyota 4 Runner SR5 4W0.$20,500 

4.0 L V6, auto. A/C, PW PL. Wt, CR, alum wheels rool rack, tow pka Black. 
29.000 mi 

05 Buick Rendeivous CXL AWD.Nice! $14,500 

#775921. 3 6 L V6, auto leather seats, power seat, PW. PL, /VC AM/FM/CD, 
59,000 mi 

05 Honda Pilot EX AW0.$14,900 

#776721, 3 5 L 6 cyl auto, /VC power seat, power windows, locks & 
mirrors, Am/FM/CD Wt, CR, Lt Blue Metallic 52,000 mi 

05 Buick LeSabre Custom.$11,500 

#803412. 3 8 L V6. auto. A/C, AM/FM'CD power seat, PW, PL, tilt, CR 
keyless entry, Silver Metallic. 42,000 mi 

05 Chrysler Crosslire.Clean! $13,900 

#776661.3 2 L 6 cyl. 6 spd manual. PW. power door locks, tilt, CR. 18" 

alum wheels. Black, 46 000 ml 

04 Hyundai Santa Fe LX AWD. $10,900 

#802891.6 cyl. auto, A/C. leather, loglights alum wheels PW. PL, tilt CR 
Dk Red 62 000 ml 

04 Chevrolet Silverado 1500 LS Ext. Cab 4x4.$14,900 

#775621.5.3 L V8 auto, A/C. PW PL Wt CR, Nert Bars, tow pkg 2-71 
pkg . loglights bedlmer 55.000 ml 

04 Dodge Dakota Ext. Cab 4x4.$12,500 

#802621. 4 7 L V8, auto. A/C, bedlmei. alum wheels till, SLT trim loglights 
CR. Green, 46.000 mi 

04 Chevrolet Corvette 6 Speed Coupe .Local Trade! $17,900 

#805102. 5.7 L V8 leather PW. PL. Wt. alum wheels Pewter Metallic 
66 000 ml 

_ _Look lor our 

Giant Flag! 

We support out countrs & 
troops with pride and honor. 

meauto.com 

194 • 800-458-6695 

Mon.-Thurs.. 8-7; Fri„ 8-6; Sat., 8-2 
12899 Garrett Highway, Oakland. MD 

Across from Wal-Mart Super Center Minutes from Deep Creek 
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Ticket Price - $ 1 0.00 Donation 
Available at Gregg’e Pharmacy* 
in Oakland and The Chamber off 
Commerce and Visitor’s 
Center in McHenry. ' 

Refreshments Available 








912 Gravelly RGrRoa 
McHenry, MD 


Cornish Manor 

Ksstaumut <£' usuruje 


Best American A 
European Cuisine 


(Washington Post) 

8 SO Memorial Drive Oakland 

SOUMMli 


Proceeds to benefit Cindy’s Fund 301 - 387-4040 


45-127 PRIVATE ACRES 
DOLLY SODS NAT L FOREST 
OWNER FINANCE 

Grant Co, WV-An exceptional buying opportunity within 4 miles of 
15,000 acre Nat'l Forest. 45 to 127 Alpine acres boasting some of the 
“Best Views” in WV. An absolute “Wildlife Hotel” at an absolute 
“Bargain Price” Only $150,000 

WILL SUBMIT ALL OFFERS! 


ATTN HUNTERS 
77 ACRES - WILDLIFE 

Grant Co-Rolling wooded ridgetop setting w/ panoramic views, huge shade 
trees and abundant wildlife. Fronts on State Hwy w/ city water avail. 
Ideal for ATVs & Hiking. EZ Owner Finance, Act Fast! Only $179,000 


90 ACRE MTN PARADISE 
BREATHTAKING VIEWS 

This property is one of the most stunning and breathtaking mtn retreats ever carved 
out of the Allegheny Mtns. Located within 3 miles of Mt Storm Lake and 26 miles 
to Canaan Valley Ski Resort w/ 90 Acs open meadow, balance wooded rugged 
mtnland. Other fine amenities include a 2,000 sq ft. 2 BR, 3 BA frame Lodge 
built in 1972, situated strategically to provide the absolute best scenic vistas. 
Enhanced w/ a solid gravel road system for easy access to a 28”x36' Quonset Hut 
at the bottom. Nat spring water is piped to the House and fed underground for 
ponds, streams or man-made lake. This parcel one of the finest examples of WV's 
“Wild and Wonderful” and unique properties. Priced below Appraised Value. 

Only $398,000 


PRIVATE 40 ACRE FARM 
BEST BUY ON THE MARKET 

Centrally located between Moorefield and Petersburg, WV, this 40 acre 
Farm features a half acre pond, fresh mtn spring water, city water and 5 stall 
bam. The well shaded and updated farmhouse has 3 BR's, Formal Living 
Rm, Modem Kitchen and Maint free Exterior Fenced pastures, mtn views 
and DRASTICALLY REDUCED from $479,000 to $329,000 Call Mike 
or Kenny for complete details. 

WWW. iTi i tvCiiayW GGu^i Gilp iCOin 




00 - 651-5540 




105 ACRE WATERFRONT 
FISH AND WILD GAME RETREAT 

Grant Co-Heartland of WV's Most Spectacular Highlands. Very private 
and secluded mtn forest w easy access and long front on the freshwaters of 
Abrams Creek. Outstanding wildlife and recreation parcel with EZ Owner 
Financing available. Only $336,000 Motivated Seller! Will Subdivide. 


GETS FIRST BUCK WITH BOW - Garrett Hoff¬ 
man, 13, brought down his first buck on Monday with 
a bow. Garrett shot the buck in woods near Rt. 495. It 
was an 8-point and weighed about 160 pounds. The 
young hunter is the son of John and Sara Hoffman, 
Harvey's Peninsula, and is a student at Southern Mid¬ 
dle School. He brought down his first doe last year. 


Frostburg was Josh Arnold, 
who placed 10th (20:16). 
Mike Skipper was ! 5th 
(20:57). 

Winning the boys' race 
was Josh Shuck of Moun 
tain Ridge in 18:18, fol¬ 
lowed by Ian MacFawn of 
Allegany (18:23), and Jack 
Meekins of Fort Hill 
(19:17). 

The SHS girls are hoping 
to improve upon last sea¬ 
son's sixth place in Region 
1A and ninth place in the 
state. 

Senior Krista Hollings¬ 
worth is new to the team, 
but made an immediate 
impact, as she led the team 
at Frostburg on Tuesday. 

The top runners back 
with varsity experience are 
Jennifer Cosner, Lindsey 
Smith, Kim Stephens, and 
Katie Gindlesbcrger 

“We have a lot of experi¬ 
ence back, both on the var¬ 
sity and jayvee squads," 
Coach Cosner said “Our 
top three runners look very 


strong, and our #4 and #5 
runners may prove to be the 
best 4-5 combination we’ve 
had in years.” 

Cosner said that his big¬ 
gest concern early in the 
season would be if any of 
the top runners succumb to 
injury. 

"Our top five or six 
would be very hard to re¬ 
place early, but I think that 
as the season goes on, we 
will have others ready to 
step in if necessary,” he 
said. 

“I think we have an ex¬ 
cellent chance of not only 
making it as a team to the 
state meet, but also of win¬ 
ning it, if we remain healthy 
and continue to improve 
with every meet,” Cosner 
said 

The Rams will be in ac¬ 
tion again this Saturday in 
the Mountaintop Combo. 
They will host their own 
Broadford Invitational next 
Tuesday. 

Ruffed Grouse 


Southern Girls Record Pair Of 
Victories In Multi-Team Meets 


Recording a pair of team 
victories in cross country 
this past week was the 
Southern High School girls' 
squad, coached by Steve 
Cosner, which opened its 
season with a first place in 
the Frankfort Invitational 
on Saturday, and then 
cruised to another win in 
Frostburg on Tuesday. 

The Runnin' Rams fin¬ 
ished with 48 points at 
Frankfort to edge out sec¬ 
ond-place Keyser with 51 
points. Fort Hill was a close 
third with 54 points, and 
Frankfort finished fourth 
with 62. 

In Monday’s quad meet 
in Frostburg, the SHS girls 
recorded a team score of 29 
points to comfortably top 
second place Mountain 
Ridge with 42. Fort Hill had 
57 points for third place, 
and Allegany was fourth, 
with an incomplete score. 

Meanwhile, the SHS 
boys’ team, coached by 
Scott Winters, placed sec¬ 
ond among five teams at 
Frankfort, and fourth in the 
Frostburg event. 

The Keyser boys won the 
Frankfort Invitational with 
a score of 42 The Rams 


were a close second with 49, 
followed by Frankfort with 
52, Fort Hill with 73, and 
Moorefield wath an incom¬ 
plete score. 

At Frostburg, host 
Mountain Ridge won the 
boys’ race, finishing with 35 
points. Allegany w as second 
with 44, followed by Fort 
Hill with 56, and Southern 
had 75. 

Southern girls took the 
eighth through lllh places 
in the Frankfort meet, led 
by Jennifer Cosner (25:04) 
in eighth, and followed by 
Lindsey Smith (25:10), Ka¬ 
tie Gindlesberger (25:26), 
and Ashley Gordon (25:34). 
Southern’s Kim Stephens 
and Felicia Beeman placed 
16th and 17th, respectively. 

Southern Garrett 
Cross Country Schedule 


Date 

Opponent 

Loc. 

9/20 

Mountaintop 

Combo 

A 

9/23 

Broadford 

Invitational 

H 

10/2 

AMAC Meet 

A 

10/7 

Keyser 

A 

10/9 

Tucker 

A 

10/14 

Fort Hill 

A 

10/18 

Pumpkin Run 
Invitational 

H 

10/30 

Regional Meet 

A 

11/8 

States 

A 


Cosner, Smith, and Gin¬ 
dlesbcrger were named to 
the All Invitational Team 
for finishing among the top 
10 . 

The top finisher for the 
Southern boys was Seth 
Lewis, who was fourth 
overall, with a time of 
19:55. Josh Arnold was 
sixth in 19:59, followed by 
Jordan Skipper in 11th 
place (20:47), Cooper Tho¬ 
mas, 13th (20:58); Mike 
Skipper, 14th- (21:08); 
Aaron Shotwell, 18th; and 
Willard Ashby, 25th 

Lewis and Arnold were 
named to the All- 
In vitational Team 

The Southern girls were 
paced by Krista Hollings¬ 
worth in the meet at Frost¬ 
burg, as she finished in the 
runner-up position with a 
time of 23:57. Fort Hill’s 
Amanda Twigg easily won 
the race, recording a time of 
21:09. 

Other top finishers for 
Southern were Smith and 
Cosner in fourth (24:10) and 
fifth (24:20) places, respec¬ 
tively, Gordon in eighth 
place, Beeman in 10th, and 
Stephens in 15th 

Sierra Wassell of Moun¬ 
tain Ridge finished third 
(24:07). 

The best finisher for the 
Southern boys’ team at 
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Join now for 2009 and PLAY the rest of 2008 On usl 

Valid for New Members with Paid Initiation Fee. Call the Golf Shop for more info. 


Twilight SPECIAL 

after 2:00 p.m. 

7 DAYS A WEEK! 

S29 Includes 

Cart, Green Fee & Tax 


sm smil 

^29 for 55 

Sunday-Friday 

ANYTIME! 

18 HOLES 


Make your tee times online at: 

Bradley' Lane. Oakland. Maryland 30 1 -334-3883 

Seme say we have the best greens in the tri-state area We invite you tc be the judge! 


Society To Meet 

The Ruffed Grouse Soci¬ 
ety will hold a "Meet and 
Greet" meeting at the Back¬ 
bone Mountain Sport Shop, 
4768 George Washington 
Highway (U S Rt 50), east 
of Red House, on Tuesday, 
Sept 30, starting at 7 p m 
Light refreshments will be 
served 

According to Rich Skew- 
cris, the purpose of the 
meeting is to revitalize the 
Ruffed Grouse Society 
(RGS) in the Oakland area 

Established in 1961, 
RGS is an international 
wildlife conservation or¬ 
ganization dedicated to pro¬ 
moting conditions suitable 
for ruffed grouse, American 
woodcock, and related wild¬ 
life to sustain the sport 
hunting tradition and out¬ 
door heritage 

According to Skeweris, 
RGS-supported research 
and its many programs and 
projects have been key to 
developing effective meth¬ 
ods of forest wildlife habitat 
improvement and forest 
growth 

For more information, 
persons may telephone 
Skeweris at 301-334-5814 or 
by e mail at skewerisfa - 
pennswoods.net, or contact 
RGS Regional Director 
Dave Hansroth at 412-303- 
1405, or at rgshans/a corn- 
cast net 

More information on the 
RGS, its mission, manage¬ 
ment projects, and member¬ 
ship can be found on the 
web at: www rufTedgrousc- 
society.org 


From Ireland to Appalachia... 

JSidgeview 

Valley 

presents Wolf Creek Session 

in concert 

Saturday, September27,2003 

7:00 p.m. 

Appalachian sounds 
■e:. ; blended with 
traditional Celtic 
styles 
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Professional Climber Eric Horst To 
Speak At ASI Colloquium Next Fri. 


written five books on per¬ 
formance climbing. Learning 
to Climb Indoors (Falcon), 
released in July 2006, and 
his previous book, Training 
for Climbing (Falcon 2002), 
are both best sellers among 
climbing books, according 
to Logsdon Horst released 
a third book, Conditioningfor 
Climbers, this past May. Sev¬ 
eral of his books have for¬ 
eign translations. 

Horst has also written 
more than 35 magazine arti¬ 
cles His writings and pho¬ 
tographs on climbing tech¬ 
niques have appeared in 
several nationally and inter¬ 
nationally recognized pro¬ 
fessional publications, in¬ 
cluding Climbing, Outside, 

~'r, 


Men's Health, Fortune, and 
National Geographic Adven¬ 
ture. 

In addition, the guest 
speaker has made numerous 
television appearances. 

ASI colloquia, which are 
a part of the adventure 
sports degree program of¬ 
fered at Garrett College and 
are always open to the pub¬ 
lic, are offered monthly, 
four times each during the 
fall and spring semesters. 

For more information 
about this month’s collo¬ 
quium or about the adven¬ 
ture sports degree program, 
persons may contact the 
Adventuresports Institute at 
301-387-3330 or adventure- 
sportsfn garrcttcollege edu 


More information can be 
obtained about Hdrst on his 
web site, trainingforclimb- 
ing com 

Boat Ramp To 
Be Closed During 
SavageMan Swim 

The Deep Creek Lake 
State Park boat ramp will be 
closed to use by the public 
on Sunday, Sept. 21, from 7 
until 11 a m during the 
SavageMan Triathlon The 
sports event will begin and 
end at the boat ramp area, 
resulting in delays and con¬ 
gestion from 5 a m until at 
least 5 p.m. on Sunday, a 
spokesperson said. 

The swimming portion of 


the triathlon will begin and 
end on the ramp itself, so 
the boat ramp will be closed 
to all traffic during this por¬ 
tion of the race. Visitors are 
encouraged to avoid any 
use of the ramp on Sunday 
to help minimize congestion 
and to avoid long delays. 

Parking spaces for boat¬ 
ers with handicaps will not 
be available at the ramp on 
Sunday, but arrangements 
for transportation from 
parking spaces within the 
park to the ramp can be 
made prior to the event by 
contacting the park at 301- 
387-5563. 

The SavageMan is part 
of a fundraiser and aware¬ 
ness campaign of the non¬ 
profit Joanna M. Nicolay 


At/ 80TH BIRTHDAY*#- 
CARD SHOWER!*/ 

S0>T 23 BOB RAILEy&rz 

Help us clebrate by sending a card to: 

106IAKE FOREST DRIVE ft |/ 
OAKLAND. MV21550 

Happy Pirthday, from all your family and friends! 


The Adventuresports 
Institute (ASI) of Garrett 
College will hold its Sep¬ 
tember Colloquium on Fri¬ 
day, Sept. 26, on the 
McHenry campus. This 
fyiopfb’s event "ill feature 
professional climber Eric 
Horst (pronounced Hirst), 
who will speak in Room 
224 of the Continuing Edu¬ 
cation building from 7:30 
until 8:30 p.m. 

A reception for the guest 
speaker will be offered at 7 
pm The reception and 
presentation are free and 
open to the public. 

An accomplished climber 
for more than 30 years, 
Horst has ascended cliffs all 
across the United States and 
Europe and has established 
more than 400 first ascents, 
primarily in the Eastern 
U.S., according to Michael 


Logsdon, executive director 
of the Adventuresports In¬ 
stitute 

Horst is widely recog¬ 
nized for his innovative 
training techniques and 
equipment, and he has 
a training products design 
consultant for Nicros Inc. 
since 1994. 

"A student and teacher of 
climbing performance, Eric 
has personally helped train 
hundreds of climbers, and 
his training books and con¬ 
cepts have spread to climb¬ 
ers in more than 50 coun¬ 
tries," Logsdon said. 

The guest speaker has 


NEED A LIM0 
301-501 LIM0 

deepcreckUmes.com/Umo 
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Happy, Happy 
Birthday to you!|\ 

U R now 20 x 2 \ 

Gotcha again! ^ 


Tdahhu SO 'Sirtftdaij! 

Jennette Steyer 

Sunday, S\pt. 2 1 

m 


CA1W SHQWB 


3273 Bethlehem Rd. 
Oakland, MD 21550 


OiJe (ove you very 


we you vtty 

Grandma! 

1 1 Car* 


wturfi Cjranama: Love. 

muui, Cara. Jordan ^Connor 


Congii a l u Pa t f on s 

Sc c yyiaAed/ c d£>eAAMe&/ 

50th Wedding Anniversary! 
Open House Celebration 

Saturday, Sept. 28, 2008, from 1 to 4 p.m. 

Pleasant Valley Community Center 

No gifts please, y our presence is your g ift to us. 

CARD SHOWER! Oakland, MD 21550 * 


LOQOY, LOQOY, 
LOOK WHO'S 


If you see Sweet 
Melissa in the 
Winners Circle 

Wish her a 
Happy 

40th Birthday 4 

September 21 


Melanoma Foundation 
For additional information, 
persons may visit the event 
web site, located at savage- 
mantri.org. 

Oakland Women 
Flay Best Ball 

The Oakland Women's 
Golf Association played a 
two-best ball match for 
weekly play at the Oakland 
course last Thursday. 

Winning first place, with 
a score of 122, was the team 
of Sherry Grant, Gloria 
Broadwater, and Pam Try- 
dahl. Placing second was 
the team of Fran Bell, Pearl 
Daniels, and Julia Hoffman 
with a score of 128. The 
third place team, carding a 


130, consisted of Bobbie 
Seward, Sue Bredel, and 
Jean Thagard 

Open House 

Continued from Page A-1 
lege Students will also tour 
the campus and the resi¬ 
dence halls. 

The college will provide 
lunch in the Laker Cafe, 
located on the Garrett Col¬ 
lege campus 

Pre-registration for open 
house is encouraged. Fur¬ 
ther information and online 
registration are available at 
garrettcollege.edu or by call¬ 
ing the Garrett College Of¬ 
fice of Admissions at 301- 
387-3044 or toll-free 866- 
554-2773. 


Happy' 

B»r+MayJ 

Jcey Spike r 


• 9 ^Hulay Parly ^ 

On Sunday September 21, 2008 

From 300 to 500 pm „ 

9 < 3Taitfi SrangeCicaC ‘dfitee CkuAck * 
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No Gifts Expected • Cards Appreciated 
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5 West 3rd Avenue, Mt. Lake, Park MD 2)550 
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RESTORATION GROUP CONDUCTING QUILT RAFFLE - Oakland area resident 
Wilda Sanders (pictured) recently donated a “Sampler Quilt" to the Mt. Beulah 
Restoration Association. The quilt will now be raffled. Sanders won the quilt in a 
previous raffle that was conducted by a local group of Telephone Pioneers of America. 
The Pioneers had pieced and hand-quilted the creation, which measures 72 inches 
by 90 inches and features a different pattern in each block. Sanders presented the 
quilt to the Mt. Beulah group to help its effort in restoring the 125-year-old Mt. Beulah 
New Germany United Methodist Church, which is located along Twin Churches Road. 
Sanders is the granddaughter of the late James Madison and Nancy Daniels Durst. 
Mr Durst was a Sunday school superintendent at Mt. Beulah for more than 50 years. 
Only 200 raffle tickets are available at $5 each. Tickets may be purchased by calling 
301-746-7222 after 6 p.m., or by visiting the Grantsville office of The Republican, where 
the quilt is displayed. 


Richter Named 

Continued from Page A-l 
enhance and promote the 
quality of life and health in 
the county. 

“Currently, we have a lot 
of work in the months ahead 
to transition my practice 


into the MLMC, while es¬ 
tablishing the staff and sys¬ 
tem to support this growth 
and synthesis of several 
practices into one health 
center, as well as proceed 
with the new physical facil¬ 
ity currently being built,” 
Richter said. "But, I can as- 


J3 U S'J3 J 

/\\ HOMECOMING 

hj, Oak Grove 

JJ Church of the Brethren 

Sunday, Sept. 21 

11 a.m. Dively Family 

Bluegrass Gospel Group 

Lunch will be served at 12 Noon 

Church is located at 
6557 Sang Run Rd., McHenry 

For more information call 301-746-8270- 


sure the community that the 
heart and soul of MLMC is 
firmly in place already, and 
as we evolve into our role of 
expanded service and size 
in the ensuing months we 
will strive to maintain the 
highest levels of skill and 
caring possible to provide a 
coordinated health base or 
home for our patients’ medi¬ 
cal care.” 


EMBER 18. 2008 

Maryland Board Of 
Elections Seeking 
Testing Volunteers 

The Maryland State 
Board of Elections (SBE) 
is recruiting volunteers to 
assist with the parallel test¬ 
ing of the 2008 president¬ 
ial election on Tuesday, Nov. 
4. 

Parallel testing is a meth¬ 
od of testing an electronic 
voting unit by producing 
an independent set of re¬ 
sults that can be compared 
against the results produced 
by the voting unit and is 
cited as a “best practice” by 
election administration and 
computer experts. 

“This kind of testing con¬ 
firms the accuracy of the 
voting unit in recording and 
tabulating votes," said SBE 
communications director 
Mary B. Heath. “Given the 
fact that every voting unit in 
the state uses the exact same 
software, voters in Mary¬ 
land can be confident that 
their votes are accurately 
counted.” 

During parallel testing, 
two individuals read aloud 
the votes cast on a paper bal¬ 
lot. Two people separately 
record the votes cast on pa¬ 
per, and two people cast the 
votes on a touchscreen vot¬ 
ing unit. The teams periodi¬ 
cally check to ensure that the 
two hand-tallies match and 
that the number of ballots 
cast match. 


$mol& e 
free- 


Pridla^, HD 

^ ...." 'S 

1.) $500 Coverall in 55 nos . 

2.) Progressive Bonanza $500 Coverall In 58 nos. 
3.) Mystery number game $358 * attendance 

Refreshments! 

Sponsored by Southern Band Boosters 

COMPUTERIZED BINGO SYSTEM W/VERIFICATION 
_ No one under 18 will be admitted. _, 

Deer Park Vol Fire Dept Fire Hall 


FREEDOM WALK HELD AT YG - Yough Glades 
Elementary School students recently participated in a 
Freedom Walk on their new walking trail to commemorate 
the 7-year anniversary of 9/11. As they walked around 
the new track, students displayed their patriotism by 
carrying American flags and listening to patriotic music. 
The Freedom Walk was not only intended to pay tribute 
to the 9/11 victims, but to also honor the men and women 
fighting to keep America safe. Above is principal Keith 
Harvey with some of the youngest students participating. 

At the conclusion of par¬ 
allel testing, the two sets of [„ 
hand-tallies are compared to 
the results generated by the 
voting unit. The hand-tallies 
and the voting unit totals 
should match. 

In Maryland, parallel test- 


Below is the new climbing wall, which, along with the 
track and several other pieces of play equipment, has just 
been added to the school’s playground. The playground 
equipment was purchased with the $5,752 the school 
received through the Maryland Recognition Reward Fund 
for an increase in their academic performance on the 
Maryland School Assessment. The school’s PTG (Parent 
Teacher Group) also donated $11,700 to the project as 
well. Harvey and the students thank families and staff for 
providing a fun, safe environment in which to play. 


Corn/shiAlarurr 

Restaurant Jfr Lounge 


Hcmcmbcr... 

Monday Night 




You choose the cut, 

priced By the ounce 
you choose the size! 
810 Memorial Drive Oakland 

301-334-6499 


ing is conducted two times 
for each election. Parallel 
testing is first conducted 
in each county during the 
pre-election public demon¬ 
stration and also on Elec¬ 


tion Day from 7 a m. to 8 be able to read and write 


p.m. 

To become a parallel test¬ 
ing volunteer, citizens must 
be able to commit to a mini¬ 
mum of one four-hour shift, 


English, and be 14 years of 
age or older 

For more information, 
persons may call Heath at 
410-269-2854. 


For short-run color printing 
(under 3,000), you can get 
almost instant turn-around 
with our state-of-the-art 
Xerox DocuColor Digital 
Press. Imagine your color 
project printed, collated, and 
stapled while you wait. We 
can print any size up to 12x18 
and, because this machine 
does everything, your cost is 
amazingly low. 


Offset Color 


We can accommodate larger 
projects (3,000 or more) 
on our Ryobi 4-color offset 
press, which can handle 
sizes up to 14x20. We can 
assure you a timely turn¬ 
around. Plus we offer a 
complete complement of spot 
color and bindery services. 
Call us today! 


Mr 


P.0. Box 326.108 South Second Street Oakland. Maryland 21550 


• printing@therepubhcannews.com 






















































Local C 'enter To 
Observe Adult 
Services Week 

National Adult Services 
Week begins next week, and 
caregivers are reminded that 
the Diakon Adult Day Ser¬ 
vices at Mountain Glade al¬ 
lows older persons or people 
with disabilities to live at 
home or with family mem¬ 
bers during the evening and 
weekends. 

Providing caregivers with 
a respite during the week¬ 
days, the program offers a 
setting in which participants 
benefit from activities and 
amenities. "We’re an af¬ 
fordable alternative to other 
forms of care,” notes Grace 
Bolyard, program director. 
“We offer a safe, secure 


environment with a staff 
that includes two registered 
nurses, a licensed practical 
nurse, and certified nursing 
assistants, all of whom pro¬ 
vide daily care." 

This year marks 25 years 
since President Ronald Re¬ 
gan proclaimed the first 
National Adult Day Care 
Center Week on Sept 27, 
1983 . 

The Mountain Glade 
center offers such services as 
a companionship and activi¬ 
ties, medication assistance, 
bathing and grooming, 
physical communication, 
podiatry services, a range of 
daily activities, a hot meal, 
daily snacks, monitoring of 
medical concerns, planned 
outings, health and nutrition 
education, social services 
consultation, and physical, 


IVu extend u rompussionule helping hand. 


253 Aiken Miller Rd. Accident MD 
www.cherryhillal.com 


301 - 746-8082 


occupational, and speech 
therapies. 

For those who qualify for 
the program, financial as¬ 
sistance is available through 
Medical Assistance, County 
United Way, state Office 
of Health Services grant 
funding, long-term care in¬ 
surance, or Veterans Affairs 
benefits. Transportation is 
provided through Garrett 
Transit Service. 

The center is open Mon¬ 
days through Fridays from 
7:45 a m. to 4 p.m. For addi¬ 
tional information, persons 
may call 301-334-0585. 

Cumberland Man 
Serving Six Months 
For Theft Scheme 

A Cumberland man was 
sentenced in Garrett Coun¬ 
ty District Court proceed¬ 
ings on Aug 25 by visiting 
Judge H. Jack Price Jr. to 
18 months (with 12 sus¬ 
pended) for the charge of 
theft scheme. Michael N. 
Witt, 33, Cumberland, had 
entered a guilty plea to the 
charge This was among a 
number of unrelated cases 
heard late last month. 

Witt was arrested after 
he allegedly wrote a number 
of bad checks totaling more 
than $500 to the Backbone 
Mountain Sports Shop in 


CLASS HOLDS 50-YEAR REUNION - The Northern 
High School class of 1958 held its 50-year reunion at the 
Hen House Restaurant on Aug. 30. The class was the first 
seventh grade class to attend when Northern opened 
its doors for the first time for the school year of 1952 
to 1953. Pictured above, front row, from left, are Dennis 
Margroff, Caroll Kinsinger Smith, Joanne Collier Durst, 
Darlene Schlossnagle Almon, Clara Jane Callis Tinsley, 
Juanita Buckel Stanton, Helen Smearman Hoover, Elsie 
Wright Rabago, and Doris Biddington Sacco. In the 
second row are Judy Friend Robeson, Helen Loechel 


Premier In-Home Care Since 1987 

Tender Loving Home Care 

Dependable and Qualified 

IN HOME ASSISTANCE WITH DAILY ROUTINES 
MEAL PREP - LIGHT HOUSEKEEPING - PERSONAL CARE 
4-24 WUTZS - l to 7 VAtyS A WSS'K 

TENDER LOVING HOME CARE IS YOUR PROVIDER FOR: 

Health Watch m 

PERSONAL MEDICAL RESPONSE SYSTEMS - CALL FOR DETAILS! 


State Licensed 
Bonded & Insured 


Toll Free: 


1-301-678-5080 

1-888-876-4967 


late 2006. In addition to 
the jail time, Judge Price 
ordered the defendant to 
be on supervised probation 
for two years, and to make 
restitution in the amount of 


$1,091 to to Walter Skew- 
eris. 

In a separate case, a 
Grantsville man was not 
prosecuted on sex offense 
and assault charges. John P. 


if 


If UI4t: 


LLULLlU 

ATV Trailers, Utility Trailers el all sixes!! 
HOUSE AM) LIVESTOCK! 

DUMP TRAILERS & ENCLOSED TRAILERS! 

We service what we sell! 

GARRETT AUTOMOTIVE LLC 

301 - 387-6148 
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tion, according to the court 
record. He was also fined 
$142.50 plus court costs. 
Barthlow was stopped on 
June 7 along Audley Riley 
Road 

Russell C. Dillsworth, 35, 
Md., pleaded guilty to DUI. 
The judge sentenced him to 
90 days in jail, which was 
suspended, and 18 months 
of supervised probation. 
He also fined Dillsworth 
$142.50. He was arrested on 
the evening of June 16 in 
Loch Lynn. 

Eric R. Savage, 31, Md., 
entered a guilty plea to the 
charge of DUI. Judge Mal¬ 
loy fined him $142.50 plus 
court costs, and sentenced 
him to six months in jail, 
which he suspended. Savage 
was placed on 18 months 
of supervised probation. 
He was stopped on April 11 
along Hutton Road, accord¬ 
ing to the report. 

Benjamin A. Jenkins, 19, 
Pa., pleaded guilty to DWI, 
and Malloy placed him on 
18 months of supervised 
probation and fined him 
$142.50. He was arrested on 
April 20 along Teets Road, 
according to the report. 

Douglas A. Rodeheaver, 
51, Md., pleaded guilty to 
a count of DUI, and was 
placed on one year of su¬ 
pervised probation and fined 
$142.50 plus court costs. 
He was arrested on June 14 
along Rroadford Road, ac¬ 
cording to the report. 

Raymond R. Spiker Jr., 
36, Md., entered a guilty 
plea to a DWI charge. The 
judge ordered a PBJ, one 
year of supervised proba¬ 
tion, and a fine of $142.50 
plus court costs. Spiker was 
stopped along Weber Road 
on the evening of May 26, 
according to the report. 


Frantz, Sandra Savage Baler, Eva Lou Holliday Harman, 
Iva Kathryn Speicher Dixon, Gloria Miller Hltchins, Carol 
Lowry Jones, Dorothy Schroyer Moses, Dorothy Ringer 
Barnard, Thelma Frazee Emory, and Donna Rae Edwards 
Selby. In the third row are Randall Harman, Morris Resh, 
Edgar Mickey, James Smith, Richard Sisler, Roger Lohr, 
Kenneth Durst, and Darwin Robeson. In the fourth row 
are Ward Humberson, Ray Beitzel, Dick Durst, Joe DeWitt, 
Kenneth Lotz, Troy Wilburn, and Charles Nedrow. Not 
pictured is Gary Deniker, who also attended. There are 
22 deceased class members. 


[Trailers! Trailers! TraiJerslj 
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Thousands oj visitors come to Garrett 
County every year to enjoy the Jive Jun-Jllled 
days oj the Autumn Glory Festival. The 
Republican newspaper publishes a special 
supplement the week be/ore the /estival /tiled 
with in/ormative articles on where to go and what 
to see. 








Oakland Office 
301-334-3963 

advertising@therepublicannews.com 

Grantsville Office 
301-895-5827 

marlar@thereDubllcannews.com 


Welcome the visitors and let them know what 
your business has to offer by placing an 
advertisement in this special supplement, which 
is also hand-delivered to area stores, restaurants, 
and points oj interest during the week oj the 
festival. 


Sheckels Sr., 33, was arrested 
in May following an investi¬ 
gation into a complaint of 
sexual abuse against a child 
in his care. He was charged 
with sex abuse of a minor, 
third and fourth degree sex 
offense, and second degree 
assault. Sheckels was not 
prosecuted on any of the 
charges, according to the 
court report. 

Judge Price heard a case 
on Aug. 12 against Edward 
Scott Moats, 24, Oakland, 
who was accused of taking 
a woman’s car without per¬ 
mission and causing damage 
to it. 

Moats faced charges of 
unauthorized removal of 
property, unlawful taking of 
motor vehicle, and malicious 
destruction of property. The 
judge put all charges on the 
stet docket with the condi¬ 
tions that the defendant have 
no unlawful contact with 
Delena Hardesty and make 
restitution of $500 to her. 

The incident took place 
in January of this year when 
Moats reportedly drove off 
in Hardesty’s 2006 Chevy 
Cobalt and wrecked it, caus¬ 
ing at least $500 damage. 
She had provided a key to 
him to keep in case she ever 
locked her own key in the 
car. She had not given him 
permission to use the car. 

Another case heard on 
Aug 12 involved defendant 
Jay Bittinger, 45, Grants¬ 
ville, who faced the charge 
of malicious destruction of 
property. Bittinger pleaded 
not guilty, and Judge Price 
ordered probation before 
judgment (PBJ) upon the 
condition that the defendant 
make restitution to Kristina 
L. Snyder in the amount of 
$400, as well as one year of 
supervised probation. 

According to the court 


record, Bittinger evicted 
Snyder from a trailer he was 
renting to her on May 1, but 
then threw her belongings 
out of the residence on May 
22. The belongings, includ¬ 
ing a crib, toys, a bed and 
bed frame, and other house¬ 
hold items were damaged in 
the process. 

DUI/DWI 

Several cases involv¬ 
ing driving while impaired 
(DWI) and/or driving under 
the influence of drugs and/ 
or alcohol (DUI) were heard 
in district court on Sept. 3. 

Terry L. Barthlow, 45, 
Md., pleaded guilty to the 
charge of DUI, and the ver¬ 
dict was the same. Visiting 
Judge Edward Malloy Jr. 
sentenced him to six months 
in jail, suspended, and 18 
months of supervised proba- 


NEED A LIM0 
301 501-LIMO 


derpcrccktimes.com/limo 


Deer Park Auto 

424 Edgewood Drive, Deer Park, MD 21550 

301 - 334-9321 

WE NOW DO 

MARYLAND INSPECTIONS 

Complete Mechanical Repair & 
Body Repair Service 
Foreign & Domestic Vehicles 

• Maryland State Inspections 

• Major & Minor Mechanical Repairs 

• Tune-Ups & Brake lobs 

• Routine Maintenance 

• Computerized Diagnostics 

• Air Conditioning Service OPEN 

• Custom Painting Monday-Friday 

• Touch Ups 8:00 aru - 4:30 pni 

• Complete Body Repair Closed Weekends 

We Accept Used Car Warranties & Insurance Claims 


Making Your Business Our Business 

For 58 years, we have been serving the 
community with quality services and 
excellence. 

Whether you need a home, auto, or 
personal loan, we are here for you. 

Our friendly, helpful staff has one goal in 
mind: to give our customers the best 
service possible. 


•Home/Business/Auto/ATV/Boat/Personal Loans 
•Four convenient locations & ATMs to serve you 
•Free Online Banking 

Customers must hr members of WEPCO Federal Credit Union 


MAIN 

OFFICE 


204 North Branch Ave ’PO Box 157-Bloomington, MD 21523 
301 359 3081 • 800 292 8139• Fax 301 359 3683 


Mr £ OAKLAND 12826 Garratt Highway • PO Box 614* Oakland. MD 21550 

V WCPCO ° mCE 301.334 1431 •877.334.1431 "Fax 301 334.1544 

U S Rout* 220 South • PO Box 818 • Keyset WV 26726 
www wepcofeu com OFFICE 304 788 S305 • 866 788 S30S • Fax 304 788 S398 
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Notes From Bittinger 

by Joan Glotfelty Sussman 




Which candidate is talk¬ 
ing about health care? Just 
how bad the problem is is 
illustrated by my situation 
Although l have Medicare 
and supplemental insurance 
for my ankle surgery, 1 just 
received a bill for almost a 
thousand dollars. 1 thought 
J was pretty much covered 
before I made the decision 
to do the surgery, or I 
would not have gone 
through with it. People 
without any kind of insur¬ 
ance had better think twice 
about whom to vote for. 

I had to get this column 
done early, as my mother 
Ruth will have eye surgery 
this Tuesday in Morgan¬ 
town and needed to get this 
typed before having it done. 
According to Mike Voelkel, 
it was like a miracle when 
he had it done She has to 
go to Morgantown, as there 
are no openings at Garrett 
Memorial to have it done 
before November. 

The Beitzel family 
lucky after a very wet 
day, as Saturday’s weather 
was perfect for the wedding, 
except it was a little muddy 
in places. About 300 guests 
enjoyed the outdoor cere¬ 
mony at their future home 
at a farm in the McHenry 
area According to the 
bride’s grandmother, 
Naomi Beitzel, it was a 
beautiful wedding. Naomi 
and Denver enjoyed some 
time with their son Terry 
and his bride, but they had 
4o head back to Virginia, so 
Terry could resume his 
teaching duties at James 
Madison University in Har¬ 
risburg 

Another James Madison 
faculty member. Dr Craig 
Abrahamson, who was a 
professor at Garrett College 
when I was teaching there, 
regularly comes to Oakland 
every other week to see his 
therapy clients. Since 1 felt 
extremely depressed last 
week, I called him in Vir¬ 
ginia He did fit me in on a 
Sunday afternoon 1 like to 
talk to Craig because there 
is no one who better under¬ 
stands my situation and 
feelings He understands 
that my depression is a very 
realistic reaction to my 
situation. It is good to talk 
to someone who really un¬ 
derstands, unlike a friend 
who told me to "snap out of 
it.” I don’t think she really 
knows how powerful and 
dark severe depression is. 

But I do count my bless¬ 
ings! I have a roof over my 
head, enough to eat, three 
wonderful daughters, and I 
am living in a beautiful, safe 
place. 

As pointed out to me by 
my former physical thera¬ 
pist, Marina Getz, a native 
of South Africa, a woman 
in many parts of the world, 
especially in Africa, has to 
risk her life just going out to 
find food for her children or 
even firewood. She admits 
that my life is difficult, but it 
could be worse I do know 
that, but when I am terribly 
lonely or can’t do some¬ 
thing that used to be very 
easy for me, things look 
pretty dark. I always valued 
my independence, and 
when I became not so inde¬ 
pendent, I learned that there 
are very few people whom 
you can depend on 

This growing season was 
somewhat disrupted, with 
abnormal amounts of rain 
in June, followed by a very 
cool August This mid- 
September Sunday is hot 
enough for the hottest day 
in mid-summer I saw quite 
a few trees along Rock 
Lodge Road that are al¬ 
ready starting to turn colors 
My green tomatoes are fi¬ 
nally turning red 1 was 
afraid they might not make 
it before a frost Today it in 
the high 80s, and frost 
seems very far away, but 
you never know in Garrett 
County 

Rodney and Marci Glot¬ 
felty made a weekend trip to 
the Metro area to attend a 
performance of their son’s 
band in Towson and to visit 
with their son and daughter 
in College Park I miss my 
Glotfelty and Bass nephews 
so much, almost as much as 
I miss my girls, because 
they were always willing to 
lend a hand to me Matthew 
and Scotty Bass and Darryl, 
Elliot, and Robbie Glotfelt 
are such nice boys 

The only Americans who 
arc happy about the rash of 
hurricanes that pounded our 
southern coastal area are 
the big oilmen because it 
gives them an excuse to 
raise the price of gas again 

The only thing we hear 
from Steve and Eileen 
Schlosnaglc was via an e- 
mail, in which Steve com 
plained about the heat, say¬ 
ing it was too hot to do any¬ 
thing 1 hat is somewhat 
ironic because one of the 


Ity 


biggest reasons for their 
deserting Garrett County 
was to move to Chapel Hill, 
N.C., because it is too cold 
here. It is rare you can have 
it both ways, so enjoy the 
heat now. 

Rarely is it too hot in 
Garrett County, but it is 
often too cold But most of 
the time summer is almost 
perfect here — warm in the 
daytime, but rarely too hot, 
with cool evenings and 
nights. But today., Sunday, 
is pretty hot for the task of 
getting firewood in for the 
Voelkel family, so they 
turned to making salsa and 
canning it. It is that time of 
the year, to put up the sum¬ 
mer gardens’ bounty and 
start to prepare for the long, 
cold winter. 

I was horrified to hear of 
a little known law which 
says a presidential election 
can be called off if the coun¬ 
try is in a "national emer¬ 
gency.” It is true that the 
economy is in somewhat of 
an emergency situation, but 
that means it is even more 
important to have an elec¬ 
tion. Ditto to $5 a gallon 
gas and the war in Iraq 

1 was sorry that I was too 
tired to stay up for the final 
part of Friday evening's 
game between the Pirates 
and the Cardinals, because 
the Pirates pulled off a 12th 
inning. 10-5 victory. The 
baseball season, I am sorry 
to say, is waning 

Instead of watching a 
Pit ales game this evening, ! 
will watch the Steelers' 
game against their archrival 
Cleveland. I like the Steel- 
ers, but not as well as the 
Pirates, or football vs base¬ 
ball. 

The Stanton couple who 
were very seriously injured 
on a motorcycle a few 
weeks ago are home from 
the hospital in Baltimore 
and doing well. 

Leah Stanton Pochet and 
little son Blake keeps 
Cindy’s mind off her loss, 
but they are heading to 
Blacksburg, Va., where 
Leah’s husband Mike will 
meet them for a friend's 
wedding 


Sally and Lenny Pohol- 
sky are spending a week 
with Sally's sister, Mary 
Ellen Presgraves, and fam¬ 
ily at Fenwick Island, Del 

It is a real shame I can't 
drive, because it is so hot an 
ice cream milkshake from 
Brenneman’s Store would 
really hit the spot this eve¬ 
ning. They will close for the 
winter in the not too distant 
future. 

Two recent memorial 
services were, of course, 
very sad and moving The 
first was for my Uncle 
Ralph, and last Friday I 
went to St Matthew’s Epis¬ 
copal Church in Oakland to 
say goodbye to my friend 
Rick McManus. Rick and 
his wife Christina had 
moved away to Maine. I 
certainly missed them, and I 
will miss Ralph and Rick on 
election day in November 
Both were die-hard liberals. 

My Meredith met her 
sister Caitlin at Cooper's 
Rock near Morgantown 
Sunday afternoon She said 
it was very beautiful 

Lesa Whitemore really 
enjoyed visiting with her 
family from Las Vegas Her 
brother Mark was in Bit¬ 
tinger over the Labor Day 
weekend, and her father. 
Bob King, visited with her 
most of the summer 

With 

in full broom 
asters, and a 


KING RECEIVES HUMANITARIAN AWARD - Ed 
King, immediate past president of the Deep Creek 
Lake Lions Club, was recently honored for his hu¬ 
manitarian service through Lionism by being selected 
as a "Melvin Jones fellow." the award is designated as 
Lions International's highest honor and symbolizes 
those attributes to members who are dedicated to the 
humanitarian cause of generosity, compassion, and 
concern for others. King, above left, accepted the 
award from club president Paul Shockey. 


goldenrod glowing 
lc 


wild 
of blue 


chicories along the road¬ 
side, it seems like autumn is 
right around the corner I 
even heard some peepers’ 
songs. They can’t be spring 
peepers, so they must be fall 
peepers, but they both 
sounded the same 

So far tonight the 
Steelers don't inspire me to 
stay up past my bedtime. 
But I did last long enough 
to see a Steeler touchdown 


pass after they intercepted 
the ball. That is about 
enough good football for me 
tonight. Thank goodness I 
lasted almost to halftime 
because Troy Polamalu in¬ 
tercepted a pass to stop a 
late drive by the Browns — a 
perfect note to go to bed on. 

I called my former room¬ 
mate at Oakland Nursing 
and Rehab Center, Evelyn 
Griffith. I was glad to hear 


that she is in her own home 
at Mill Run, but the news is 
not all good because she still 
can’t get around very well. 
She blames it on a steel rod 
in her leg, but her leg was 
broken in so many pieces it 
was necessary She was in 
the center for six months I 
found it almost unbearable 
to be there for almost one 
month. I am now able to get 
around pretty well, even if it 
does cause pain. I am luck¬ 
ier than a lot of people 

The heat of yesterday has 
disappeared today, as it has 
gotten cooler and a little 
damp. 

HazMat Training 
Course Slated 
At Grantsville Ctr. 

Garrett College has 
scheduled a course titled 
"Commercial Driver's Li¬ 
cense (CDL) Hazardous 
Material Endorsement 
Training" to be held on Fri¬ 
day, Oct. 17, from 9 a m. to 
3 p.m. at the Northern Out¬ 
reach Center in Grantsville 

This course provides 
study materials for the CDL 


hazardous materials test. 
Topics will include the ap¬ 
plication process, federal 
and state regulations, load¬ 
ing, unloading and mark¬ 
ing, driver responsibilities, 
driving and parking rules, 
communication rules, and 
emergencies. 

For additional informa¬ 
tion persons may contact 
Terry Beachy, Northern 
Outreach Center coordina¬ 
tor, at 301-895-4700 or 


tbeachyfd garrettcollege edu 
To register for this 
course, one may call the 
college’s Continuing Educa¬ 
tion and Workforce Devel¬ 
opment office at 301-387- 
3069 


Garrelf Mentors 

Inspire liv Example 

301 - 387-5437 


First Time Homebuyer 
Construction-One time close 
Lot Loans-10% down 
Purchase or Refinance 

Call today for a free pre-qualification: 

Shirley Bernard 

FIRST HOME MORTGAGE 

317 East Oak Street 
Oakland, MD 21550 
Phone 301-533-0535 or 
301-707-1215 cell 
sbemard@gofirsthome.com 
www.gofirsthome.com 

Equal Opportunity Lender 


Upacomb Lewn Products 

(304) 735-3017 


SMART CHOICES FOR A SHARP SMILE 


Made in the USA! Support America! 

Get Attached... 

Get It Done !! 


TIPS 

FOR 

TEENS 
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NO 

Mouth jewelry 
Tobacco 

YES 

Healthy snacks 
Mouth guards 
Sealants 
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Make a smart choice today and call our experienced staff for a dental exam. 
GCHD Dental Care Center Dr. Jason Hieronimus 

301-334-7660 or 301-895-3111ext 7660 


FROM A TO Z, 
COMMERCIAL 
OR 

RESIDENTIAL. 

SPRING, SUMMER, 
FALL OR WINTER, 

TO GET IT DONE... 

Get A Ventrac! 
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^United, 

Countr 


HUMBERSON 


No One Knows The Country 
Like We Do. 

Rt. 219 North * Humberson Center, 
McHenry, MD 21541 ^ 

u 301-387-8300 

- 800-457-6777 


Lots & Land 


PH#320 Friend tvi lie 

oust mo $214, too 

• Recently Remodeled Home on 3.33 Acres 

• Hordwood Floors Gromte Counters & More 

• Formette type property with Roil Fenced 
Posture 

• Lorge 30 »40 Born Building & Storoge 
Shed 


% 
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PH #351 McH.nry 
GA6498876 $649,900 
Premier, Brand New Constructed custom 
home 

Beoutiful 3200 sq It insulated log finish 
home 

Views ol Deep Creek Lake and surrounding 
woodlands 

Vacation Rental Potential! A True Must See! 


PH#3B6 Deep Creek Lake 

GA6427534 $575,000 
■ New Construction" post ond beam Grand 
Chalet with 4 BR, 3 5 BA garage 
’ Conveniently located to Deep Creek loke 
ond Wisp Ski and Golf Resort 
' Bonus, 100" home theater Plasmo TV 
integrated phone, wireless Internet security 
system and other odded features, 

"Smart Home Technology 


PH#390 2274 Acres, Oakland, M0 
GA6430247 $09,000 

• Lorge larm that crops ore still formed on & cattle 
still groie 

• tremendous news pond streom ( mu ol woods 
i fields 

• Fatly traversable iicolltnt hunting 

• Definite investment opportunity 
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Phono Horn# #364 • 15 Aero, Deerfield Estates Nice wooded 
building lot, perk approved and ready for you to build your dream home Mobile 
homes are excepted Approx. 15 minutes from Deep Creek Lake & Wisp Resort. 

GA5389205. $24,900 

Phone Home #345 - Oakland, MD - 4 .4 Acres. Nice, easy access building 
lot in ‘The Homestead.* Perfect location for your country home. Perk approved, 

surveyed and ready to build. GA6250930. $54,900 

Phone Home #395 - 1.01 Ac^ Accident, MD. Enjoy this county road 
frontage lot along Bumble Bee Rd. Property is fairly level, primarily wooded ond 
just minutes from the Wisp Ski ond Golf Resort and shores of Deep Creek Loke. No 

HOA. GA6827809. $49,900 

Phene Heme #369 - 25 Acres, New Germany Road. Sanctuary type, 
pristine woodlands. 2S acres bordering Savage River State Forest. Ponoramic 
mountain views, excellent recreational and hunting property, fairly level, easy 

access. GA6453062. $159,900 

Phone Heme #399 -1.04 Acres, McHenry Lot 11 Sunset Ridge, public 
water and sewer available. Located within easy access to all ol the Deep Creek Lake 
area amenities and minutes to Wisp Ski and Golf Resort Start building your dreom, 
year-round or vacotion home lodoy. GA6849820. $92,900 


Visit www.humberson.com 

for additional listings 


Opportunities 


RH#371 Deep (reek lake Area 

GA6761468 $494,900 

' Mountain (hold 
1 Largo Free Flowing Stream 
' Close to Wisp Ski Resort 
' Absolutely Incredible Property! 

JO* 


PH#347 Deep (reek Lake 

GA639285I RIDUCID $649,000 

Great Loke views and Loke access' 

Established vocation rental 

Recently upgraded 3 floors, Grand Chalet 


PH#348 Burlington, WV 
MI6557950 $139,900 
’ Cedar cobin shell ready lor your personol 

touch 

’ 10 private, wooded acres 
' Stream ond beoutiful views 


PH #391 Friendsville, MD 
GA6809303 $114,900 
' 3 bdrm,, 2 bath, open floor plan 
1 Nice yard, Iruit trees, landscoping 
1 Easy occess, private & convenient 


PH#3R7 (ranesville Area 
GAA065085 RIDUCID $49,900 

• Has a full basement well ond septic 

• Stole Forest oreo 

• Level opproi 1 acre lot w/country rood 
Irontoge 


PH#347 hep Creek loke 
GA5493206 iuel teduved! $595,000 

• Lorge level lakefront with boot dock 

• Beoutiful loke new ond ski slope views 

• McHenry oreo ond close to Wisp Ski Resort 

• Established vocotion rentol history 


iid 


PH#321 Deep Creek lake Area 

GA6840439 $179,000 

* Two lull ocres 

* 3 bedroom Ranch home with 24 > 24 

garage 

* Minutes Irom Swallow Foils Stole Pork 


PH #374 McHenry 
GA6164482 $395,000 
' Beautiful lake ond ski slope views 
1 Park like loke front with a boot dock 1 
Minutes tram Wisp Ski Resort, dining 
shopping and oil area activities' 


PH#344 Friendsville, MD 
GA6490788 RIDUCID $129,900 

1 Custom Crofted Stone Country Home 
’ Meticulously momtoined l mony recent upgrades 
1 2 Story detoched goroge 
1 10 minutes from Deep Creek Loke l Wisp Resort 


FEATURING PHONE HOME 

For immediate information on any of 
our listings 24/7, just dial 301-387-3383 
and enter the code next to the listing. 


Phone Home #378 - Accident, Rt. 219. Near 3S acre parcel with approx. 
1400 of rood frontage on State Hwy Rt 219. Commercial, private residential or 
residential subdivision all potential uses for this property. Phone and electric at site. 

public water on opposite side of Rt, 219. GA6764531 . $449,000 

Phene Home #342 • Deep Creek lake Area - Apartment Building 
• Excellent potential income producing property, this lour unit aparlment building 
has 2 one-bedroom opartments and 2 three-bedroom oportments. Located less 
than 1/4 mile from Garrett College and minutes from Deep Creek Loke and Wisp 
Ski Resort, opartments ore rorely ever vocont GA6664711. $235,000 

Phone Home #360 - Incredible commercial treasure awaits! 2 

buildings on level one-ocre commercial zoned parcel. Pole building bos approx 12 
ft. ceilings and 3 overhead doors Block building hos separate boys, office, bath, 
heating system, air lines, commercial wiring ond electric, ond is diverse os to 
its potential use Gate ond fence can remain or owner will remove 

GA6065040. REDUCED $224,900 

Phone Home #349 - Deer Park, MD. 5 unit apartment building 
an 1 acre just minutes from town. Greot investment opportunity, 4 3 
bedroom ond 1 2-bedroom apartments oil currently rented through government 

ossisted housing; solid rentals. GA61942S8. $250,000 

Phone Home #377 - Deep Creek lake - Towering Oaks Marina 
located olong a popular tourist area of Deep Creek Loke. a busy four season resort 
oreo Property includes 179 42 ft. of lokefront. 14 dock slips ond two cottages that 
hove been recently remodeled Beoutiful loke views ond ski slope views, ond just 
minutes from oil oreo attractions ond activities GA6377466 $ 1 ,900,000 

Phan# Hama #326 -" Commercial opportunity awaits. 6 ocres with 
Rt 219 state highwoy Irontoge close to busy exit 14A-B of 1-68 Surveyed, perk 
tested, views, level to moderate sloping terroin Electricity ond public woter 
available GA6552122 . REDUCED $299,000 















































GCCAC Board 
Says Farewell To 
Five Members 

The Garrett County 
Community Action Com¬ 
mittee (GCCAC) board of 
directors recently recog¬ 
nized five members of the 
board at the monthly meet¬ 
ing whose terms will expire 
in October. 

Outgoing board mem¬ 
bers and affiliations are: 
Mayor Jim Browning, Kitz- 
miller; Mary Frantz, 
Friendsville; Roger Kifer, 
Food Resources Board; 
Mayor Asa McCain, Eco¬ 
nomic Development Corpo¬ 
ration; and Kendra Todd, 
Garrett County Health De¬ 
partment. 

"Each of these persons 
has served GCCAC and the 


community in this role for 
the past five years and has 
contributed greatly to Com¬ 
munity Action's efforts to 
improve the quality of life 
for low- to moderate- 
income residents in the 
county," stated Lowell 
Bender, chairman of the 
GCCAC board. "These in¬ 
dividuals served as volun¬ 
teer directors without any 
compensation and assumed 
substantial responsibility for 
governing an important 
community organization " 
According to Duane 
Yoder, GCCAC president, 
letters were mailed last 
week inviting new and ex¬ 
isting organizations and 
communities to name a 
person to represent them 
on the board New groups 
are Grantsville (to replace 
Friendsville) and the Home¬ 
less Roundtable (to replace 




Pharmacy Notes 

GREGG'S Pharmacy 

20 N. Third St., 
kzjh/ Oakland, MD 21550 


301 - 334-2197 


Ernest J. Gregg, Jr., P.D. - Owner 

Computerized RX Service ■ Patient Counseling 
"Your Health Is Our Business" 
Hours: Mon.-Fri. 8:30 a m til 9:00 p m 
Sat. 8:30 a m. til 9:00 p m. ♦ Sun & Holidays 6 p m til 9pm 

Malaria Prevention Important When Traveling 

Malaria is a potentially fatal condition transmitted by 
mosquitoes. Although malaria is rarely found in the United 
States, Americans are susceptible to the condition when 
traveling to areas where malaria is still prevalent. Signs ol this 
condition include recurring attacks of shaking chills, high fever, 
and profuse sweating, accompanied by headache and 
gastrointestinal symptoms. Persons traveling to such malaria- 
endemic locations should be cautious about prevention of 
malaria before departing the United States. 

Medications are available for both the prevention and 
treatment of malaria. Mefloquine, doxycycline and a 
combination of atovaquone and proguanil may be prescribed for 
persons planning to travel to malaria-endemic locations. For 
malaria prevention, medications may be prescribed to be taken 
for up to several weeks priorto departure, during the trip, and for 
up to four weeks after returning from the area. Although these 
types of medications should be avoided in pregnancy, 
chloroquine or mefloquine may be prescribed during the second 
and third trimester if needed Mosquito repellent, protective 
clothing and netting are also recommended when in an area 
where malaria is of concern 


the Food Resources Board) 
Kitzmiller, the Garrett 
County Development Cor¬ 
poration, the Department of 
Social Services, and the 
Garrett County Health De¬ 
partment will retain seats 
on the board. The commu¬ 
nities of Grantsville and 
Kitzmiller will each hold a 
public meeting to select a 
representative. 

Outgoing members were 
thanked by Yoder for their 
years of service and dedica¬ 
tion to their communities. 
"I am looking forward to 
working with the new board 
members," he noted, who 
will be announced at the 
Oct. 16 board meeting All 
board meetings, which usu¬ 
ally fall on the third Thurs¬ 
day of the month, are open 
to the public. 

Welcome Meeting 
To Be Held For 
Scout Executive 

Garrett County Scouts 
will hold a welcome meet¬ 
ing for Potomac Council's 
new Scout executive, Don 
Olsen, on Tuesday, Sept. 
23, at 7 p.m The meeting 
will be held in the library of 
St. Paul's United Methodist 
Church, Oakland All Scout 
leader are invited to attend, 
and Potomac Council af¬ 
fairs will be discussed 

Olsen is a retired Air 
Force master sergeant and 
entered Scouting as a see 
ond career He is a former 
member of the Great Alaska 
Council in Anchorage, 
Alaska, where he served as 
program director. He was 
also a professional Scout in 
Provo, Utah. He and his 
wife Christine have three 
married children, two of 
whom are Eagle Scouts. 

Refreshments will be 
served at the meeting. 
Those seeking further infor¬ 
mation may contact Paul 
Shogren at 301-334-1386 
All in attendance will re¬ 
ceive a topographic map of 
Garrett County, courtesy of 
the Chamber of Commerce 

Subscribe to The Republican 


Don’t Throw Away Tomorrow 
Recycle Today 





Now offering a full range of 
recycling services 

Give us a Call Today ! 
301 - 334-6212 
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Computer giving you a hard time? 
Contact the CHIPS Network today for all 

your commercial computer and website needs. 
Offering services in: 

• Custom Programming and Software 

• System and Network Engineering 

• Website Design, Maintenance and Support 

• Graphic Design 

• Hardware and Software Troubleshooting 

• Site Management and Consulting 


717R7 CarrpH Hiobwav Suifp 900 DaUnnH MD 

5 CJ, I.UU, \-niMOIIU, ITIl. 

(301) 387-5652 • (800) 590-9907 
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Conversational 
Spanish Course 
Slated In G 'ville 


If You are a New Homeowner - Do You Know? 
How to transfer utilities properly? 

Q. I am selling my home and would like to make sure the 
utilities are prorated correctly Whom can l contact ’ 

A. In order to assure that the utilities are transferred 
properly, make sure you call each company in advance to 
notify them of your move date You can ask that they take 
a reading as of that day. Some will allow you to take a 
meter reading for them for final billing purposes It would 
be a good idea for a purchaser to also take a reading at the 
beginning of their possession to see that there is no dis¬ 
crepancy 

in some cases, a purchaser may not need utilities im¬ 
mediately if they don’t have plans to occupy the property 
As the seller, be certain that the utility companies know to 
cut the service provided to you if the purchaser does not 
sign up, to avoid any charges 

How to add air conditioning? 

Q. My home has baseboard heat and 1 would like to add air 
conditioning. Is that possible? 

A. Although your home does not currently have duet 
work, it is possible to add central air conditioning The 
ease of installation and cost will greatly depend on a cou¬ 
ple of things: 

•Is there access to install ductwork in the basement or 
crawl space 1 

•Is it possible to install it in the attic instead 1 

It can be difficult and costly if everything is finished 
and access is limited 

If you are going to the expense of central air and duct¬ 
work, that would be an opportune time to consider central 
heat as well. Consider your cost factor when making this 
decision. Look at your current heating bills for the winter, 
and then what you estimate to save after a new heating 
system would be installed. How long will it take to re¬ 
cover the cost of the system and is it worth the invest¬ 
ment 1 

Last but not least, what is it worth to you for the con 
venience of being comfortable? Most HVAC contractors 
will give estimates for such a project free of charge 
Who has keys to your new home? 

Q We just moved into our new home and are concerned if nr 
received all of the keys to the home. 

A. The best suggestion would be to change the locks or 
have them re-keyed at a hardware store or by a loensmith 
The cost to re-key is minimal and will give you the peace 
of mind you are looking for. 


Garrett College's Con¬ 
tinuing Education and 
Workforce Development 
division has scheduled Con¬ 
versational Spanish I on 
Mondays from 6:30 to 8:30 
p.m beginning on Oct. 13 
at the Northern Outreach 
Center in Grantsville. 

This six-session course 
provides an introduction to 
Spanish pronunciation, ba¬ 
sic vocabulary, common 
phrases, and communica¬ 


tion for simple conversa¬ 
tions. 

Phillip Rimmer of Salis¬ 
bury, Pa, will instruct the 
course He is a native of 
Spain and is presently in¬ 
structing at Saltsbury-Elk 
Lick High Junior/Senior 
School. 

For additional informa¬ 


tion, persons may contact 
Terry Beachy, Northern 
Outreach Center director, at 
301-895-4700 or terry- 
beachy(a garrettcollege edu 
To register for this 
course, one may call the 
Continuing Education and 
Workforce Development 
office at 301-387-3069 


TRACKSIOE C 
CREAMERY < r - 

Hand-dipped & soft serve 

ICE CREAM 

308 S. 2nd St.. Oakland 

OPEN DAILY 





Cimaglia Foot Care 

Dr. Cathy Cimaglia, Podiatrist, is pleasedi to serve the 
Oakland community in all their foot care needs. 

•Heel Pain • Warts 

• Ingrown Toenails • Diabetic Foot Care 

• Nerve Pain • Diabetic Shoes 

69 Wolf Acres Drive. Oakland, Md 
(behind old Treasure: Island) 
301-334-3647 


^RABIES CLINIC SCHEDULE^ 


IMPORTANT: Garrett County experienced eight positive cases of rabies in wildlife 
in 2007 and six cases so far in 2008; five in racoons and one in a skunk. Protect your 
pets and your family from the threat of this disease by bringing your dogs, cats and 
ferrets to the clinic in your area. Cost per animal - $5.00. 

PLEASE NOTE CHANGES INTHE SCHEDULE: 

The first day of the clinic is a Saturday instead of the last day. 


Next Week To Be 
Active Aging Week 

The Garrett County 
Area Agency on Aging and 
the International Council 
on Active Aging announce 
that next week. Sept. 22-28, 
has been proclaimed Active 
Aging Week 

According to an agency 
spokesperson, the purpose 
of Active Aging Week is to 
encourage older adults to 
have a healthy and active 
lifestyle Local senior cen¬ 
ters will hold a number of 
healthy activities for sen¬ 
iors, including yoga, danc¬ 
ing, outdoor walking, stabil¬ 
ity ball exercises, and exer¬ 
cises with various pieces of 
workout equipment 

There will also be a spe¬ 
cial program on nutrition at 
the Mary Browning Senior 
Center on Wednesday, 
Sept. 24, from 10 a m. to 2 
p.m. 

"Active aging means 
staying engaged in living as 
fully as possible,” said Car¬ 
rie Clow, senior center op¬ 
erations director 

Persons may telephone 
Clow at 1-301-334-9431, 
ext. 139, for more informa¬ 
tion about activities at local 
centers. 

Grief Dynamics 
Course Scheduled 
At Grantsville Ctr. 

Garrett College has 
scheduled a course titled 
"The Dynamics of Grief: 
Healing from Life’s Losses" 
for four consecutive Thurs¬ 
days beginning Oct. 9 from 
6 to 9:15 p.m at the North¬ 
ern Outreach Center in 
Grantsville. 

In this course, the stages 
of life and the normal 
phases of grief will be stud¬ 
ied using a Judco-Christian 
approach The obstacles to 
normal grief-work will be 
examined, such as a sud¬ 
den, unexpected loss, the 
impossibility to say "good¬ 
bye," survivor's guilt, and 
divorce. The last class will 
focus on the way to remove 
these obstacles and to find 
healing 

The course will be taught 
by Dr Arline Westmeier, 
born near Meycrsdale, Pa 
In more than 30 years of 
private practice, she has 
counseled over 3,000 people 
from more than 55 different 
cultures and subcultures, 
and lectured throughout 
Latin America, Europe, and 
the United States 

A required reading for 
this course is Westmcicr’s 
book, Healing the Wounded 
Soul, Vol. IV 

Foi aUUitionai informa¬ 
tion, persons may contact 
Terry Beachy, Northern 


Outreach Center director, at 
301-895-4700 or terry.- 
beachyfa garrettcollege.edu 
To register for this 
course, one may call the 
college's Continuing Educa¬ 
tion and Workforce Devel¬ 
opment office al 301-387- 
3069. 


NEED A LIM0 
301-501-LIMO 

deepcreektlmea.com/Umo 


PLACE 

SITE 

DATE 

TIME 

Oakland 

Garrett County Health 
Department 

Saturday 

9/20/08 

10 a.m. Noon 

Grantsville 

Grantsville Elementary 
School 

Monday 

9/22/08 

5-6 p.m. 

Swanton 

Swanton Community 
Building 

Tuesday 

9/23/08 

5-6 p.m. 

Crellin 

Crellin Elementary School 

Wednesday 

9/24/08 

5-6 p.m. 

Friendsville 

Friendsville Elementary 
School 

Thursday 

9/25/08 

5-6 p.m. 

Kitzmiller 

Kitzmiller Community 
Building 

Friday 

9/26/08 

5-6 p.m. 


Only pets under the control of a responsible person may be brought to the clinic. Dogs 
MUST be on a leash. Cats and ferrets MUST be in a cage or tightly Secured box with air 
holes If a cage/carrier is not available, cats MUST be carried in a oilfowcase suitable 
cloth sack. No other animals will be vaccinated. 

DOG AND CAT LICENSES CAN BE OBTAINED AT EACH CLINIC 
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IF YOU THINK A SCHEDULED VISIT IS 
INCONVENIENT. TRY AN UNSCHEDUl FIJ ONF 
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Garrett Automotive Co. 

18582 Garrett Highway 

McHenry 

301-387-6148 


800-LET-NAPA 

ww w \ A l*A AntoG«rp com 

NAPA supports ASE certification of all technicians 
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Republicans, Dems Mum On Slots 


by Hli Segall 

Capital News Service 

Two years ago, at a po¬ 
litical fundraiser, James 
Pelu.ra III launched a verbal 
tirade at a fellow member of 
the state's Republican Party. 

I he reason: She opposed 
Hurts to legalize slots. 

But now, with a similar 
item going before Maryland 
voters th.'s fall. Pelura has 
changed h is tune. 

"All it's going to do is 
give gove rnment control 
over part of the economy," 
he said, in a recent inter¬ 
view. "And it's mucking up 
>ur constitution for some- 
ihing as frivolous as gam¬ 
bling." 

Pelura, chairman of the 
state GOP, is himself a 
gambler, but he rejects the 
current attempt to bring 
slots by rewriting parts of 


the state constitution. How¬ 
ever, he said, it's hard to 
explain this without looking 
like a flip-flopper — a fear 
held by other party mem¬ 
bers. 

Pelura is one of a few 
state GOP leaders to pub¬ 
licly take a stance on the 
Nov. 4 referendum, which 
would authorize up to 
15,000 slot machines at five 
sites throughout Maryland 
Republicans, he said, risk 
"looking like hypocrites" if 
they speak out against it, 
given that most, if not all, 
supported similar efforts by 
former Gov. Robert L. Ehr¬ 
lich Jr., a Republican 

The GOP isn't alone in 
keeping mum. Most De¬ 
mocrats have also been si¬ 
lent, save for Gov. Martin 
O'Malley, the referendum's 
most vocal supporter, and 



Johnson Memorial Company 


Since l‘>05 

Buy Direct from the Manufacturer fk Save 
Largest selection in the area. 

()ur quality and workmanship can't he beat. 
Call for directions 

1 - 800 - 562-1296 

I 20 Salisbury Street Mcversdalc, PA 15552 

- -- - 



SUNDAY BINGO 

Paper Package Deal—Sept 21 

Regular Games Pay $ 50.00 
60 Players - Gaines Pay $60 
70 Players • Games Pay $70 
80 Players • Games Pay $80 
Doors open tt:30 a.m.. Early Bird !2&5 p.m.. Regular Games 1.00 


^fbis Week s Jackpots jk- 

* bonanza £ingo (53 Nos ) $738.00 ^ 

progressive‘game (54 Nos ) $599.00 

Jtyatery JJumber $72.00 - e* 

55 Sfumber ‘game $500.00 


Refreshments «S 
1 f > l.ootl loot! Iidildblr 

PLENTY OF SEATS 

Elks Lodge #2481 too ilk st., Oakland, mi> 

For more information call 301-334-1119 

Xo udmiwion under uge IH Spnnsoml h i H 1*0 f 0J4HI 









Everyday 
Scientist 



EMP THREAT 
By Dr. Thomas P. Sheahen 

Q. I’ve read that an enemy could attack America using 
EMP. What’s that? Would it kill many people? 

A. EMP stands for electromagnetic pulse. Rather than 
directly killing anyone, it destroys electronic equipment, 
and therefore could completely shut off the functioning of 
our entire economy. If that happened, a lot of people 
would die for other reasons, from secondary causes. 

When a nuclear weapon goes off. everyone knows that 
the blast will knock down buildings and kill people. But 
there are other effects as well, not as well-advertised. The 
very first thing that happens is an electromagnetic pulse. 
There are three components to it In about a billionth of a 
second, an electromagnetic wave (energy pulse) travels 
outward from the point of explosion at the speed of light 
Not long thereafter (one millionth of a second), something 
equivalent to a lightning stroke goes off. Almost leisurely 
(still a fraction of a second), a third wave comes along 
These are known as El, E2 and E3. 

When pulse El runs into silicon electronics (even 
though it only lasts about a billionth of a second), the 
huge electric field overwhelms the circuits and damages 
everything, especially the built-in protective devices. Ma¬ 
jor electrical equipment is able to protect itself from light¬ 
ning strikes, so E2 should be no problem — except that E1 
disrupted the protective circuits just a short time ago, al¬ 
lowing E2 to have an effect. The slower wave E3 creates 
large and unexpected surges of current in long-distance 
electrical transmission lines. Those current surges can 
damage things that are connected to such lines, such as 
supply and distribution systems for electricity. 

The sequence of EMP events is that El disrupts the 
protection system that is supposed to handle lightning 
strikes (E2), and with that capability in turn disabled, the 
long-wave pulse (E3) gets through and damages major 
equipment on the national grid system 

EMP was first observed in 1962, when both the Soviet 
Union and America were testing nuclear weapons above 
ground, at a time when silicon-based electronics was 
gradually replacing old vacuum-tube electronics Explo¬ 
sions set off about a million feet up (200 miles) were caus¬ 
ing damage on the ground 1,000 miles away. Even cables 
buried underground were affected. 

Both sides realized the adverse consequences of EMP, 
and that boosted them toward agreeing quickly on a treaty 
to ban above-ground testing. Ever since, the major powers 
have vigorously worked to dissuade other nations from 
testing nuclear devices above ground It was noticed a 
couple decades later that Russian aircraft still contained 
vacuum-tube electronics, a hint that they realized that 
EMP could cripple an aircraft. 

EMP is most “effective'' when the nuclear weapon is 
set off at very high altitude above the opponent's territory. 
At a distance of 100 or 200 miles, damage to buildings 
and people would be slight, but the EMP damage would 
extend over a vast territory. Computer models indicate 
that a nuclear burst hi^h over Cincinnati would affect 
from western Kansas to Maine, from Miami to Winnipeg 
and Quebec. 

Every now and then, there is a major blackout that 
disrupts the lives of millions, and lasts for a day or three. 
Circuit breakers trip, and it takes a while to restore them 
August 2003 in Ohio was the most recent such occur¬ 
rence Imagine a blackout where the entire electrical sys¬ 
tem no longer functions, and resetting circuit breakers 
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203 Main St. 


YVesternport, MD 

Open Mon.. Wed., Fri. 10-8; 
lues & Thurs. 10-5; Sat. 10-4 
Closed Sunday 

301-359-0451 w ww. mderickoutlet.com 


•Sealy • Ashley 
Berkline *FlexsteeI 

• La-Z-Boy 

• BenchcraSt 

• Broyhill 

•Free Delivery 
•12 Months Same As Cash 


All major credit cards accepted 




Edwards 
LSI Construction 


Steve Edwards, Owner 



301 - 616-6465 

Oakland, MD 

New Home Construction 
Remodeling and Additions 
Steel and Shingle Roofs 
Garages and Pole Buildings 
Decks, Drywall and more 


Comptroller Peter Fran- 
chot, one of its most visible 
opponents 

"People have just been 
quiet about it." said Michael 
Cryor, chairman of the state 
Democratic Party "I don't 
think it's so much the issue, 
but people have been so 
focused on the other mat¬ 
ters," such as the presiden¬ 
tial campaign 

Cryor, who said many 
Democrats oppose the item, 
does not expect the party to 
take an official position. 

Paul Herrnson, a politi¬ 
cal science professor at the 
University of Maryland, 
College Park, said it makes 
little sense for legislators, 
Democrat or Republican, to 
voice their opinions on the 
referendum The ballot 
item, he noted, will be voted 
on by the public, not the 
General Assembly. 

"Most of them opposed it 
before, and they don't get 
many benefits opposing it 
now," Herrnson said, of the 
Democrats "Why would 
they butt heads with their 
party leader when they're 
not going to vote on it any¬ 
ways?" 

Although Pelura, a prac¬ 
ticing veterinaran, is head 
of the party, the state GOP 
has not formally taken a 
stance on the issue A deci¬ 
sion may come soon, 
though, as the party's execu¬ 
tive committee will meet 
this Saturday to discuss its 
position on the referendum, 
among other topics 

"The majority of people 
are against it," said commit¬ 
tee member Louis M Pope, 
who opposes the ballot 
item 

Should the party reject it, 
it would have some com¬ 
pany Since January, ac 
cording to a recent poll 
from Gonzales Research & 
Marketing Strategies, state¬ 
wide opposition to the bal¬ 
lot item has climbed 5 per¬ 
centage points, to 43 per- 
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dropped by 5 percentage 
points, to 49 percent 


makes no difference. Further imagine that the blackout 
extends for 1,000 miles in all directions. 

Not only is this a major national emergency, it's one 
that doesn't go away. The entire economy quickly grinds 
to a halt. No telecommunications, no financial transac¬ 
tions, no shipping, no stores, no food for most people. 
Take a guess at the number of people who will die in the 
ensuing chaos. 

During the Cold War, the principle of "mutual assured 
destruction" worked as a deterrent, because all players 
acted rationally. Today there are terrorists out there who 
do not act rationally. The concern is that terrorists might 
get possession of a nuclear weapon, and the rockets need¬ 
ed to boost it to high altitude. If they obtained it from a 
rogue state (North Korea comes to mind), it would be 
difficult to trace the path of origin and punish the right 
people. 

Fortunately, the technology necessary to conduct an 
EMP attack is neither simple nor cheap Setting off a nu¬ 
clear explosion on the ground wouldn't have a wide¬ 
spread effect; and boosting something to a million feet 
altitude requires very sophisticated science We needn’t 
worry about it anytime soon 

Obviously, the first thing to do is thwart such attacks. 
A second strategy is to prevent an EMP from being effec¬ 
tive, by “hardening” the national electrical system The 
technological path to achieve that is by no means clear, 
nor is the probability of success assured Both the Defense 
Department and Homeland Security are paying close at¬ 
tention to both of these issues. 

Dr. Sheahen is a physicist who was educated at MIT. He 
lives at Deep Creek luike and has taught physics at Garrett Col¬ 
lege. Persons wishing to submit questions for this column may e- 
mail them to newsroom a therepuhlicannews.com. 


turkey, dressing, mashed 
potatoes, gravy, green 
beans, cranberry sauce, 
rolls, pumpkin pie, and a 
beverage. Carry-outs will be 
available 

The cost of the meal will 
be $7.50 for adults and $5 
for children. Persons may 
telephone 301-334-3221 to 
order meals and/or obtain 
more information. 

All proceeds from the 
dinner will benefit the 


church's Kidz Factory Chil¬ 
dren’s Ministries and 
LLCOG Women’s Minis¬ 
tries. 



308 S. 2 nd St., Oakland 

OPEN DAILY 



eijyine l. McDonald 

REALTOR* 

Deep Creek Lake Office 
23789 Garrett Hwy., Suite 2 
McHenry, MD 21541 
Office: (301)387-4700 
Mobile: (301) 616-7723 
R»: (301) 387-4772 

E-Mail: cbunc mriuilild " lofiyandlMler com 
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Disability Denials Stink! 

Get the Help You Need! 


Other groups have been 
more vocal than the two 
parties. A pair of activist 
groups — Stop Slots Mary¬ 
land and NOcasiNO Mary¬ 
land — is suing the state to 
disqualify the ballot item, 
while another group, For 
Maryland For Our Future, 
is working to support the 
referendum. 

Pelura, a Davidsonville 
resident, wants his party To 
adopt a position, too, 
whether or not it agrees 
with his own 

"I think Republicans in 
Maryland arc owed some- 
kind of comment by the 
party," he said 

Fredericks To 
Lead Sen'ices At 
Nazarene Church 

Evangelist Dan Frederick 
and family of Grayson, Ky., 
will he speaking and singing 
for the Fall Revival at Oak¬ 
land Church of the Naza¬ 
rene. 

Services will be held this 
Sunday, Sept 21, at 10:50 
a m and 6 p.m, and Sep¬ 
tember 22-26 at 7 p m each 
evening 

The church is located at 
203 S. 8th Street in Oak¬ 
land Pastor Art Evans in¬ 
vites the public to attend 


Church To Sen } e 
Turkey Dinners 
During AC Fest 

The Loch Lynn Church 
of God, located along Gor¬ 
man Road, will serve turkey 
dinners on Saturday, Oct 
11, beginning at 1 p.m., in 
conjunction with the annual 
Autumn Glory Festival. 

The menu will include 


Social Security Disability State and Federal Disability 


Short/Long Term Disability 
(Private and ERISA) 


Long Term Care 
Life Insurance Claims 


The Disability Benefits Law Firm 

llkind l Midi 

866-NEED-LTD or 866.633.3583 

Mfww.disabilitybenefitslawfirm.com 

Oakland 4 Silver Spring Offices 


F arm Credit has great people with i 

service on their mind and a smile | 

on their face. f 

We’ve been providing financing to T 

Oakland farmers and homehiryers 
for more than 90 years. 


F.J. Grady 
k Loan Officer 

L fjgrady@agfirst.com 

Much more than good rates. .. 

We Make Loans For: Call or'stop 

□ Homes & Estates b ? 

□ Farms Sc Farmettes n ^ err 

□ Land & Construction , 

u iptth 

□ Livestock Sc Equipment M vw '. mqa 

□ Barns 8c Facilities financial 

□ Recreation Properties needs. 

❖Farm Credit 
Country Mortgages*’ 

' 301-334-85421800-296-8554 
www.farmcrcditofvirginias.com 

Q 



Goodwill 

Retirement Community 


Independent Living Cottage 



Hovisg 


Friday, September 26 
2:00 pm - 6:00 pm 


1 mile north of Grantsville 


Saturday, September 27 
10:00 am - 2:00 pm 

263 Killdeer Lane 
Grantsville, MD 



The Goodwill Retirement Community Village offers opportunities for an 
active lifestyle without the responsibilities of home maintenance. 
Come learn of the benefits of a 


Continuing Care Retirement Community. 
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Getting closer to one of Kyra’s co-stars 


By Jay Bobbin 

© Zap2it 


Q: I really enjoy watch¬ 
ing “The Closer,” and the 
highlight of the show for me 
is G.W. Bailey, who plays 
Provenza. Was he in the “Po¬ 
lice Academy” series, and can 
you tell me a little bit about 
hint? -Audrey Keith, Dallas 
A The Port Arthur. Texas, na¬ 
tive was Capt. Harris in the "Po¬ 
lice Academy" movies - and for 
many people, that was his put- 
the-name-to-the-face role well 
before his current work opposite 
Kyra Sedgwick on TNT. though 
he'd also appeared in many 
episodes of "M*A*S*H" (as 
Sgl Riz/.o) and "St. Elsewhere ” 
Before settling in California in 
the mid-1970s, Bailey worked 
with various theater companies; 
his many other television credits 
have ranged from "Happy Days" 
and "Soap" to “Murder, She 
Wrote" and "Nip/Tuck." 

Bailey made many other 
1980s movies, too; among them 
were "Runaway,” "Mannequin,” 
“Short Circuit," "Rustler's Rhap¬ 
sody" and "Burglar." Among 
other interesting aspects of his 
life: He was a high-school class¬ 
mate of rock icon Janis Joplin; 
he has been an executive director 
of the Sunshine Kids Founda¬ 
tion. w hich serves young cancer 
patients; he returned to college 
in the mid-1990s to obtain his 
bachelor Of fine arts degree in 
theater; and he is in the West 
Texas Hall of Fame 
Q: Is l.inda Hamilton of 
"Beauty and the Beast” doing 
any thing these days? Is she 
married? -Joann Campbell. 
Richmond. Ohio 
A’ The actress still makes 
the occasional professional ap¬ 
pearance, in series such as “Ac¬ 
cording to Jim" and TV movies 
including “Home by Christmas,” 
but she's arguably been most 
notable in recent times for going 
public with her bipolar condi- 



G.W. Bailey 

tion. Divorced from actor Bruce 
Abbott and from director James 
Cameron - who guided her 
through the first two 'Termina¬ 
tor" movies - she is not married 
presently. 

Q: The actor who plays Van 
on “Reba" reminds me so 
much of Jim Carrey, are the 
two of them related in any 
way? -Cathi Patterson, Hart- 
land, Wis. 

A: We can see how that 
thought would cross your mind, 
but there's no evidence of any 
connection between them ... not 
even of Carrey taking classes 
from Steve Howey’s (alias Van) 
father, an acting coach. Howey 
has a big movie coming just 
after the first of the year: “Bride 
Wars” with Kate Hudson and 
Anne Hathaway. 

Q: I recently saw a film star¬ 
ring Gene Hackman, James 
Cobum and Candice Bergen, 
about people riding horses to 
the end of a train line for a 
reward. I can't locate this film 
on DVD. Can you help? -Juan¬ 
ita Hayes, Galloway, Ohio 

A: It’s writer-director Richard 
Brooks' 1975 Western “Bite the 
Bullet," and it's available from 
Sony Pictures Home Entertain¬ 
ment. Type the title and “DVD" 
into an Internet search engine, 
and you should find copies avail¬ 
able for purchase. 


Send questions of general interest 
via e-mail to tvpipelineC'ririhune. 
com. Writers must include their 
names, cities and states. Personal 
replies cannot he sent. 



DAYTIME 


MORNING 

7:00 Q 2 I I 5,The Early Show 
0(4)Good Morning America 
Cl 6 O 25 CBI tl IB 12 Today 
Ci 22,Madeline (Mon-Wed) 
Horseland (Thu-Fri) 

C9 53iPald Program (Mon-Thu) 
Movie Reviews & Previews (Fri) 
QJdJIWordWorld 
C) 36 Martha Speaks 
S3 Changing Your World 
S3 The Balancing Act (Mon- 
Thu) Balancing Act (Fri) 

SO Liberty’s Kids 

ffl SportsCenter (Tue-Fri) 

ffl The FSN Final Score 

ffl The Fairly OddParents 

ED Movie (Mon) "The Long Kiss 

Goodnight" 

ffl Paid Program (Mon-Tue. 
Thu-Fri) Celebrity Ab Secrets 
(Wed) 

ffl The Wiggles 
ffl Third Watch 

ffl Saved by the Bell (Mon-Thu) 

Saved by the Bell. The College 

Years (Fri) 

ffl Sister, Sister 

ffl Ben 10 

ffl Paid Program (Mon-Wed, Fri) 
magicJack.com (Thu) 
ffl Paid Program (Mon. Wed- 
Thu) Celebrity Ab Secrets (Tue. 
Fri) 

ffl Angel 

ffl Malcolm in the Middle 
ffl Paid Program (Mon. Wed-Fri) 

Make Money on eBay (Tue) 

S3 Monster Jam 
ffl Engel s Outdoor Experience 
(Mom We Live Outdoors (Tue) 
Ultimate Hunting (Wed) Bass 
Pro Shop's King of Bucks (Thu) 
Fly Fishing the World (Fri) 
ffl M'A’S'H 

ffl ffl Paid Program (Mon-Wed, 
Fri) Celebrity Ab Secrets (Thu) 
ffl HI-5 

ffl Paid Program 
7:15 ED Movie (Wed) “Enemy 
Mine" 

7:25 ffl This is Emily Yeung 
7:30 022© ffl ffl ffl Paid 
Program 

©(53JTrollz (Mon-Wed) Sabri¬ 
na's Secret Life (Thu-Fri) 

©CB (Martha Speaks 

DJfMiCurlous George 

ffl Believer's Voice of Victory 

ffl Get Married 

ffl Hands on Hiatory 

ffl SportsCenter (Mon) 

QD The FSN Final Score 
ffl The Fairly OddParents 
ffl Movie (Thu) "M'A’S'H" 
ffl Life Today With James Ro¬ 
bison 

ffl Higglytown Heroes 
QD Saved by the Bell (Mon-Thu) 
Saved by the Bell The College 
Years (Fri) 
ffl Sister. Sister 
QD Johnny Test 
£B maglcJack.com (Mon. Wed, 
Fri) Paid Program (Tue, Thu) 

CD Paid Program (Mon-Wed. Fri) 
Look Thinner Inatantly (Thu) 

QD Malcolm in the Middle 
ED Wild Game Nation (Mon) 

The Hunter s Journal (Tue) The 
Next Generation (Wed) Roger 
Raglin Outdoors (Thu) Trout 
Unlimited On the Rise (Fri) 
ffl M*A*S*H 
0D Wilbur 
7:58 ffl Monk 

8:00 H 22 CD Paid Program 
©(53)Paid Program (Mon-Thu) 
RE/MAX Select Realty Home 
Show (Fri) 

(fj: IJiCurlous George 
HFMiSId the Science Kid 
ffl The Beverly Hillbillies 
ffl Desperate Housewives 
ffl Mega Movers (Mon) Clash 
of the Cavemen (Tue) Little Ice 
Age Big Chill (Wed) Shock- 
wave ( mu) The St. Valentine's 
Day Massacre (Fri) 
ffl SportaCenter (Tue-Fri) 

QJ The FSN Final Score 

ffl SpongeBob SquarePants 

ffl Movie (Tue) "Hatorll" 

ffl Joyce Meyer 

ffl Little Elneteins 

QJ Crosalng Jordan 

QD Saved by the Bell (Mon-Thu) 

Saved by the Bell The College 

Ynars (Fri) 

ffl Sabrina, the Teenage Witch 
QD Skunk Ful 



CB Dark Angel (Mon) Wolf Lake 
(Tue) Level 9 (Wed) Tales From 
the Darkside (Thu) Stargate 
SG-1 (Fri) 

CD Paid Program (Mon-Wed, Fri) 
Celebrity Ab Secrets (Thu) 

CB Charmed 

CD The Bernie Mac Show 
CB NASCAR Victory Lane (Mon) 
This Week in NASCAR (Tue) 
Unique Whips (Wed) American 
Thunder (Thu) Pinks — All Out 
(Fri) 

ffl Outdoor America (Mon) Jim 
Shockey’s Hunting Adventure 
(Tue) Step Outside (Wed) Big 
Game Profiles (Thu) The Catch: 
Costa Rica (Fri) 
ffl Night Court 

ffl Is Colon Detox Hype? (Mon) 
Paid Program (Tue-Fri) 
ffl Movie (Mon) "Wagons 
East!" (Tue) "The Last Shot" 
(Wed) “My Stepmother Is an 
Alien" (Thu) "Things Are Tough 
All Over" (Fri) "Overnight De¬ 
livery” 

ffl Blgfoot Presents: Meteor 
and the Mighty Monster Trucks 
ffl The Waltons 
8:25 QD Lou and Lou: Safety 
Patrol 

8:30 0(22)03 ffl CD CB Paid 
Program 

CJl53)This la Your Day 
©(B)Sld the Science Kid 
(BiM)Super Why! 
ffl The Beverly Hillbillies 
ffl Dora the Explorer 
ED Movie (Fri) "Patriot Games" 
ffl Mickey Mouse Clubhouse 
ffl Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fri) 

ffl Sabrina, the Teenage Witch 

03 Robot Boy 

CB Tales From the Darkside 

(Thu) 

CB The Bernie Mac Show 
CB American Thunder (Thu) 
ffl Ultimate Outdoors (Mon) 
Game Trails (Tue Inside USA 
Shooting (Wed) Track and Trail 
Adventures (Thui Outfitter 
Journal (Fri) 
ffl Cheers 

ffl Paid Program (Mon-Thu) De¬ 
signing Spaces (Fri) 
ffl The Magic School Bus 
8:55 ffl Happy Monster Band 
8:58 ffl Walker. Texas Ranger 
9:00 O 2 Pittsburgh Today Live 
Cl < O 5 Live With Regis and 
Kelly 

0(1)01 tl0(12 Today 
0(22)03 Paid Program 
©i53)LHe Today With James 
Robison 

©fttjSuper Why! 

QDi MiBob the Vld Tech: The 
Mystery (Mon) Clifford the Big 

Red Dog (Tue-Fri) 

ffl Bewitched 

ffl The Golden Girts (Mon-Thu) 

How to Look Good Naked (Fri) 

ffl Mega Movers (Mon) Shock- 

wave (Thu) 

ffl SportsCenter 

ffl Newsroom 

ffl Backyardlgans 

ffl How It's Made 

ffl Handy Manny 

ffl The Sopranos 

ffl The Fresh Prince of Bel-Air 

ffl Step by Step 

CB Baby Looney Tunes 

CB America's Newsroom 

CB Dark Angel (Mon) Wolf Lake 

(Tue) Level 9 Wed: tales From 

the Darkside (Thu) Stargate 

SG-1 (Fri) 

CD CSI: NY 

CB Charmed 

CB Spin City 

CB Dogs With Jobs 

03 MSNBC News Live 

QD Wind Tunnel With Dave De 

Spain (Mon) Big Shots: Titans 

at the Tee (Tuei Livin' the Low 

Life (Wed) Pinks (Thu) Wrecked 

(Fri) 

ffl Outfitters Almanac (Mon) 
Roger Raglin Outdoors (Tue) 
Journal of the American Trophy 
Hunter (Wed) Huntin' the World: 
Southern Style (Thu) Hunting 
the Country (Fri) 
ffl Sanford and Son 
ffl Paid Program (Mon-Tue. 
Thu-Fri) Is Colon Detox Hype? 
(Wed) 

ffl A Baby Story 
ffl The Waltons 
9 30 OttiPald Program 
D) HIGeorge Lopei 
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ID 36 Sesame Street 

ffl I Dream of Jeannie 

ffl The Golden Girls (Mon-Thu) 

ffl Paid Program (Mon-Tue, 

Thu-Fri) Hair Club for Men and 

Women - Free Microscopic Hair 

and Scalp Analysis (Wed) 

ffl Go, Diego, Go! 

ffl Movie (Mon) “Iron Eagle" 

ffl How It's Made 

ffl My Friends Tigger & Pooh 

ffl The Fresh Prince of Bel-Air 

ffl Living the Life 

CB A Pup Named Scooby-Doo 

CB Tales From the Darkside 

(Thu) 

CB Spin City 
CB Dogs With Jobs 
CB SuperCars Exposed (Wed) 
Pinks — All Outtakes (Thu) For¬ 
mula One Racing (Fri) 

EB Houses For $300 (Mon) Paid 
Program (Tue-Fri) 
ffl Sanford and Son 
ffl Paid Program (Mon, Wed, 

Fri) Is Colon Detox Hype? (Tue, 
Thu) 

ffl A Baby Story 

9:45 ffl Movie (Wed) "Planet of 

the Apes” 

9:58 ffl Walker, Texas Ranger 

(Mon-Wed) 

ffl Movie (Thu) "Jason X" (Fri) 
"Shadow Man" 

10:00 0(2JGuiding Light 
Ol4)Rachael Ray 
OtSJThe Martha Stewart Show 
OtULIve With Regis and Kelly 
Ol22jJudge Hatchett 
©f53)The Morning Show With 
Mike & Juliet 

(D(tl)The Ellen DeGeneres 
Show 

©ittJToday 

ffl t3,Sesame Street 

ffl Matlock 

ffl Frasier 

ffl Mega Movers (Mon) His¬ 
tory’s Mysteries (Tue) The Uni¬ 
verse i Wed) Shockwave (Thu) 
Man, Moment, Machine (Fri) 
ffl ESPN First Take 
ffl SportsCenter 
ffl Paid Program 
ffl The Wonder Pets! 
ffl Movie (Thu) "The Karate 
Kid" 

ffl Cash Cab 
ffl Imagination Movers 
ffl American Justice 
ffl MovleJMon) "Man of the 
House i uej Jungle i Jungle 
(Wed) "King’s Ransom" (Thu) 
Something to Talk About ” (Fri) 
“A Walk to Remember" 
ffl The 700 Club 
CB Movie (Mon) "The Land 
Before Time: The Big Freeze" 
(Wed) "Balto II: Wolf Quest 
(Thu) “Tom and Jerry: Shiver 
Me Whiskers" (Fri) "Scooby- 
Doo Meets the Boo Brothers" 
CB Foster's Home for Imagi¬ 
nary Friends (Tue) 

CB Dark Angel (Mon) Wolf Lake 
(Tue) Level 9 (Wed) Tales From 
the Darkside (Thu) Stargate 
SG-1 (Fri) 

CD CSI: NY 
CB ER 

CB Movie (Mon) "Grandma's 
Boy" (Tue) "The Edge" (Wed) 
"Elektra" (Thu) "A Walk on 
the Moon' (Fri) "Kiss of the 
Dragon" 

CB Snakebite! (Mon) True 
Story of J. Edgar Hoover (Tue) 
Explorer (Wed) Inside the U.S. 
Secret Service (Thu) Be the 
Creature (Fri) 

CB MSNBC News Live 
CB Pinks — All Out (Mon) 
Barrett-Jackson 2008: The Auc¬ 
tions (Tue) Super Bikes! (Wed) 
Wrecked (Thu) 

HI Archer's Choice (Mon) Hunt¬ 
er's Specialties (Tuei Paid Pro¬ 
gram (Wed) American Gun Dog 
(Thu) Western Extreme (Fri) 
ffl The Jeffersons 
ffl Kate & Allie 
ffl The Daily Show With Jon 
Stewart (Mon-Tue, Thu-Fri) 
ffl Bringing Home Baby 
ffl Little House on the Prairie 

10:30 0(22lJudge Hatchett 
(Di 38 (Dragon Tales 
ffl Frasier 

03 Paid Program (Mon-Wed, Fri) 

Hair Club for Men and Women 
- Free Microscopic Hair and 
Scalp Analysis (Thu) 
ffl Dora the Explorer 
ffl Cash Cab: After Dark 
ffl Movie (Mon) "Piglet's Big 
Movie" 

ffl Charlie & Lola (Tue-Fri) 

CB Tales From the Darkside 

(Thu) 

CB Super Bikes! (Wed) 

Wrecked (Thu) 

ED Paid Program (Mon, Wed-Fri) 

Houses For $300 (Tue) 

ffl Good Times 

ffl Kate 8 Aide 

ffl The Colbert Repoii (Mon- 

Tue, Thu-Fri) The Daily Show 

With Jon Stewart (Wed) 

ffl Bringing Home Baby 

10:58 ffl Wings (Mon) 
ffl Movie (Tue) "Meet Joe 
Black" (Wed) ‘Gangs of New 
York" 

11:00 Ol2)Ql5)The Price Is 
Right 

0l4)The View 

OfUThe Ellen DeGeneres 

Show 

0(22)Crlstlnaa Court 
()i25)CB Paid Program 
OiMlThe 700 Club 
GKtOThe Doctors 
© 12 (Rachael Ray 
IBl tJ Mister Rogers Neighbor¬ 
hood 

©(MlWordWorld 

ffl In the Heat of the Night 

ffl Will a Grace 

ffl Modern Marvels (Mon) Mega 

Disasters (Tue) The Universe 

(Wed) Shockwave (Thu) Perfect 

Crimes? (Fri) 

ffl SportsCenter 

03 Beyond the Glory (Mon) 

Beach Volleyball (Tue) FLW 

Outdoors (Wed) Billiards (Thu) 

2Xtreem Motorcycle TV (Fri) 

ffl Nl Hao. Kal-lan 

ffl Mad Men (Fri) 

ffl Deadliest Catch 

ffl Doodlebops (Tue-Fri) 

ffl Cold Case Files 

ffl Gilmore Girls 

CB Happening Now 

CB Dark Angel (Mon) Wolf Lake 

(Tuei Level 9 (Wed) Tales From 

the Darkside Thu) Stargate 

SG-1 (Fri) 

CD CSI: NY 
CB ER 

CB Clash of the Hyenas (Mon) 
Seconds From Disaster (Tue) 
Icons of Power The Madness 
of Henry VIII (Wed) Engineering 
the Impossible (Thu) toiler In¬ 
stincts: Ultimate Jaws (Fri) 

CB MSNBC News Live 
ED American Gun Dog (Mon) 

RV TV (Tue) Dead Down Wind s 
American Archer (Wed) Out¬ 
door America (Thu) Pheasants 
Forever (Fri) 
ffl Good Times 
ffl Dharma 8 Greg 
EB Pulp Comics IX (Mon) Car¬ 
los Oscar: Life la Crazy Good 
(Tue) The Colbert Report (Wed) 
Blake Clark: You're Right. I'm 
Sorry (Thu) Blue Collar TV (Fri) 
ffl Jon A Kate Plus 8 



ffl Little House on the Prairie 
11:25 03 This Is Daniel Cook 

(Tue-Fri) 

11:28 ffl Movie (Mon) "Out of 
Sight” 

11:30 Ol22)Cristina's Court 
0(25)Paid Program 
©!13)Dragon Tales 
(B(3*)Caillou (Mon) Thomas 
& Friends (Tue) Wunderkind 
Little Amadeus (Wed) Miffy and 
Friends (Thu) Bob the Vld Tech: 
The Mystery (Fri) 
ffl Will & Grace 
ffl In Focus on FSN (Fri) 
ffl Yo Gabba Gabba! 

ED Movie (Tue) "The Searchers" 
ffl Higglytown Heroes (Tue-Fri) 
CD The Mr. Men Show (Mon- 
Thu) 

CB Tales From the Darkside 

(Thu) 

CB magicJack.com (Mon) Paid 
Program (Tue-Fri) 

ED Paid Program (Mon-Thu) 
Houses For $300 (Fri) 
ffl Leave It to Beaver 
ffl Dharma & Greg 
Eli Tompkins Square (Mon) 
Premium Blend (Tue) Live at 
Gotham (Wed) Blue Collar TV 
(Fri) 

ffl Little People. Big World 
11:55 ffl Lou and Lou: Safety 
Patrol 

11:58 ffl Movie (Thu)“Freddy vs. 
Jason" (Fri) "Half Past Dead" 
AFTERNOON 


12:00 012,015)01») 

0 25 (II 1UB 12 News 
Ol4)Ch. 4 Action News at 
Noon 

Q(22)Maury 
GDI 53 Judge Alex 
(DlUiBarney & Friends 
(B(38)Tavis Smiley 
ffl Nash Bridges 
ffl Desperate Housewives 
ffl Modern Marvels (Mon-Tue) 
The Universe (Wed) Shockwave 
(Thu) The Works (Fri) 
ffl ESPN First Take (Mon-Thu) 
ffl SportsCenter 
ffl Spotlight (Mon) Mike Tomlin 
Press Conference (Tue) Pro 
Football Report 08 (Wed) Eng¬ 
lish Premier League Soccer 
(Thu) Our Game: Latino Influ¬ 
ence in Baseball (Fri) 
ffl Your World Today 
ffl Dora the Explorer (Mon-Thu) 
Yo Gabba Gabba! (Fri) 
ffl Mad Men (Mon) 
ffl Movie (Fri) "Matchstick Men" 
ffl Mostly True Stories: Urban 
Legends Revealed 
ffl Movie (Mon) "Model Be¬ 
havior" (Tue) "Chicken Little" 
(Wed) "Jump In!" (Thu) "The 
Thirteenth Year" (Fri) “Sky 
High" 

ffl Cold Case Files 
QD Home Improvement 
ffl Full House 
CB Scooby-Doo, Where Are 
You! 

CB Dark Angel (Mon) Wolf Lake 
(Tue) Level 9 (Wed) tales From 
the Darkside Thu) Stargate 
SG-1 (Fri) 

CD CSI: NY 
CB Las Vegas 

CB Spin City (Mon) King of the 
Hill (Tue-Wed) That 70s Show 

(Thu-Fri) 

CB Locked Up Abroad (Mon) 
Seconds From Disaster (Tue) 
Engineering the Impossible 
(Thu) Killerlnstincts: Killer 

Dogs (Fri) 

CB MSNBC News Live 
CB NCTS Setup (Mon) MotoGP 
Racing (Tue) Racing Across 
America (Wedi NASCAR Rac¬ 
ing (Thu) Lexus Test Drive (Fri) 
HI American Birdhunter (Mon) 
Get in the Game l Tue) Maxi¬ 
mum Archery (Wed) Memories 
in the Field (Thu) Big Game 
Profiles (Fri) 

ffl Gunsmoke (Mon) I Love 
Lucy (Tue-Fri) 
ffl Hope & Faith 
EB Lounge Lizards (Mon) Pulp 
Comics VIII (Tue) Henry Cho: 
What s That Clickin' Noise (Thu) 
Blue Collar TV (Fri) 
ffl What Not to Wear 
ffl Touched by an Angel 
12:15 ffl Movie (Wed) "The Day 
the Earth Stood Still" 


12:30 0l2)Oi5)The Young and 
the Restless 
d 4 Access Hollywood 
Q( ()CD(11)Family Feud 
0(25iPaid Program 
GDiUiJudge Alex 
(0(12)The Andy Griffith Show 
©( t3;OnQ Magazine 
QD NASCAR Racing (Fri) 

03 Baseball (Mon) Penn State 

Football Story (Wed) 

ffl Go, Diego, Go! 

ffl Movie (Thu) "The Karate 

Kid. Part Two" 

ffl Home Improvement 

ffl Full House 

CB What's New Scooby-Doo? 
CB Tales From the Darkside 

(Thu) 

CB Spin City (Mon) King of the 
Hill (Tue-Wed) That 70s Show 

(Thu-Fri) 

CB NASCAR Racing (Mon) Ka¬ 
wasaki Test Drive (Fri) 

ED Waterfowler TV (Mon) Jour¬ 
nal of the American Trophy 
Hunter (Tue) Paid Program 
(Wed) Hunting With Keith War¬ 
ren (Thu) Tracks Across Africa 
(Ffl) 

ffl I Love Lucy (Tue-Fri) 
ffl Hope & Faith 
EB Premium Blend (Mon) Com¬ 
edy Central Presents (Tue) Pulp 
Comics (Wed) Blue Collar TV 
(Fri) 

12:35 ©i J4(Charlie Rose 
1:00 Ol4)AII My Children 
QitjToday 
0 22 Jerry Springer 
Oi 25 'Oil 12 iDeys of our Llvee 
CD 51 iDIvorce Court 
Gil tl Who Wants to Be a Mil 
llonalre 

xcJuWuCiiailie ntn« 


ffl WGN Midday News 

ffl Movie (Mon) “Baby for Sale" 

(Tue) “'Til Lies Do Us Part" 

(Wed) "Alone With a Stranger" 
(Thu) "Come Early Morning” 

(Fri) “The Story of Us” 
ffl Modern Marvels 
ffl SportsCenter 
ffl Pitt Football Press Confer¬ 
ence (Tue) Marshall Football 
Today (Wed) Softball 360 (Fri) 
ffl Newsroom 
ffl Backyardigans 
ffl Movie (Mon) "Witness" 
ffl A Haunting (Mon-Thu) A 
Haunting in Georgia (Fri) 
ffl CSI: Miami 
03 Home Improvement 
ffl Sister, Sister 
QD Tom & Jerry 
CB The Live Desk 
CB Dark Angel (Mon) Wolf Lake 
(Tue) Level 9 Wed) Tales From 
the Darkside (Thu) Stargate 
SG-1 (Fri) 

CD CSI: NY 
CB Without a Trace 
CB King of the Hill (Mon. Thu- 
Fri) That '70s Show (Tue-Wed) 

CB Locked Up Abroad (Mon) 
Seconds From Disaster (Tue) 
Explorer (Wed) Engineering 
the Impossible (Thu) Killerln¬ 
stincts: Packs on the Prowl (Fri) 
CB MSNBC News Live 
CB FIM Racing (Tue) Big Shots: 
Titans at the lee (Fri) 

ED In Pursuit With Greg Miller 
(Mon) Higher Ground (Tue) 
Buckmasters (Wed) Whitetail 
Freaks (Thu) Rocky's Geared 
Up (Fri) 

ffl Gunsmoke (Mon) The Bev¬ 
erly Hillbillies (Tue-Fri) 
ffl Bridezillas (Mom Secret 
Lives of Women (Tue) Hope & 
Faith (Wed, Fri) Women Behind 
Bars (Thu) 

EB MADtv (Mon-Thu) Blue Col¬ 
lar TV (Fri) 

ffl What Not to Wear 
© 7th Heaven 

1:30 0!2lQ[5)The Bold and 
the Beautiful 
GD($3)Divorce Court 
GK ttiFamlly Feud 
ffl Penn State Football Press 
Conference (Tue) Marshall Mag¬ 
azine (Wed) Street Heaters (Fr!) 
ffl Max & Ruby (Mon. Wed, Fn) 
Wow! Wow! Wubbzy! (Tue. Thu) 
ffl The Suite Life of Zack a 
Cody (Tue) 

QD Home improvement 

ffl Sister. Sister 

CB Tales From the Darkside 

(Thu) 

CB King of the Hill (Mon, Thu- 
Fri) That '70s Show (Tue-Wed) 

CB Harley-Davidson Test Ride 

(Wed) 

ED Eastman's Hunting TV (Mon) 
Ted Nugent's Spirit of the Wild 
(Tue) Muzzy's Bad to the Bone 
Bowhunting (Wed! Summits 
High Places (Thu) Born to Hunt 
(Fri) 

ffl The Beverly Hillbillies (Tue- 

Fri) 

ffl Hope a Faith (Wed) 
ffl Movie (Fri) “The Way We 
Were" 

EB Blue Collar TV (Fri) 

1:33 (Qi38)Last of the Summer 
Wine 

1 35 ffl The Suite Life of Zack a 
Cody (Wed) 

1 40 QD The Suite Life of Zack a 
Cody (Mon, Thu) 

1:58 ffl Monk 

2:00 0(2 0 5 As the World 
Turns 

O 4 One Life to Live 
OIDDays of our Lives 
Ol22iThe Steve Wilkos Show 
Q(25)The Martha Stewart 
Show 

0(53 1 Judge Joe Brown 
(DftDToday 
©(12iThe Doctors 
di 13 Beads. Baubles, and 
Jewels (Mon) Cook's Country 
From America’s Test Kitchen 
(Tue) Sewing With Nancy (Wed) 
Best of the Joy of Painting 
(Thu) Zonya s Health Bites (Fri) 
ffl Homicide: Life on the Street 
ffl Mega Movers (Mon) Clash 
of the Cavemen (Tue) Little Ice 
Age: Big Chill (Wed) Shock- 
wave (Tnu) The St. Valentine's 
Day Massacre (Fri) 
ffl Best ot Mike and Mike in 
the Morning (Mon-Tue, Thu-Fri) 
NFL Films Presents (Wed) 
ffl NFL Primetime (Tue) Sports¬ 
Center (Wed-Fri) 
ffl WVU Football Press Confer¬ 
ence (Tue) Steelers Youth Foot¬ 
ball Show (Wed) Mike Tomlin 
Press Conference (Thu) Bad 
Boy of Fitness (Fri) 
ffl SpongeBob SquarePants 
ffl A Haunting (Mon-Thu) A 
Haunting in Georgia (Fri) 
ffl The Suite Life of Zack a 
Cody (Tue-Wed. Fri) 

EB Crossing Jordan 
ffl Just Shoot Me 
ffl Sabrina, the Teenage Witch 
CB Johnny Test 

CB Dark Angel (Mon) Wolf Lake 
(Tue) Level 9 (Wed) tales From 
the Darkside (Thu) Stargate 
SG-1 (Fri) 

CD CSI: NY 
CB Law a Order 
QD Malcolm In the Middle 
CB Dog Whisperer 
CB MSNBC News Live 
CB FIM Racing (Tue-Wed) NA¬ 
SCAR Live (Fri) 

ED QDMA Quality Whitetails 
TV (Mon) Dream Season (Tue) 
Bow Madness (Wed) Whistling 
Wings (thu) Macmillan River 
Adventures (Fri) 
ffl Bonanza (Mon) Gunsmoke 
(Tue-Fri) 

ffl Bridezillas (Mon) Secret 
Lives of Women (Tue) Platinum 
Weddings (Wed) Women Be¬ 
hind Bars (Thu) 

EB The Daily Show With Jon 
Stewart 

ffl A Baby Story 

ffl till Heaven 


2:04 ©(Jl)Keeping Up Appear¬ 
ances 

2:05 ffl The Suite Lite of Zack a 
Cody (Mon, Thu) 

2:15 ED Movie (Tue) “The Mag¬ 
nificent Seven" (Wed) “War- 
Games” 

2:30 ©!53)Judge Joe Brown 
©(«)Slt and Be Fit (Mon, Wed, 
Fri) Knitting Daily (Tue) Cultivat¬ 
ing Life (Thu) 

ffl 1st and 10 (Mon-Tue) Best 
of Mike and Mike in the Morn¬ 
ing (Wed) 

EB Outside the Lines First Re¬ 
port (Mon) 

ffl MSN WVU Game Replay 
(Tue) Highmark High School 
Practice Show (Wed) Inside the 
Big East (Fri) 

EB The Fairly OddParents 
ED Movie (Fri) "Philadelphia" 

EB The Suite Lite of Zack a 
Cody 

ED Just Shoot Me 
EB Sabrina, the Teenage Witch 
CB Johnny Test 
CB Tales From the Darkside 

(Thu) 

CB Malcolm in the Middle 
CB NASCAR Racing (Fri) 

ED Gold Prospecting (Mon) 
Obsession Revealed (Tue) 
Monster Bucks (Wed) Engel's 
Outdoor Experience (Thu) The 
Wild Outdoors (Fri) 
ffl Platinum Weddings (Wed) 
ffl The Colbert Report 
ffl A Baby Story 
2:35 GD(3$)As Time Goes By 
2:58 ffl Law a Order: Criminal 
intent 

3:00 0120(1)0(25)©! 12JDr. 
Phil 

Ol4)General Hospital 
0(5)Guiding Light 
Ol2?)TheTyra Banks Show 
0(53(Jerry Springer 
0)1 H Days of our Lives 
0(13 Reading Rainbow 
ffl The Cosby Show 
ffl Wife Swap 

ffl Mega Movers (Mon) Shock- 
wave (Thu) 

ffl 2008 World Series of Poker 
(Mon-Tue) 1st and 10 (Thu-Fri) 

EB College Football Live (Mon) 
Outside the Lines First Report 

(Tue-Fri) 

ffl The FCS Tailgate Tour 2008 
(Mom Beach Volleyball (Wed) 
Rodeo (Thu) Best Damn Top 50 
Special (Fri) 

EB U-Pick 
ED Mad Men (Thu) 

EB The FBI Files (Mon. Wed-Fri) 
Crime Scene University (Tue) 

EB Cory in the House (Mon) 

Life With Derek (Tue) That’s So 
Raven (Wed) Phineas and Ferb 
(Thu) The Suite Lite of Zack a 
Cody (Fri) 

EB The Sopranos 
ED Yes, Dear 
EB 8 Simple Rules 
QD George of the Jungle (Mon. 
Wed) Camp Lazio (Tue) Johnny 
Test (Thu) Courage the Cow¬ 
ardly Dog (Fri) 

CB Studio B With Shepard 
Smith 

CB Dark Angel (Mon) Wolf Lake 
(Tue) Level 9 Wed) Tales From 
the Darkside (Thu) Stargate 
SG-1 (Fri) 

CD CSI: NY 

CB Law a Order 

QD That '70s Show (Mon, Thu- 

Fri) King ot the Hill (Tue-Wed) 

CB I Came Back From the 
Dead (Mon) I Came Away Alive 
(Tue) 1 Fell From the Sky (Wed) 
Supercarrier: The USS Ronald 
Reagan ( Thu) I Was Superhu¬ 
man (Fri) 

CB MSNBC News Live 
CB Dream Car Garage (Mon) My 
Classic Car (Tue) Two Guys Ga¬ 
rage (Wed) Truck U (Thu) 

ED Gold Fever (Mon) Jim 
Zumbo Outdoors (Tue) Bass 
Pro Shop's King of Bucks 
(Wed) Wildlife Obsession (Thu) 
American Hunter (Fri) 
ffl Bonanza 

ffl Bridezillas (Mon) Secret 
Lives of Women (Tue) Platinum 
Weddings (Wed) Women Be¬ 
hind Bars Thu) 
ffl MADtv 

© Bringing Home Baby 
© Little House on the Prairie 
3:05 (Ql 36 Are You Being 
Served? 

3:30 ©(BlWordGirl 
ffl The Cosby Show 
ffl 1st and 10 (Wed) Madden 
Nation (Thu-Fri) 
ffl NFL Live (Mon) College 
Football Live (Tue-Fri) 

03 Best Damn Top 50 Special 
(Mon) Inside Notre Dame Foot¬ 
ball (Tue) 

EB U-PIck 

ED Movie (Mon) "The Usual 
Suspects" 

EB Cory In the House (Mon) 

Life With Derek (Tue) That's So 
Raven (Wed) Phineas and Ferb 
(Thu) The Suite Life of Zack a 
Cody (Fri) 

ED Yes, Dear 
ffl 8 Simple Rules 
© George of the Jungle (Mon, 
Wed) Camp Lazio (Tue) Skunk 
Fu! (Thu) Courage the Cow¬ 
ardly Dog (Fri) 

CB NBC Primetime Preview 
(Thu) 

© That 70s Show (Mon, Fri) 
King of the Hill (Tue-Thu) 

CB Truck U (Mon-Thu) 

ED Elk Chronicles (Tue) Gettln' 
Close (Wedl Ultimate Hunting 
(Thu) North American Whitetail 
(Fri) 

ffl Platinum Weddings (Wed) 
ffl MADtv (Mon. Wed-Fri) 

© Bringing Home Baby 
3:36 ©(M)AII Creatures Great 
and Small 

3:58 ffl Law a Order: Criminal 
Intent 

4:00 0 2 News 
Ul 410 1 25 i©i B 'Oprah Win¬ 
frey 

uCBJuuyv Juv oiumt 


QdlfDltDJudge Judy 
0(22JThe Bonnie Hunt Show 
©(53)Maury 
(Hi 13,Arthur 
ffl Becker 
ffl Wife Swap 
ED Mega Movers (Mon) His¬ 
tory's Mysteries (Tue) The Uni¬ 
verse i Wed) Shockwave (Thu) 
Man, Moment, Machine (Fri) 
ffl Outside the Lines First Re¬ 
port (Mon-Thu) NASCAR Rac¬ 
ing (Fri) 

ffl NFL Primetime (Mon) NFL 
Live (Tue-Fri) 

03 Baseball's Golden Ag 


In Focus on FSN ^e) 
;er Superstars Invitational 
Tournament II (Wed) Beyond 
the Glory (Thu) International 
Fight League (Fri) 

QD The Situation Room 
EB U-Pick 
ED Mad Men (Thu) 

EB Deadliest Catch 


EB Phineas and Ferb (Mon) 
That's So Raven (Tue) Hannah 
Montana (Wed) The Emperor s 
New School 'Thui The Suite 
Life of Zack a Cody (Fri) 

EB American Justice 


EB The King of Queens 
ffl What I Like About You 


© Courage the Cowardly Dog 
(Mon) The Marvelous Misad¬ 
ventures of Flapjack (Tue) 

Chop Socky Chooka (Wed) 
Skunk Ful (Thu-Fri) 

© Your World With Nell Cavuto 
ffl The X-Flles (Mon-Wed, Fri) 
© CSI: NY 
© Charmed 

© King of the Hill (Mon. Thu- 
Fri) The Bernie Mac Show (Tue- 

Wed) 

ffl National Geographic s Most 
Astonishing Moments (Mon) 

A Man Among Wolves (Tue) 
American Skinheads Wet) 

Blow Down (Thu) Neanderthal 
Code (Fri) 

© MSNBC News Live 


© Chop Cut Rebuild (Mon-Thu) 
Truck U (Fri) 

ED Aura 360 Ventures (Mon) 
Truth About Hunting itue) 
American Rifleman i Wed) 

Game Trails (Thu) Prlmos' Truth 
About Whitetails (Fri) 

© Hogan's Heroes 
© Bridezillas (Mon) Secret 
Lives of Women (Tue) Platinum 
Weddings (Wed) Women Be¬ 
hind Bara (Thu) 
ffl Movie (Fri) “The Princess 
Bride" 


ffl Movie (Tue) "My Stepmother 
Is an Alien" 


© Take Home Chef 
© Little House on the Prairie 
4:01 CB The X-Files (Thu) 

4:30 O(50(»)GKtl)Judge 
Judy 

(Di B )(0l 34 tCyberchase 
ffl Funniest Pets a People 
ffl College Football Live (Mon- 
Thu) 

ffl Jim Rome Is Burning (Tue- 
Fri) 

ffl Amazing Sports Stories 
(Mon) Xtrsme Paintball — Be¬ 
yond the Paint (Tue) 

EB U-Pick 

EB Phineas and Ferb (Mon) 
That's So Raven (Tue) Hannah 
Montana (Wed) The Emperor's 
New School i Thu) The Suite 
Life of Zack A Cody (Fri) 

EB The King of Queens 
ffl What I Like About You 
© Courage the Cowardly Dog 
(Mon) The Marvelous Misad¬ 
ventures of Flapjack (Tue) 

Chop Socky Chooks (Wed) 
Chowder (Inu) Skunk Ful (Fri) 
© King of the Hill (Mon. Fri) 
The Bernie Mac Show (Wed- 
Thu) 

© Movie (Tue) "Hellboy" 
ffl On the Edge (Mon-Thu) 
Chop Cut Rebuild (Fri) 

ED Browning s the Best There 
Is (Tue) Shooting USA (Wed) 
Limbsaver s Addicted to the 
Outdoors (Thu) We Live Out¬ 
doors (Fri) 
ffl Hogan’s Heroes 
ffl Platinum Weddings (Wed) 
ffl Movie (Mon) “The Last 
Shot" (Wed) “Things Are Tough 
All Over" Thu) "Overnight De¬ 
livery" (Fri) "Hangln With the 
Homeboys" 
ffl Take Home Chef 
4:45 ED Movie (Wed) "The Last 
Samurai" 


4:59 ffl NCIS 
5:00 012)0(4)0)8) 
0(25)©(1H(Q! ONews 
0:5 NewsChannel 5 at 5 
Ol22lFr1ends 
(Id 53 Deal or No Deal 
ffli 13'Fetch! With Ruff Ruffman 
© 31 WordGirl 
EB America's Funniest Home 
Videos 

EB Still Standing 
ED Modern Marvels (Mon) Mega 
Disasters (Tue) The Universe 
(Wed) Shockwave (Thu) Perfect 
Crimes? (Fri) 

ffl NASCAR Now (Mon-Thu) 

EB Around the Horn 
ffl Beyond the Glory (Mon) 
Poker Superstars Invitational 
Tournament II (Tuei Interna¬ 
tional Fight League (Wed) Best 
Damn Top 50 Special (Thu) Pro 
Football Preview (Fri) 

EB Back at the Barnyard 
ED Movie (Tue) "Silverado" 

ED Mad Men (Thu) 

EB tt Takes a Thief 
ffl The Replacements (Mon) 
Cory In the House (Tue, Thu) 
The Suite Life of Zack a Cody 
(Wad, Fri) 

ffl Cold Case Flies 

EB Seinfeld 

ffl Gilmore Girls 

© Chowder (Mon, Wed-Thu) 

Johnny Teat (Tue) The Marvel¬ 
ous Misadventures of Flapjack 

(Fri) 

ffl America's Election HO 
© Star Trek: Enterprise 
CD CSI: NY 

Oj Cii«ii iirwJ 


© The Bernie Mac Show (Mon, 
Thu-Fri) 

© Movie (Wed) "Fantastic 
Four” 

CB Locked Up Abroad (Mon) 
Explorer (Tue) Night Shift: 

Repo Men (Wed) Ultimate Fac¬ 
tories (Thu) 

© Hardball 
© Monster Jam 
ED World of Trucks (Mon) Hunt¬ 
ing the Country (Tue) Sighting 
in With Shooting USA (Wed) 
Western Extreme (Thu) Real- 
tree Roadtrips (Fri) 
ffl The Beverly Hillbillies 
© Bridezillas (Mon) Secret 
Lives of Women (Tue) Platinum 
Weddings (Wed) Women Be¬ 
hind Bars (Thu) 

© Jon a Kate Plus 8 (Mon- 
Wed, Fri) Jon a Kate Plus 8: 
Surviving Sextuplets and Twins 
(Thu) 

© M'A'S’H 

5:15 EB Back at the Barnyard 
5:30 0(5)0(t)©lt2)News 
0(22)That 70s Show 
0(25 (Access Hollywood 
C'3 53 Deal or No Deal 
©( 13 Wishbone 
(Ql36jRlck Steves' Europe 
EB Still Standing 
ffl Jim Rome Is Burning (Tue- 
Thu) 

EB Pardon the Interruption 
EB SpongeBob SquarePants 
(Mon-Tue) Back at the Barnyard 

(Wed-Fri) 

ED Movie (Fri) "Ladder 49" 

EB The Replacements (Mon) 
Cory in the House (Tue Thu) 

The Suite Life of Zack a Cody 

(Wed, Fri) 

EB Seinfeld 

© Chowder (Mon, Wed-Thu) 

Johnny Test (Tue) The Marvel¬ 
ous Misadventures of Flapjack 

(Fri) 

© The Bernie Mac Show (Mon) 
© Movie (Thu) The Day After 
Tomorrow (Fri) “Coach Carter" 
ED Fisher's ATV World (Mon) 
Mossy Oak Classics (Tue) 

Guns a Ammo TV (Wed) Outfit¬ 
ter Journal (Thu) Guide To The 
Outdoors (Fri) 
ffl The Beverly Hillbillies 
© Platinum Weddings (Wed) 
ffl Jon a Kate Plus 8 (Tue. Fri) 
ffl M*A*S*H 
5:59 ffl NCIS 
6:00 0(3)0(4)0(510(1) 

0(25 © 12 News 
OC22)The Simpsons 
©(53JTwo and a Half Men 
©(13i©i3*)The NewsHour 
With Jim Lehrer 
ffl 7th Heaven 
ffl Reba 

ffl Modern Marvels (Mon-Tue) 
The Universe (Wed) Shockwave 
(Thu) The Works (Fri) 
ffl Around the Horn 
ffl SportsCenter: Monday 
Night Kickoff (Mon) SportsCen¬ 
ter (Tue-Fri) 

03 FSN Presents: Nothin' But 
Knockouts (Mon) Amazing 
Sports Stories - Tue) Best Damn 
Top 50 Special (Wed) Mike Tom¬ 
lin Show (Thu) The Baseball 
Report (Fri) 

EB Drake a Josh 

ED Movie (Mon) "Sleeping With 

the Enemy" 

ED Mad Men (Thu) 

© Cash Cab 

EB The Suite Life of Zack a 
Cody (Mon. Fri) Phineas and 
Ferb (Tue) Wizards of Waverly 
Place (Wed-Thu) 

EB Cold Case Files 
ED Friends 
EB My Wife and Kids 
© The Marvelous Misadven¬ 
tures of Flapjack (Mon. Thu) 
Total Drama Island (Tue) Skunk 
Fu! (Wed) Chowder (Fri) 

© Special Report 
ffl Stargate SG-1 
© CSI: NY 
© Law a Order 
© Movie (Mon) "The Bench- 
warmers" 

ffl Solo: Lost at Sea (Mon) Ex¬ 
plorer (Tue) Taboo (Wed) Naked 
Science (Tnu) DogTown (Fri) 

© Race for the White House 
With David Gregory 
© Unique Whips 
ffl DirtTraxTV (Mon) Peters¬ 
ens Hunting ADVENTURES 
Television (Tue) Hunter's 
Specialties (Wed) Bowhunter 
Magazine TV (Thu) Outdoor Ad¬ 
ventures (Fri) 

ffl The Andy Griffith Show 
© Bridezillas (Mon) Women 
Behind Bars (Tue. Thu) 20/20 
(Wed) 48 Hours (Fri) 

© What Not to Wear 
© M'A'S'H 

6:30 Ol4)ABC eWorld News 
With Charles Gibson 
015ICBS Evening News With 
Katie Couric 

Oil 0i25in»( 11 i©l 121NBC 
Nightly News 
Ol 22 (Family Guy 
©(53)Frasier 
EB Reba 

ffl Pardon the Interruption 
(Mon-Wed Fn) WNBA Shoot- 
around (Thu) 
ffl Savran on SportsBeat 
EB Drake a Josh 
© Cosh Cab: After Dark 
EB The Suite Life of Zack a 
Cody (Mon, Fri) Phineas and 
Ferb (Tuei Wizards of Waverty 
Place (Wed-Thu) 
ffl Everybody Loves Raymond 
ffl My Wife and Kids 
© The Marvelous Misadven¬ 
tures of Flap|ack (Mon, Thu) 
Total Drama Island (Tue) Skunk 
Fu! (Wed) Chowder (Fri) 
ffl Oft-Road Adventures (Mon) 
The Wild Outdoors (Tue) Inside 
USA Shooting (Wed) Summits 
High Places (Thu) In-FIshermen 
(Fri) 

ffl The Andy Griffith Show 
EB RENO 9111 
© M*A"S*H 
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Your TV 
Channel 

Sudden Link 

Comcast 

Somerfield / QCOL, Inc. 

2 

KDKA Pittsburgh (CBS) 

KDKA-2 (CBS) 

KDKA Pittsburgh (CBS) 

3 

WGCT.TV—We re Garrett Countv Television 

(Info) 

TNT 

4 

WTAE Pittsburgh (ABC) 

WTAE-4 (ABC) 

WTAE Pittsburgh (ABC) 

5 

WDTV Weston [CBSJ 

WCWB-22 WB 

ESPN 

6 

WJAC Johnstown (NBC) 

WJAC-6 (NBC) 

WJAC Johnstown (NBCJ 

7 

WCWB The CW 

TV Guide 

CNN 

8 

WHAG Hagerstown [NBC) 

WGN 

WWCP Johnstown [FOX[ 

9 

Trinitv Broadcastinq Network 

WWCP-8 (FOX) 

ABC FAM 

10 

WPGH Pittsburgh (FOX) 

WQPT36 (PBS) 

Spike TV 

11 

WPXI Pittsburgh (NBC) 

WPXI-11 (NBC) 

WPXI Pittsburgh (NBC) 

12 

WBOY Clarksburg [NBC) 

WNPA-19[UPN) 

TBS 

13 

WQED Pittsburgh (IND) 

WQED-13[PBS) 

WQED Pittsburgh [PBS) 

14 

WPCB Greensburg [INDJ^ 

QVC 

Discovery Channel 

15 

Home Shopping Network 

WPCB-40 (IND) 

Disney Channel 

16 

WGPT Oakland (PBS) 

Headline News 

Arts & Entertainment 

17 

WPCS CW 

HBO 

PAX 

18 

The Weather Channel 

Trinitv 

USA Network 

19 

TV Guide Channel 

Shop NBC 

ESPN2 

20 

Celebrity Shoppinq Network 

Hallmark 

CMT 

21 



Food Network 

22 

WGN (Chicago) (IND) 


WGPT Oakland (PBS) 

23 

Lifetime Television 

HSN 

WPCB (Wall. PA IND1 

24 

The History Channel 

EWTN 

Outdoor Channel 

25 

ESPN Classic 

CSPAN 

C-SPAN 

26 

ESPN2 

CSPAN 

Turner Classic Movies 

27 

ESPN (All Sports Network) 


the Learning Channel 

28 

Fox Sports Pittsburgh 

PIN 

Nickelodeon 

29 

USA 

Lifetime 

Lifetime Network 

30 

CNN (Cable News Network) 

Arts & Entertainment 

CNBC 

31 

CNN Headline News 


Local Information Chan 

32 

Groat American Country 

CNN 

QVC Shopping Channel 

33 

Nickelodeon 

Fox News Channel 

Trinitv Broadcasting 

34 

American Movie Classics 

TBS 

VH-1 

35 

The Discovery Channel 

ESPN 

Great American Country 

36 

Disney 

ESPN2 

Fox Sports Pittsburgh 

37 

Arts & Entertainment 

Fox Sports Pittsburgh 

Game Show Network 

38 

TBS Superstation 

TNT 

Cartoon Network 

39 

ABC Family 

FX 

SciFi 

40 

Cartoon Network 

Animal Planet 

The Weather Channel 

41 

CNBC 

Disney 

History Channel 

42 

Fox News Channel 

Nickelodeon 

TV Land 

43 

Sci-Fi 

History 

WNPA (Johnstown UPN) 

44 

Spike TV 

MSNBC 

Home Shopping 

45 

TNT 

CNBC 

Outdoor Life Channel 

46 

FX 

Country Music TV 

Home & Garden 

47 

National Geoqraphic 

Food Network 

FX Network 

48 

MSNBC 

VH-1 

TV Guide Channel 

49 

Sneed Channel 

MTV 

Soeed Channel 

50 

Game Show Network 

Weather Channel 

FOX News Channel 

51 

The Outdoor Channel 

Comedy Central 


52 

TV Land 

Learning Channel 


53 

SoapNet 

Discovery Channel 


54 

The Golf Channel 

Sci-Fi 


55 

WE Womens Entertainment 

USA 


56 

HGTV 

E! 


57 

Comedy Central 

Bravo 


58 

The Learning Channel 

HGTV 


59 


Oxygen 


60 


TV Land 


61 


Cartoon Network 


62 


Travel Channel 


63 


AMC 


64 


Court TV 


65 

MTV 

Inspiration 


66 

CMT 

Family Channel 


67 

VH-1 

PAXNET 


68 

Hallmark Channel 

Speed Channel 


69 

Animal Planet 

Outdoor Channel 


70 

Food Network 

Spike 

Golf (QCOL only) 

71 

C-SPAN 



98 


VH1 

WCWB Pittsburgh 22 

99 


Showtime 



SATURDAY AFTERNOON 


SEPTEMBER 20, 2008 


12:30 1 PM 1:30 2 PM 2:30 3 PM I 3:30 [ 4 PM I 4:30 5 PM 5:30 6 PM ! 6:30 


CBS 

e 2 

0 5 


(2)CBS Fall ringing ‘2'Paid 
Preview Wall SI to I Program 
(5)(12:00) Main SI 
To Be (S)TBA 
iAnnounced 
[At the ^Animal Global 
WTAEO Movlet In Adventures Business 
(El) |P*opl*X 

NBC 

O b 

O 25 

(D 5 
ffi 12 


(2)Pald 
Program 
(5)To Be 
Announced 


(2)Pald 

Program 


{Ron 

Hazalton 


Beautiful 

Homee- 

Estates 


College 

Football 

Today 

(Lure) I 


CoMeoe Football Florida at Tennessee (Live) I 


College 
Football 
Countdown 


Coflage Football Teams to Be Announced. (Live) 


Golf: Ryder Cup - Day Two - Foursomes From Lousvie. Ky. (In Stereo Lrve) X 


8 


' 22 Lopez 


"Not Vy Ufa" 

woman has visions 


FOX© 53 
PBS© 13 
PBS© 36 
WGN® 
LIFE® 
HIST® 
ESPN2© 
ESPN® 
FSP© 
USA© 
CNN© 
NICK® 
AMC© 


Paid 

] Program 
Sara a [Complete- 
Meals Pepin 
Viewer Favorites 


Meredith Monroe. A married 

iving with another man. X 


A mencan Idol Rewind Two and a 

Finale" Season finale X [Halt Men X 


Everyday 

FoodX 


Victory 
Garden I 


Funniest 

Pets 


America s Funniest | 
Home Videos (in Stereo) 


Friends (In 

Stereo)I 


Wood- 

- Mw? 

17Lamar ritmrHie 
XfWtwwf r Xvwtllww 


American Idol Rewind 

mrrwr rs^ri *sArr riwsvimi 

'Finale' Season finale I 


5 


Golf' Ryder Cup - Day Two - Foursomes (Coord). 

From Louisville, Ky. (In Stereo Live) X 


24 (In Stereo) X 


!12)News 


|ToBe 
need 
11)Newi 

N) 


(6K12)NBC 

Nightly 
News A 

(It)NBC 
Nightly 
News (In 

Stereo) X 


Whacked 
Out Sports 


MLB Baseball Regional Coverage - Milwaukee at Cincinnati, Minnesota at Tampa Bay or St 

Louis at Chicago Cubs. (In Stereo Live) X 


Ask This This Old 

Old House House I 


Gourmet 
) With a 


Soul Train Donna 
Summer. Staple Singers. 


Movie: The Capture of th* Green River Killer" (2006) Detective" 

David Reichert searches tor a sena! killer X Cool'd ■■ 


MonsterOuest 'Russia's IMonsterOueet Monster 

|Kilter Apemen'X _[ot Whiteha|LI_ 


‘A Lover's Revenge" (2005 Suspense) Alexandra 

Paul. A man ptatt against a radio psychologist. 1 


MoneterOuesT"Boneless 

Horror''X 


Backstage Wt 

_ | Chorus Una 

*5 "7be lift Wemor*(1999) Antonio Banderas 
Unltnown toes devour the flesh of their Viking victims. 


Tartan TV 

(In Stereo) 

MotorWeek 

Honda FT 


Europe 


Antiques Roadshow 

Mobile, AL" X 


Amarinan MaJ Th — —.- j 

American loot newwo 

The winner is announced 


Great Partormaneas Ca-adian singer 
Michael Bubie performs !'n Stereo) I 


Amertca a Funniest 
Home Videos (In Stereol 


Living With rhe Enemy" (2005) Sarah 
rwwtyvwd thinks her husband killed Ns III 


kited his first wile I 


Monster- 

Quest a; 


1(12:00 ) College Football Teams to Be Announced. (Uve) 
(12:00) College Football Teams lo Be Announced. (Uve) 


NASCAR 

Countdown 


Softball 
360 V 
Movie *** 

Historical Dramaj 


Our Game Latino 

Influence In Baseball 


5 "Apollo 13 "(1995 
ima) Tom Hanks Cork'd 


Newsroom 


1200) I Your 

Newsroom I__ 

Sponge- [The Fairly OddPsrents In Stereo) X 
Bob 


Football 
Kick. 


MonsterOuest Lake 
Monsters of the North'' X 


NASCAR Racing Nationwide Senes - Roadloans com 200 From 
Dover, Del (Live) _ 

College Football Teams lo Be Announced (Live) 


The Kennedy Assassination Beyond Conspiracy 

Compute r simulatio n ot the Z apruderfilm X 


NASCAR Sprint Cup 
Happy Hour (N; 

Scoreboard 


College Fooiball Arizona at UCLA (Live) 


Pirates______ 

see's " Ju m aaf f Pmlr”(i993, SdenceF'ictlon) Sam NiB, Laura Bern, Jefl |e** "Pimfet of the Caribbsen: The Curat of the 
Goldbl um. Cloned dlnoaaurs run amok at an s land-|ungle theme park X j Slack Peart" (2003, Adventure) Johnny Depp X 


FAM© 

TOON© 

FNCffi 

SCIFI© 

SPIKE© 


eeh 

Charlton Heston X 


ST 


Drama) 


TDCffl 

Project [China* Mega-Oam 

Earth [Three Gorges Dam I 

DISN© 

*6E® 

Movto Sfuc* In the [Cory in the 
Suburb*" 2004) Contd [Houae 8 

(12 00| Flip Flip Thl* Houe* Team 
Thia House challenge X 


[The 

I BIX 

.. Pttrl Heritor 2001 

effort 


CNN Spaclal 


Unit 


Tha Mighty 
BID 


Edge of fiataon ' (2004) X Cork'd 

tt V7ha Daep End of mi Ocean’' 

boy s disappe arance leaves deep wounds 


Cork'd 


Ben to 
Allen Force 


Friends join a war 
China's Mega Dam 

Three Gorges Dam X 


Back at the 

_ Barnyard 

War) Ben Affleck, JoeJi Hartnett, Kale Beckmsale 

alter the Japanese attack Hawaii 


Newsroom 


Back at the [Back it the 
Barnyard Barnyard 


[ Newsroom 

Sponge- 

Bob 


Megabulldert World's Megabuilders 

_ _ largest tunnekng machine CofHder" X 

Cory In the [Zack 6 
House Xody^ 


Cory In the 

Houae______ 

ee "fcifrapmanf" (1999. Action) Sean Connery, Catherine Zeta 
Jones_A woman tnee to thwart a burglar on Dec. 31,1999 I 


Zack 6 

m. 


The Big 


[This Week In PolHIct 


Sponge- 

Bob 


[Sponge- 

Bob 


{Sponge- 

Bob 


Zack 6 
Cody 


(In 

Stereo)1 


TSeiand 
[the CityI 


(19991 Mk 
nds within 


Sei and 
[the City I 


George ol 
the Jungle 


|(T2 00) America a Election HQ 


George of 

the Jungle 


Corn'd _ 

Xtreme 4>4 

(In Stereo! 


Mlsadv of Mlsadv of 
Flapjack Flapjeck 
Weekend Live 


h» tarruty I 


Chowder 


Everybody- Everybody 
Raymond Raymond 


andFerb 


'The Hunt tot Rod October " (f 990) Moscow. D C 
and CIA analyst track rogue Soviet captain and sub. 
Extreme Engineering ! [Extreme Engineering X 


Phineas 

andFerb 


Phineas 
and Ferb 


Hannah| 
NmIm 


J 1 


[Hannah 

Montana 


♦ ** 'Batman" f 1969. Action) Jack Ntchotaon. Michael Keeton 
The Caged Crusader vow s to nd Gotham Ctly ot Ihe Joker 1 
, Tha King ol The King of 
Queens 8 Queens a 


*'1 Hope Ftaifi" (1998. Romance) Sandra Bulock, Gena 
Rowtande A newly ckvorced woman wide love in her hometown. X 
Chowdei Billy 6 Handy I B'C Boogn Advtnture ' (2007, 

Game n ight. Comedy) _ _ 

[jmlEdH 


TNT© 

Confd 

FX© 

»i-.i 

MOVlt 

Confd 


NGEOffi *' ,onl,h 


"It Waffs" (2005, Horror) Carina Vincent, Domirkc 

Zamprogna A resurrected demon lerroruea a couple 
The Ulflmale Fighter (in UFC Fight Night (in Stereo 


*» "Reefdenl Evil Apocalypea (2004) i 

Jovovch Survivors of a deadly vk us baffle 


*** The Bourne Supremacy' 

(2004 Suspense) (PA ) Malt Damon. X 

. i ’ a a j-. — i mi i 

* w RRfss KsOnmniauiy 

(2000) Sandra Bullock X 


America s Election HO 


ireoi _j_ 

Dome stir Jisturitarica" (2001) A 

n mveshgales Im son s murderous sti 


*V "Houae on 




Courage- 
Dog 


Courage- 

. 

Foi News 
Watch 


(1999) A mogul otters 


zombies guests money to stay n a haunted aeykim 


men toveshgaies hie son s r 

♦ ♦ "The Laagua of Erin 


'nary Omttmon" 12003 Fantesy) 


CSI Crime Scans CSI Crime Scans 
^M^B^B^B^BlmraaMpallo n (In Stereo) | Investigation "XX" X 
"Set» Off" (1996, Action) Jada Pmkatl. Queen UMah 
Vlvica A For Desperation drums tour women to bank-robbery X 


CSI Crime Scene 
Investigation (lr. Stereo) 


»« Diary of a Mad BMck Woman" 

(20 05. Comedy - Dram a) Kmberty Ekae 


Sean Connery Literary figures und e to slo p a mad bomber X 

A Man Among Wolves 


MSNBC © 
SPEED© 


Valentines 
Day 
[On the 
[Edge 


Murder on Lovers Lane 

Murder in Ita ly 


Eiplorer 

Murders' 


Gorilla 


Blow Down Miami 


_ Km berty Eka 

tee "V for Vendetta" (2006, Action) Natalie Portman Hugo Weaving, Stephen 1‘Tnvinet- 
RltA¥tf»nMlti^ataadMgovbrwti6ttM^_ j bfa" [2006]^ 


The Klndntta ot 
Strangers 


Confessions ol BTK Dennis Rader 


Ultimate Factories 

BMWs American tadory 


Naked Science Earth's |Ti 
Invisible Shield' 

Caught on Camara 
Niaga ra Falls 


Outsiders 


OUTDflffl ^‘"toa- 


Rotes Sports Car Sartaa Racing San Lake City Combined Daytona Prototype and Grand Touring. From Tooele. Utah (Uve) 

Inside USA 


Caught o 

Thin Blue 


on Camera 

Line" 


The 


TVL® 

WE© 

COM© 

TLCffi 

HALL© 


Hogan a 
[Heroes 

Twin 

Stories 

MOVlt 

Cork’d 
Must Love 

Kids (N) 


RVTV 

Showni _ 

♦ ♦Vile* to School 


«<• is.turned upstdt 
2(V20 Sorrels 


Cork'd 


Waterlow- [Tha Narl 
liar TV [Generation 

’Hogan s :Hogan'a 
Heroes jHeroes 

*20/20 The Final Verdict 

jscrubt My Tt 

{Buttertty 

Take Home Nanny "wo 

[rambunctiouaboys (N) _ 

Sarah Plain and fad" 1 1991) A New Englander 

[answers a widowed Kansan s ad lor a wileX 


eVi House Party ftr 


(TV Oft-Road [Outdoor [American 

Adventures E« parlance Gun Dog 
School' 1968, Comedy, Campus ee Stele 
ide dmen by an obnoxious rycoon andtnend 
X [207X0 A viewar Maks a 20/10 A ni 

_ |TV anchor. X _ anchor go 

rty Itf" (2000 Comedy) A txgtvachooi it "MaM 


American [Rocky* Trophy 'Born to 

Gun Dog [Geared Up I H unter iHutll 

ee Staler Act 2. Back In Ihe Hebft "(1993) Delo 


Scrubs His 

Story FI boy throws a wild bash at Ike unde's mansion X_ 

Home Made StoipiaFour Tfake Home TekeHome 

childran X 


eeVi 


Wild Gama 


«< Staler Act 2. Back In ltMHabtr"( 1993) Delons 
and fnende rally to save a ichoo! horn closing 

20/20 A rwmg young *20/20 A dive boat leaves 
anchor goes missing I ja young couple stranded 


hor goes missing X ja young couple strai 

"Mill's MoetWanM"i2003i AVappa- 


Natlon "[Property Ladder X 
^^BWExkanweports backyard | I 

"Hyfcr*"(1963) Glenn Close A1912 drought tee' ,"fcrafl, AmvT 
tha bnda ol a Kansas tarmar beck to Mama I Drama] Glenn Close 


and Son 1 


Sanlord 
and Son « 

20f20 Young. Beautiful 

Dead X 


Forever 


leee ■ 

DHmmBi"(200A)X 
Moving Up Enlarging a 
Ikitchan. X 

amt fa*. Iffnmra emf". 1999 

Christopher Walken I 
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6 AM 

6:30 

7 AM 


9 AM 

9:30 10 AM 10:30 

11AM 

11:30 

12 PM 

CBS 

0 t) 

0 0 

(2)News (N) 

(S)Wild 

America 

"Family 
Feud" (El) 

(5)Outdoor- 
sman With 
Buck 

Me Nealy 

|(S)Caka (In 
Stereo) (El) 

SlHorsela 

nd (In 
Stereo) (El) 

X 

[fflTtto 

Early Show 
(N)i 
(5)Dtno 
Squad X 

|5)Suthi 
Pack (In 

Stereo) (El) 

X 

(5)Tha Early Show (N) (In 

Stereo)X 

(2)Dlno 
Squad (In 

Stereo) (El) 

X 

(2)Suahl 

Pack (In 
Stereol (El) 

X 

[|2)Hometo- 
wn High O 
(5lStrawbe- 

Shortcake 

](2)Homfto* 

wn 

War* 

Bears: 

Adventures 

(2)Hometl- 

me Building 
wine racks 

(5)To Be 
Announced 

WTAEO 

News IN) 

Good Morning America 

(N)I 

’Newt (N) 

L 

That's So 
Ravan (El) 

X 

That's So 
Ravan (El) 
X 

Hannah 

Montona 

(El) X 

The Suite 
Life of Zack 
4 Cody (El) 

Ch 4 News 

MRP 

tlDVr 

O € 

0 25 

© i 
ffi 3 

(6X«)Pald 

Program 

(If)Naw* 
(12)Outdoo- 
rsman With 
Buck 
McNeely 

(6)Pald 

Program 

(8)Your 

Total 

Health 

(12)Wooda 

6 Waters 

(6X8)Today 
(In Stereo) 

(1l)Jane 6 
the Dragon 

! E i! 

» 

(tl)Zula 
Patrol (in 

Stereo) (El) 

X 

■ l2)Babar 

(In Stereo) 
(El) I 

Golf Ryder Cup - Day Two - Foursomes From Louisville, Ky. (In i 

stereo Live) X 

MNT O 22 

Paid 

Program 

Paid 

Program 

The Littles 

(El*. . 

Animal 

Exploration 

Paid Md 

Program Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

[Paid 

[Program 

Teenage 

Mut 

Paid 

Program 

Paid 

Program 

George 
Lopez 8 

FOX© 53 

Paid 

Program 

Paid 

Program 

Sabrinas 
Secret Ufa 

Wild 

America X 

Di-Gata 

Defenders 

Biker Mice 
[From Mars 

Sonic X (In 

. U 

Sonic X (In 

Stereo)X 

Chaotic- 

Inv. 

Kirby: 

Right 

Wlm Club ’ 
8 

This Week 
in Baseball 

PBS® is 

OnQ 

Magazine 

Braddocks 
New Battle 

Wealth- 

Track 

Washing¬ 
ton Week 

Moneytrack 

(In Stereo) 

Toth* 

Contrary 

McLaughlin 
Group X 

Religion* 

Ethics 

QED Cook* 

X 

ChefCtasa 

Gnllmg" X 

Martin Yan 

Lidia a Italy 

(In Stereo) 

Ciao Italia 

(In Stereo) 

PBS© 3* 

Love of 
Quilting 

1 Viewer Favorites 

Viewar Favorites 

(Viewer Favorite* 

WGN© 

Paid 

Program X 

Paid 

Program X 

Paid 

Program S 

Adelante 
Chicago X 

Paid 

Program 8 

Paid 

Program X 

Paid 

Program X 

Paid 

Program X 

Paid 

Program X 

Paid 

Program X 

[Paid 

Program I 

[Paid 

Program X 

Funniest 

(Pets 

LIFE© 

Paid 

Program 

Paid 

Program 

Vietnam: 

Th* War 

'Paid 

Program 

Paid 

Program 

Paid 

Program 

’Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

'Paid 

Program 

The Capture ot the Green River 
Killer" (2008) Tom Cavanagh. ffi [ 

HIST® P'* 10 

Heavy Metal The F-15 

X 

American Eata The 

history ol toe hot dog. X 

Wild Weat Tech "The 
Unexplained" X 

UFO Filaa "UFO Hot 
Spots' X 

1 MonsterOuest 

American Werewolf I 

Monster- 
Quest X 

1 ESPN2 m ^Whltetai! “1 
| ESPN2 © Hunllhfl X 

Reatree 

Outdoors 

BeatC [Get Wild 

Moore _ 

Hp. UunlA, 

r ro nunier 
Journal X 

Radfiah 

Cup 

Bassmasters 

Champions Choice 

SportsCenter (Live) X 

College 

Football 

ESPN® | s P° rt * c *"* 1 

SporttCenter X 

SportsCenter I 

SportsCenter (Live) X 

College Gameday (Live) X 

Collage 

Football 

Street 

Heaters 

[Golden Sports 

FSP© Age storiel 

Baseball 

_ 

Pro Football Preview 

_ 

Paid [Houses For' 

Program $300 

Mike 

Tomlin 

Paid 

Program 

Sports Beat ISteetors 

Rewind | Youth 

Psych "Ghosts X 

Football 

Report 

[Midwest 

Outdoors 

[Eastern 

iGoH 

Endless 

[Gott(N) 

Law6Order Special 

UbA © victim* Unit (in StereoJ_ 
- CNN: Special 

CNN © investigation* Unit 

Paid 

Program 

Burn Notice "Good 
Soldier X 

[ "Apollo 13" (1995) Based on Ihe true 

I story ot the ill-fated 1970 moon mission. 

CNN Saturday Morning 

Houae Call 

Saturday 

Morn 

Open 

Housa X 

Newsroom 

Newsroom 

Newsroom 

NICK® 

As Told by 
Ginger X 

ChalkZone 

|(ln Stereo) ] 

Jimmy Jimmy lOddPar- 

Neutron .Neutron enta 

OddPar- 

ents 

'Sponge 

Bob 

Sponge- 

Bob 

8ack at the 
Barnyard [ 

[Tha Mighty 

B! X [ 

Sponge- [Sponge- 
Bob Bob 

Sponge- 

Bob 

AMC© 

Movie 

Confd 

[«** "The Deri Command " (1940) John Wayne 

[Texas marshal tracks Rebel raider in Lawrence. Kan. | 

tee “Bandolero!" (1966. Western) James Stewart, Dean Martin 
Outlaw brothers and their gang try to evade a posse X 

[»*Vi "Midway" (1976, Drama) 

I Charlton Heston, Henry Fonda. X 

TDCffi 

Paid 

Program 

[Paid Paid 

Program [Program 

P90X. The 
Proot 

Paid 

Program 

Tan Minute 
Trainer 

Investigation Earth With 
Jaft Corwin 

Dirty Jobs 'Buoy 

Cleaner" X 

Dirty Jobs Dismantling 
parade floats. X 

Project 

Earth 

[wSNffi 

’imag. Imag. 

Movers Movers 

Imag 

.Movers 

Imag 

Movers 

Imag. 

Movers 

Imag 

Movers 

Imag. 

Movers 

Imag. 

Movers 

Imag. 

Mover* 

Imag. [ Imag. 

Movers [Movers 

"Stuck 

Suburbs" 

ALE© 

Paid 

Program 

Paid Biography Alec [Biography^“JuliaLouis- 

Program |Balwin ® |0reytus"i 

Sell This 
Housa! X 

’Sell Thl* 

House! X 

WaMean 

Business 

Sell This 
House! X 

Flip This House Peter's 
Short Sale Steal" X 

Flip This 
Housa X 

TBS ffi 

FAM ffi 

Movto: 

!Confd 

eee! Good Will Hunting" (1997 Drama) Malt Damon A young 
[Boston man must deal with his genius and emotions. X 

** “1 Am Sam" 1 2001, Drama) Sean Penn. MicheHe f 
Dakota Fanning. A man tries to regain custody ot h« d 

, i©iTT0r, 

aughter X 

Bridget Jonas: The 

Edge of Reason " (2004) 

Paid 

Program 

Paid 

Program 

Step by 

Step X 

Step by 

Step X 

Sabrina- 

Wltch 

Sabrina- 

Wltch 

Full Houae 

(In Stereo) 

Full House ' 

(In Stereo) 

My Wife 
and Kids X 

“Stopmom” (1996) Julia Roberts A woman tnes 1 

hard to make her lover's children accept her X 

[T°°N© i£,Show ) 

Terr, a Jerry 

George of 

the Jungle 

‘.*!::*/cr. 

luras 

Chowder 

Owlrnmnn 

Battle 

Dnlrnmnn 

Battle 

Bnn 444* 

Alton Fore* 

Tf*n*4/\rm- 1 

er* 

BnUn-inr 

|(N) X*~ _ 

BrihffHtwv * 

(N) 

Da** in- | 

Allen Force I 

FNCffi Th * 0R * lllyF » ttof 

Fox and Friends Saturday 

Bulls and 

Basra X 

Cavuto on 
Business 

Forbes X 

Cathlri In 

I 

Election | 

HQ 

SCIFI HR r 

Program Program 

Paid 

Program 

Paid 

Program 

Thin 

Instantly 

magicJack* 

.com 

■Haunted Prison" (2006) Jake Busey. C 
terrorize thieves and a film crew at an err 

ihosts 

"Room S" (2006, Horror] Chnstlne 

Taylor. Jerry O'Connell, Shane Brolly. 

SPIKE© 

TNT© 

FX© 

Paid paid [Paid 

Program Program Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

MusctoCar 

(In Stereo) 

MuscieCar ! 

(In Stereo) | 

MusctoCar 

(In Stereo) 

MuKtoCar 

(In Stereo) 

Horae- [MusctoCar Trucks!jin 

power TV |(ln Stereo) |Stereo)X 

* * ‘Tommy Boy " (1996, Comedy) Chris Fartey An 

heir tries to save his father's bueiness. K 

Law 4 Order •Coma” (In 

Stereo) X 

Law 4 Order 

Competence" (In Stereo) | 

The Closer Time Bomb" 

X 

"The Gift" (2000) A psychic attempts to 

solve a murder case in the Deep South. 

•Bay [Paid 

Money Program 

The Practice The Deaf [ 

(In Stereo) X 

Spin City 

(In Stereo) 

*♦ “ Duplet' 

tnestooetrid 

■(2003. Comedy) Ben Stiller A couple | 

1 ot an annoying neighbor X 

"13 Going on 30" (2004) Jennifer Gamer An 1 

uncool girl magicaliy becomes a successful adult X | 

NGEQfB l* B * y | P * W 

Money Program 

ucuorm 1 Chaa'ad 'Pnmetim* i 
MbNBL © Death [Pre. [ 

Hair Club [Paid 

Program 

Paid 

Program 

Paid 

Program 

Be the Creature 

■Baboon" 

Reptile 

Ruler* 

Reptile 

Rulers 

Dog Whisportf Dog 

disrupts owner's romance. 1 

Aatonistv 
[njL_ 

MSNBC News Uve 

_ 

MSNBC News Live 

MSNBC News Uve 

IICU Qr U&iaia 1 Iua 

mjiiDL trows Live 

MSNBC News Live 

Valentines 

Day 

epeen m eBa f Wd 

SPEED ffi Money Prooram 

MotorWeek 

(In Stereo) 

American 

Thunder 

In- 

Fiaherman 

American 
Muscle Car 

Chop Cut 
Rebuild (N) 

Gearz 

Hot Rod TV 

GT-40. 

Livin'the 
Low Lite 

Two Guys 

Garaja 

NASCAR Racing Nabonwi 
Roadloans.com 200 Quality 

de Senes - 
ing (Live) 

[OUTDR® 

[ TVL® 

Gold Fever 

Match Fish. 

Orishore 

Adventures 

Guide- 

Outdoors 

Buckmas- 

tars 

Griffith 

Maximum 

Archery 

Outdoor 

Adventures 

Limbsav- 

er* 

Gold Fever 

Gold 

Prospect 

Gunsmoke "The 

Prodigal" X 

Bonanza TheMedaTIJ 

Graan 

Acres 

Graan 

Acres 

Andy 

Griffith 

1 Love Lucy 

X 

1 Love Lucy 
X 

1 Love Lucy 

Drafted X 

1 Love Lucy 
X 

Hogan's 

Heroes 

Paid Paid 

"CEE Program Program 

nnu/xi * Pald Paid 

CUM© Program Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Thin 

Instantly [ 

Body 

Bootcamp 

Paid 

Program 

John Edward Cro** 
Country "Holidays' 

Tha 

Locator 

Tha 

Locator 

Twin 

Stories 

MADtv Evan 
Paul Hogan 

Marriott: 

In Stereo) 

MADtv Margaret Cho; 

Macy Gray, (In Stereo) X | 

MADtv Inside the Actor's | 

Studio Artie Lange." I 1 

MADtv (InStereo)! 

t**Vi "Far 
FrancesMcC 

o"(1996, Suspense) [ 

ormand. X | 

[ TLCffi p^ ram 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Designing 

Spaces 

P90X 

Say Yes to 1 

the Dress 

SayYasto 
th* Drett ' 

What Not to Wear 

'Tonya'' X 

Who Are You Wearing? ] Mutt Love 

Sara Evans. Kldt(N) 

Iuaii Lrttlt Houtt on the 

1 MALL 03 | Pnlrit "Gold Country I 

Little House on the 

Prairto Gold Country" X 

Little House on the 

Prairto Castoffs' - X 

** Samantha . An American Girl Holiday " (2004. 
Drama) A wealthy child befriends three poor sisters 

**'•? "Felicity: An American Girt 

Adventure" ( 2005) Shailene Woodley 



CBS 

0 t 

0 5 

(2)News 8 
^Entertai¬ 
nment 
Tonight ■ 

(2)Th# 
Insider (N) 

(In Stereo) 

X 

The Unit Inside Out" 

The team works to 
recover a chip with 
valuable information (In 
Stereo)! 

NCIS Designated 

Target " The team meets a 
woman searching for her 
husband, a political 
refugee from Africa. X 

48 Hourt Mystery (In 

Stereo)X 

l2)Newt X 

l5)NewsCh- 
annel 5 
Weekend 

Edition X 

(2)The 

Hines Ward 
Show 
(5)To Be 
Announced 

(2)CSI: NY 

"American 
Dreamers" 
(5)Th* 
Insider (N) 

(5)24 (In 
Stereo)X 

(2)CSI: 

Miami Man 

Down" (In 
Stereo) 

(Part 2 of 2) 

WTAEO 

Channel 4 
Action 

News 

Inside 

Edition 

Weekend 

College Football Teams to Be Announced. (In Stereo Live) X 

Ch. 4 

Action 

Newt at 11 

At the 
Movies (In 

Stereo)X 

Access Hollywood (N) 

X 


7 PM 7:30 


MRf 

IDv 

0 L 

025 

© 8 

© 12 


MNT 0 22 
FOX© 53 
PBS® 3 
PBS© 3« 
WGN© 
LIFE® 
HIST® 
ESPN2 S3 
ESPN© 
FSP® 
USA© 
CNN© 
NICK® 
AMC© 
TDCffi 
DISN© 
ALE © 
TBS© 
FAM© 
TOON© 
FNCffi 
SCIFI ffi 
SPIKE© 
TNT© 
FX© 
NGEOffi 
MSNBC © 
SPEED© 
0UT0R® 
TVL© 
WE© 
COM© 
TIC© 
HALL® 


6>E ntertam 
[((Fortune 
n (Jerome 

(12)Jeopar- 

<*y 


Family Guy 

jfl i:-'-. 


MOTV8 


(ItUaopar- 
dy! X 
(t2)Wheel 
ot Fortune 
X 

Family Guy 

(In Stereo) 


(In 
Stereo) X 


The Lawrence Welk 
Show 

ii [Viewer 
ances Favorrtte 


Chuck Chuck vs the 
Nemesis" Chuck's 
nemesis, Bryce, returns 
despite having been 
declared dead. (In Stereo) 
X 

Law 4 Order Criminal 

Intent "Kissinger" Goren 
and Eames search lor a 
killer who slays parents 
(In Stereo) X 

♦* "In the Army Now" (1994) Pauly Shore. A free- 
spmted slacker and tns pal join the Army Reserve 

Cope i In 

Stereo) (PA) 

Copt (In 
Stereo) (PA) 

America s Mott Wanted 
America Fights Back X 

Keeping Up 

Being 

Served 

As Time Yes, 

Goes By X Minister 


Viewer Favorites 


Intent Frame A picture 
leads Goren down a 
treacherous path into his 
past. (In Stereo) X 


That 70a 


That 70s 

Show I 
Paid 

[ Program 
Excellent 
[Adventures 
Viewer Favorites 


Paid 


Saturday Night Uve (N) (In Stereo) X 


s 


Paid 


Program 

MADtv Audnna 
(aux celebrity roast 


DflOW 


x 


Carrier Get Home-ibs 

(In Stereo) X 


With Spike 


Viewer Favorites 


MLB Baseball Chicago White Sox at Kansas City Royals. Kauffman Stadium 

(In Stereo L ive) X ___ 

"Fatal Liuoni: Th* Good Ttaclter "(2004. Drama)|**» "Copycat”(1995) Sigc 

[Mysterious events trouble a par a noid woman X_[cunning psychopath imitates 

Modern Marvels “Mold & *** 

Fungus 8_ jBemng . 


WGN News at Nina (N) 

Jjjn Stereo) X 

Sfloumey Weavei A 
infamous serial killers 


Scrubs i In 

StereoJI 


Open flange",2003, Western) Robert Duval. Kevin Costner. Annette 
3 Premiere. Cattle herdsmen battle a ruthless rancher in 1882 II_ 


Scrubs "My 

Big Mouth 


Army Wives Sate 
Havens"X 


College football W i«e c orest at Florida State (Live) I 


Wild Weal Tech 

Gunslingers' X 


The 


Scoreboard Collage Football LSU at Auburn (Live) I 


NHRA Drag Racing O Reilly Super Start Batti 
Fa ll Nationals - QuaMymg Dallas X _ 


(enes 


College F 


Rice at Texas (Live) 


Plrttn ol the 
Caribbean" Cork'd 
[Lou Dobba This Week 

pCarty (In 
Stereo)X 
'Movie: ***'o The Hunt 
lor fled October" C ork'd 
Mega-Ei cavators 
I R eshape Ihe World 
Hannah ’Hannah 
(Montana Montana 
TCSi: Miami "Hard Time" * 
(In Stereo) 1 


to)X _ 

Movie: The Bourne 


Supremacy 
'Movie: ** “ 


X Cork'd 


SportsCenter (Uve) I 


ee h Plrttn ol At Caribbean: Otari Man ’a Cheat" (2006. Adventure) 


The FSN 
Final Score 


CNN: Spaclal 
Investigations Unit 
iCarty (In 'Drake 6 
St ereo)X |Joah X 


Larry King Live 

Newsroom 

iCNNTSpeclel 

Inveettaettone Unit 

•SH 

l! 

Drake 4 

Josh! 

George 
Lopez X 

George 
Lopez X 

Home 

Improve. 

Home 

Improve. 


eee “Clotr tnd Prtttnl Danger" (1994. Suspense) Hartison Ford. Wiem 

Daloe, Anne Archer CIA chief comb ats Colombian drug ca rtels I 
Impossible City Destroyed Destroyed I Man va. Wild Survival 

_ In Seconds In Second* essentials 


camp hock 
coach aspmng 
CSI: Miami The Best 


(2008) Joe Jonas. Celebrity smgers 
musicians at a special summer camp 


CSI: Miami "Hurricane 
Anthony’ (In Stereo) X 


Defens e" (In Stereo) X 

ee "WlIKmg Tall 

a deputy try lo rid their town oi thugs X 


Congeniality I** 
[[2000, Comedy) Sandra Bullock Cont d 
[Toil [Total [ToS [Total 

[Drama [Dram* [Drama [Drama 

[Foi Report |The O'Reilly Factor 


Wizards- Wizards 
Plac* [Place 
Th* Soprano* The 

| Fleshy Part ot the 


tee's 3*Harri”(1968. Action) 
A New York policeman outwits 


Mfas Conganlaldy" (2000. Comedy) Sandra Bullock. A 
wr at a beauty 


1 Thigh" 

onf(PA) 

toreignj 


Pro Football Preview 


Houae Hunting' (In 


One on 

One I 


Paid 


,2 sr 


[ft)J*ro 

Bettis 

Show 


My Wife 

and Kid* X 


Sax and 
theCHyl 


RENO 911! 

X 


24 (In Stereo) X 


1-900-LUCK Y" 

(In Stereo) X 

Open flange "(2W3)CaSe 

battle a ruthless rancher in 18 


£ n 

Stereo)X 


1882.1 


SporttCentar Louisville. 

Ky. (Live) 


College Football Final 

(Live) X 


Tonight X 


International Fight 

Laagua _ 

Law 6 Order Spaclal 
VldlmiUnlt Authority 


Larry King Live 


Matters X 


Family 

Matters K 


Sporta- 
Canter X 


Tha FSN 
Final Score 
NOS 

Frame-Up" 


Saturday 


H« "Patrtol fliwi*#"(1992 Suspense) Hameon Ford. Anne 
Archer _A for mer CIA agent Is stalked by_a vengeful iRAteronst I 


How It'a 

Made 8 


How It'a 
Made « 

Zack 4 
Cody Montana 8 
Th* Soprano* (In Stereo) 


Bruce MUM*. Alan Rickman, 
thugs m an L.A. hlgh-nse. X 


FBI agerk goes under cover 


;** "Ginger Snaps Sack. The Beginning "(2004, 
[Horror) Katharine Isabelle. Emily Perkins 


CSI: Crime Scene 
Inv eattgatton (In Stereo) 

Movie: "Diary of a Mad 
Stack Woman " X Cork'd 


Naruto IN) 


NarutolN) 


Spaclal Programming 


ypageant I 


Ben 10: [Samurai 
Allan Fore* [jKk 


Gtraldo at Large (In 

Slereo)X 


CSI: Crime Scene 
Inveafljatlon (In Stere o) 

**Y> Last NoKriay” (2006 Comedy) Quaen 
Latkah A terminally ill woman lives it up on vacation 


** 'Barit Cornara”(2006) Thora Birch A woman 

has visions oi a killer and a mysterious look-alike 
CSl Crime Scene 
Inveattgatton (in Stereo) 


uKUTw.ee Invincible "(2006) Mark WaNbarg 

The s tory oi hxkbalfs Vince P apale Cork 'd_ 

'Explorer Congo bush Tciaah oi Ihe Hyenaa (N) 

pilots tace danger s_j_ 

Caught on Camera Out [with Frtanda Like Thai* 

ol control teenagers 


:rc 


Rolex Sporta Car Sartos Tradln 
[Racing: Salt Lake City Palm [N 

Guide- Gel In the [weatern 
Outdoors Game [Extrema 
Sanford 
and Son a 


anc* 

In Purautt 


and Son X 
OMG! Saxtupiatal X 


tee Napoleon 
Dynamite " (2004) Contd 
Making It Home 
Greenaburg N]_ 

"The Last Cowboy" (2003) 
and her aetrangad lather try to aatvao* a ranch. X 


Sanlord 
and Son * 
Th* 

Locator■ 


and Son T 
Th* 

locator 


Fraah 
Prince 
Metaloca- 
hfp«« 


Jml Edit 

w. “ 

ee'o The 

archangel 


Fraah 

Prince 

Venture 

Bros. 

Beltway 

Boys 


Impottlbto City 


That* So 
Ravan X 


Cory Inth* 
House a 


CSI: Miami The Best 
Defense" (In Stereo) X 


Destroyed 
In Seconds 
Replace¬ 
ments 
CSI: Miami 
(in Stereo) 


*#'i 'The Leaf C**tto"(2001 
Suspense) (PA) Robert Redlord I 


Fraah 


Fraah 

Prince 
Bleach |NI 


Shin Chan 

_ 

Geraldo at Large (In 

Stere o) X 

Satan 


> Prophecy If" (1998) Satan lesumects 
Gabnellore 


3 renew the war on man. 


TNA IMPACT! (In Stereo) X 


**W Imriocibf*"j2006 

Kinnear. Ekzabelh Banks 
Locked Up Abroad 

Mexico " 

Lockup: Corcoran 


The Ultimate Fighter in 
Stereo) J_ 

** . 'LeafHoliday"(2006. Comedy)Queen 

Latitah A termmaly ill woman lives H up on vacation 


Fraah 

Prince 

Code 

Geaet(N) 

TheUne- 

UP 


(2006 Biography: Mark WaNbarg, Greg 

The atoryot loofbalTs Vince " 


NCTS 

Setup (Live) 
Track and 
Trad 

Scrub* Uy 

Kingdom" 

Th* 

Locator 


Locked Up Abroad 

- _ 

Lockup Corcoran 

Juvenile prison 


Th* Shield 

X 


CSI Crime 
Sen 

"Ouaea Who" (2005) A black man 
meets hs daughter s white boyfriend 

Money Shot” [Mp/Tuck "Carty 
Summers" X 


Clash ot th* Hyena* 

With Friend* Llk* Thaa* 


NASCAR Racing Craftsman Truck Senes 
350 From Las Vegas (Live|_ 

OutfWara 


Qw* Liner Las Vegas 


Realm 

Otdre 


Scrubs rin 

Stereo) X 

The 

Locator 


V* ? Harold t Kumar Oo to White CaaMa" (2004 

Comedy^John Cho. Kal Penn, Paula Gartes X 


Hunting 
Th# Coaby 
Show 8 
John Edward Cross 
Country (N) 


Almanac 
Th*Coaby 
Show 8 


[jTfflZumbo 

Outdoor* Outdoor* 
Extrema Maktover: 
Horn* Edition In Stereo) 
John Edward Crots 

& m 

The 


Locked Up Abroad 

'Mexico'' 

Locked Up 
Abroad 

Lockup: Corcoran 

Lockup: 

Corcoran 

Llvlri the 
Low Lite 
Spirit ot the 
World 

Superior* 

Exposed 

Moneter 

Buck* 

Unique 

Whip* 

Whittling 

Wings 

**'i "Overhoe rxf "(1967 Comedy) 
Gotta Hawn, Kurt Ruaael._ 


Flip Thai [Over 
Houae (N) [Designed 
Garth A woman 


Property Ladder 
Out dated ra nch house X 

"Every Second Count !" 

penryng competitor and her tether 


ountry Holi days 
Katt William* American Huatto Th* Movto Ti 

adoricomr goes cross-country X 

T -edmq Spe, m Mottv' [Flip That 
| M. Houae 


gSjgg s 

2008) Stephen i 
x talher dktor on 


CoBna. V 
her future 


The The John 

Locator | Locator Edward 

Katt William* American Huetto: The 
Movto ;PA) X 
’Property Ladder 
Outdated ranch house X 


Trading 


The Long $Mt" (2004. Drama) Juke Benz. Manha Tent 
Maton, An accident blind* an equestrian » horse X .Rsny, 


V 


4 












































































































































































































































































































































































































































































































































































































































































































































































I Hi: KfcPl Bl-K AN.OAM.AND, MARYLAND - I HI KSDAV. SEPTEMBER 18. 2008 TV-3 


SUNDAY AFTERNOON 


SUNDAY MORNING 


NFL FootbaH Cincinnati Bengals at New York Giants Giants Starkum. (Uva) X 


(2)Showca- (2)McDona- 


MFl Football Pittsburgh Steeters at Philadelphia Eagles Lincoln Financial Field. 


ae ol Id's 

Hornet Steeleis 

(5)To Be | Kick-Off 
Announced 


Host James 
Brown 

(Lnre)X 


'Freeland 

ISIAnimal 


NASCAR Countdown [NASCAR Racing Spnnt Cup Dover 400 From Dover International Speedway in Dover Del (Live) 


Emperor 


T(5 301 Ch 4 Action Newt Good Morning America 


WTAEO R »P |4C «- 
ments X 


Staphanopouloa (N) (I 

Stereo) X_ 


WTAEO (N) 


Stereo) (El) 


NBC ( 12:00 > G°N FTyder Cup - Final Day - Singles Matches From Louisville. Ky (In Stereo Uve) S 


(8)Contem- (6)(8)Today 
porary (11)3-2-1 

Retirement Penguina 
(12)Evange- (12)Decislo- 
little n Makers 

Outreach 


(S)Mimttrie- 


I6H8H121N.- 


(6)Gospel 


the Prett 
(tt)Babar 

(In Stereo) 
(El) 

(12)Today 

(In Stereo) 


Friend 
Rabbit (In 

Stereo) (El) 
X 


wt iN)X 

(tt)Newt 


Nightly 
News (N) 

(In Stereo) 


(8)Blble 
(11 (News 

(12)Upper 

Church 


(8)Feldlck 

(ll)Mass 

ii2)Evangel 

Outrch 


(8)Wali 
Street Jml 
(ll)Dlscov- 

*12)Woodt 


(11) Buslne- 

U 

(12) Press 


Gardens 
(11 (Meet 

the Press 


Tim 

Shuttles- 

worth 


»* The Worldls Nor Enough "(1999 Action) Pierce Brosnan. 


Movie »* "The Brother! Grimm 


(2005, Fan t asy) Matt Damon X Cont’d |james Bond must protect a murder ed industrialist's 


Program 

Paid 

Program 


Program (Program 
Paid 'The Coral 

Program j Ridge Hour 
Mama- [Mister 

Movies ^Rogers_ 


Program Pr ogram Program 
Believers (Life Today Paid 
Voice j I Program 

Bob the |Thomas 8 Friends: The 

Builder X (Great D iscovery X 
Viewer Favorites 


P rogram P ro gram 
Fox News Sunday With 
Chris Wallace (In Stereo) 
Zula PatroTfAnimaila 


NFL Football Regional Coverage - Arizona at W: 


ton. Carolina at 


Sunday X Minnesota or Tampa Bay at Chicago (In Stereo Live) 


Postgame 


With_[Program Program 

Sesame Street Ralphie Big Comfy 
the Parrot Flies Away X | Co uch 
Bob ihe 'viewer Favorites 


Excellent [Manfred Honeck: 


Nature The fig wasp is a 


The Jewish Americans By the 1870s. 250 000 


To Market- 


How Much to 

(Jewish-Amencans settle acro ss t he United State s « Remember One Family 


From the 


Adventures; Pittsburgh's Maestro 


vital supplier ot lile. X 


(In Stereo) 


Viewer Favorites 


Viewer 

Favorites 


PBS© 34 


«*': The Hitchhikers Guide to the 
Galaxy ’' (2006) Martin Freeman X 


Movie: Whacked , Whacked j MLB Baseball St. Louis Cardinals at Chicago Cubs. Wrigley Field (In Stereo 


Amazing [Key of 


Coach (In [The Cosby 


Feed the 
Children X 
Will* 
Grace X 


WGN© 


Out Sports [Out Sports (Live) I 


Program X 


Show I 


Children 1[_ 
Paid 


vows 

Celebrity 


"The Perfect Neighbor" (2005) Perry King A sexual 


The Perfect Marriage ' (2006, Suspense) A woman 


** "The Perfect Nanny" (2000) Dana Barron A 


Hour of Power X 


T)r. Frederick K. Price 


plots to murder her husband to inherit a fortune. X 


Suspense) Perry King. X 


predator threatens a couple's marriage. X 


Comer I 


delusional woman becomes a widower's nanny, X 


Ab Secrets 


To Be Announced 


'Great 'Historys 


To Be Announced 


To Be Announced 


To Be Announced 


To Be Announced 


To Eks Announced 


To Be Announced 


Announced 


Announced 

Auction 

Block 


Business 
Driven to 
Hunts 
NFL 


Lost Scientists 
Territories Driven to 

Wild X_ .Hunt X_ 

College Football Final X 


Dog Show Lakeland. Fla (N) 


PCPN2OT Auc,lon 
ESPN2© [Block _ 

FCPNffi P“> NFL 

ESPNffi [Countdown 


WNBA Basketball Conference Semifinal Game 2 


Whitetail Territories 
[Hunti ngs |Wttd(N)X 
SportsCenter (Live) X 


Reatree 
Outdoors^ 
Outside the 


NASCAR Now (Live) 


WNBA Basketball Conference Semifinal Game 2 


ESPN2© 


D ay-Nig Steele 
NFL Countdown (Live) I 


Teams TBA. (Live) X 


Teams TBA. (Live) X 


[2008 Worid Series of 


College Football Final X PWBA Bowling 2008 


2008 World Series of 
PolaK Las Vegas. 
Golden (Sports 


Baseball Tonight (Live) 


ESPN© 


Poker Las Vegas 
Best Damn Top 50 
Special 

House Guardian Angels' 
Massive seizure X 


Reporters 


Matchup X 


Inside the Halls of Bad Boy of (Inside- Billiards Woiid Pool 
Big East (Fame [Fitness (N) (Pirates Masters Las Vegas. 

*** Pirates of the Caribbean: The Curse ol the Black Pearl" (2003) Johnny 


FLW Outdoors Venice 

La.(N) 


2 Xtreem 


Affliction: Banned 


Outdoors 

Joel 

Osteen X 
House Call 


Traditions Hs Practice 


Program Program Program 
Eliminate (Changing Ed Young 
Debt |Yo ur World [Television 
CNN Sunday Morning 


Program (Program 
Law A Order: Special 
Victi ms Unit "Oirtcry" I 
CNN Special 


Attack Force" (2006, Action) An 


NCtS Tony is suspected 
of a woman's murder. X 


'House The CIA recruits 


Depp A blacksmith and a pirate must rescue a kidnapped damsel. X 


agent battles a psychotic drug dealer 


House. (In Stereo) X 


Hypochondriac. X 


Fareed Zakaria GPS 


CNN Sunday Morning X 


Late Edition With Wolf Blitter X 


Your Money 


Newsroom 


Edition 


[ Inves tigations Unit 


Adventures ol Jimmy 
Neu tron: Boy Genius 
(Movie: »*» "The Long Kiss 
j Goodnight" ! 1996 Action; XConl'd 


Sponge- 


TAII Grown 


Sponge- 

Bob 


Sponge- 

Bob 


Zoey 101 (In Stereo) X 


OddPar- 


Back at the The Mighty 

Barnyard B! X 


Sponge- 

. __ (Bob 

*»* "The Hunt for Red October" (1990. Suspense) Sean Connery, Alec 
Baldwin. Moscow, D.C. and CIA analyst track rogue Soviet captain and sub. 


Sponge- iSponge- 

Bob [Bob 


Ned's 

School 


Rocket 


NICK© 


*** ''Patriot Games" (1992. Suspense) Harrison Ford, Anne 


Shootout 


»*» "Clear and Present 

Ford. CIA chief combats O 


(1994) Harrison 
drug cartels. X 


Movie: *** "Clear and Present 


Archer A former CIA agent is stalked by a vengeful IRA terrorist X 


(Part2o(2) Goodn/ghf"(1 

U.. ... IA/IU “ AUoLnl 


Remember' X 


Dange r" (1994) Harrison Ford. Corn'd 


"'Houses For I Paid 


Cash Cab: After Dark X 


Cash Cab After Dark I 


Man vs. Wild Alaskan [Cash Cab: 


I Shouldn't Be Alive X 


MythBusters Buster 


I Shouldn't Be Alive 

"Lost in the Snow' 1 X 


MythBusters "Penny 


Deadliest Season: 
Alaskan Crab Fishing 
Zacki [ZackJ 


Program P roof _ 

Doodle- 'Bunnytown 


Movie: "The Cheetah Girls 2" 12006 . 


Phineas 
and Ferb 


Einsteins_Pooh .Mouse [Mouse 

Biography Sheryl Crow" Private Sessions Sheryl 


Heroes X 


The Sopranos (In Stereo) 


What Happened to First Person Killers: CSI: Miami 

Natalie Holloway? X Ro nald DeFeo X _ |(ln Stereo) X 

**’; "The Last Castle" 12001, Suspense) (PA) Robert Radford. A 


Biography "John 


Program j Program [MeHencamp’X 


Bruce Wilts, Alan Rickman, 


***S “«eHerd"'(1988, Action) 


Movie: **«'■! “A Few Good Men" 

(1992, Drama) Tom Cruise XConfd 

Paid Paid Step by 


outwits 


Misadv. of Scoobv-Ooo and the Reluctant Werawo/f" 11988) [Transform- Iflen 10: 

Flapjack | Hamrkon Camp. Jtm Cummings, Casey Kasem _ers | Alien Fi 


I Skunk Fu! 


America's Election HQ 


Election 

HQ 

"Caved k t; Prehistoric Terror" (2006, 


Beltway [Fox and Friends Sunday 


Eliminate ** Arachnid"( 2001, Horror) Alex Retd Stranded 
Debt 
Paid 


Science Fiction) Christopher Atkins 


5300 

Celebrity 


.♦ Boondock Sainta" (1999\ Willem Dafoe Two 


MusdeCar Trucks! (In 


raia L,eieumy ram raiu bwiiwm mwiw \ 1999; uww. rnv nuiw 

P'ogram Ab Secrets Program Program ,brothers set out to nd Boston of Its criminal element, power TV 


SPIKE CD 


Lethal Weapon " (1967, Action) Mel Gibson, Danny Glover * * " John Q" (2002, Drama) Denzel W< 


A veteran detective is paired with an e ccentric partner. X 
The Practice "Fnends 
and Ex-Lovers’ X 


father resorts to violence to obtain a heart for his son. 


Spin City T**» ''13 Going on 30" (2004. Romance-Comedy) Jennifer j** "Canl Hardly Wart" i 1998 

(In Stereo) [Gamer. An uncool gi rl magically becomes a successful adult X Comedy) Jennifer Love Hewitt. X 
Paid [magicJack- Rifle Bird Jesus Jfieptite (Reptile [Dog Whisperer 100th DogTown 

P rogram [com Bird antics. Lizard Wild (Wild [Episode Celebration i_ 

MSNBC News Uve MSNBC NewVuve ~ MSNBC News Live MSNBC News Live 'Who Shot 

the Sheriff 


NGE0CD 


Program | Program [M o ney [Progra m 

ucuor m "Lockup: Corcoran [Hardball Your 
MbriBL UJ Juvenile pnson [Weekend ^Business 

Tocen rn Pald Pa| d [HdfRodTV Car Crazy 
brttu UJ Pr 0 j ram Prog ram GT-40 Brooklands 

nTimn «"[th* Catch: (Match Fleh. Reel in the Trout 
UulUH LD costa Rica [ Outdoors Unlimited 


NASCAR In [NASCAR ReceDay iLrire) 


a Hurry N | 


Hunter's 


Fly Fishing Tln- 
theWorld [Fisherman 


Choice 


Archer 


Bonanza A Darker 


[Gunsmoke A Hat X Bonanza The Stalker 


The Ballet 


Ricardos have two fans. 


Shadow" I 


Celebrity 
im i Ab Secrets 


Eliminate [Paid 

Debt Prog 


Brldezlllas Jennifer 8 

Vanessa" 


Weddings Weddings 

s Most Wanted" ( 2003 . 


MADtv rln Stereo) X 


MADtv i In Stereo)! 


Comedy) Jamie Kennedy. X 


[Houses For (Paid 
im '$300 (Prog 


Clean Sweep “Cure for 
Clutter X 


[Ten Minute Clean Sweep Messy 
Trainer garage.X 


John Schneider, Daryl Hannah. 


M'A'S'H « M'A'S'H X 'M'A'S'H X M'A’S'H X 


Spoken Odyssey Network 


HALLS) 


Deadly wftee sharks terrorize the 


Presents 


SUNDAY EVENING 


MONDAY EVENING 


(6:30) Viewer Favorites 


Viewer Favorites 


I Dream of 
Jeannie X 


WKRPIn WKRPin Newhart « Newhart Honey- Hone 
Cincinnati Cincin n ati [Book Beat mooners moon 

' "The Perfect Assistant" '2008, Drama) A woman ; Army Wives Safe 
wantsjo tell her married boss trial she loves him X Havens' I 


Army Wives D aytack 


Grey's Anatomy 'love/ 

Addiction (In Stereo) X 


Army Wives Safe 

Havens”X 


Forbidden Cl 


God vs. Satan Examining Jewish. Christian and 


Shockwave X. 


Revealed \ 

NHRA Drag Racing 0 Reilly Super Start Batteries Fall Nationals - Final 
Eliminations Dallas X 


2008 World Series of 


NASCAR Now (Live) 


SportsCenter Louisville, Series of 
Ky (Live) Poker 


ESPN2© 


SportsCenter (Live) X MLB Baseball Baltimore Onoles at New York Yankees Yankee Stadium. (Uve) 


SportsCenter (Live) X 


ESPN© 


Golden 


Poker Superstars 


Affliction: Banned 


Savran on 


Football SNppensburg at East Stroudsburg 


Late Night Final Score Pageant Period 2008 
WWE Monday Night Raw (In Stereo Live) X Burn Notice Good 


Special _ Age .Stories^ j_ 

House 'The Mistake (In House Deception" (In ‘House Failure to 


House The Mistake" (In 


Attack 
Force "I 


House Acceptance' (In 


Communicate’’ (In Stereo) 

ti srrv Vinn I lua 


(In Stereo) X 


Anderson Cooper 360 X 


Larry King Uve 


[Lou Dobbs Tonight s CNN Election Center 


Larry King Live X 


'Larry King Uve 


Investigations Unit 


The Cosby 
Show X 


Sponge- 


Matters X Matters X 


Improve. Improve. 


Stakeout' 


*** S//v#rado "(1965 Western) Kevin Kline. Scott Glenn the 
pathsof four cowboys converge en rou te to a sho wdown. X 


Movie:*** Clear and ;*» Sleeping With the Enemy" (1991) A woman 
Present Qsngpr"Con fd [take s drastic measures to flee her abusive husband 
Deadliest Seasom 'Raging Nature Tornado Rampage (N) 

Alaskan Crab Fishing [ Landslides Landslides 


Breaking Bad Cat's m 


**» "The Last Samurai" (2003, Adventure) Tom Cruise, Ken Watanabe, 
Timothy Spall ^Westerner learns the ways of the sam urai in th e 1870s. X 
Raging Nature Swarms 


Raging Nature Swarms 

of insects. 


Raging Nature 


Mega-Tsunamis! 


Raging Nature 

Destructive tornadoes X 


(Destructive tornadoes « Josh Bernstein JN] 


[Zacki lHannah ■**': ChickenL/ffle'(2005,Comedy)[Wizards- Wizards- [UfeWHh [Zackt 


Hannah Wizards- 
Montana [Place 
CSI: Miami Chain 
Reaction" (In Stereo) 

* * "Four Brothers " (2005) Mark Wahfcerg. Sibings 
seek reve nge lot their ad opti ve mother's murder. X 


Cody [Montana 
*CSI Miami A Manne 

irecruitef is murdered X. 


Drama) Maggie Lawson (InStereo) X Cody 

CSI Miami "Permanent |CSI: Miami Someor 


Cody Montana 

Paranormal Paranorma 
State x State X 

Everybody- Everybody- 
Raymond Raymond 
The 700 Club! 


Voices ofZach Braft Joan Cusack j Place [Place [Derek X_ 

Intervention Heroin, [intervention Caytee" X Paranormal [Paranormal 

addiction X _I_ StateX _Sta te! 

Family GuyTFamily Guy"Family Guy Blue My Name Is *My Nam* Is 

(In Stereo) |(ln Stereo) |Harvest, Parts 1 and 2" X Earl X_ [Earl X_ 

** , "Nanny McPhee" (2005. Comedy) A woman America s Funniest 
uses magic to control a widower s unruly children X IHome Videos (In Stereo) 
George of iBen lO: Ijohnny r Johnny Ichowder [Ben 10 


The Cleaner The 

Eleventh Hour" X 


tnes to kill Calleigh I 


Reaction (InStereo)! |(lnStereo) 


***'i “A Few Good Men "(1992, 


Sex and Sex and 
the City! Hie City X 
Whose Whose 

Li ne? Line?_ 

Robot (Venture 

Chicken Bros 

Hannlty A Colmes 


♦ * "Four Brothers "(2005) Mark Wahfcerg. Sfcknge 


Drama) T om Cruise. J ack Nicholson. X 
Joel Feed the [ Zola Levitt 
Osteen X Children [Presents! 


seek revenge for their adoptive mother's murder I 


«* "Mss Congeniality" (2000 


Sandra Bullock. A 


Pr emiere. Two sisters face obstacles b ecause of their wit chcraft X. clumsy FBI agent goes under cover 
*«* "ZMhura"(2005, Adventure) Amysterious ichowder Mlsadven- Family Guy ’America 

game propels two young b rothers into outer space. _ Ituras (In Stereo) |0adX 

[Fox Report 


Family Guy [Family Guy 


Family Guy 'Robot 


TOON© 


TOON© 


(In Stereo) Jn Stereo) 


(In Stereo) [Chicken (Ni 


On the Record With 
Greta Van Susteren n 

Lost Shannon suffers an 


The 0 Reilly Factor 


The Strategy Room 


Hannlty s America 


Record 
Rlptey: 
Believe 
CSI: NY (In 


Vipers "(2008. Horror) Jonathan Scarfs Deadly 


Now and Negadon- 
Then, Her* Mars 


Anaconda J f2008l David Hasselhoff A billionaire 

hires a m ercenary to capture a deadly snake __ 

CSI Crime Scene CSI: Crime Scene 
Investigation [In Stereo) I Inve stigation (In Stereo) 

Movie *•» Menin •• Men In Black #" (20_, 

Black 1997) x ConTd [Tommy Lee Jones, W ill Smith 
*’, "Grsndms s Boy "(2006) Dons Roberts A man Is" 


Gurren 


Lost House ol the Rising 


asthma attack (In Stereo) 


Sun" (In Stereo] X 


CSI: NY love Hun Cold 


CSI: NY Hung Out to 


CSI: NY Oedipus Hen' 


CSI: NY Not What'I 


SPIKE© 


SPIKE® 


Dry" (In Stereo) X 


(In Stereo) X 


Looks Like" (In Stereo) X 


(In Stereo) X 


Comedy) Agents Jay j**» "Men in fllee*"(1997 Comsdy) Secret agents 
sultryahenenemy.X |morteorsulraterrestnalacthrltyonEarth X 


Cold Case 


Bones Brennan and 


Closer Controlled 


Booth travel to London. I 


stoned to death X 


[Capital (In Stereo) 


"V for Vendetta" (2006. Action) Natalie Portman. Hugo 


John Hurl. Selma Blair The son 


The Shield Money Shot' 


(2004, Fantasy) Ron 


Sona of Anarchy Anew [King of the 


must kve with his grandmother and her two fnends X 


three nerdy pals form a baseball team X 


sfxpme nt ol gu ns arrives | Hill x 


Decoding Bible Relics Titanic The Final Secret Neanderthal Cods Scientists use DNA to discover 


Titanic: The Final Secret 


NGE0© 


more ab out huma ns doses! relatives [N[ 


The Santa Strangler [Bom In the Wrong 


MSNBC© 


Secrets Austrian Cellar 


Body Change-Heart 


SPEED Report (Ni 


NASCAR Victory Lane Wind Tunnel With Dev* 


Pinks - All Out 

Gainesville, Fla 


SPEED© 


OUTDRffl 


Adventure 


Chronicle* 


Adventurs Roadtrlps 


Roadtrlpi Whitetail 


I Love Lucy [I Love Lucy 


The Ballet' l .x 


BrMsdNas "Cerioa 8 Brldezlllat lemitei 8 


Bndezlllas Vanessa 8 [Amazing Wedding 


Amazing Wedding 


Brldezlllas Vanessa 8 


Wedding 

Cakes 


Jennifer 


South Park [Futurama 


Movie Harold t Kumar *•• Scary Movie"(2000) Shawn Wayans A 


masked killer terrorizes and murder* teens. X 


Chronicle* Pt. 1 X 


The 750-Pound Men A 


s Joined for Lite: Abby 
Exploded It .'j ' Day Weight sl'„ggles tt and Brittany Turn 18 « 

Murder She Wrote T t* Murder She Wrote '<* Murder She Wrote Murder. She Wrote The 

[Committee (In Stereo) X |ust of Un Lermontov X J Danse Diabokque I Witch's Curse" (In Stereo) 


Diagnotla 
Murder I 


MALL© 




UFC Wired With Joe Friends (In 

Rogan. | Stereo) X 

TMZ (N) (In Stereo) X 

[Beach Volleyball AVP Crocs Tour. 

Manhattan Beach, Calif. (In Stereo) X 

Desperate Housewives 

"Pilot" (In Stereo) X 


Two Guys [Tradin' 

Garage (N) Paint 

Perform¬ 

ance 

We Live Memories 
Outdoors In the Field 

Big Game 
Profiles 

Leave It to Leave It to 
Beaver X Beaver! 

1 Love Lucy 

I 


(2)Sunday (2)Cake<!n 

(2)Horsela- 

(2)To Be 

(2)Sunday 

Edition 

CBS News Sunday Morning (N) (In 

Face the 

Business 

Stereoi(Ell 

nd 

Announced 

Stereo) X 

Nation IN) 

Page (5)Dino 

l5)Sush! Squad (In 

(5)Harve*t 

Time 

(S)Wings ot 
Faith 


(In Stereo) 
X 

PackX 

Stereo) 

Ministries 




_ 


(6X11(Paid 
Program 
(12)Lite of 
Victory 

Golf Ryder 
Cup - Final 
Day- 
Singles 
Matches. (In 
Stereo Live) 
X 

Paid 

Brothers 

Program 

Grim" 

Paid 

Fox NFL 

Program 

Sunday X 


TNT© 

World's Wor 
Caught on T 

st Drivers: 
ape3X 

FXffi 

Paid 

Program 

Paid 

Program _ 


Full House 

(In Stereo) 

Full House 

(In Stereo) 

My Wife 
and Kids X 

My Wife 
and Kids! 

'My Wife 

and Kids! 

** "Miss Congeniality ’ 

(2000) Sandra Bullock X 


FAM© 

Movie: ** 

(2000, Come 

Miss Congeniality 

dy) Sandra Bullock. ConTd 

** "Stepmom" (1998. Drama] Julia Roberts. Susan 
woman tries hard to make her lovers children accept h 

Sarandon. A 
er X 

*Vt "Hope Floats" (1998. Romance) Sandra Bullock 
Rowlands. A newly divorced woman finds love in her 

Qbna 

rametown. X 

TOCft CD 

Skunk Fu! Skunk Fu! ]Skunk Fu! | 

lin^ereo) j (in stereo) j (in stereo) 

Skunk Fu! 

(in stereo) 

Skunk Fu! 

(in stereo) 

Chowder 

Chowder 

Chowder 

_ 

Chowder IChowder IChowder 

i_1 

Johnny I Total 

Test X Drama 

FNC© 

(12:00) America s Election HQ 

Bulls and H 

Bears X 

Cavuto on 
Business 

Forbes S 

Cashin' In 

X 

America's Election HQ 

Fox News Sunday With 
Chris Wallace (In Stereo) 

SCIFlffi 

Movie: 

ConTd 

** "King Cobra" (1999, Horror) Pat Monta, Hoyt 

Axton. A doctor becomes a 30-foot mutated snake. 

*’ v Bos vs. Python" (2004, Horror) David Hewlett. 
Gigantic snakes slither to a deadly confrontation. 

"Snake King" (2005, Horror) Stephen Baldwin 
Scientists encounter a deadly serpent in the Amazon. 

SPIKE© 

TNT© 

Xtreme 4x4 

(In Stereo) 

CSI: Crime Scene 
Investigation (In Stereo) 

CSI: Crime Scene 
Investigation (In Stereo) 

CSI: Crime Scene 
Investigation (In Stereo) 

CSI: Crime Scene 
Investigation (In Stereo) 

CSI: Crime Scene 
Investigation (In Stereo) 

CSI: Crime Scene 
Investigation (In Stereo) 

Movie 

ConTd 

*** Spider-Man" (2002. Action) Tobey Maguire, Willem Dafoe. 

A brte from a mutant spider gives a teen unusual powers. X 

*** "'The Fifth Element" (1997. Science Fiction) Bruce Willis, 
Gary Oldman. A New York cabby tries to save Earth in 2259. X 

*** "Men In Black" 

(1997) Tommy Lee Jones. 

FXffi 

Movie: 

Cont'd 

** "First Daughter" 1 2004) Katie Holmes. The 
presidents daughter falls for a man at college. X 

** "Jawbreaker" (1999) Rose McGowan Three 
teen queens accidentally kill their best friend. 

*♦ “Man ot the House" (2005) A Texas Ranger 
protects cheerleaders who witnessed a murder 

NGE0CD 

(12:00) 

DogTown 

Lockdown "Inmate U" 

Lockdown "Life on the 
Outside” (In Stereo) 

Hitter and the Occult 

Night Shift: Repo Men 

Repossession agents. 

Locked Up Abroad 

Pakistan 

Solo: Lost at Sea 

MSNBC © 

Who Shot 
the Sheriff 

Nightmare Behind 

Closed Doors 

Massacre at Closing 

Time The 1993 incident. 

In Cold Blood 

Cradle to Grave Couple 
loses 10 children. 

Forbidden Love 

Arranged mamage. 

Meet the Press X 

SPEED© 

NASCAR 

RaceDay 

Wrecked 

The Next 
Generation 

1 Love Lucy 
X 

My Classic 
Car 

FIM Racing: World 
Superbike - Italy. Race 1. 

FIM Racing. World 
Supetbike - Italy Race 2. 

Get Back to Dirt Worid Class Street 
Stocks. 

Carmichael 

World ot Outlaws Tri- 
City - Late Models 

OUTDRffi 

King of 
Bucks 

1 Love Lucy 
I 

Outdoor Whitetail QDMA 
America Freaks Quality 

Adventures 

Abroad 

Higher 

Ground 

Petersen s 
Hunting 

Macmillan [Hunter's 

River Adv. (Journal 

Tracks- 

Africa 

Whitetail! 

Bowhunter 

TVLffi 

**'7 Overboard" (1987. Comedy) Goldie Hawn. Kurt Russell. An 

amnesiac millionairess is duped by a cunning carpenter 

"See No Evil. Hear No Evil" (1969) A deaf man and 
his blind employee become involved in murder. 

The Cosby 
Show! 

The Cosby 
Show X 

WE® 

COM© 

Platinum 

Weddings 

k*- 

wovte 

ConTd 

Amazing We 
Cakes a 
Scrubs (in 

Stereo)X 

dding Amazing Wedding Bridezillas Kristen 8 

Cakes! |Tanesha" 

Bridezillas Tanesha 8 
Megan" 

Bridezillas "Celinda 8 

Mega"' 

Bridezillas "Megan 8 
Carlos" 

Scrubs My 

Fault' X 

*** Napoleon Dynamite" (2004) Jon Heder A 
gawky teen helps a fnend run for class president X 

** "Cheech 8 Chong's Nice Dreams" (1961) Two 
drug dealers use an ice cream truck as a cover. X 

' Harold i Kumar Go to 
White Castle " (2004) I 

TLCffi 

Trading 

Spaces 

Mystery ER A woman in 
pain. X 

Mystery ER X 

Mystery ER "Seeping 
Through the Cracks X 

Mystery ER X 

Mystery ER Scared 

Stiff 

Myston ER Truth Be 

Told'' X 

HALL© 

Movie: 

ConTd 

** "Perry Mason: The Case of the Silenced 

Singer "(1990. Mystery) Raymond Burr, Tim Reid X 

**'1 Matlock: The Ambassador"( 1988) A Bntish 
diplomat is accused of killing his lover's spouse X 

Jane Doe: Yes. 1 Remember It Well "(2006. 

Mystery) Lea Thompson, Joe Penny, Donna Mills, X 


i 

NGE0© 

--1 

Is It Rssl? UFO s' (In 
Stereo) X. 

T. T- MS. 

The Real Roswell 

Locked Up Abroad 

"Uganda"_ 

Bikers and Mobsters 

[Montreal underwork!_I 

Th* Rssl Roswell I Locked Up Abroad 

_["Uganda"_ 

Biker* and 
Mobsters 

MSNBC © 

SPEED© 

Hardball u 

Pinks [Pats Tim* 

Countdown With Keith 
Otbsrmsnn 

This Week In NASCAR 

(N) 

Th* Rachel Maddow 

Show _ 

Big Shots: Titans st the 
Th | 

Countdown With Keith j MSNBC Documentary 
Oibarmann \ ___I 

MSNBC Documentary 

Documen- 

lary 

Barrett-Jackson 2008 Pinks 
[Tha Auctions j i 

Pass Time 

This WMk In NASCAR 

Big Shots 

0UTDR® 

Aura 360 Ventures 

fFIshsr's 

ATV Worid 

Dirt Trai 

TV 

Oft-Roed 

Adventures 

World ot 
Trucks 

Muzzy's 

Bow 

Jim Zumbo 1 
Outdoors 

Adventures 

Abroad 

father's 

ATV World 

Aura 360 Ventures 

Dirt Trsx 

TV 

TVL@ 

Andy lAndy TbeCotby 

Griffith GrtfWh Show® 

The Cosby 
Show X 

Th* Cosby 
Show X 

The Cosby 
Show x 

The Cosby 
Show ii 

Th* Cosby 
Show! 

Scrubs (In 
Stereo)! 

Scrubs My 

Journey' I 

rA*yH x |rA , s , H x 

Amazing Wadding 

Cakes X _ 

The Cosby 

Show _ 

Bridezillas 

WE© 

Amazing Wedding 

Ctkei IT _, 

Amazing Wedding 

Cakes X 

IridszHtes' Jennifer 8 
[Vanessa" , 

[BridtzHtet Vanessa 8 
Don." ' 1 

Amazing Wadding 

Cakes 1 

-- --1 

COM© 

Scrubs (In ] Scrubs Iky' 
Stereo]! Hard Labor’ 

Delly Show [Th# Colberi 
[Report X 

Futuram# 

(in Stereo) 

South Park 
X 

Futurama 

(In Stereo) 

Futurama 

(In Stereo) 

Dally Show 

Th* Colbert 
[Report X 
Jozsn X 

- 

Demetri Martin Comic 
performs X _ 

DsllyShow 

TLCffi 

- ——-4 

HALL© 

urn* urn* 

People People 

Kid* by th* Dozen a 

f Jon A Kit* Plu* 8 Niwty 

[found vtdtt) tootafli X 

fjon 8 Kai* 

Plus 8 X 

Jon 8 Kate 
Plu* IX 

Kid* by th* i 

1 

Jon 8 Kat# Plus 8 Newly 

found video footage X 

Jon 1 Kata 
Plus 8 8 

Writer, Rangor [Writer, Ttxii Rang* 

lizarus J | Tummfl Point X 

♦* "Psny Msson fhs Csh of ths Ruthtms 
Rsporfr* (1991, Myttry) Raymond Bun I 

Murder She Wrote (in 1 

Stereo: I 

Murder. She Wrote 

"Fixer Uppar" (In Stereo) 

inn 

Ranger 


1 

7 PM 

7:30 

8 PM 

8:30 

9 PM 

9:30 10 PM 10:30 11PM 11:30 


1AM | 

CBS 

Q 7) 

0 5) 

(2)Evenlng 

(|m,n 

flews 

($)Entertain 

Inside 

Edition! 

The Insider 

(N) (In 
Stereo) X 

The Big 
Bang 

Theory (N) 

X 

How 1 Met 
Your 

Mother 

Barney s in 
love. (N)X 

Two and a 
Half Men 

Uncanny 
resem¬ 
blance X 

Worst 

Week 

"Pilot" (N) 

X 

CSI: Miami 

Resurrection " (Season 
Premiere) The team tries 
to find out who shot 

Horatio Came (In Stereo) 

(2)Nsw» (N) 1 

(InStereo) 

X 

(5)News (N) 
X 

Late Show With David 
Letterman Chris Rock; 

TV on the Radio. (N) (In 
Stereo) X 

The Late Late Show 

With Craig Ferguson (In 

Stereo) X 

WTAEO 

Entertaln- 

ment 

Tonight I 

Dancing With the Stars (Season Premiere) (In 

Stereo live) X 

Boston Legal Smoke 

Signals" (Season 
Premere) (In Stereo) X 

CM 

Action 

News at 11 

Nightline 

(N)I 

Jimmy Kimmel Live 

Actor Shia LaBeouf (N) 

(In Stereo) X 

Oprah 

Winfrey! 1 

NBC 

O « 

O 25 

© 8 

© 12 

6 lEntertai 
nrnent 
Tonight X 
|8)Wheel of 
Fortune X 
(11K12)J#o- 
pardy! X 

(6)6* a 

Millionaire 

(8)J*opardy 

(11)(12)Wh- 

eel-Fortune 

I Harass "Cup Show" The 
cast ol "Heroes" takes 
viewers behind the 
scenes ol Ihe show. (N) 

(In Stereo) X 

Heroes The Second Coming; The Butterfly Effect" 
(Season Premiere) The identity ot the shooter is 
revealed. (N) (In Stereo) X 

|6K8)(12)Ne- 
ws(N)ffl 

(11)N*ws 

(N) 

Th* Tonight Show With 

Jay Leno Chariize 

Theron; Little Britain; My 
Morning Jacket. (N) (In 
Stereo)! 

Late Night With Conan 

O'Brien Diane Lane; 

Patton Oswalt. (N) (In 
Stereo) X 

MNTO 21 

Tha 

Simpsons 

[Family Guy Celebrity 

(InStereo) 

Celebrity Expose X 

TMZ (N) (In Frasier (In 

Stereo) X Stereo) X 

Law 8 Order: Criminal 

I Intent (in Stereo) X 

Paid 

Program 

Paid 

Program 

The Bernie 

Mac Show 

FOX© 53 

Two and a 
Half Men » 

Seinfeld (In 

Stereo)X 

Terminator: The Sarah 
Connor Chronicles X 

Prison Break Wyatt gets 
personal with Gretchen. 

Channelll News on 

FOX 53 at 10 (N) 

Seinfeld (in 

| Stereo)! 

Scrubs My 

Journey" X 

Scrubs My 

Bad' X 

My Home 

Paid 

Program 

PBS© 13 

Business 

M 

OnO 

Magazine 

Antiques Roadshow 

"Mobile, AL" X 

American Experience Reagan Lifeguard" How 
Ronald Reagan was underestimated by opponents. 

Charlie Rom (N) (In 

I Stereo)! 

’OnQ 

Magazine 

Black 

Horizons 

Nature (In 

Stereo) X 

PBS© 14 

Business 

Rpt. 

Direct 

Connection 

Antiques Roadshow 

Mobile, AL X 

American Experience "Reagan Lifeguard” How 
Ronald Reagan was underestimated by opponents. 

Travels to 
the Edge 

Direct 

Connection 

BBC World 

News X 

TheDeMri 

Speaks! 

Design 

Squad X 

WGN® 

7th Heaven Dangerous 
Liaisons" X 

Cubs 8 Sox: 

(In Stereo) X 

All Access 

"Payback" 

i All-Time All-Chicago 

Team (In Stereo) X 

WGN News at Nine (N) 

(In Stereo) X 

Scrubs My 

New Coat” 

Scrubs 'My 

Big Brother 

Comer Gas 

(In Stereo) 

Becker (In 

Stereo) X 

Home 

Videos 

LIFE® 

Still 

Standing X 

[Still 

Standing B) 

Army Wives 

X 

*** Black and Blue" [1999, Drama) A woman 
forges a new identity to escape her abusive husband. 

Will & 

Grace X 

'Will 8 

Gracs X 

Frasier (In 

Stereo) X 

Frasier (In 
Stereo) X 

The Golden 

Girls! 

HIST© 

Modern Marvels Gadgets 
of the 1980s. X 

Siberian Apocalypse f 

Super City New York How Manhattan Island has 

evolved since being discovered in 1609. (N) X 

Sandhogs X 

Siberian Apocalypw X 

Super City; 

New York 

.. 1 

ESPN2© 

Boxing WNBA Basketball Confer 

|Teams TBA. II necessary 

ence Semifinal Game 3 - 
(Live)! 

‘Baseball Tonight (Live)® 

E 60 (N) 

NASCAR Now! 

'NFL Films 
Presents X 

ESPN® 

Monday Night Countdown (live) X 

1 NFL Football New York Jets at San Diego Chargers. Qualcomm Stadium, (Uve) 

SportsCenter (Live) X 

NFL 

Primetime 



7 PM 

7:30 

8 PM j 8:30 

9 PM 1 9:30 

10 PM 

10:30 

11PM 

11:30 

12 AM 

12:30 

i amI 

CBS 

0 2 

0 [ 

60 Minutes 1 n Stereo) X 

Cold CaM "Blood on the 
Tracks" The team 
reopens the 1981 case of 
a yuppie couple's murder 
(In Stereo) X 

Cold CaM Ghost ot My 
Child" A former drug 
addict. (In Stereo) X 

Criminal Minds True 
Night" A comic-book artist 
helps to search for a 
serial killer. (In Stereo) X 

(2)N*ws X 

(5)NewsCh- 
annel 5 
Weekend 

Edition X 

(2)Sunday 
Sports 
Showdown 
(5)At the 
Movies X 

(2)Th* 
Insider fin 
Stereo)X 
(5)ToB* 
Announced 

(2)Extra (N) 

(In Stereo) 

X 

(5)Extra (N) 

(In Stereo) 

» 

WTAEO 

Jimmy Kimmel s Big 
Night ot Stars (N) (In 

Stereo)! 

The 60th Primetime Emmy Awards Ceremonies at Shnne Auditonum in Los 

Angeles honor excellence m TV programming, a salute to TV's most memorable 
[moments (In Stereo Live) X | 

Ch. 4 

Action 

News at 11 

Ch.4 

Sports 

Inside 

Edition 

WMkend 

Paid 

Program 

faald 

Program 

NBC 

Q l 

O 25 

© 1 

© f 

Football Night in 

America NFL highlights 
(In Stereo Uve) X 

NFL Football Dallas Cowboys at Green Bay Packers Lambeau Field (In Stereo Uve) X 

<6KI)N*ws 

N)X 

(11X12)«» 

ws(N) 

.8 (Whacked 

(11 law 8 
Order SVU 
(12)CSI 
Miami 

SZ. 

Goltwtth 

Todd 

Sadowski 

(6)Maximu- 

mExp. 

(8)Psid 

(11) Cops 

(12) lnside 
Edition 

MNTO 22 

MDTVX [Scrubs: In 

I Stereo)! 

Desperate Housewives Judge Joe Judge Joe 

"Pilot” (In Stereo) S ( Brown 1 Brown 8} 

'Will 8 

Grace X. 

Will 8 

Grace! 

Paid 

Program 

Halt 8 Halt 

(In Stereo) 

Half 8 Hall 

(In Stereo) 

Cheaters (In Stereo) ® j 

FOX© 5] 

American 
.Dad X 

The 

Simpsons 

The 'The !Family Guy "Blue 

Simpsons Simpsons Harvest, Parts 1 and 2" X 

Channel 11 
News 

Black and 
Gold Extra 

Seinfeld lm 

Stereo) X 

Van Imp* 

Pres 

Two and a 
Hall Men I 

IPald 

Program 

Paid 

Program 

PBS ffi •) 

Design Biz KidS (In 

SquadS | Stereo) X 

Nature Raptor Force (In 
| Stereo)! 

Masterpiece Teen Sally Lockhart 
discovers secrets ot her lathers death 

wamrea nonocK 
Pittsburgh I Maestro 

Burt Wort 
Travels 

Glob* Tr*kker 

Venezuela” (In Stereo) 

Sound- 

stage a 


\ 
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TUESDAY EVENING 


SEPTEMBER 23, 2008 






9 PM 

9:30 

10 PM 

10:30 

11PM 

11:30 

12 AM 

12:30 

1AM 

CBS 

d , [News 
° 2 (5)Entertaln 

O 5 

The Insider 

(N) (In 
Stereo)X 

NCIS Last Man 

Standing" (Season 
Premiere) Gibbs probes 
the murder ol a naval 
officer IN) (In Stereo) X 

The Mentallst 'Pitot" 
(Senes Premiere) A 
double murder that has 
the hallmarks of a senal 
killer (N) (In Stereo) X 

Without a Trace 

"Closure" The team hunts 
for a man whose missing 
daughter was never 
found. (N) X 

(2)News (N) 

(In Stereo) 

X 

(5)News (N) 
X 

Late Show With David 
Letterman Julianna 

Moore: Tom Dreesen, Tim 
Reid; Kings of Leon (N) 

(In Stereo) X 

[The Late Late Show 

With Craig Ferguaon (In 

Stereo) X 

Inside 

WTAEO Edition 8 

NBC (6)Entsrtal- 
n . 1 nment 

„ * Tonight ! 

‘ 5 (8)Wheel ot 
® * Fortune X 

(B '2 (HKi2)Jeo- 

[pardy!X 

Entertain¬ 

ment 

Tonight! 

(6)B«a 

Millionaire 

(BRJeopardy 

(11K12)Wh- 

eel-Fortune 

Opportunity 

Gubenez 
Premiere) (In 
The Biggest 

challenge ge 

Knocks Dancing With the Stars One team is eli 

mHy" (Senes remaining 12 teams perform a second d< 
Stereo) X I panel of judges. (In Stereo Live) X 

mmated: the 
ince tor the 

: Special 

Trials" 
mere) 
-examine a 
) (In Stereo) 

Ch.4 

Action 

News at 11 

Nightline 

MX 

Jimmy Kimmti Uve (N) ; Oprah 
(In Stereo) X Winfrey X 

Loser Families The learn that wins the 
:s a phone call home. (N) (In Stereo) X 

Law A Orde 
Victims Unit 

(Season Pre 
Detectives re 
rape case, (h 

X 

<6XaX12)Ne- 
ws(N)X 

"News 

(N) 

The Tonight Show With 
Jay Leno Wanda Sykes, 
Zachary Levi: Glen 
Campbell. (N) (In Stereo) 
X 

Late Night With Conan 
O’Brian Billy Bob 

Thornton. (N) (In Stereo) 

X 

MNTQ 22 

The Family Guy 

Simpsons (In Stereo) 

Street 

Patrol X 

Street 'Jail (N) (In [Jail (In 

Patrol X 1 Stereo) X 1 Stereo) I 

TMZlNHiiT 

Stereo) X 

Frasier (In 

Stereo)X 

Law A Order: Criminal 

Intent "Crazy" (In Stereo) 

Paid 

Program 

Paid 

Program 

The Bernie 
Mac Show 

FOX© 

PBS® u 

Two and a Seinfeld | House Not Cancer" (N) 
Half Me.i X! The Susie" (In Stereo) (PA) .8 

Fringe The Ghost 
Network' (In Stereo) X 

Channel 11 News on 

FOX 53 at 10 (N) 

Seinfeld (in 

Stereo)X 

Scrubs (In 1 

Stereo) X 

Scrubs Mv 
Super Ego’ 

Paid 

Program 

Paid 

Program 

Business 

Rpt. 

OnO Nova V ■■ ' ,r - 

Magazine Mnkv Way (In Stereo) bl 

American Masters Four brothers incorporate their 
new motion picture company on Apnl 4,1923. (N) I 

Charlie Rose (N) (In 

Stereo)X 

OnQ 

Magazine 

Tavls 

Smiley X 

Antiquee 

Roadshow 

Isdc m ,, [Buelness 
PBS© 16 N pt 

Outdoors 

Maryland 

Nova Monster of the American Masters Pour brothers incorporate their 

Milky Wav' (In Stereo) A |new motion picture company on April 4,1923. (N) X 

Tutank- 

hamun 

Picking Up 

the Pieces 

BBC World 

News .8 

The Desert 
Speaks X 

Into the 

Book 

WGN® 

LIFE® 

HIST© 

7th Hearen See You in 
September" (In Slereo) X 

*** GoldenEye” (1995, Action) Pierce Brosnan. Sean Bean. A 

weapon s theft sends Agent 007 to Russia. (In Stereo) X 

»** GoldenEye (1995, Action) Pierce Brosnan, Sean Bean. A 

weapon’s theft sends Agent 007 to Russia. (In Stereo) X 

Scrubs My 

First Step 

Still 

Standing X 

Still 

Standing 8 

Reba (In 

Stereo) X 

Reba The Wife Swap Donahoe 
Great Race [Baker" (In Stereo) X 

How to Look Good 

Naked Grae Drake X 

Will A 

Grace X 

Will A 

Grace X 

Frasier (In 

Stereo) X 

Frasier X 

The Golden 

Girts! 

Modern Marvels "Coin 
Operated" S 

Modern Marvels 

"Tunnels of Vietnam" X 

Ancient Discoveries 

Siege of Troy" X 

Sandhogs X 

Investigating History X 

Modem Marvels 

('Tunnels ol Vietnam" X 

Ancient 

Discov 

ccdus WNBA Basketball: Conference Semifinal Game 3 - 

Itsrrizti) Teams TBA it necessary i Live) X 

WNBA Basketball Conference Semifinal Game 3 - 

Teams TBA. If necessary. (Live) X 

Madden 

Nation 

Madden 

Nation (N) 

NASCAR 

Now! 

2008 World! 
Poker Las V< 

Series of 

jgas 

ESPN® E:#0<N) 

2008 World Series of 2008 World Series of 
Poker Las Vegas Poker Las Vegas 

Baseball Tonight (Live) 

X 

SportsCenter (Live) X 

Baseball 

Tonight X 

NFL Live 

M* 

Sports- 
Center X 

ecocn Savranon Pirates 

rshtai SporlsPeat Pregame 

..ca fry Law 8 Order Special 

UbA&j Victims Unit Web X 

CNN © *- ou Do ’'bs Tonlght X 

MLB BaseDall Pittsburgh 

Law A Order: Special 
Victims Unit Fault X _ 
CNN Election Center 

Pirates at Milwaukee Brewers Miller Park. (Uve) 

FSN Live 

ItDSi 

MLB Baseball Pittsburgh Pirates at Milwaukee 

Brewers. Miller Park. 

House Auto 
Stereo)X 

psy" (In 

iveX 

House Humpty Dumpty" 
Cuddy s handyman fads. 

Law A Order: Criminal 

Intent "Cuba Ubre" X 

Law A Order: Special 
VldlmsUnlt Web X 

Law Order: 

Cl 

Larry King L 

Anderson Cooper 360 X 

Larry King Live 

Anderson 
Cooper 360 

NICK® 

AMC© 

TDC© 

DISN© 

1 AAE© 

Zoey101 

Wrestling" 

Drake A 

Josh! 

My 

Family's 

Sponge- 

Bob 

Home Home George 

Improve. Improve. Lopez X 

George 
Lopez X 

Family 

Matters X 

Family 

Matters X 

Home 
| Improve. 

Home 

Improve. 

George 

Lopez! 

Movie: »** Silverado 

(1985) Kevin Kline. Cont d 

AFI's 10 Top 10 The in:: tote counts down 10 films in each of 10 genres. (In 
Stereo)X 

* t * * "The Searchers ' ( 1956, Western) John Wayne. A Civii War 

hero spends five years searching for his niece. X 

How It’s 
Made f- 

How It's 
Made a 

Dirty Jobs A Texas Dirty Jobs Mike works 

advertising company X 1 with a cave biologist. X 

Machines of Malice 

Ancient Machines" I 

How It s 

Made 8 

How It's 

Made X 

Dirty Jobs A Texas 

advertising company . X 

Dirty Jobs 

X 

Zack A 

Cody 

Hannah 
Montana 8 

Jump Ini" :2007, Drama) Corbin Bleu, [ Wizards- 
Keke Paimer, David Refers X ; Place 

Wizards- ; Life With 

Place | Derek 

ZackA 

Cody 

Hannah 

Montana 

That's So 
Raven 

Cory in the 
House! 

Replace¬ 

ments 

CSI: Mi?mi A teenage 

tounst goes missing. X 

The First 48 A mar Is The First 48 IN) X 

murdered in a trailer park, j 

The Cleaner Rebecca" 

(Nil 

The Cleaner Rebecca' 

X 

The First 48 A man is 

[murdered in a trailer park. 

The First 

48 K 

Tocen Everybody- 
IBb© Raymond 

c,ufT. " That 70 * 

[ FAM ® Show 5 

Every body- 
Raymond 

Family Guy 

(In Stereo) 

Family Guy 

(In Stereo) 

Family Guy Family Guy 

(In Stereo) |(In Stereo) 

The Office 

(In Stereo) 

The Office 

(In Stereo) 

Frank TV 

Frink TV 

Sex and 

[the City! 

Sex and 
theCItyX 

What 

Bob?" 

That 70s | Lincoln Heights Sex, 
Show! Lies and Secrets'(N) X 

Greek Pledge 

Allegiance" Failing grade 

America's Funniest 

Home Videos (In Slereo) 

The 700 Club X 

Lincoln Heights X 

Paid 

Program 

TAAvm PoPo'boy Sxunk Fu' 

j , (in stereo; 

George of | Ben 10: i Johnny I Johnny 
mejungie [Alien r-orce iest « |Tmij& 

Chowder [Ben 10 

1 

Family Guy j Family Guy 

(in StofttUj |(in 

Wot ^Venture 

Chicken |6ros. 

Home 

Movies X 

curvti The Fox Report With 

FNL m Shepard Smith X 

The O'Reilly 

Eureka tier 
Suns" (In Ste 

Factor £ Hannity A Colmes X 

On the Record With 

Greta Van Susteren X 

The O'Reilly Fedor 

Hannlty A Colmes 

On the 
Record 

SCIFI© 
j SPIKE© 

Star Trek: The Next 
Generat'on (In Stereo) X 

Come the Eureka From Fear to 
reo)X | Eternity" (N)X 

ECW (Live) 

Scare 

Tadics X 

Scare 

Tactics X 

Eureka From Fear to 

Eternity” (In Slereo) I 

Ripley- 

Believe 

CSI: NY "Consequences" 

(In Stereo) X 

CSI: NY 1 And Here's to CSI: NY "Sweet 16" (In 
You, Mrs. Azrael' X Stereo) X 

CSI: NY Raising Shane 

(In Stereo) X 

CSI: NY Silent Night" (In 

Stereo) X 

CSI: NY Stealing Home" 
(In Stereo) X 

CSI: NY 
Heroes X 

j TUT m Law A Order Good Girt" 
INIUJ mnStereo)! 

Law A Order Dazzled Law A Order Illegal' (In 
(In Stereo)! [Stereo) X 

Law A Order Magnet" 

(In Stereo) X 

Raising the Ber Richie 
Richer! 

Without a Trace 

Mobster's missing son. I 

Without e 
Trace! 

| m Movie: * * “Fantastic Four" (2005. Action) loan Gruffudd, Jessica Alba 

^ A ^ Coot d . Cosmic radiation grants four peopie unusual powers I 

The Shield "Genocide' 

MI 

Sons ol Anarchy A new 

stkpment of guns arrives 

The Shield "Genocide 

X 

That 70s 
Show! 

r is It Re ? Evidence of The Eternal Mummy Neanderthal Code Scientists use DNA to discover 

uiLtions.K Preservation jmore about humans' closest relatives. 

The Eternal Mummy 

Preservation. 

MnanrtAHhal r.J. 

neanoennai uooe 

_ 

... _ Hardb Countdown With Keith The Rachel Maddow 

Olbermann Show 

Countdown With Keith 
Olbermann 

MSNBC Documentary 

MSNBC Documentary 

Documen- 

tary 

coccnm Pinl(S Pass Time Unique Whips Delivery cf 'Livin the 

bKttU UJ taro trucks Low Lite 

SuperCars 

Exposed 

Super 

Bikes! 

Super 

Bikes! 

Pinks 

Pass Time 

Unique Whips Delivery of 
two trucks. 

Livin' the 

Low Lite 

ImiTnom Jim Zumbo Spirit ot the Dream Truth- Hunting the 

UUlLwa) Q^tdoors (World Season (Hunting Xountry 

Obsession 

Revealed 

Wildlife 

Obsession 

Browning- 

Best 

Eastman s 
Hunting TV 

Mossy Oak 
Classics 

Truth- 

Hunting 

Hunters 

Journal 

Wildlife 

Obsession 

mi And Y Andy The Cosby 1 The Cosby 

Griffith Griffith Show! [Show! 

The Cosby 
Show! 

The Coeby 
Show X 

The Cosby 
Show X 

The Cosby 
Show! 

Scrubs (In 

Stereo)X 

Scrubs (In 

Stereo)X 

M'A'S'H X 

_ 

M’A'S’H 

"Bombed” 

The Cosby 
Show! 

i Women Beh 

rnuro [SFrubs (In 

C0M ® Stereo i a 

nd Bars S Secret Lives of Women 

Mistresses' 

Secret Lives of Women 

Four adult movie stars. X 

Secret Uves ot Women 

Four female sex addicts. 

Secret Lives of Women 

Unique spiritual practices 

Secret Lives ot Women 

Four adult movie stars. X 

Secret 

Lives 

Scrubs (In j Dally Show 

Stereo) X _ 

dleal '627 Lb Worn 

Story! 

The Colbert 
Report 8 

Futurama 

(In Stereo) 

South Park 

X 

Katt Williams: The Pimp 
Chronicles Pt 1 X 

Deity Show 

The Colbert 
Report! 

Katt Williams: The Pimp 1 

Chronicles Pt 1X 

Dally Show 

Tircn Amazing Me 
TLC© Stories S 

an: Jackie's 

Mystery Diagnosis 

Dizziness. X 

Dr. G Medical Examiner 

"On the Run" 

627 Lb Woman: Jackie's 
Story X 

Mystery Diagnosis 

Dizziness X 

Med 

Examiner 

luiiifTi Walker, Texas Ranger .Walker. Texas Ranger 

1 MALL ^ ! Retnbution" T \ Child of Hope' I 

** "Perry Maton: The Case of the Maligned 
Mobater ” i 1991, Mystery) Raymond Burr. X 

Murder. She Wrote "The 
Big Show of 1965"! 

Murder She Wrote [In 

Stereo)X 

Texas 

Ringer 
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l 

7 PM 

7:30 

8 PM 

8:30 

9 PM 

! 9:30 

10 PM 

10:30 

11PM 

11:30 

12 AM 

12:30 

1 AM 

r cbs 

j e 2 

0 5 

L- 

(2)Ever ng The Insider Survivor: Gabon (Season Premiere) (N) (In Stereo) CSI: Crime Scene 

News (N) (In X Investigation Wamck is 

!5)Entertaln Stereo)! accused of murdering an 

infamous Las Vegas 
j gangster. (In Stereo) X 

(2)News (N) 

(In Stereo) 

X 

|5)News (N) 
X 

Late Show With David 

Letterman Paris Hilton: 
Guy Ritchie: 

Momingwood. (N) (In 
Stereo)X 

The Lets Late Show 

With Craig Ferguson i in 

Stereo) X 

WTAEO 

Inside Entertain- 

Edition X menf 
_| Tonight X 

Ugly Betty The Grey s Anatomy Dream a Little Dteam ot Me 

Manhattan Protect" (N) X [(Season Premiere) (N) (In Stereo) I 

Ch 4 

Action 

News at 11 

Nightline 

M* 

Jimmy Klmmel Live IN) 

(In Stereo) X 

Oorah 
Winfrey f 

~ NBC 

O 6 

o 2S 

1 ® * 

( CB '2 

(6|En!ertai- (6)Be a My Name Is My Name Is The Office Weight Loss 

nment Millionaire 'Earl The Earl Joy j (Season Premiere) 

Toivght -» :8)Jeopardy Magic Hour 1 topes One- 1 Michael pursues a 
(SlWheel of :(11)(l2)Wh- lEartmaker Eved Willy ■ friendship with Holy. (N) 
Fortune! eel-Fortune up for ( N) (In i(lnStereo)! 

T11X12)«eo- [stealing a |Stereo)X 

pardy! { wish. (N)X i 

ER Life Alter Death 
(Season Premiere) Abby 
awakens after the 
ambulance explosion and 
rushes to check on Pratt. 
(N) (In Stereo) X 

(6K8K12)Ne- 
ws (N) X 

(11 (News 

M 

, 

The Tonight Show With 

Jay Leno (In Stereo) X 

Lets Night With Conan 
O'Brien Jukanne Moore, 
Zachary Lem: Jakob 

Dylan. (N) (In Stereol X 

MNTQ 21 

The Family Guy :** Walking TaU"( 2C04, Action) The Rock A 

Simpsons : in Stereo) Isnenff and a deputy try lord their town of thugs. 

TMZ (N) (In 

Stereo)X 

Frasier (In 

Stereol X 

Law A Order: Criminal 
Intent (In Stereo) 1 

Paid 

Program 

Paid 

Program 

The Bernie 
Mac Show 

FOX© tli 

Twc and a Seinfeld fln| 
Half Men s; (Stereo) X 1 

Hols in the Wall In Kitchsn Nightmares (In 

Stereo) X (Stereo) X 

Channel 11 News on 

FOX 53 at 10 (N) 

ovinivtu 

"The Deal" 

Scrubs (In 

Stereo)I 

Scrubs My 

Day Off I 

Paid 

Program 

Paid 

Program 

PBS© '3 

Business OnO Strange Pennsylvania American Masters (N) 

Rpt Magazine with Dave A Dave [fin Stereo) X 

American Masters N) 

(In Stereo) X 

Charlie Rose (N) (In 

Stereo)X 

OnQ 

Magazine 

Tavls 

Smiley X 

Killer 

Stress 

'PBS© 36 

Business 

Rpt | 

Vour MotorWeek | This Old 

Business [HondaFit House- j 

American Masters (N) 

(In Stereo) X 

Thundering 
Maryland St< 

Hoovm 

96 pie 

Keeping Score Copland 
and the American Sound" 

BBC World 

News 8 

The Desert 
Speaks! 

Financial 

Fitness 


V/GN© 

LIFE® 


HIST® 

ESPN2® 

ESPN® 

PSP® 

USA® 

CNN® 

NICK® 

AMC© 

OISN© 

AAE© 

TBS® 

FAMffi 

TftONCT 


s Hard lo Do (in Stereo) James Bona must pro tect a murdered nduemakel's daughter. X _ 

Still Still Reba ' Reba *« "The Story of (J«"(1999) A couple s manage 

Standing 8 St anding X j Stereoi X Ste'eci X . cr umbles over the course o( 15 years T. 


**'■7 ' 

James Bond must protect a murdered industrialists daughter I 


Modern Marvels 90s 

Tech'lH 


i world ol robots (N) 


ipkmngtt 

; (N) I 


Modern Marvels 

IX 


Iron" 


WNBA Basketball Conference Final Game t - MLS Soccer Los Angeles Galaxy at Chicago Fire Toyota Park 

Teams TBA (Live) X _ (Live) _ 

Sports- NFL Live College Football Live ^College Football: USC at Oregon State (Live) X 
Center X [(LM^J 


Modem Marvels Custom 
machines harvest crops 


Will A 
Grace a 


Will A 
Grace X 


History! Mysteries X 


Strongest 

Man 


High School 


(Uve) X 

Football 


[(LniejX 
Highlands at Mars ILrve) 


Law A Order Special 
Victims UnN influence 
Lou Dobbs Tonight 8 

Zoey 101 Drake A 

Bi rthday gitt Jush X_ 

Mad Men The New Girl' 
'8 


House Daddy's Boy” (In 
Stereo) X _ 

CNN Election Center 


H.S. 

Edition 


Law A Order: Special 


Victims Unit "Bockabye Victims Uni t infected' 


Larry King Live X 


j Sponge- 
Bob 


How It's 
Made '■* 
‘ZackA 

[Cody 


How It's 

Made 8 


My 

Family! 

Mad Men Don and Dock 
Itrytomakepeace X 

Tornado Rampage 


Home 

Improve. 


Home 

Improve. 


Hannah 
Montana X 


CSI: Miami Three-Way' 

| (In Stereo) I 

Everybody- Everybody 
Raymond Raymond 


That 70s 
Show 8 
Johnny 


That 70s 
Show 8 
Johnny 

Test « 


Mad Men Don buys a 
[ new car. X __ 

Destroyed lOestroyed 
in Seconds I In Seconds 


♦s'; Sky High "(2005) Michael Angarano Two 
superheroes send thei r sonlo a training school X 


The First 48 Bad Call: | 

Ricochet X _ 

Friends X Friends 8 


The First 48 X 


Frasier (In 
Stereo)X 


(In 

Stereo)I 


The Works Exptonng the 
world of robots. X 

NASCAR 


Now I 


Mix Tape 
Tout 


SportsCenter (Live) X 


SportsBeet The FSN High School Football Highlands at Mars 
Late Night Final Score 


Law A Order: Special 


Law A Order Criminal 
Intent No Exit' X 


Anderson Cooper 360 X 


George 

Lopcllll 


Bmp 

LopatX 


Mad Men A Night to 
Remembe r" X_ 

Collapse: When 
Structures Fa ll (N) 
Wizards- 
Place 


Jacked 
Auto Theft 


Ufa With 
Derek 8 


Jacked 
Auto Theft 


.** "A Walk to Remember" (2002) Shane West A 

.high school delinquent courts a minister's daughter 


Nanny 911 Nanny 911 ■ '.-reo)X I Nanny AM (In Stereo) X 


SCIFI® 

SP'KE © 
TNT (0 
FX© 


Chowder jMlaadv.of [Total I Johnny total (Total 

Flapjack Drama iT**fX_ Drama [Drama 

''»0 Re < Hannity A Colmes X On the Record With 

th it _I Orate Van Suataran X 

run er Z002. Suspeu 9) Ma'- .s i Baal: The Storm God" (2006) Jeremy London An 
-clear explosion threatens the Earth s ecosystem ! archaeologist releases an ancient god from captMy_ 


Matters X 


Fsmlly 

Matters X 


Med Man "Six Month 

Leave"X 


How It s 

MadeX 


ZackA 

Cody 


How It s 

Made X 


Hannah 
Montana 8 


Ths New Sklnheeds 8 


Law A 0'det Special 
Victims Unit Influence" 


Larry King Live 


Home 

Improve 


Home 


Scrubs My 

Sex Buddy" 


The Golden 
Girts X 


Marvels X 


Mix Tape 
Tour 


Tonight! 


The FSN 
Final Score 


Bum 
Notice X 


Anderson 
Cooper 380 


George 
Lopez X 


see "Matchettck Han "(2003. 

Comedy) Nicolas Cage, Sem Rockwell 


Tornedo Rampage 


ThafeSo 

Raven 


| Cory kithe 
[Houte X 


TheRrst 
48 X 


The First 48 Bad Call 
Ricochet" X _ 

"R*f Race” (2001) Gamblers frantically 

a bag containing $2 miion 


Sax and Sex and 
th e City X th eCIty X [search 
The 700 Club! (Whose (Whose 
Line? Line? 
Robot ^Venture 
Chicken (Bros 


Destroyed 
in Seconds 


Replece- 


FsmllyGuy [Family Guy 

(In Stereo) [(In Stereo) 


The O'Reilly Fictor 


CSI NY Murder suspect 

has an iron-clad alibi X 


Law A Order Harvest 

tin Stereo)! _ 

Movie: »*' 


The Day 


CSI: NY Snow Day" (in 
Slereo) X 

» Exit Wounds 

encounters corruption 


TNA IMPACT! (N) (In Stereo) X 


" (20011 Steven Seagal. A cop 
ption m Detroit s roughest 


m jnd 


Date Movie" (2006) Premiere A hopeless 


T morrow"Cont'd [romantic laces many obstacles in her courtship X 
A. Circtesi Naked Science Dino T Ancient Asteroid 


MSNBC CD 


SPEED© 

Pinki 

Pass Tima 

OUTDRffi 

Outdoor 

Experience 

American 

Blrdhunter 

TVL® 

Andy 

Griffith 

Andy 

Griffith 

WEffi 

Women Behind Bars 8 


rcles. X (Meteor _ 

Countdown With Kelt 
Olbermann 


Pinks - All Out 

Ennis, Texas 


i Rachel Maddow 
Show _ 

Pinks - All Out From 
Commerce, Ga. 


Whistling Elk Monster American 

Wings Chronlclts Bucks Huntsr 

Ths Cosby Ths Cosby Ths Cosby Ths Cosby 

Show X Show X_| Show 8 Sh o w A _ 

**» . 7?te Color Purple M 985 Drama) Whoopi Goldberg Danny Glover Margaret Avery 


* Ex/I Wounde 

encounters corruption 
Always [Always 

Sunny (Sunny 

Naked Scisncs Solar 
Storm Solar storm (N) 

Countdown With Keith 
Olbermann 
Wrecked Wracked 

Icf 

Bow 

Madness 

The Colby 
Show 8 


Hannlty A Colmes 


Black Hole" (2006, Science Fiction) Judd Nelson A 
giant Mack hole threatens to swallow the Midwest 


The Ultimate Fighter (In 

Stereo) 


Stereo) 

(2001) Steven Seagal. I 

ton in Detroit's roughest 


A cop 

pmdnct 


Outfitter 
Journal V 
The Cosby 
Show 8 


Always Always 

Sunny Isunny 
Naked Science Dine 

Meteor' _ 

MSNBC Documentiry 


Paid 
Program 
Homs 
Movies X 


On ths 
Record 
Rlptsy- 


MANSWtr* 

(In Slereo) 


CSI: NY Risk ' (In 

Stereo) X _ 

■The 6th Day" (2000) A helicopter pilot 

is cloned without Iks consent X 

♦ ' “Date Movie " 2006, Romance 
Comedy) Alyson Hannigan X 


Ancient Asteroid 


MSNBC Documentary 


Pinks 

Pheasants 

Forever 
Icrabt (in 
Stereo)! 


Pats Time 

i«r~ 

Chronicles 
Scrubs (In 

Stereo)! 


Pinks - All Out From 
E nnis, Te xas 
Jackie Bushmen Show 


Doeumen- 

-|£L 


M’A'S'H 

Payday X 


sss'ii "lhaColor 


M’A’S*H X 


Scisncs 


Pinks-All 

Out_ 

Macmillan 
River Adv 


Ths Cosby 
Show 8 | 


" (1986, bramal Based on 



os ", Scrubs My Deity The Colbert 

Report B 

f uturama South Perk |South Perk IS T Oilly Show *The Colbert South Park [Futurama [Dally Show 

(In Stereo) [X [X [Silverman [ Report s |x |(ln Stereo) | 



American Chopper NY [Street Customs 

Gants BWe jin Stereo) [ SHaguttec X 

«» Perry Mason tha Caaa ol the Fatal Faahlon" 

(1991 Mystery) Raymond Burr, Valene Harper X 

Overheulin Restoring a 
Chevy pickup X 

Street Customs 

ohaquillac A, 

American 

Chopper 8 

| HALL© 

Walker, Texas Ranger Walker Texet Ranger 

Desperate Measures K | Division Street 1 

Murder. She Wrote 

Shear Madness X 

Murder. She Wrote The 

Szechuan Dragon" X 

Texee 

Rtngtf 
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7 PM 

lA'aiivl 

9 PM 

9:30 


CBS [(2)Evenlng The Insider [The New 
— News (N) (In Adventures 

® J (5)Entertain [Stereo) X otOld 

0 € | Christine 

| __ | (N) X 

Gary 

Unmarried 

Gary's ex is 
getting 
married. X 

[Criminal Minds 

Mayhem” An SUV 
carrying members ot the 
team explodes (Nil 

CSI: NY Ventas" 

(Season Premiere) Mac is 
taken hostage and 
awakens in a submerged 
car (N) (In Stereo) X 

(2)News (N) Late Show With David [The Late Late Show 
(In Slereo) Letterman Calista With Craig Ferguson (In 

X Flockhart;UsainBolt.(N) Stereo)! 

(5)News(N) (InStereo)! 

X _ 

Inside [Entertain- [Dancing With the Stars 

WTAE O Edition X mint (In Stereo Live) X 

| iTontghtX | 

David Blaine Dive ot Death (In Stereo Uve) X 

Ch. 4 | Nightline [jimmy Klmmel Live (N) 

[Action (N) X (In Slereo) X 

[News at 11 _ 

Oprah 
Winfrey 1 

NRP 

hdv 

O € 

0 25 

© 8] 

CB i| 

j(6)Entertai- 
nment 
Tonight X 
(8)Wheel of 
Fortune X 
(11X'2)Jeo- 
pardy!X 

(6)Be a 

Millionaire 

(8)Jeopardy 

|l1K12)Wh- 

eel-Fortune 

Knight Rider A Knight in 
Shining Armor’ (Senes 
Premiere) A simple 
package delivery 
becomes more 
complicated than it 
seems. (N) (In Stereo) X 

America's Got Talent 

Top live acts perform. (In 
Slereo Live) X 

Lipstick Jungle Chapter 
Eight: Pandora s Box 
(Season Premiere) 

Charles gives Nico a 
photo Kirby look of her 
during their affair (N) (In 
Stereo) X 

iNewsiN: a [The Tonight Show With 'Late Night With Conan 

Jay Leno (In Stereo) X O’Brien Jaime Pressiy; 

Lenka, (N) (In Stereo) X 

1 

MNTQ 22 
FOX© 53)] 
PBS® 1$ 

The 

Simpsons 

Family Guy 

(In Stereo) 

'Twilight Twilight 

Zone JZone 

Bones IN) (In Stereo) 

(PA) I 

[Whacked 
[Out Videos 
[Til Death 

I (In Stereo) 

Whacked 
Out Videos 
Oo Not 
Disturb X 

TMZ (N) (In Frasier (In 

Stereo) X Stereo) X 

Law A Order: Criminal 

Intent (in Stereo) X 

Paid Paid 

Program Program 

Scrubs (In My Home 
Stereo) X 2.0 

[The Bernie 

Mac Show 

Two and a 
Half Men X 

Setnfe<d(ln 

I Stereo)! 

Channel 11 News on 

FOX 53 at 10 (N) 

Seinfeld (In Scrubs (In 

Stereo) X Stereo) X 

Paid 

Program 

(Business [OnQ 

Rpt Magazine 

Killer Stress: A National 
Geographic Special! 

American Masters As television amves, Warner 

Bros, employs new technology and new stars. (N) X 

Charlie Roae (N) (In 
Slereo)X 

OnO Tavls 

Magazine Smiley X 

Nova (In 
Stereo)X 

PBS© 34 

Business Artworks Killer Stress: A National 
Rpt. iThlsWeek Geographic Special! 

American Masters As television amves. Wamei 

Bros, employs new technology and new stars. (N) X 

Debating Our Destiny II 

(In Stereo) X 

BBC World The Desert 

News ! Speaks ! 

Kid Fitness 

(In Slereo) 

WGN© 

;7th Heaven Says Who 9 ' 
(In Stereo) X 

».* Tomorrow Never Dias" (1997, Action) Pierce Brosnan [*»* "Tomorrow Never 0»es ’(1997, Action) Pierce Brosnan. 

[James Bond tries to short-circuit a communications tycoon X Names Bond tries to short-circuit a communications tycoon X 

Scrubs My 

Lucky Day" 

LIFE® 

Still 

Standing ! 

Still 

[Standing X 

[Reba "All 

iGrowed Up" 

Reba (In 

I Stereo) X 

The Stranger Game "(2006. Suspense) A woman 
(hires a male nanny, who tries to destroy her family X 

Will A Will A 

Grace ! Grace X 

Frasier! [Frasier 

I "Juvenilia" 

The Golden 
Girls X 

I uicTcn Modern Mabels 

| him© |-NASCAR Tech" H 

MonsterOuest Chinas 

Wildmari' X 

MonsterOuest Giant 
[Bear Attack” (N) X 

Jurassic Fight Club 

Deep Sea Killers" X 

UFO Filee Grays are 
[repuled to be responsible. 

MonsterOuest Chinas 
Wlldman" X 

Monster- 
Quest X 

I ESPN2 © “ 

[NFL Live 

Iw 

E:60 (N) 

_ 

2008 World Series of 2008 World Series of 
(Poker Las Vegas. Poker Las Vegas. _ 

[NFL s Greatest Game (N) NASCAR 

Now! 

Series of 
Poker 

ESPN © MLB Ba5eba,, Teams t0 06 (Live) K [Baseball Tonight (Live) 

1__ __ 

SportsCenter (Uve) X 

[Baseball NFL Uve 

|Tonight! |(N)X 

Sports- 
Center X 

rrpa Savran on 
FSP© SportsBeat 

Pirates 

Pregame 

MLB Baseball Pittsburgh Pirates at Milwaukee Brewers Miller Park. (Live) 

FSN Live MLB Baseball Pittsburgh Pirates at Milwaukee 

[(Uve) Brewers. Miter Park. 

I,c* cn La* 5 Otder: Special 
| [victims Unit "Demons' 

House TB or Not TB” (In 1 

Stereo) X 

Law & Order 
Victims Unit 
Larry King L 

: Special 

Execution 

(Law A Order: Special 

Victims Unit DoHs” X_| 

Law & Order. Criminal 

Intent Want" (In Stereo) 

Law & Order: Special 
Victims Unit Demons" 

In Plain 

Sight X 

CNN© 

Lou Oobba Tonight! 

CNN Election Center 

lire! 

[Anderson Cooper 360 X 

Larry King Live 

Anderson 
Cooper 360 

NICK© 

Zoey 101 TlCarly (55 

(InStereo) [Stereo)! 

My 1 Sponge- Home [Home 

Family s Bob Improve. Improve. 

George George Family Family Home Home 

Lopez S. [LopezI Matters! Matters! Improve. Improve. 

George 

Lopez! 

turen Movie: **» "ThaLaet 

j Samurai "(2003) Corn'd 

**'? "The Karate K/d"(1984, Action) Ralph Macchio. A Japanese **Vi "The Karate MO. Part 7wo"(1986. Action) Ralph Macchio 

handyman teaches a teenager to defend himself. X White visiting Okinawa, Daniel battles his mentor's foes. X 

**V> "The 
Karate Kid" 

How It's [How It's 
JUL© Made! Made! 

MythBusters Electric 

stun gun myth. X 

MythBusters High- 
tension cables X 

Killer Virus: Hunt for the How It s How R’l 

Next Plague (N) Made! Made X 

MythBusters Electric 
stun gun myth. X 

MythBus¬ 
ters X 

[ZackA tHannah 

BJ Cody [Montana a 

** "The Thirteenth Year”(1999, 

Fantasy) Chez Slaibuck. (In Stereo) X 

Wizards- 

Place 

Wizards- [Lite With ‘ZackA Hannah 

Place Derek Cody Montana 

That's So Cory in the 
Raven House 8 

Replace¬ 

ments 

... CSI: Miami 48 Hours to 

iLffe" (In Stereo) K 

Bounty Bounty Bounty 

Hunter Hunter Hunter 

Bounty 

Hunter 

Criss Angel Mindfreak 

Car Wreck Vanish" X 

Criss Angel (Criss Angel 
Mindfreak Mindfreak 

*Bounty 'Bounty 

Hunter Hunter 

‘Bounty 

Hunter 

TBS CD Eg 

Everybody- 

Raymond 

House ot House of 
Payne Payne 

House ot [ 
Payne | 

House of 
Payne 

House of House of 
Payne Payne 

’Friends (In [Friends (In 

Stereo) X Stereo) X 

Sex and Sex and 
theCItyX theCItyX 

Some¬ 

thing-Talk" 

FAM© 

TftONm 

That 70s 
Show X 

That 70s 
ShowK 

America s Funniest 

Home Videos (In Stereo) 

America s Funniest 

Home Videos (In Stereo) 

America s Funniest 

Home Videos (In Stereo) i 

The 700 Club! 

1 

Greek (In Stereo) X 

Paid 

Program 

Robotboy 

1 

(Skunk Fu! George of Tien 10: 

l(SriSieleu) iit« Juiiyiv j Alien ruite 

Total [Johnny 

DidiiM |7e*i .**- 

Chowder Ben 10 

i 

Family Guy Family Guy 

nmy oidp |(ihoiefeu/ 

Robot [Venture 

CilitMO oru& 

Home 

Movies Jl 

1 C urn* [The Fox Report With The OReiily Factor 1 1 
1 iTfLCB Shepard Smith S 

Hannlty A Colmes X 

On the Record With 

Greta Van Susteren 8 

The O'Reilly Factor 

Hannity A Colmes 

On the 

Record 

i sc.fi® 

Ghost Hunters Old Jail" 
(In Stereo) I 

Ghost Hunters 

Speaking With the Dead” 

Destination Truth (N) (In 

Stereo)X 

Ghost Hunters 

"Speaking With the Dead" 

Destination Truth (In 

Slereo)X 

Rlpley- 

Believe 

Star Trek: 
Voyager X 

SPIKE© 

CSI: NY "The Ride-In" (In 
Stereo)X 

CSI: NY Sleight Out ot 
Hand" (In Stereo) X 

UFC Unleashed |N) (In 

Stereo) 

The Ultimate Fighter (N) 

(In Stereo) 

MANswers MANswers 

(In Stereo) (In Slereo) 

CSI: NY Wasted" (In 
Stereo) X 

TNT® 

Law A Order Survivor’ 

(In Stereo) X 

Law A Order Armed 

Forces" (In Stereo) X 

Law A Order Fear 

America” (In Stereo) X 

Cold Case Tom" (In 

Stereo)X 

Cold Case "Cargo" (In 

Stereo)X 

Cold Case Joseph" (In 
Stereo)X 

Cold Case 

Rampage" 

FX® 

Movie: 

Cont'd 

**'0 ThaD 

Ian Holm. Glc 

ey After Tomorrow "(2004, Action) Dennis Quaid. 

ibal warming leads to worldwide natural disasters. X 

Sons of Anarchy Patch 

Over" (N) 

Sons of Anarchy 

Always Always 

Sunn]f Sunnji 

Sonsot 

Anarchy 

NGE0® 

Is tt Real? Bermuda 

Triangle" (In Stereo) X j 

The Devil s Playground Flight of the Jet Man (N) 

National Geographic s The Devil s Playground 
Most Thrilling Moments j 

Flight ol the Jet Man 

Thrilling 

MSNBC © 

Hardball K 

_ 

Countdown With Keith The Rachel Maddow 
Olbermann Show 

Countdown With Keith MSNBC Documentary 
Olbermann 

MSNBC Documentary 

Documen¬ 

tary 

SPEED® Pink * 

Pass Time 

American American Pinks Pinks-All Wrecked Wrecked Pinks PsssTime 1 

Thunder [Thunder .Oultakes [ [ [ [ 

American American Pinks 

Thunder Thunder 1 

OUTDRa) SS&d. 

Cowboys Shooting Shooting Sighting Guns A American Cowboys Shooting [Step 

[Gallery USA! Ammo TV [Rifleman [ [Gallery [Outside 

Shooting {Sighting 
USAS 

American 

Rifleman 

1 n/i /z\ Andy lAndy The Cosby 'The Cosby 

| ,VL ® Griffith Griffith Show 5 | Show 3. 

The Cosby The Cosby The Cosby The Cosby Scrubs (In Scrubs (In 1 
Show! Show! i Show K (Show! j Stereo)! Stereo)! ] 

M’A’S’H! M’A’S’H! 

The Cosby 
Show X 

WEffi 

COM© 

20720 A rising young 20(20 When Crime Hits i 

anchor goes missing. X [ Home” X 

20/20 Who Will Get 
Jessica s Onto'’ X 

The The ; 20120 When Crime Hits 

Locator ] Locator jHome'X 

20/20 "Who Will Get 
Jessica's Child?" X 

The 

Locator 

Scrubs (In 

Stereo)X 

Scrubs (In Oaiiy Show i 

Stereo)! 

The Colbert 
Report X 

Futurama 

(In Stereo) 

South Park 
X_ 

South Park Lewis Dally Show The Colbert 

X ! Black I Report! 

South Park Lewis 

X Black 

Dally Show 

[ nrm [Jon A Kate 

1 TLCffi pi U 5 8 X 

Jon & Kate Jon & Kate Jon 6 Kate 
Plus 8 7 Plus 8! Plus 8 X 

Jon A Kate 
Plus 8 X 

Jon A Kate 
Plus 8 X 

My Unique Family 

Fusion of fingers or toes. 1 

Jon A Kata Jon A Kate 
Plus 8 X [Plus 8 X 

Jon A Kate Jon A Kate 
Plus 8 X Plus 8XJ 

My Unique 
Family X 

1 UA1 . m Walker. Texas Ranger Walker. Texas Ranger 

| |“Faith 'lln Stereo) S i Golden Boy'' (In Stereo) 

* * ; Perry Mason: The Case ot the Glass Coffin '* 

(1991, Mystery) Raymond Burr, Peter Sedan. X 

Murder. She Wrote 

“O’Malley's Luck" X 

Murder. She Wrote Texas 

Always a Thief X Ranger | 



7 PM 

7:30 

8 PM 

8:30 

9 PM 9:30 10 PM 10:30 

11PM 

11:30 

12 AM 



CBS 

0 £ 

0 € 

(2)Evenlng 

News 

|5)Entef1ain 

The Insider 

(N) (In 
Stereo) I 

The Mentallst "Pilot" A 
double murder that has 
the hallmarks of a senal 
killer (In Stereo) X 

Presidential Debate Sens John McCain and Barack 
Obama. (In Stereo Live) X 

(2)News IN) 

(In Stereo) 

X 

(5)News (N) 
X 

Late Show With David 
Letterman Kristen Wilg; 
Wendy Liebman. (N) (In 
Stereo) X 

The Late Late Show 

With Craig Ferguson (In 

Stereo)X 

WTAEO 

Inside 
[Edition X 

Entertain¬ 
ment 
Tonight a 

20/20 (In Stereol X 

Presidential Debate At the University 
ot Mississippi-Oxford, candidates 
discuss issues (In Stereo Uve) X 

Presiden¬ 
tial Debate 
Analysis 

Ch.4 

Action 

News at 11 

Nightline | Jimmy Klmmel Live (In 

(N)X Stereo)! 

Oprah 

Winfrey! 1 

NBC 

o«: 

025 

© 6 

® It 

(8)EnteftaF 
nment 
Tonight X 
(StWheel ot 
Fortune X 
(11)(12)Jeo- 
pardy! X 

(6)Bea 
Millionaire 
(SMeoperdy 
(11X12) Wh¬ 
eel-Fortune 

Amerlce'i Toughest 

Jobs The final eight team 
to become professional 
bullfighters (N) (In 

Stereo)X 

Presidential Debate Sens. John McCain and Barack 
Obama. (In Stereo Live) X 

(6/8)0 2)Ne- 
wsiN)X 

(11)News 

(N) 

The Tonight Show With 
Jay Leno (in Stereo) X 

Late Night With Conan 
O'Brien Brooke Shields. 
Amos Lee (N) (In Stereo) 
X 

MNTQ 22 

The 

Simpsons 

Family Guy" 

jin Stereo) 

2008 Tour ot 

Gymnastics Superstars 

Celebrity 

TMZ (N) (In 
Stereo)X 

Frasier (ini 
Stereo)X 

'Law A Order Criminal 
Intent "Phantom" X 

Paid 

Program 

Paid 

Program 

The Bernie 
Mac Show 

fox© a; 

PBS® a 

Two and a 
Halt Men a 

Seinfeld 

The Nap 

Are You Smarter Than a 

5th Grader? (In Stereo) 

Presidential Debate Sens John 

McCain and Barack Obama. X 

Chennai 11 

News 

Seinfeld 

"The Note" 

Scrubs (In 

Stereo) X 

Scrubs My 

Nickname 

Paid 

Program 

Paid 

Program 

Business 

Rpt 

OnQ 

Magazine 

Washing¬ 
ton Week 
Healthcare 
Search 

NOW on 

PBS N a 

Presidential Debate Sens John McCain and Barack 
Obama (In Stereo Uve) X 

Charlie Rose (N) (In 

Stereo) X 

[OnQ 

Magazine 

Tavls 

Smiley X 

Strange PA 

PBS© 34 

Business 

Rpt 

State Circle 

Washing¬ 
ton Week 

Presidential Debate Sens John McCain and Barack 
Obama (In Stereo Live) X 

(Travels to 

the Edge 

NOWon 

PBS (N) X 

BBC World 
News ! 

The Desert 
Speaks X 

Learning 

Math 

WGN© 

UFEffi 

HIST® 

7th Heaven Do 

Something' (In Stereo) X I 

[♦* "The Brothers Grimm"( 2005, Fantasy) Matt 

| Damon. Traveling con men probe a magical mystery. 

! WGN News at Nine (N) IScrubt My 

|(in Stereo) X [Philosophy ; 

Serube(ln 
Stereo) X 

Chappelles 
Show X 

Chsppelles 
Show X 

RENO 911! 

Drug sting. 

[stiii 

Standing a 

Still 

Standing! 

Reba (In 

Stereo)! 

Reba 'Panic Button"{2007) Patrick Muldoon. A woman’s {Will & Will & 

[Sister Act" [new next-door neighbor becomes obsessed with her Graces Grace! 

Trasler (In 

Stereo) X 

Frasier (In 

Stereo) X 

The Golden 

GtrtaX 

Gangland 

X 

Modem Marvels The 

[Manhattan Proiect" X 

Hacking History History I Gangland Satan 1 Shockwave fN) X Organized Crime: A 

Hacker (N)X [Disciples (N)X World History Russia" i 

Hacking History History 
Hacker 1 X 

ESPN2 ffi 

NASCAR Football College Football Connecticut at Louisville. (Live) X 

Now (Uve) Live 

2008 World Series ol 
Poker Las Vegas 

2008 World Series of 
Poker Las Vegas 

Series of 
Poker 

ESPN© 

FSPffi 

MLB Baseball Tearns to Be Announced. (Live) X 

Baseball Tonight (Uva) 

X 

SportsCenter (Live) X 

Baseball 

Tonight! 

[NFL Uve 

\m : 

Sports¬ 
Center X 

Savran on 
SportsBest 

High School Football Erie McDowell at Seneca Valley 

SportsBeat the FSN 
Late Night [Final Score 

Pro Football Preview 

TheFSN 
[Final Score 

Best Damn Sports Show 
Period (Live) X 

USA© 

1 Law A Order: Special House Spin" (In Stereo) 
Victims Unit 911"! X 

** Sweet Home Alabama " (2002) A New York 
fashion designer has a secret m the South. X 

House Dying Changes 
Everything" (In Stereo)! 

[ * "Hall Past Dead" (2002. Action) 

[ Steven Seagal. Morris Chestnut. X 

CNN© 

Lou Dobbs Tonight X CNN Election Center 

Larry King Uva X Anderson Cooper 360 X 

Larry King Uve 

Anderson 

Cooper 3601 


FRIDAY EVENING 


SEPTEMBER 26, 2008 


NICK® ffijj 


ilereo) 


Stereo) X 


AMC© 

TOC® 

DISN© 

AAE® 

TBS© 

FAM® 

TOON© 

FNCffi 

SCIFi® 

SPIKE© 

TNT® 

FX© 

NGEOffl 

MSNBC© 

SPEED© 

OUTDRffl 

TVLffi 

WEffi 

COM© 

TLCffi 

HALL© 


[ #"(2004, Drama) Contd 


[How It s iHow It s 
Made tf__ Made! 
jzick A lack A 

(Cody |Cody 

CSI: Miami Under 
| Suspici on" (In S ter eo) X 


Family * Bob 


Bob 


Bob 


«*** "Million Dollar Baby" (2004. Drama) Clinl Eastwood, Hilary Swank, 
Morgan Freeman A cantankerous trainer bonds with a female boxer X 


Lopez! |L opez! Improve Improve MattersX_ Matters 8 


MythBusters Pirates 2 1 ' 


Suite Lite- (Phineas 
Deck and Ferb X 

[CSI: Miami Felony 
eo)X 


Fight Quest Thailand Fight Quest India 
Muay Thai kickboxing. (N) | 


Righ t" [In Stereo)_ 

'Everybody- Everybody- 'Family Guy Family Guy 

Raymond Raymond (in Stere o) | (in Stereo) 

That 70 s iTfc-’vn. 


[Show 8 

Johnny 




That 70s 
Show X 


That'70s 
Show X 


That 70s 
[Show a 
Johnny 

Test X_ Test 8 

[The Fox Report With 
[ Shepar d Smith X_ 

[Knight Rider A Knight m 'Stsrgsts Atlantis 

ShimngAimor X _[ Sheppard returns home 

[CSI: NY Mac tracks a 
killer in cyberspace X 
Law A Order Cut (In 
Stereo) X 


Minutemen" (2008. Comedy) Jason 
Dolley, Luke BenwardJX 


CSI: NY "Manhattan 

Manhunt" (In Slereo) X 



Lopez! 


** Blown Away " i 1994.^Suspense) Jeif Bridges, Tommy Lee 
Jones. A mad Irish bomber plots revenge on his lo imer pupil 


MythBusters Pirates 2'” 


ZackA 


Cody 


Cory in the 
House! 


'Hannah [That's So 

Montana X [Raven _ 

CSI: Miami "Payback" (In [ Criminal Minds CSI: Miami Felony 

"Somebody's Watchi ng Right" (In Slereo) X 

***'; Phenomenon 


Stereo)! 


ss’r ’The Longest Yard" (2005) Adam Sandler Sei and Sex and 
Prisoners tram tor a football g ame again st Ihe guards [the Ci ty! the C ity! 


That 70s 
Show 8 


That 70s 
Show 8 


♦ at Zathura " (2005. Adventure) A mysterious 
1 game propels two young brothers into outer space 
The O'Reilly Factor 8 Hannrty A Colmes u 


America s Funniest [The 700 Club X 
Ho me V i deos ( In Ste reo) j_ _ 

Chowder 'Misedv of Brak Show Harvty 

_ |R«p|eck _ |Blrdmn 

On the Record With The O'Reilly Factor 
Greta Van Susteren X 


Fight Quest 

"Thai 


ailand" 


Replace¬ 
ments 
CSI: NY (in 

Stereo) X 


11996, Drama) 
John Travolta. Kyra Sedgwick. X 
’ Paid 


That 70s [That 70s 

[Show X_[ Show! 

ISealab Hunger- 
>2021 [force 
Hannlty A Colmes 


CSI: NY Boo" (In Stereo) 

IE 


Stargate Atlantis Ronan 
must use tvs skills X 


Stargate Atlantis First 
Contact" (In Slereo) X 


UFC 75: Champion vs. Chempton |ln Stereo) 


SG-1 Smoke 
lirrors" (In Stereo) 


«* i Con Air" (1997, Action) NicoiasCage John Cusack. John 


Ma lkovich Vicious convicts hy ack their flight X 

Coach Carter" (2005. 


Movie: *♦* 

Drama) Samuel L. J ackson X Cont'd 
[Is N Real? Animals' 
behavior (In Stereo; 8 

‘Hardball a 


CSI: NY Stuck on You 
_ (In Stereo)! _ 

*« U S Marshals me Drama) Tommy Lee Jones. 


[Prog ram 

The 

Oblongs ! 
'On the 
Record 


Stargate Atlantis First 

"St*V “ 


I Dog Whlspsrsr Timid rat 
terror 


[Trackslds At... IN) 


Oftthore 

Adventures 


1"“ 


Countdown With Keith 
Olbermann 

[Big Shots: Titans at the 
Tee (N) 

[trout [Fly Fishing 


*»'i "Invincible" (2006 Biography) Mark WaMberg, Greg 

Kinroan Elizabeth Banks The story ot toolbars Vince Papale X 
Dog Whisperer Jennifer 
Lee Pryor’s dogs 


Sam Gerard pets caught 


Olbermann 


■ r— ww..'*.ww . .., _ |U 

The Cosby The Cosby [The Cosby 
Show ! | Show X [Show 8 


Unlimited the World 


Verdict With Den 
Abrams 

NASCAR Racing Nationwide Senes 
Kansas Lottery 300 Practice 

Mitch Fieh 


Always 

l Sunny _ 

Dog Whisperer Timid rat 
_ .terrier. _ 

Countdown With Keith MSNBC Documentiry 


DogTown New Lives’ 


in another fugitive case X _ 

**vi "Coal 1 The Dream Begins 

(2005, Drama) Kuno Becky X 


Always 

[ Sunny 


Stargate 
SG-1 X 


GameTraiF 

ersTV 


♦«'- T7»e 
Recruff"! 


Dog Whisperer Jennifer 
Lee Pryor’s dogs. 
MSNBC Documentary 


Treckslde At¬ 


tn- The Catch: Steve [Offshore [Spanlsl 

Fishermen Costa Rica Gruber [Adventures [Fly 

The Cosby [The Cosby [Ths Cosby Ths Cosby The Cosby 'Scrubs (In [Scrub* (In 

Show! Show! [Show! Show!_ Show I_Ster eo) X. 

48 Hours Death of a [48 Hours Danger ih Women Behind Bars 8 Women Behind Bars 8 John Edward Cross 

Dream " (In Stereo) X iLialso ns" (In Ste r eo) X _I__ Country "Holidays 

Scrubs V. Scrubs " DsllyShow The C hart Chapoelle s Chappelles Larry the Cable Guy Com- Com 

Prtncen XlDumb Lu ck Report 8 'Show 8 Show x Morning Constitutions Presents [Presents 

Who Are You Wearing-* What Not to Wear ki>- What Not to Wear Say Yes to Say Yes to What Not to WMr “Kim 


SuperCart Formula t Debrief 

Monza. Italy (N) _ 

In- iReel In the 

Fisherman 


i ^Outdoors 
scrubs (in .M’A’S’H IM’A’S’H 

Stereoj X^ I (Part 1 of 2) |(Part2ol 21 

i n.».: [j ohn Edward Cross 

[Countr y _ 

Com.- ICom.- 
[Prssents [Presents 

TWhat Not to Wear v 


8y Robinson Paste 

Walker. Texae Ranger 

Saturday Night" X 


I S Swim instru ctor 

[Wether, Tsxai 

jHourkjlnStereo^ 


3«*'i Perry Mason The Case ol the Fatal 

ft»vn*iB"(1992. Mystery) Raymond Burr X 


the Dress ,the Dress IS, Swim instructor X 

Murder. She Wrote The 

Sicilian Encounter X 


Murder. She Wrote 

Trials A Tribulations" 


DogTown 
"New Lives" 
Documen- 
| Hry 
Inside 
[Grand Prlx 
Outdoor 
Adventurss 
(The Cosby 

Show X_ 

48 Hours 
| (In Slereo) 
Comedy 
. Roast 
Say Yes to 
the Dress 
[Texas 
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APOSTOLIC 

Apostolic Church of Oakland 

Rev Aaron Phillips. Pastor SS 10 
am; Wor. 11 am; Bible Study Wed, 7 
pm 

New Beginnings Fellowship 
Church Oakland. Pastor Russell 
and Jeanne Liller Sunday 10 am & 

6 pm; Wed 7 pm 2nd 8 4th week; 
youth serv Call 301-334-9638 for 
directions. 

ASSEMBLY OF GOD 
Cornerstone Assembly of 
God, US 219, Boynton, Pa., Pastor 
Thomas Twigg, 814-662-4235. SS 
9:30 am; Wor 10:30 am: Sun eve 
ser. 6 pm; Wed. fam night & Bible 
study 7 pm 

Crellln Assembly of God, Rev 

Pete Miller. Pastor SS 9:45 am; 
Wor. 10:45 am and 6 pm, Prayer 
meet. Mon. 7 pm; Prayer and Bible 
study, Missionettes and Royal 
Rangers. PowerSource Youth 
Minist .Wed 7 pm 

Glendale Assembly of God 
Church David P Goldizen, Pastor 
SS 10 am; evening Wor. 6 pm; 
Thurs. evening wor 7 pm. 

Good Tidings Assembly of 
God, Location Rd.. St. George, WV 
Iris V. Skipper, Pastor. SS 10 am; 
Wor. 7 pm & Fri. 7:30 pm; Cottage 
Prayer Meet Tues 7:30 pm 

Hiway Assembly of God, Rt 
38, Kitzmiller, 304 693-7249 Rev 
John Friend, Pastor SS 10 am; 
Sun. eve. ser 6 pm; Wed. night ser. 

7 pm. 

Kitzmiller Assembly of God 

Rev. Lee R. Robertson. Pastor. SS 

10 am; Wor 11 am; Eve Wor 7 
pm; Prayer & Praise ser Wed 7 
pm. 

Lakeside Assembly of God. 

Rev Robert W. Collette Sr.. Pastor. 
SS 9:30 am, Wor. 10.30 am. 
Evang ser Sun 6:30 pm; Bible 
Study Wed 7 pm. 

Maple Grove Assembly of 
God Horse Shoe Run. WV , Rev 
Shaun Roberts Pastor SS 9:30 
am; Fam. Wor 10:30 am and 6:30 
pm; Wed. Bible study 6:30 pm. 
Choir 7:30 pm 

Maranatha Assembly of God. 

176 Springs Rd.. Grantsville. 301- 
895-5300. Pastor John J Munley 
SS 9 30 am; Sun Worship 10 30 
am &6pm. 

Mt. Top Christian Assembly 

2655 Md Hwy. Oakland. SS 9:30 
am; Wor. and Children's Church 
10:30 am; Evening worship 6 pm. 
Wed Bible Study 7 pm. Rev. 
William E. Helton 

Rocky Drean Assembly of 
God, Bray School Rd Rev William 
C. Skipper, Pastor. SS 9:45 am; 
Wor. 10:45 am & 7 pm; Wed ser 7 
pm 

Terra Alta Assembly of God 

Rev Robert Travis. Pastor. SS 10 
am; Wor & Child's Church 11 am; 
Evang ser 7 pm; Adult Bible Study 
& Youth ser Wed 7 pm 

Walnut Bottom Assembly of 
God Rev George Tichmel 39 r© 
am; evening Wor. 6 pm and Wed 7 
pm. 

BAPTIST 

Deep Creek Baptist Church 

Dr Ben J. Lahay. Pastor SS 9:45 
am; Wor ser. 11 am and 6 pm; Bible 
Study & Prayer Wed 6 pm. 
www deepcreekbc com. 

Ferndale Baptist Church, Rt 
219,3 mi. N of Oakland. Child’s SS 
9 am; Wor ser 10 am 

Harvest Baptist Church off Rt 
495, Jennings Rd Alan Blrkby, 
Pastor phone, 301-895-5556. SS 
9:30 am: Wor. and children’s 
church, 10:30am 

Little Meadows Baptist 
Church, Grantsville Pastor 
Michael Lashbaugh, 301-895- 
4200 SS 9:30 am, Wor 10:45 am & 
6 pm; Bible study by Darlene 
Mealy, Wed 7 pm 

Mtn. Lake Independent 
Baptist Church, 1005 Broadford 
Rd Dennis L Leatherman, Pastor; 
www.mlibc.org. SS 9:45 am; Wor 
ser 10:45am87pm8 Wed 7pm 
New Testament Baptist 
Church 710 Dung Hill Rd.. 
Grantsville. 301 -895-4001, Tony 
Wilburn, Pastor. SS 10 am; Worship 

11 am and 7 pm; Wed Eve Bible 
study 7:30 pm. 

Pleasant View Baptist 
Church. 2 mi. S. of Oakland Rt 
219 Wally Weeks, Pastor Mark 
Weeks, Wor Pastor, 301 -334-8515. 
Sun Wor 10:15 am; Bible Study 9 
am; Family Mimst Wed 6 pm 
Rush Baptist Church 1985 
Old Morgantown Rd West near 


the 

SS 

the 


Friendsville Rev Ray Perkins. 
Pastor SS9:45am; Wor 11 am 
Victory Baptist Church. 3 
miles W. of Oakland, Rt 39, near 
Crellin SS 10 am; Wor. 11 am & 7 
pm & Wed 7 pm 

BRETHREN 

Asher Glade Church of the 
Brethren. Rt. 42, N of Friendsville 
Edwin Moore. Pastor 1-724-425- 
9792. SS 10 am; Wor. 11 am. 

Bear Creek Church of the 
Brethren, Brethren Church Rd., 
Accident. Pastor Kevin Staggs SS 
9:30 am; Wor. 10:30 am 
Bethesda Church of 
Brethren, Rt 495, Grantsville 
9:30am; Wor ser 10:30am. 

Brookside Church of 
Brethren, Rt. 50. Aurora, W.Va 
Rev Scott Rush, Pastor. SS 10am; 
Wor. 11 am. 

Cherry Grove Church of the 
Brethren, 3992 Chestnut Ridge 
Rd.. Grantsville, Tom Wegman, 
Pastor, 814-662-9311 SS 9:30 am; 
Wor ser 10:30 am 

Fairview Church of the 
Brethren, 4 mi off Rt 50 David C. 
Moon. Pastor SS 10 am; Wor. 11 
am. 

Gortner Union Church of the 
Brethren-Mennonite. Rev Steven 
Sauder, Pastor. SS 9:30 am; Wor. 
ser. 10:30 am. 

Grace Brethren Church 3 mi. 

S. of Accident on Bumble Bee Rd. 
SSIOam; Wor. 11 am. 

Laughlln Church of the 
Brethren. Amish Rd , Grantsville 
SS9:30am; Wor 10:30 am. 

Laurel Glen Church of the 
Brethren, Old Mill Rd., Cranes- 
ville. Berma and Carol Yerkey, 
Pastors. SSIOam; Wor. 11 am. 

Maple Grove Church of the 
Brethren. Maple Grove Rd. 
Worship 10:30 am. 

Maple Spring Church of the 
Brethren SS 10 am; Wor 10:45 
am. 

Markleysburg Church of the 

Brethren Main St., Markleysburg. 
Pa.. 724-329-8155, SS 10 am; 
Worship 11 am. 

Mt. Grove Church of the 
Brethren Rev. Curtis Ketterman, 
Pastor. Wor ser 10:30 am. 

Oak Grove Church of the 
Brethren. Sang Run Rd Pastor 
Philip Matthews, 301-334-1248; 
church 301-387-7502 SS 10 am; 
Wor. 11 am 

Oak Park Church of the 
Brethren, 110 Church Lane, 
Oakland, Rev Mel Menker, Pastor 
301-334-2243 SS 9:30 am; Wor 
8:15 am. 9:30 am. & 10:45 am. 

Pine Grove Church of the 
Brethren, Swallow Falls Don 
Matthews, Pastor. SS 10 am; Wor 
11 am. 

Locust Grove Church of the 
Brethren, Bismarck Rd , Mt. 
Storm. Revival 9/21-9-26 Wor. ser 
11 am. 7 pm. 

CHURCH OF CHRIST 
Oakland Church of Christ. 
1300 Memorial Dr.. Oakland, 301- 
334-1501 SS 9:30 am; Wor. 10:30 
am & 6 pm & Wed 7 pm. 

EPISCOPAL 

Emmanuel Episcopal 

Church. 301 S Mineral St.. 
Keyser, WV. 304-788-4475 The 
Rev Joe Mackov. Rector Holy 
Euch 8 sermon 10am Sun.; Wed 
Healing ser. 10:30 am. 

St. John's Episcopal Church. 
Rev Chip Lee, Rt 135, Deer Pk 
SS & Holy Euch 9 am 

St. Matthew's Episcopal, 2nd 
& Liberty St.. Oakland. "Church of 
Presidents ” Holy Euch. Sun 8 & 
10:45 am Rev. Chip Lee Rector 
St. Michael's Episcopal 
Church. 107 McDonald St., 
Kmgwood, WV. Rev Alan Jenks, 
Vicar. Holy Euch ser 10 am 
EVANGELICAL FREE 
Faith Evangelical Free 
Church, 1009 MD Hwy , Mtn Lake 
Pk , 301-334-4172 SS 9:30-10:30 
am: Wor ser 10:45 am; Pioneer 
Club during sch. yr Wed Jr & Sr. 
High 6:45-8 pm at the church 
Wed. pr. meeting 7 pm. 

GOSPEL CHURCH 
Full Gospel Church Blame. 
WV Rev George Tichinel. Pastor 
SS 10 am; Sun Night ser 6 pm; 
Wed Bible study 6:30 pm 

Independent Full Gospel 
Revival Center Loch Lynn Hts 
SS 10 am; Wor ser 6 pm; Wed 
Wor ser 6:30 pm 

Savage River Full Gospel 
Church, Rev Charles Braithwaile, 
Pastor SS 10 am; Sun ser 6:30 
pm; Wed ser 7 pm 

CHURCH OF GOD 
Bayard Church of God. 
Bayard. WV Rev William Mc- 
Callister, Pastor SS 10 am; Wor 
ser 11 am; Sun & Wed ser 6:30 
pm. Prayer meet Thurs. 6 pm 
The Church of God of 
Prophecy 25 Back Street. Deer 
Park. 301-533-3227, John 
Osborne , Pastor SS 10 am; morn 


Lavender May Aid Anxiety 

Lavender is a plant native to the Mediterranean 
region. It is also known as English or Garden 
lavender Lavender has been used traditionally as a 
bath additive, antiseptic, and for mental diseases. It 
was used in ancient Egypt to aid in the process of 
mummification. Today, lavender is used to treat 
anxiety, insomnia and stomach upset. It is thought 
that the active component of lavender is eucalyptol. 
Small trials evaluating lavender in the treatment of 
anxiety have shown mixed results. Some reports 
indicate that it may relieve agitation in individuals 
with dementia. One of the most popular uses for 
lavender is in aromatherapy, in which the essential 
oil may be inhaled or mixed with water and then 
applied to the skin Flowers from the plant are also 
dried and used to make teas and extracts that are 
taken orally. Topical use of lavender is generally 
considered safe; however, lavender oil may be 
poisonous if taken orally. Side effects from lavender 
include drowsiness, headache, and constipation 
Lavender should not be used with medications used 
for insomnia due to its potential to cause drowsiness. 


G -YOtR HEALTH is 01 RBI SIMSS" 

reggs 

|» II A It M A C Y 

20 North Third Street , Oakland 

Vl»ii.->sl. <>..»« a.in. iu v p in.. .Sun. 4 liiilitlayii li In V pan. 


301 - 334-2197 


Maintenance 


Proper 


H ave you ever driven along a country road and noticed, out in a field, an 
old automobile squatting in the tall grass? Once it was lovingly 
polished and cared for; now it sits broken down and abandoned. Maybe as 
you passed by, its headlights, like eyes, seemed to follow you. VV hat stories 
it could tell of past adventures! 

The long miles and bumpy roads that we travel in life take their toll on 
us. Without proper maintenance, we can find ourselves in disrepair; maybe 
we have been abandoned, too. How can we keep ourselves in good 
condition? 

“Those that are planted in the house of the Lord shall flourish in the 
courts of our God. They shall still bring forth fruit in old age; they shall be 
fresh and flourishing” I Psalm 92:13-14). Visit your house of worship each 
week for regular maintenance; keep well tuned! 


The Joys of a Child 

There are many kinds of joy. We can experience 
joy upon seeing a beautiful sunset of from a job well 
done. But, the kind of joy which children are more 
likely to experience is simply the pleasure of enjoying 
themselves in the moment. A child flying a kite or 
playing with a friendly dog is likely to be so wrapped 
up in their play as to be oblivious to what else is going 
on around them. When we experience this kind of joy 
we laugh spontaneously and are rejoicing naturally. 
There are certain 
activities that tend 
to produce these 
joyous raptures of 
self-transcendence, 
where we literally 
forget our problems 
and our very selves. 

Included among 
these are music and 
dancing, walking or 
hiking in places of 
natural beauty, or 
simply engaging in 
the kinds of activi¬ 
ties that gave us joy 
as a child, whether 
flying a kite, climb¬ 
ing a tree, or skipping stones down at the pond. We 
should not be so grown-up that we forget how to 
experience the joys of a child. God wants us to be 
happy, and climbing one of His trees or sending a kite 
into the sky is really a simple prayer of rejoicing. 

Let the heavens be glad, and let the earth 
rejoice; let the sea roar, and all that fills it; let 
the field exult, and everything in it! Then shall 

a!! the trees of the wood sing for joy befoit* the 
Lord. 

R.S.V. Psalm 96:11-13 
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SISLER LUMBER CO., INC. 

‘Buyers of Standing Timber" 

PO Bo* 40. New Creek. WV 26743 304-788-7590 

HELBIG S RT. 560 CARPET 

and carpet cleaning 

301-334-9598 Rt. 560, Oakland 

STEWART FUNERAL HOME 

Bradley A. Stewart, Owner 
32 S. 2nd St., Oakland 301 -334-2166 

PRECISION OPTICAL of OAKLAND 

J. V. Jones, O.D. 

888 Memorial Dr., Oakland 301-334-1016 

G&W LUMBER 

Kitchen & Bath Center 
Rt. 219, Accident 301 -245-4288 

KAM'S FLORIST/THE PROMISE SHOP 

Full Service Florist 
701W. State Ave., Terra Alta. W.Va. 
304-789-4899 

CURVES 

The Power To Amaze Yourself 


GLOTFELTY ENTERPRISES, INC. 

Distributors ot Cooper, B F Goodrich, 
and Michelin Tires 

Rt. 219 N.. Oakland 301-334-3911 

FARMERS' MARKET 

Open 7 Days a Week, Year Bound 
219 North, Oakland 301-334-9146 
THE FLOOR STORE 
Carpet - Vinyl - Tile Sales & Installation 
36116 Garrett Hwy., Accident 301-895-3955 
WESTERN MARYLAND TIN SHOP 
Sheet Metal ■ Duct Work - 
Fabrication Heating Systems 
17 1st Ave . Loch Lynn 301-334-0670 

HOME MONUMENTAL WORKS 
All types of Monuments A Markers 
608 W. State Avenue 
Terra Alta, W Va 
304-789-6053 

EAST PRESTON TIRE 

Complete Auto Service Center 
Rt. 7 W., Terra Alta, W Va. 

SOUTHERN SPAS AND BILLIARDS 

A division ot Tub Tech, LLC 


ser 10:30 am 

Maple Glen Mennonlte 

Church. Grantsville Pastor Phil 
Moser SS9:30am; Wor. 10:30am. 

Meadow Mountain Men- 
nonite Church, Rt 495 near Dry 
Run & Glendale Rd Duane 
Frederick, Pastor. SS 9:30 am; 
Wor. ser 10:30 am 

Oak Grove Mennontte. Pastor 
Tim Fetterly. On Zehner Rd , 3 mi. 
W of Grantsville by Rt. 40. SS 9:30 
am; Wo r . ser. 1030 am 

Reo Hun Mennonlte Church, 
Meyersdale Rd., 301-264-3039 
Rev. Carlos Reyes, Pastor Wor. 
10:30 am; SS9:30am. 

NAZARENE 

Church of the Nazarene. Re« 

Art Fvans, study 301-334-2201. 
207 S. 8th St. O ikland SS 9:45 
am: Wor. 10:45am; Sun. eve ser 6 
pm; prayer, praise & study Wed 7 
pm 

Kingwood Nazarene Church, 

125 Wellsley St.. Kingwood, WV 
SS 9:45 am; wor. 11 am; Sun. eve. 
serv. 6 pm; Caravan (Sept May) & 
Bible study Wed 7 pm. 

PENTECOSTAL 
Calvary Tabernacle Acci¬ 
dent Rev Larry Wallbrown, Pastor 
SS, 10 am; Evang. Ser.. 6 pm & 


12433 Garrett Hwy.. Oakland 


wor 11 am; eve. wor. 7 pm; Wed 
eve ser 7 pm 

Fresh Fire Church of God. Rt 

219 & Rt 50.301 334-6500. Tom & 
Sandy McGinnis, pastors SS 10 
am; Sun. Wor 11 am & 7 pm 
Prayer serv Tues , 7 pm 

Gorman Church of God, at 
7301 GW Hwy Oakland 301- 
334-4110 William Rhodes, pastor 
SS 10 am; Church ser 11 am; 
Eve ser 6 pm; Tues Bible study 7 
pm 

Jennings Church of God. 

Rev George Plants. Pastor SS 10 
am; Preach. 6 pm; Sat Prayer 
meet 6 pm, Wed Bible study 6 
pm. 

Laurel Run Church 

Friendsville, SS 10 am. Wor ser 
10:45 am; Wed prayer & Bible 
study 7 00 pm 301 746 5320 Lay 
Pastor Craig Bolyard 

Loch Lynn Church of God 
Revs Ivan and Cindy Ackerman. 
Pastors SS 9:45 am; Wor 8 8 11 
am and 6 pm, Wed service 7 pm 
Sand Spring Church of God. 
Fearer Rd . Friendsville, 301-746 
5675. Nevin Umbel. Int Pastor SS 
9 am. Wor ser 10:15 am. Bible 
Study Wed 7 pm, Women's 
Mimst. 1st Wed 10 am Choir 
practice Wed 6 pm 

INDEPENDENT 
Creation for Christ Mtn 301 
334 3133, Rt 219 S Glenes 
Dumlre. Pastor Sun Wor 7:30 pm; 
Wed prayer meet 7 30 pm 

Crossroads every Sunday at 
Garrett 8 Cinemas. 9 15 am 
Interactive worship Children's 
Church Is available for nursery 
through age 10 Dave Marsh, 
pastor 304 599-2341 

First Christian Church 
Friendsville Galen Beitzet Evang 
SSIOam.Wor 8 Com 11am 
Freedom Chapel bear oreen 
Rd near Friendsville Pastor Phil 


301-533-0331 147 Service Center Drive 

Oakland. Md 301-334-6226 


MELANIE’S FAMILY RESTAURANT 

Across from Cathedral State Park 
Rt. 50. Aurora, W.Va 304-735-3219 Wed. 7:30 pm 

Friendsville United Pente- 
RUDY'S costal Church, Rev Marshall 

Specializing in quality Clothing to tit your Lifestyle Blttinger, Pastor. SSIOam; Evang. 
115 S. 2nd St., Oakland 301-334-2654 ser 6 pm; Mid-week Wed. 7 pm. 

Pentecostal Holiness, 

Corinth, WV. Revs. Paul and 
Cathy Snyder. Pastors. SS 10 
am; worship 8:30 am.11 am & 6 

ALLEGHENY WELDING & MACHINE, INC. pm Adult Bible study & youth 

Rt 219 S . Oakland 301-334-8181 serv W i d D ^^ VTCD1Akl 

CORNISH MANOR Flrs. Unhed Prlr.Syt.rl.n 

Restaurant & Lounge - Lunch & Dinner Church Terra Alta. Louise 
830 Memorial Dr . Oakland 301-334-6499 Corbett. Pastor Wor. ser. 8:30 

HOPEMONT AUTO REPAIR am. SS 10:30 am 

Ma/or&Minor Mt. Storm Presbyterian 

Rt. 7. Terra Alta. W.Va 304-789-2352 ^“rch. R ev Paul A^Smith 304- 

SUCCESS FLOOR COVERING, LLC 693 7546 Wor ser 9 am ss 10 
108 E. Liberty St . Oakland 301-334-2203 
D&E AUTO SALES 
Rt. 7 1 mile East of Hopemont 
Terra Alta, W.Va. 304-789-6223 
VISIBLE CHANGES 
301 S. 2nd St., Oakland 301 -334-4473 
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Smith, 301-746-5172. SS 10 am; 
Wor ser 11:15 am; Bible study 
Tues eve 6 pm. 

Grace Bible Church. 28099 
Garrett Hwy., Accident Larry 
Glotfelty, Pastor, 301-746 8635 
SS 10 am; Wor ser 11 am & 7:00 
pm; Prayer Meet & Bible study 
Wed 7:30 pm 

House of Love 104 E Center 
St., Oakland Pat & Libby Malone, 
301-707-0272 Gath Sun 10 am; 
home mtg Thurs. 7 pm. 

Mercy Chapel. Pastor Day 
mond Schmuck. 902 Mill Run Rd , 
5 mi N of Friendsville Wor ser 
Sun 10:30 am. Bible study 

New Life Christian Church. 
Roger Kitzmiller, Pastor 3 mi. N ot 
Oakland, oft Rt. 219 on Nest Lick 
Acres Rd SS 10 am; Wor ser 11 
am. Prayer Meet 7 pm Wed 

Sang Run Christian Center. 
Sang Run Rd ., Joe Spiker, Pastor. 
301 387-6142 SS10 am. wor 11 
am; Bible study every 3rd Wed 7 
pm 

St. John's Christian Church 

Grantsville Pastor Jerry Rogers. 
301 895 5256 SS 9 am, Coffee 
time 10am, Wor ser 10:30am 
St. Paul's Wilhelm Church, 
531 Rock Station Rd , Meyersdale, 
PA Pastor Tommy Holliday, 814- 
662 4555 Wor 9am, SS 10am 
Western Md. Christian 
Center. Mike Robinson. Pastor 
827 1st Ave . Friendsville 301- 
746 5715. Sun Fellowship & 
Childrens C LU B house 10 am; 
Eve Wor Sun. 6 pm; Disc & 
Youth(13-18)Wed 7pm 

World Lighthouse Worship 
Center Grantsville Dewayne 
Johnson. Pastor, 301 895 3868 
Sun wor 10 am 8 6 pm; Tues 
w/youth 8 teens 7 pm Nursery 
avail 

JtHUVAH b WIINESSES 
Kingdom Hall of Jehovah's 


Witnesses, 325 Weber Rd., 
Oakland 301-334-8301. Delmus 
Evans presiding Sun 10 am 
Public lecture; 10:50 am 
Watchtower study: Tues 7:30 pm 
Bible study; Thurs. 7:30 pm 
Ministry School; 8:25 pm Service 
meeting 

LATTER-DAY SAINTS 
The Church ot Jesus Christ 
of Latter-Day Saints 1022 John 
Dr . Oakland Contact Gary 
Galloway, home 304-259-5565, 
office 301-334-9552. Sacrament 
meet 10 am 

LUTHERAN 

Accident Evangelical 
Lutheran Parish Roland E Nairn 
III. Pastor St. John's, Cove Wor 
8 30 am, SS 9:30 am, Grace 
Friendsville, SS 9 am. Wor 9:45 
am. St. Paul’s Accident, SS 9:30 
am; Wor 11 am 

Blttinger Lutheran Parish, 

Randolt Richardson, Pastor 301 
245-4202 St. John’s, Meadow 
Mt Wor 8 30 am; Emmanuel 
Blttinger, Wor 10am; SS8 45am; 
Zion Jennings, Wor 11:30 am 
Christ Lutheran Church 180 
Main St , Grantsville David E 
Fetter, Pastor Wor ser 11 am; 
Holy Euch 7/20 8 8/17 

EvangellcalLutheranChurch 
2706 Greenville Rd.. Meyersdale 
Pa David E Fetter, Pastor Wor 
ser 9 45 am; SS 8:45 am. Holy 
Euch 7/1388/10 

St. John's Lutheran Church 
104 Union St. Salisbury. Pa David 
E Fetter, Pastor Wor ser 8:30am; 
SS 11 am (May only); Holy Euch 
7/68 8/3 

St. John's Evangelical 
Lutheran Church, (LCMS) 1065 

Cove Rd , Accident 301-746 

8466 Trad wor 9 am, SS 8 Bible 

<-l man. 

St. John's Lutheran Church. 

Red House, Rev Marjorie E 


Lauver. Pastor, phone 301-334- 
4778 SS 9:45 am; Wor ser 11 am 
St. Paul's Lutheran. Aurora, 
WV. Rev Marjorie E Lauver. 
Pastor Wor ser 9:30 am; SS 8:45 
am 

St. Mark's Lutheran Church, 

6 S Second St , Oakland. 301- 
334-2668. Rev Dr C. Scott Robin¬ 
son, pastor SS 8:45 am, Wor ser. 
10 a m; Wed Adult forum 6 15 
pm, Evening Wor 7 pm 

Shepherd of the Hills 
Lutheran Church 19741 Garrett 
Hwy. (at Garrett 8 Cinemas), 301- 
387-0400, Rev Donald R 
Thomas Wor ser 9:30 am, SS 
10:45 am 

Zion Lutheran Church 
(LCMS), Accident Rev Keith M 
Clow. Pastor SS 8 Bible Class 
9:30am; Wor ser 10:30am 

Christ Luthern Church, 180 
Mam St Grantsville Wor ser 9 45 
am Holy Euch 9/21810/19 
Evangelical Lutheran 
Church 2706 Greenville Rd , 
Meyersdale Wor ser 8:30am. SS 
9 30 am. Holy Euch 9/14 8 10/12. 

St. John's Luthern Church, 
104 Union St.. Salisbury. PA Wor 
ser 11:00 am. SS 9 45 am, Holy 
Euch 9/7 810/5 

MFNNONITE 

Cherry Glade Mennonlte 
Church. 4 ml E of Accident on 
Accident Bittinger Rd Barry 
Maust. Pastor. Titus Beitzel and 
Danny Tice, Assoc Pastors SS 
9:30 am. Wor ser 10 30 am 
Anthony Lehman, Youth Pastor 
SS9 30am. Wor ser 10 30am 
Glade Mennonlte Church. 
Accident-Bittinger Rd 8 Rock 
Lodge Rd Phone 301 245 4285 
Pastor Brent Siegnst SS 9 30 am 
Wor 10:30am 

Gortner Union Church of the 

Brethren-Mennonite. Mev smven 

Sauder. Pastor SS 9 30 am Wor 


REFORMED 

Grace Reformed Church, 

Pastor Robert Bonser, 301-334- 
5635. meets at St. Matthew's 
Episcopal Church at S. 2nd and 
Liberty Sts.. Oakland for 9:15 am 
worship 

ROMAN CATHOLIC 
St. Anne's Catholic Church, 

Rt 40. Grantsville Mass Sun. 
9:30 am 

St. Peter the Apostle 
Catholic Church. Oakland. Rev 
Donald J. Parson. Phone: 301- 
334-2202. Oakland: Sat 5:30 
pm; Sun., 8 8 11:30 am Lake 
Mass. Courtyard of Uno’s Rest¬ 
aurant. McHenry: Sun., 9:30 am 
SEVENTH-DAY ADVENTIST 
Mountaintop Seventh-Day 
Adventist Church. Between 
DCL 8 Oakland. Geoff Starr, 
Pastor. 301 387 9532 Sat Sab 
Sch 9:30 am; Wor Hr 11 am 
UNITARIAN/UNIVERSALIST 
UU Fellowship ot Greater 
Cumberland 211 S Lee St., 
Cumberland Church sch. 8 serv 
10:45 am Sun. 

UNITED BRETHREN 
Crellln United Brethren In 
Christ, Ed Calhoun. Pastor, 301- 
334-1870 SS 9:45 am; Wor ser 
10:50 am and 6 pm; Youth Gr 6 
pm Sun; prayer meet 8 Bible 
study 7 pm Wednesday 

Underwood United 
Brethren Church, Marshall 
Woods. Pastor, 301 -334-5777. 
Wor ser 9 am; SS 10:15 am; 
Sun Eve ser 6:30 pm; Thurs 
Bible Study, 7 pm 

UNITED CHURCH 
OF CHRIST 

St. John's United Church ot 
Christ. Salisbury, Pa Wanda 
Lester. Pastor 814 662-4281 
Wor Serv 9:30 a m 

Trinity United Church ot 
Christ New Germany Wanda 
Lester, Pastor 814-662-4281 
Wor. 11 am 

UNITED METHODIST 
The United Methodist 
Church, Garrett Highland 

Charge. Rev Joe Robinette, 
Pastor Phone 301-533 0999 

• \M.sf cr>r in QQ 

10:45 am; White Church Wor 


ser 11 am; SS 10 am; Deer Park: 
Wor. ser. 9 am; SS 9:45 am; Kurtz 
Chapel: Sun. Wor ser 8 am 
Aurora United Methodist 
Charge. John Foy, Pastor. 
Amboy: Sun. 9:45 am 1st 8 3rd 
Sun.; 8:30 am 2nd 8 4th Sun. 
Aurora: Wor. 11 amlst, 2nd, 3rd 
Sun.; 9:45 4th Sun Bethel: 9:45 
am 2nd Sun.; 11 am 4th Sun. 
Stemple Ridge: 8:30 am 1st 8 
3rd Sun. 

Bethel United Methodist 

Church, Mtn. Lake Park. Rev. 
Richard Hogg Jr., 301-334-4488. 
Church SS 9:30 am to 10:30 am; 
Wor ser 10:45 am w/Nursery 
(Infant to 5 years). 

oioomlMyion Unitod Meth¬ 
odist Charge Rev Donald 
Nelson. Pastor Mt. Zion: Wor. 8:50 
am followed by SS; Bible study 
o:30 pm Tues Chestnut Grove: 
Wor 9:45 am; prayer meet Mon. 
6:30 pm Bloomington SSIOam; 
Wor 11 am; prayer meet Wed. 
7:30 pm. 

Cranesvllle United Methodist 

Charge. Alan J. Granofsky. Faith 
Church: 304 789 2332. Wor. 10 
am; SS 11 am; Bible study Wed. 
7:30 pm Lake Ford: Wor. 11:15 am; 
SS10:15am. 

Deep Creek United Methodist 
Ministries: Rev R Samuel 
Wachter. Pastor. 301-387-6832. 
Hoyes Church. Hoyes Rd Wor 9 
am; SS 10 am; Bible study Tu 1 
pm; UMW 7 pm 1st Th; Children's 
adv 2nd Tu. 4 pm Paradise 
Church. Sand Flat Rd Wor. 10 am; 
SS11am. 

Friendsville United Methodist 
Charge. Rev Sarah Snyder. 
Pastor, phone 301-746-5251. Sun. 
Morn Wor ser Blooming Rose 9 
am; SS 10 am: Setbysport 10 am; 
SS 9 am; Friendsville 11 am; SS 
10am 

Mt. Storm Bayard Charge. 

Rev Mary Radford, Pastor. Bayard: 
SS 10 am; Wor ser 11;30am. Mt. 
Storm: Wor. 9:45 am; SS 9 am 
Grantsville United Methodist 
Charge. Rev William Durst, Pastor, 
301-895-5201 or 301-746-7049. 
Jennings: Wor 9:30 am; SS 10:30 
am; Women's meet. 7 pm 2nd 
Mon St. Paul's: Grantsville Wor. 
10:30 am. SS 9 30 am; UMW. 7 30 
pm 3rd Wed State Line: Wor. 8 
am; SS 9 am; Women's meet 3rd 
Mon. 7 pm. 

Kitzmiller Mt Bethel United 
Methodist. Rev Joyce Anderson. 
Pastor Wor 9:30 am; SS 10:30 am; 
Bible Study 8 Prayer meet Wed 7 
pm. 

McHenry United Methodist 

Church. Rev Dr Earnest Watkins, 
Pastor Mosser 8 Bumblebee Rds 
Parsonage. 301-387-9059. Wor. 11 
am; SS 9:45 am Choir practice 
Wed 7 pm w/child care Fellowship 
dinners monthly Call for dates of 
youth ministry events 

Northeast Garrett United 
Methodist Charge. Rev Danlell 
Agnew. Pastor. 301-689-9835 
Emmanuel: Pocahontas Rd 8 Rt. 
40 Worship 9:30 am; SS 10:30 am; 
UMYF 1st Sun. at 6 pm; UMW 2nd 
Wed at 7 pm; UMM 7:30 am 2nd 
Saturday at the Casselman Mt. 
Zion, Route 40 8 Longstretch SS 
9:45 am; Wor ser 11 am; UMW, 1 st 
Wed at 7 pm 

Otterbeln United Methodist, 

Swanton Rev Joyce Anderson, 
Pastor SS 9 45 am, Wor. ser 11 
am; Bible study 8 prayer meet 7 
pm Thursday 

St. Paul's United Methodist 
Church. 4th 8 Oak Sts . Oakland. 
Rev T Patnck Karr. Pastor Wor ser 
8:30 and 10.45 am; Childrens SS 
9:15 am; Adult SS 9:30 am 

Terra Alta First United 
Methodist Church. 303 W State 
Ave . Rev Michael Daniels Pastor. 
SS 9 45 am; Wor 11 am 

Terra Alta Wesleyan Church. 
Rev Steve White. Pastor SS 10 am; 
Worship ser 11 am 8 6 pm; Bible 
study Wed. 7 pm 

Trinity United Methodist 
Church. 3rd 8 State Sts., Terra 
Alta. WV Joanne Granofsky, 
Pastor SSIOam Wor 11 am: Eve 
Bible study 7 pm. Wed Bible study 
7om 
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ACROSS 

1 Summer 
stinger 

S Sailor's 
quaff 

9 In tne sack 

13 Master, in 
Madras 

18 "Dies —* 

19 Melodious 
McEntire 

20 -Valley, 

CA 

21 Walked 
confidently 

22 Tenured? 

24 Ek-wife, 

sometimes? 

26 Roman 
official 

27 Umps 

29 Bus bigwig 

30 Plant part 

31 Writer 
Blyton 

33 Tabula — 

37 At full tilt 

40 Violin 
bows? 

44 Evils 

45 Terry-cloth 
inscription 

46 Cookbook 
author 
Rombauer 

47 Deed 

49 Wraps up 

52 Incompetent 

55 Neighbor of 
Latvia 

57 TV's "The 
— Game- 

59 Melo¬ 
dramatic 


Super Crossword 


60 Progress 

61 Chaka 
Khan's 
group 

63 Pigeon 
English? 

64 To boot 

66 Spud 
burl 

67 Bui Idog, for 
ono 

68 'Blame 
— IRio" 

('84 film) 

69 Capone 
imperson¬ 
ator? 

73 Hire a 
private eye? 

75 Landed 

76 Palm 
Sunday 
animal 

77 Humbug 
lead-in 

79 Act like an 
antelope 

80 Oxford 
figure 

81 Vote in 

83 'Watership 
Down- 
author 

85 Defy a 
dictator 

89 Salad 
veggie 

91 Geronimo's 
birthplace 

93 Draw 

94 Donated 

95 Swedish 
currency 

96 Mardi — 


98 It may be 
white 

99 Signor 
Ferran 

101 Stock¬ 
brokers? 

105 Petite pet 

108 Blood com¬ 
ponents 

109 Kid at court 

110 Former 
govt, agcy 

111 Carpenter 

113 Wine valley 

116 Exit 

120 FDA- 
approved 
snack? 

126 "Equus," lor 
instance? 

128 Inventor 
Otis 

129 Dingy digs 

130 Pat on the 
buns? 

131 Kuwaiti oiler 

132 Blackboard 

133 Type of 
chalcedony 

134 Holler 

135 Odense 
denizen 

DOWN 

1 Man's altar 
ego? 

2 Like the 
Kalahan 

3 Agra attire 

4 Prepared a 
pineapple 

5 Whippet's 
warning 


6 Keep the 
shelves 

stocked 

7 Crumhom 
cousin 

8 Sail support 

9 Furniture 
wood 

10 Jacket info 

11 Big bird 

12 — brakes 

13 Canonized 
Mile 

14"— you Icr 
real?" 

15 Was an 
optimist 

16 Unimprov¬ 
able 

17 Juicy fruit 

21 Toast word 

23 Await 

judgment 

25 Macabre 

28 — Lanka 

32 Tennis pro 
Nasiase 

34 Moss Hart’s 
auto¬ 
biography 

35 Game' 
071 film) 

36 Up and 
about 

38 Requests 

39 Ain't nght? 

40 Spanish 
sherry 

41 Author 
Dmesen 

42 "Peter Pan¬ 
pirate 

43 Tned a 
mouthful 


45 -What? - 

48 Crack up 

50 Proclama¬ 
tions 

51 A nose that 
shows 

53 Coat-of- 
arms figure 

54 Lovett or 
Waggoner 

56 Italian 
greyhound, 

eg 

57 Ignoramus 

58 Used up 

60 Gaggle gal 

62 Wood and 

gas 

65 Sedimentary 
stuff 

68 Force 

69 Lose luster 

70 •— Comes 
Mary- 
066 song) 

71 Dano or 
Darnell 

72 Messy 
Madison 

73 Nickels and 
dimes 

74 Designer 
Lagerfeld 

77 Church sale 

78 Bustle 

81 Happening 

82 Latin class 
no-nos 

84 Scratches 
the surface 

86 Zodiac 
animal 

87 Buffalo 
waterfront 


STRICTLY 

SPEAKING 


88 Actor 
Horsley 

90 Currier's 
partner 

92 Memo start 

93 On a whale 
watch, 
perhaps 

95 Asian nation 

97 Clothes 

100 African 
equine 

102 Ouayle or 
Blocker 

103 Eye appre¬ 
ciatively 

104 Acted like a 
chick 

105 Garden 
supplies 

106 In the slight¬ 
est degree 

107 -GoodFeflas" 
group 

112 Return 
address? 

114 "Hi, sailor!" 

115 Battery 
part 

117 — mater 

118 Self-smitten 

119 Thomfield 
governess 

121 Cornerstone 
abbr. 

122 ‘E vita- 
character 

123 —-Tiki" 

124 TV Tarzan 

125 King's 
handle? 

127 Costa 
del — 



SfcpanS© 

BUT TRUE 

By Samantha Weaver 

• You're more likely lo have a heart 
attack on a particularly hot or a partic¬ 
ularly cold day. 

• Famed actor Gary Cooper was 
offered the role of Rhett Butler in the 
film adaptation of Margaret 
Mitchell s novel "Gone With the 
Wind." but he turned down the part. 
He said he believed the movie would 
he "the biggest flop in Hollywood his¬ 
tory." The film went on to win 10 
Academy Awards, including one for 
Best Actor, which was taken home hy 
Clark Gable, who look the pan that 
Cooper refused. 

• It was Alhen Einstein who made 
the following sage observation: "Not 
everything that counts can he counted, 
and not everything that can he count¬ 
ed counts." 

• When you think of the Middle 
Eastern country of Dubai, w hat comes 
lo mind? If you're like most people, 
it's probably a vision of sweeping 
desen dunes. You might be surprised 
to learn, then, that by the end of this 
year, the arid country will be home lo 
two year-round snow-ski resorts. 
Indoor resorts, ol course. 

• Piracy — yes. piracy — is on the 
rise. A recent study shows that 
between 2000 and 2006. maritime 
attacks by pirates increased drastical¬ 
ly. to an average of more than 350 per 
year. 

• The modem dishwasher was 
invented way back in IXX6. A woman 
named Josephine Cochrane came up 
w ith the idea because she w as unhap¬ 
py with the way her fine china was 
being chipped by the servants who 
were washing it. 

• Those who study such things claim 
that ol those who receive a greeting 
card unexpectedly, 90 percent imme¬ 
diately call the sender or send a card 
or letter in return 


Solution to last week's 
Super Crossword 




Moments 
in time 

THE HISTORY CHANML 


• On Sept. 2.3.1X75,15-year-old Bil¬ 
ly the Kid (born William Henry 
McCarty) is arrested for the first lime 
for hiding a bag of stolen laundry as a 
joke. When Billy was literally caught 
holding the hag. a Silver City. N.M.. 
policeman threw him in jail lo leach 
him a lesson. 

• On Sepl. 22. 1914. in the North 
Sea. a Gentian U-9 submarine sinks 
three British cruisers, killing 1.400 
British sailors. More sophisticated 
than submarines built by other nations, 
the typical German U-boal was 214 
feel long and could travel underwater 
for two hours at a time. 

• On Sept. 27. 1935. 13-year-old 
singer and actress Judy Garland thorn 
Frances Gumm) signs her first con¬ 
tract with MGM. Garland and her sis¬ 
ters toured the vaudeville circuit as 
"The Gumm Sisters' Kiddy Act." The 
sisiers later took the stage name Gar¬ 
land. and Frances changed her name to 
Judy when she was 10. 

• On Sept. 25. 1965. the Kansas City 
Athletics start 59-year-old Satchel 
Paige in a game against the Boston 
Red Sox. Paige gave up only one hit in 
his three innings of play. "Satchel" got 
his nickname as a hoy while working 
as a luggage carrier at the Mobile. 
Ala., train station. 

• On Sept. 28. I97H. Car & Driver 
magazine editor Don Sherman sets a 
Class F. speed record at the Bonneville 
Salt Flats in Utah, reaching 1X3.9 mph 
driving a Ma/da RX7. The RX7's 
unique rotary engine didn't have the 
standard pistons; instead, two rounded 
“rotors" spun to lum the flywheel. 

• On Sept. 24. 19X9. Broadway the¬ 
aters dim their lights in honor of com¬ 
poser Irving Berlin. Berlin had died 
two days earlier at the age of 101 He 
wrote 1.500 songs, including "Puttin' 
on the Rit/" and "God Bless America." 

• On Sepl. 26. 1996. astronaut Shan¬ 
non Lucid returns to F.arth in the U.S. 
spate shuttle Atlantis following six 
months in orbit aboard the Russian 
space station Mir. Her IXX-day 
sojourn aboard Mir set a new space 
endurance record for an American and 
a world endurance record for a 
woman. 

Trivia Test Answers 
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1. LITERATURE: Which major 
poet published only seven poems dur¬ 
ing her lifetime? 

2. PSYCHOLOGY: What is some¬ 
one who suffers from amalhophobia 
afraid of? 

3. FAMOUS QUOTATIONS: Who 
said, "We could never team to be 
brave and patient, if there were only 
joy in the world." 

4 GEOGRAPHY: How many states 
border the state of Tennessee? 

5. INVENTION: Which early Amer¬ 
ican leader invented the dumbwaiter’’ 

6. ASTRONOMY: What is a maria’ 

7. GENERAL KNOWLEDGE: 
Which city's transportation system 
was designated as a special moving 
National Historic Landmark? 

X. MYTHOLOGY: Where did 
Orpheus have to visit in his attempt lo 
rescue his wife Eurydice? 

9. ANATOMY: What is manufac¬ 
tured in bone marrow ? 

10. GAMES: How many points does 
a traditional star-shaped Chinese 
Checker board have? 


Just Uke Cats A Dogs 


’’iSNT THIS fiCEAT BESFITE YOU# COMILAININj' 
WE SAVED »1 47 WITH ALL MV COLFONS AND 
mad three extra hours to seend tosethew 



LAFF-A-DAY 



*1 feel I know you a to! totter since your 
Ktd sister let me read your diary'" 



MISTER RREOER By Dove Breger 


"Dorothy! Don 1 1 let Harry leave his toys here 1 
For 20 mtnutes l*ve been transacting business 
on his interplanetary space phone r 


The Spats 


by Jeff Pickering 



Xs. Paw’s 
s -1 comer 
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^ by Sam Mazzotta 


Doggone Good Advice 

DEAR PAW'S CORNER 1 
attended a dog show recently as a 
spectator. I’m interested in showing 
my dogs, hut am only just investi¬ 
gating the process and learning all 
the ins and outs. I was aina/ed at 
how much incorrect information 
about the rules was being given out 
by other spectators (and even own¬ 
ers who were showing). One woman 
was afraid lo griMim her dog shortly 
before their event because she'd 
been told that if the judges saw her 
grooming him. they would disquali¬ 
fy them! Please remind your read¬ 
ers who enjoy or compete in dog 
shows to review the show's rules 
beforehand and to ignore (or at 
least confirm) secondhand infor¬ 
mation! Just a Del oeeve of mine. 
Thanks. —Janine T., via e-mail 

DEAR JANINE: You told cm! 
While rules vary by show, it does no 
good for an already-nervous partici¬ 
pant to listen to hearsay. Thcfe is g^W 
uinely good advice to be had from oth¬ 
er participants, hut always keep a copy 
of the rules at hand. loo. 


DEAR PAW'S CORNER: My 
uncle say s I should use a choke col¬ 
lar on my dog in order to train him 
right. What's a choke collar? — 
Hrad in Ohio 

DEAR BRAD: It's something you 
shouldn’t use on your dog in order to 
train him right Pick up a book like 
"Treats. Play. Love: Make Dog Train¬ 
ing Fun for You and Your Besi Friend" 
by Patricia Gail Burnham, and learn 
aboul positive obedience training 
methods that don't involve yanking 
your dog around or choking him just 
to get him lo heel. You won't regret it. 

Send your rips, questions and com¬ 
ments to Pan i Corner, clo King Fea¬ 
tures Weekly Service. PO. Pox 
536475. Orlando. FL 32853-6475. or 
e-mail them to pawsa>rner(a 
holmail.com. 
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Q . I have a Polaroid Speedliner 
. Land Camera. Model 95A. It 
was originally purchased in the 
1950s and is complete with leather 
case and all the accessories. I would 
like to know its value. Kathleen. 
Copake Falls, i\. Y. 

A . Most Polaroid cameras have 
. little or no value, due to the fact 
that film for them is impossible to 
find According lo several price 
guides I consulted. Polaroid cameras 
seem to he selling in the $10 to $20 
range. As with most collectibles, 
there are always exceptions. For 
example, collectors generally focus 
on the 110 scries, the 1X0 and 195. 
rhe SX-70 foldable cameras are sell¬ 
ing for less than $20 in my region. 

• * * 


Q . I have inherited a howl that 
• has been identified as being 
Monart. What exactly is Monart? 
— Sue, Phoenix, Ariz. 

A .John Moncricf. a Scottish 
. glassmakcr. was fascinated by 
the technique of suspending colored 
enamels within molten glass during 
the glassmaking process. He opened 
a business in Perth. Scotland, in about 
1924. and he called the glassware he 
created Monart Typical prices for 
Monart arc a red mottled vase. $130. 
and a grccn/orangc/avcnlurinc bowl 
in slcMi. yellow ano oiunge moliie. 
$175. Not many pieces arc found in 
this country. 


Amber Waves 


by Dave T. Phipps 




CHECK, 
PLEASE, 
MILLIE T 


PT+! LIKE I'M GONNA 
CHARGE MQ BEST 
FRIEND FOR LUNCH! 


SIM,QO(JRTAB 

IS $8.72. 


R.F.D. 


by Mike Marland 






HOCUS-FOCUS 


BY 

HENRY BOLTINOFF 


Fine at least six differences in details between panels 
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Notes 



CONSTITUTION DAY CELEBRATED 
Several activities related to helping students develop a 
deeper understanding of the United States constitution 
were held this week Daily quizzes were held during the 
morning announcements each day. A Student Cam video 
celebration of our constitution was presented during morn¬ 
ing announcements on Wednesday. The video is a video 
clip of students expressing themselves about the constitu¬ 
tion. Teacher Dave Bender also sponsored a Constitution 
Day blog for students to discuss constitutional issues 
2009 PROM PLANNING MEETING 
There will be a meeting for any parents interested in 
helping with the 2009 Prom at Southern High School on 
Wednesday, Nov. 5, at 6:30 p.m. in Room 1116. Parents 
who can not attend the meetmg but would still like to help 
can email shsprom@gmail.com or call 301-334-9447 to 
speak with Melissa Barnes or Sara Shaffer. 

PSAT TESTING HELD IN OCTOBER 
Tenth grade students will take the PSAT (preliminary 
scholastic aptitude test) on Wednesday, Oct. 15. Ninth 
and eleventh grade students who wish to take the PSAT 
must sign up in the Guidance Office before Tuesday, Sept. 
30. There is a $14 test fee for 9th and Uth grade students. 
Checks should be made payable to Southern Garrett High 
School. Eleventh grade students wishing to be considered 
for some national merit scholarships are encouraged to take 
the PSAT this year. Those with questions may call Kelley 
Davis at 301-334-1660. 

SHS WEB SITE 

The Southern Garrett High School web site is up and 
running. To find information on scholarships, sports, HSAs, 
tutoring, activities, and other areas of interest to the South¬ 
ern students and community, persons may go to http:// 
ivww.ga.klZ.md.us/schools/sh. The web site is updated 
and maintained by the following web design students: Lora 
Ashby, Brooke Baier, Kameron Barnard, Destiny Capan, 
Sarah Fike, Nick Fiorini, Kaitlyn Flynn, Kristen Gatto, 
Josh Hamilton, Matt Lipscomb, Britney Mcrobie, Trevor 
Messenger, Kaytie Riley, Tyler Sanders, Tim Schmidt, 
Brandon Spink, Jennifer Teter, Cooper Thomas, Travis 
Wolfe, and Holly Wotring. 

SENIOR CLASS TRIP 

The senior class will again travel to Walt Disney World 
in Orlando, Fla., for their class trip. The cost of the trip 
is $649, which is only $48 more than last year. Students 
will also get to stay an extra day, get an extra park-hopper 
pass, and fly out of Pittsburgh, Pa. The trip is slated for the 
week of April 16-20. A deposit of $100 was due yesterday 
(Wednesday, Sept 17), to secure airfare. An additional $25 
is due by Tuesday, Sept. 30, for the Disney room deposit. 
The senior class will sponsor a Longaberger Basket Bingo 
to be held on Saturday, Oct. 18, at 2:30 p,m. at the Oakland 
Elks Lodge. The ticket cost is $25 and may be purchased 
from any senior or bought at the door. Those seeking fur¬ 
ther information may contact Sandi Smith at 301-334-3086. 
The senior class will also sponsor the Winterball dance on 
Saturday, Dec. 20, in the school cafeteria from 8 to 11 p.m. 
Parent participation is requested. 


SCIENCE FAIR 

Science students m merit and honor science courses are 
currently developing and planning their science fair projects 
for this year. All students currently enrolled in merit- and 
honor-level science classes first semester are requested to 
have their completed paperwork for their science fair project 
returned to teacher Diana Marks no later than Monday, 
Sept. 29. Paperwork requiring SRC or IRB approval, includ¬ 
ing research plan, consent form, adult checklist, as well as 
any additional forms as dictated by the topic of the project 
are due by this date so they can be forwarded to the appro¬ 
priate committee for project approval. Any ment- or honor- 
level science student interested in competing in the regional 
science fair and has science second semester can see Marks 
for information about completing a science fair project this 
semester. Those with questions should see Marks in Room 
2122 or call her at 301-334-9447 

LEARNER’S PERMIT NECESSARY 
FOR DRIVER’S ED COURSE 
New legislation requires all students taking driver’s 
education must have their learner’s permit before instruc¬ 
tors can take them on the road. This law will go into effect 
Oct. 1. Students can not go onto the road without their 
learner’s permit, therefore students are required to have 
their learner’s permit before they even sign up to take the 
class. A learner’s permit is good for two years instead of 
the current one-year term. 

PARENTS OF DRIVER’S ED STUDENTS 
Parents of students currently enrolled in Driver's Educa¬ 
tion or those who will be taking the class should encourage 
their son/daughter to obtain a learner’s permit as soon 
as he/she turns 15 years 9 months. In addition to the six 
hours behind the wheel students receive in school, they 
will need 60 driving hours, including 10 hours after dark. 
In the lower parking lot of the school, there are two poles 
placed 25 feet apart to help students practice their parking. 
Parents are welcome to bring their son/daughter to practice 
after school hours. 

FALL HOMECOMING RESCHEDULED 
The Fall Homecoming weekend activities originally 
planned for Friday, Oct. 17 and Saturday, Oct. 18, have 
been rescheduled for the following week, Oct. 24 and 25. 
Friday night activities will include the crowning of the king 
and queen at half-time during the Southern vs. Mountain 
Riugt football game. The 1 louiecouuug dance will be held 
on Saturday evening from 8 to 11 p.m in the SHS cafeteria. 
The court will once again be honored at this event 
NATIONAL HONOR SOCIETY NOMINATION 
Nomination of new members to the Foster D. Bittle 
Chapter of the National Honor Society (NHS) will not be 
conducted this fall The nomination process has been post¬ 
poned until after first semest e r final grades arc completed. 
Students who meet the unweighted cumulative GPA of 
89.45 after first semester final grades are computed will be 
contacted by letter Students may see NHS advisor Heather 
Savage with any questions 

SGAA MEMBERSHIP RENEWAL TIME 
Southern Garrett Athletic Association members are re¬ 
minded to renew me mb er s hips A membership and a pass 
to the next athletic event attended costs $5. Fundraising for 
SGAA helps continue the athletic award assemblies and the 
SGAA scholarship each year. One female and one male 
senior athlete will receive a $500 scholarship. Parents/stu¬ 
dents must be a member to be eligible 

STUDENT PASSES FOR ATHLETIC EVENTS 
The athletic department at Southern High School has 
made it a goal to increase student participation at athletic 
events this year A year long season pass to all students~is 
being offered for a discounted price. The cost for this pass 
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Garrett County WIC Program 


W1C Offers: 


J 


•Healthy Foods 

•Breast Feeding Education and Support 
Health Screening and Growth Checkups 
•Nutrition Education 
•Information on Other Services 




Better Nutrition 
For 

A Brighter Future 


You can participate if you: 

Are pregnant, breast feeding, recently had a 
baby or have an infant or child under 5 yrs. old 
Live in Maryland and meet nutrition and 
income guidelines 

(or qualify for another program such as Medical Assistance 
or Energy Assistance) 

Income Eligibility Guidelines for Maryland WIC Program Benefits 


| Family Size 

Ann mil Income 

Monlhly 

Twice Monthly 

Bi-Weekly 

Weekly 

1 

$19,240 

$1,604 

$802 

$740 

$370 

2 

$25,900 

$2,159 

$1,080 

$997 

$499 

3 

$32,560 

$2,714 

$1357 

$1,253 

$627 

4 

$39,220 

$3,269 

$1,635 

$1,509 

$755 

For each 

additional tarn, 
member add 

+ $6,660 

+ $555 

+ $278 

+ $257 ' 

+ $129 


Call WIC for an appointment at: 301-334-7710 
Grantsville area: 301-895-3111 
Statewide call: 1-800-242-4942 
www.mdwic.org 


. Helps 


"'1C 
Helps Kids 
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is $25, which will allow students to attend all regularly 
scheduled home games. Playoff games are not included. 
Football, soccer, basketball, and volleyball games and 
wrestling matches are all accessible with the pass. Student 
tickets at the gate are $3, and there are approximately 55 
home events, which would cost the student a total of $165. 
Students will be required to show their passes to gain en¬ 
trance into events. Students interested in obtaining a pass 
should see Susan Newton. 

ACORN ADVERTISEMENT SALES CAMPAIGN 
The staff of the school newspaper The Acorn is cur¬ 
rently selling advertisements for the 2008-09 newspapers 
and Senior Edition. Any business that would like to place 
an advertisement should contact advisor Heather Savage 
at hsavage@sh.ga.kl2.md.us, or call the school at 301-334- 
9447. The Acorn celebrated its 80th anniversary last year. 
The anniversary edition of the paper which was published 
last May is still available. Those interested should contact 
Savage 

LOCAL ADVERTISERS 
NEEDED FOR THEATRE PLAYBILLS 
The theatre program is looking for individuals, non¬ 
profit groups, and/or local businesses to advertise in this 
season’s playbill. Ads are $100 and will run in the programs 
for all four productions this year. Those interested should 
contact theatre teacher Erin White. 

VARSITY LETTER JACKETS ON SALE 
Orders for the new Southern Varsity letter jackets are 
now being taken in the school store. The cost of the jacket 
is $150, which mcludes the student’s name and year em¬ 
broidered on the right chest and “Southern” on the back in 
two-color lettering. Additional sports or activities can be 
added below "Southern” for $3.50 per letter A $100 deposit 
is required at the time the order is placed, and the bal¬ 
ance is due on delivery. Jackets are custom made and may 
take 5 to 6 weeks for delivery. All checks should be made 
out to Southern High School. Order forms are available 
in the school store. Those interested in acquiring further 
information should call athletic director Susan Newton at 
301-334-6994. 

YEARBOOK STAFF REQUESTS PICTURES 
The yearbook staff is asking students and parents to 
submit photos for the 2009 yearbook. Those with pho¬ 
tos of school and community events or students simply 
havmg fun should submit them for review. “Because our 
photographers can’t be everywhere,” said a staff member, 
“we need your help to get as many photos as possible to 
create a terrific book everyone will want to have.” The 
yearbook staff will review all photos and determine final 
yearbook content. There are no guarantees that all submis¬ 
sions will be used in the book The yearbook staff will 
accept photos on CD, DVD, or memory cards, as well as 
printed photographs Students can go to the school web 
site, http://www.ga.kl2.md.us/schools/sh, and upload 
photos as well. 

SENIOR PORTRAITS SCHEDULED 

Senior portraits are scheduled for Monday through 
Wednesday, Oct. 6, 7, and 8, in the auxiliary gym. Life- 
Touch studios will be mailing appointment cards and infor¬ 
mation to seniors, and the yearbook staff will be sending re¬ 
minders the week prior to scheduled photo days. If seniors 
are getting their pictures taken by another photographer, 
they should still get their picture taken by LifeTouch for 
the yearbook Those with question should contact teacher 
Maria Zumpano at mzumpano@sh ga.kl2.-md.us or call 
301-334-9447. 

YEARBOOK STAFF REQUESTS 
BABY PICTURES 

The yearbook staff is asking for students and parents 
to submit baby pictures for the “Now and Then” pages. 
Any photographs of Southern students as a baby through 
5th grade are acceptable Parents/students should send 
pictures to Maria Zumpano at mzumpano@sh.ga.kl2. 
md.us or drop them off at the school. Printed pictures will 
be returned. 


SHS MARCHING BAND CODE OF CONDUCT 

The Southern High School band Code of Conduct was 
recently updated and sent out to all band parents. Band in¬ 
structor Joshua Elmlinger requested that the new document 
be published in this week’s Ram Notes column. 

1. It is expected that all band staff will be respectful of 
the students; therefore all students will be respectful of the 
staff. 

2. Students will be respectful of Southern High School 
staff and property. 

3. Students will be respectful of their peers from South¬ 
ern High School and other schools, as well as members of 
the community. 

4. Any student who receives a level 3 in any class will be 
ineligible to hold a leadership position in the band. 

5. Band members are ambassadors of Southern High 
School, and therefore will be held accountable to a higher 
standard of conduct. 

6. Students are expected to grow as artists and mature 
as people. This is a learning process. No student will be 
permitted to interfere with another student’s process. 

SCHOLARSHIP 

•Wendy’s High School Heisman Scholarship: Applicants 
must apply online by Wednesday, Oct. 1. This scholarship 
was established by Wendy’s restaurants and the Heisman 
Memorial Trophy Committee. This award honors both male 
and female high school students nationwide who excel in 
academics, athletics, and student leadership. To be eligible, 
applicant must be a 2008-09 senior; possess a 3.0 GPA, and 
participate in at least one of 32 sports officially sanctioned 
by the National Federation of State High Schools. Appli¬ 
cation instructions are available in the Guidance Office. 


SUBARU 
Parts & Service 

PM Inspections - All Models 

(SaacFWSdft AqdG®ooq®S8w9 

301-387-6148 


Robert O. Kazary 

Attorney At Law 

Real Estate • Estates • Business 
• Personal Injury 


Grantsville Office 

Phone: 301-895-3138 


Cumberland Office 

Phone: 301-777-8822 


TRI STATE 
MEMORIAE CO. 


Main office in Piedmont, WV 
1 - 800 - 924-6701 

Area Representatives: 

Marsha Swauger 
Grantsville, MD 

301-895-5764 





Amy Custer 
Oakland, MD 
301-334-1139 


Tbp quality Granite, Marble, 8i Bronze 
Personalized Memorials — Duracolor Etchings 

Expert Design & Superior Workmanship 


Wills, Probate 
Class Scheduled 
At Senior Center 

Garrett College will of¬ 
fer the “Ten Most Often 
Asked Questions about Wills 
and Probate” on Monday, 
Oct. 6, from 6:30 to 9 p.m. 
at the Grantsville Senior 
Center. 

The class will focus on 
such issues as What is a will, 
and what does it do? What 
does it take to draft a will? 
How does one choose an 
executor, and what percent¬ 
age of one's assets is taken 
as commission? What is the 
probate process, and is it 
necessary? 

There will be a question- 
and-answer session to fol¬ 
low, with handouts avail¬ 
able. 

Joseph DiSimone, reg¬ 
ister of wills for Garrett 
County, will instruct the 
class. Assisting him will be 
Rita Watson, chief deputy 
register of wills, for anyone 
who may need some one-on- 
one time. 

For additional informa¬ 
tion persons may contact 
Terry Beachy, Northern 
Outreach Center director, 
at 301-895-4700 or terry.- 
beachy@garrettcollege edu. 
To register for this course, 
one may call the Continuing 
Education and Workforce 
Development office at 301- 
387-3069. 




GARRETT 
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U-SAVE 


AUTORENTAL 


■ LOW DAILY RATES 
INSURANCE REPLACEMENTS 
CARS VANS IS PASS VANS 
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Confidence. 


Self-Esteem. 


Health. 


Give Your Child 

the Advantages 

of ft 


Orthodontics create straight smiles that give children the confidence they need to 
achieve their dreams. 

It's just one of the many options we offer for the dental health of your entire family. 

From preventive and general dentistry to specialized treatment, including Invisalign* 
invisible braces, we offer the care your family needs to look and feel their best. 

Give your child an advantage. Call today ' 301 " 334''2225 


CALL FOR YOUR FREE ORTHODONTIC CONSULTATION 


©2006 INC 


NEW PATIENTS ALWAYS WELCOME 


Dr. Yfint & Dr Longest 

DENTAL HEALTH GROUP 

ENHANt INI. sMitts • 1 NIIANC INC, HEALTH 
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FRIDAY WAS THE DAY - or “Today is the Day" was 
observed last Friday - in Garrett County, a day that 
brought awareness to the problem of illegal and unheal¬ 
thy drug use by children, and urged parents and other 
adults to have a discussion with children in their care 



DREAM DENTAL 

Let us give you the smile you've always dreamed of.. 


Dr. William Savage & Dr. Lindsay Rhodes 


Welcoming new patjents! 

evening. Saturday and 
Emergency Appointments 

Call us today for your 
“SPRING CLEANING” 


323 East Oak Street, Oakland, MD 301 -334-3435 


BINGO 


WEDNESDAYS 

St. Peter's Social Hall 

Corner of 4th and Oak St. 301-334-2202 

Doors open at 5:30 p.m. Games start at 6:30 p.m. 

$ 500 Jackpot 

‘Mystery number ‘Winner take all ‘Refreshments 
NO admission under 18. 


about the harmful effects of drug abuse. Volunteers 
were positioned at various locations throughout the 
county, wearing purple T-shirts and holding banners 
that proclaimed the day’s message. Pictured above, 
from left, are Linda Lewis, Janet Hardest, Les McDan¬ 
iel, Bob Stephens, Renee Page, and Cheryl Angle. A 
number of local agencies were involved in coordinating 
the awareness activities. 
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MEN: Are you finished 
having children? 

Consider Vasectomy 

•Safe, extremely effective birth 

control. 

• Done through %" Incisions. 

•Office procedure under local 
anesthetic. 

•Back to full activities In days. 

For more information contact: 

Charles A. Walch, M.D., F.A.C.S 

311 N. 4th St., Suite 4, Oakland, MD 
301-334-8282* Toll Free 1-888-476-8432 
www.garrettsurgicalgroup.com 


Computer Classes 
Slated At Northern 
Outreach Center 

Garrett College’s Con¬ 
tinuing Education and 
Workforce Development di¬ 
vision has scheduled three 
hands-on computer courses 
at the Northern Outreach 
Center, Grantsville, in Oc¬ 
tober. They are “Managing 
and Maintaining Your Com¬ 
puter,” “A Guided Tour of 
Microsoft Windows Vista,” 
and “Microsoft Excel I, 2007 
Version.” 

“Managing and Main¬ 
taining your Computer" is 
set for Tuesday and Wed¬ 
nesday, Oct. 7 and 9, from 
6:30 to 9 p.m. This 5-hour 
course is designed to teach 
the fundamentals of main¬ 
taining the personal com¬ 
puter. 

Topics will include sys¬ 
tem maintenance, trouble 
shooting, managing files and 
folders, dealing with com¬ 
mon error messages, and 
cleaning the computer inside 
and out. 

“Students will learn 
many tips and tricks to 
improve performance and 
how to stay up-to-date with 
their PCs,” added a college 
spokesperson. 

“A Guided Tour of Win¬ 
dows Vista” is slated for 
Tuesday and Thursday, Oct. 
14 and 16, from 6:30 to 9 
p.m. 

Students will learn many 
of the new features for or¬ 
ganizing and finding files, 
new collaboration tools 
such as Windows Mail and 
Windows Calendar, the In¬ 
ternet Explorer 7 features, 
and the accessibility en¬ 
hancements. 


Check out our fall collection! 


mas 


“of Tri-State Highlands" 

Commercial & Residential 

866 - 795-4280 



•Shutters -Wood Blinds 
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-Soft Shades 
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'Expert Fit" Measuring & Installation 
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www.budgetblinds.com 
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Additional topics will 
include concepts and en¬ 
vironment, working with 
applications, customization, 
security enhancements, and 
troubleshooting 

“Microsoft Excel 1, 2007 
Version” will be offered on 
Oct. 21, 23, 28, and 30 from 
6 to 9:15 p.m. 

“The number of new 
bells and whistles in Excel 
2007 is amazing,” said the 
spokesperson. “Attend this 
class to learn about the new 
tools that make working 
with spreadsheets easier and 
more efficient.” 

Commands and features 
that were often buried in 
complex menus and tool¬ 
bars are now easier to find 
on task-oriented tabs that 
contain logical groups of 
commands and features, she 
added. 

Many dialog boxes have 
been replaced with drop¬ 
down galleries that display 
the available options, and 
descriptive tool tips or sam¬ 
ple previews are provided to 
help users choose the right 
option. 

For additional informa¬ 
tion, persons may contact 
Terry Beachy, Northern Out¬ 
reach Center coordinator, by 
phone at 301-895-4700 or 
via e-mail at terry.-beachy(a 
garrettcollege.edu 

To register, one may call 
the Continuing Education 
and Workforce Development 
office at 301-387-3069 

Microsoft Excel 
Class To Be Held 

A one-session "Microsoft 
Excel 2007 Crash Course” 
will be offered on Thursday, 
Oct. 2, from 9 a m. 3 p m. at 
Garrett College, Mc-Henry 
This course is designed for 
beginning level users of Mi¬ 
crosoft Excel 2007. 

Topics to be covered in¬ 
clude using workbooks and 
formulas; formatting a work¬ 
sheet; working with func¬ 
tions, formulas, and print 
options; and using advanced 
formatting and editing tech¬ 
niques 

For more information 
or to register, persons may 
contact Maney Gale at 301 - 
387-3069 or maney galciu - 
garrettcollege edu 

The class is an offering 
of the college’s Continuing 
Education and Workforce 
Development Division 


Law Offices of 
Gary Harriger, LLC 


• business & 

EMPLOYMENT LAW 

• REAL ESTATE 

• CONTRACT 
& LEASES 

• ESTATE PLANNING 
R WILLS 


148 Main Street 
Grantsville. MD 21536 
301-895-3331 


|J 1 L i-fl'M 1 , 


qharriqerfri>allshoretltle.com 


Health Officer To 
Present Program 
On Partnership 

Garrett County health 
officer Rodney will give a 
presentation to local busi¬ 
ness owners on the latest 
phase of Governor Martin 
O’Malley’s Health Insurance 
Partnership. The program 
will be held at the Garrett 
County Chamber of Com¬ 
merce office in McHenry 
on Monday, Sept. 29, begin¬ 
ning at 8:30 am. 

According to a release 
from the chamber, the Health 
Insurance Partnership is de¬ 


signed for businesses with 
two to nine full-time em¬ 
ployees earning an average 
yearly wage below $50,000 
that have not offered health 
coverage to their employees 
in the previous 12 months. 
Businesses that meet these 
criteria may be eligible to 
receive a subsidy of up to 50 
percent of their insurance 
premiums. 

Eligible businesses may 
choose from a selection of 
health coverage plans and 
establish a payroll deduc¬ 
tion, working with a local 
insurance agent or broker to 
register and to find the right 
health care plan. 


More information on the 
Health Insurance Partner¬ 
ship is available from the 
Maryland Department of 
Health and Mental Hygiene 
at www.dhmh.state md us 


conol (CIO Keanog instrument differs from 
olbei types m that it fits complelety in th« eat 
canal As a result, this smallest of all hearing 
instrument types is almost invisible la 
onlookers Aside ham being cosmetkody 
appealing. (1C instruments provide the 
functional advantage of providing the most 
natural effect by talcing advantage ol the 
ear s own sound collecting architecture As a 
result, users note o reduction in the occlusion 
effect, little to no aroustk feedback and on 
absenre of wind noise CIC instruments also 
allow wearers to use the telephone in the 
regular manner Ironicolly the type of 
hearing instrument that hardly anyone 
notices is well worth looking into 
One of the most important services we 
onovid^^^UDIBELiOielgrn^jor^atient^ 


her 29th presentation at the 
Chamber is limited. Those 
interested in reserving a 
space should telephone Kar¬ 
en Reckner at 301-387-4386, 
ext. 12, ore-mailing karenca- 
garrettchamber.com. 


comprehend their heoring impairments and 
become owore of the products available la 
help improve their quality of living We are 
committed to serving the needs of the 
heoring impaired Con we help you? let's 
start with a heoring ronsuhotion and test, 
then we’ll show you the omoiing, 
revolutionary hearing instruments available 
today 

PS. Because completely-in-the canal 
instruments ore so smoll, they are most 
appropriate for use by individuals with mild 
to moderate heoring loss who possess good 
manual dexterity 

AUDIBEL 
Oita ot Or mamsCnropnOc 
60’GaxttTCAve •Mortar Lett Pa*. MD 21560 

1 -866-AUDtBEL >1-866-283-4235 


www.audtbel.com 
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For hauling Firewood, 

Coal and Miscellaneous Materials 
WE SERVICE WHAT WE SELL! 

GARRETT AUTOMOTIVE LLC 
301-387-6148 


Seating for the Septem- 




HEARD? 

by M. Keith Nester, Sr.. BC-HIS 


M Ka(h Nearer Sr.. PC-MIS 


COMPLETELY DIFFERENT 

As its nome implies, o completely in the 
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Discover the Difference Put our network, products and customer service to the test for 30 days • Change your 
calling plan at any time during your service agreement without signing a new contract • Renew your contract and 
take advantage of new phone pricing before your current contract ends 

Let us help you find a location: visit uscellular.com or call 1-888 BUY-USCC 


TMnc* «• want you to know Oftw valid on plans $39 9S and higher Credit approval required $30 activation tea inQuired 96< Salutatory Cost Recovery Fea applies. this is not a tax « 
lovwnmart-required charge Additional teas taaas tarms conditions and covaraia areas apply and vaiy try plan sarvica and phon. 3P Pay guarantee Custom#! is responsible tor any usage 
charfas meunad prior to return Phona must t* retumad umtamafad m Iba on|inal pecke|in| Cewtr act Renewali C ustonws who haw rompMad it laast 20 months ol a hire year agreement 
are ah|iMa tor promotional aqurpmnnt pricing Piomnttnuai Phene n tutqact to chant# MutMMt Dftar Mail-in rebatn and activation required on aach phona It S Catlular Visa Debit Card issued 
by MataBank pursuant to a license from Visa U SX Inr Allow 10-12 weeks tor rebate pcocessmt The card doas no) have cash access and can bt used at any merchant location that accepts Vtss 
Dobrt Cards Card valid lor 120 days alter issued $0 95 unlimited aamHae access plan ippiin Kansas u areas in which US Cellulai receives support from the Federal Universal Service Fund 

•N #•••/** a M* MMaa**ta fcw wnv« rnntf h* anal HasmanlwH niO«tWvt« rrynrwntni MTWM nwdlaMrtv r*n h* In ttl# K»n$H PnffWttBOfl flommitHOT OfflCt Of PuWlC Aft I If $ Ihd COfltUflW 

Proturtioo At I 800 66? 00?/ Limited time oftw See itore lm detuts or mi! uKetiuiir com litdemork^ and trade name* are the property their rosf* w owner* Oioob U.S ueiiuier 


believe in something better' 


ANSWER your PHONE 


FREELi. 


Get Free Incoming Calls, Texts and Fix only from U.S. Cellular. 


U.S. Cellular 


MOTOQ 9c 

SMARTPHONE 

with wireless e-mail & Web ; o 
and 1.3MP camera ( 

$9995 

Alter $100 mail-in rebate that comes as a 
Visa* Debit Card Requires new 2-yr agrmt. plus j 
$39 95 voice plan and Smartphone Plan purchase I 


SAMSUNG R500 

with music player 

$3995 

New 2-yr aermt required While supplies last. 


LG UX830 

touch screen 

$9995 


After $50 mail-in rebate that comes as a 
Visa Debit Card New 2-yr jgimt plus 90-day unlimited 
aasyedge* plan required While supplies last 


Also available in Licorice 
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LG UX300 

GPS with voice 
turn-by-turn directions 


New 2-yr agrmt required 


Save over $175 instantly. 


Save $180 instantly. 







































































































Support Group 
Invites Caregivers 
To Sept. Meeting 

The Alzheimer/Care-giv- 
er Support Group will meet 
on Monday. Sept. 29, at 
the Garrett County Health 
Department, located at 
1025 Memorial Drive, Oak¬ 
land, from 6 to 8 p.m. The 
group is designed to pro¬ 
vide support for all area resi¬ 
dents who serve as care¬ 
givers to persons with Al¬ 
zheimer’s disease or other 
forms of dementia or chron¬ 
ic illness. The gathering will 
take place in Conference 
Room A. 

The topic for the meet¬ 
ing will be “Depression 
and the Elderly.” Members 


will be shown a short film, 
followed by a discussion. 
Light refreshments will be 
served. 

The support group pro¬ 
vides education about 
chronic illness and demen¬ 
tia, and gives members a 
supportive setting to discuss 
the challenges of care giv¬ 
ing, according to Donna 
McClintock Fost, group 
fa-cilitator and director of 
the AERS (Adult Evalua¬ 
tion and Review) program 
at the health department. 
The group covers a different 
topic at each meeting, and 
members are encouraged to 
share experiences and talk 
about difficulties they may 
be facing. 

The Alzheimer/Care-giv¬ 


NO HUNTING OR TRESPASSING 

on lands owned in or near 

WISP RESORT 

WISP RESORT DEVELOPMENT, INC 
DC DEVELOPMENT LLC 



er Support Group has been 
meeting for more than 14 
years, Fost said. 

“It’s a place to ask ques¬ 
tions and get answers about 
meeting the needs of pa¬ 
tients and caregivers. Mem¬ 


bers can also get informa¬ 
tion on community services 
and programs that might 
help make care giving easier 
to manage,” she said. 

Group members often de¬ 
velop long-standing friend- 
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ships, underscoring the 
idea that no one has to feel 
isolated in his or her role 
as caregiver, she said. Meet¬ 
ings are tailored the group’s 
needs, with members pro¬ 


viding feedback and mak¬ 
ing suggestions that help 
guide the content and fo¬ 
cus. 

For more information, 
persons may call Fost at 


301334-7740 or 301-895- 
3112. For information about 
respite services, persons 
may contact Leonard Terry 
at 301-334-9431 or 1-888- 
877-8403. 


WVU PARENTS CLUB HOLDS SEND-OFF - The West Virginia University 
Mountaineer Parents Club of Garrett County recently held its summer send-off of 
local students for the fall 2008 semester. Pictured are local WVU students and 
representatives from WVU. From left are: Joshua Ash, student; Robin Jones of 
WVU; Jeremy Ash, student; Rhonda Hall of WVU; Trish Cendana, WVU director of 
housing education; and Drew Proudfoot and Elizabeth Ray, students. The WVU 
Parents Club, which has chapters in nearly every state, provides a network of sup¬ 
port for WVU students, regardless of their location throughout the country at any 
given time. 


WINDOW ^pnwiom 


Patty Zimmerman, 
Consultant 

Custom 
Draperies 

Blinds 

Shades 

Bedcoverings & 
Accessories 

Free In-Home 
Shopping Service 

301-689-9009 

1-800-427-7900 


HunterDouglas 

Duette* Honeycomb shades 
Silhouette* window shading 
Luminette* 

Country Woods* Classics 
Decor* 

Fabric 6r Ftome Furnishings By: 

Ralph Lauren • Martha Stewart 
Robert Allen • Duralee 
Waverly Home Fashions Lr Fabrics 
Carole/Van Roberts 


38 Broadway, Frostburg, MD 
Mon.-Fri., 10 a.m. - 5 p.m. 
Saturday by appointment only 


VISA 


NEED A LIM0 
301-501 LIM0 

deepcreektimes.com/limo 




$247,405 

Pristine home with beautiful 
landscaped grounds 
Central to Deep Creek Lake & 
Oakfend 

Remodeled July, 2008; includes 
stainless appliances 

LNF.com/GA6832395 


$1,450,000 

6 BR/ 5 Vi BA log home 
Most furnishings convey 
2 great rooms/ 2 FP/ screened 
porch & more! 

LNF.com/GA6737405 


$349,000 

Lake front condo with boat slip 
3 BfV 2 BA with 10x14 loft condo 

Common grounds, tennis & more 

LNF.com/GA6707639 


$89,900 

Beautiful view of Yough Lake 
Location private 8. convenient 
to the lake 

All utilities in place 

LNF.com/SS6863950 


$175,000 

Great location 
Lake view 

Priced to sell! 

LNF.com/GA6786775 


$159,900 

2 BR chalet on 2 acres 
Tongue & groove cathedral 
ceilings 

Covered front deck w/ mountain 
views 

LNF.com/PR6846258 


New construction log home 
3 Master BR 3 stone FP 
Eligible for Lakeside Club 
Membership 

LNF.com/GA6748565 


Completely remodeled lower 
level BR & BA 

Newly tarred & chipped driveway 

3 levels with 3 Master Suites 

LNF.com/GA6805618 


$1,200,000 

Breathtaking new construction 
home in Red Oaks Sub 
Impressive home offers 5 BR, 
HWF, granite countertops 
5 stone FP, covered front porch, 
near the base of Wisp Resort 
LNF.com/GA6846811 


$150,000 

2 BR/1 Yi BA home 
Spectacular views 
Conveniently located to area 
amenities 

LNF.com/GA6667023 


$225,000 

PRICE REDUCED! 

• Split level 3+BR/ 2 +BA 

• Finished basement w/fireplace 

• 2 car garage & swimming oool 

LNf.com/GA6698237 


$339,000 

Cozy chalet on 11+ acres 
Tastefully decorated 
Nice yard with filtered views 
of Wisp 

LNF.com/GA6770136 


$172,900 

PRICE REDUCED! 

• Picturesque view 

• Home is in excellent condition 

• Great location between Deep 
Creek and Oakland 

LNF.com/GA6569053 


$775,000 

Contemporary cedar home 
situated on 3+ acres 
Radiant heat, hickory cabinetry 
& flooring, heated garage 

Convenient location 

LNf.com/GA6855728 


Cozy 2-3 BR Rancher 
Level yard w/ above ground 
swimming pool & deck 
Recent upgrades include vinyl 
sidings 14' x 20’ addition 
LNF.com/GA6586414 


$289,000 

Enjoy 5.99 acres of peace & quiet 
3 BR/ 2 BA home remodeled; 
many upgrades added 

Landscaped yard w/ privacy fence 

LNF.com/GA6853417 


$549,000 

4 BR/ 3 BA home on 23 acres 
Stone FP; maintenance free 

exterior 

Custom hickory cabinetry & 
floors 

LNF.com/GA6766826 


$335,000 

3 BR/ 2 BA home nestled on 
5+ acres 

30’ x 23’ barn w/ 2 horse 
stables 

Amazing views 

LNF.com/GA6769771 


$169,000 

PRICE REDUCED! 

• 3 BR/ 2 BA move-in ready 
Cape Cod 

• Close to Monoogahela Nat l Forest 

• Many outdoor amenities 

LNF.com/TU6421283 


$69,900 

Wooded 2+ acre building site 
26’ x 32' garage 

Partially framed and wired 

LNF.com/GA6708809 


PRICE REDUCED! 

• 3 BR/ 2 BA home on 2+ acres 

• 2 car garage & paved 
driveway 

• Close to State Parks 

LNF.com/GA6738619 


$199,900 

Well maintained home 
3 BR/ 2 BA/ full basement 
Separate workshop 

LNF.com/GA6681490 


• 2400 sq ft newly constructed 
home 

• 3 BR/ 3 Vi BA/ Den/ FR 

• Radiant heat/ AC/ 2 car 
garage 


Spectacular home with top-end 
appointments 

170 feet of lakefront and boat 
slip 

Close to all lake/ ski area 
activities 

LNF.com/GA6671642 


,com/GA6630405 


(Reduced Price! 


$65,000 

3 BR/1 BA w/ country kitchen 
Freshly painted walls & newer 
flooring 

Great retirement/ starter home 

LNF.com/PR6839741 


$249,900 

• Built in '03; overlooks Hemlock 
Lake 

• Open floor plan w/ gas 
fireplace 

• Large deck to enjoy the view 

LNF.com/GA6797458 


$499,999 

PRICE REDUCED! 

• 3 BR/ 2+BA well maintained home 

• 8+ acres; close to area 
amenities 

• Spectacular views form the deck 

LNF.com/GA6800321 


$159,000 

PRICE REDUCED! 

• Priced below appraised value 

• Multi-use investment potential 

• Includes a 4-bay garage 

LNF.com/PR6604227 


$199,900 

Nestled in the mountains w/ 
streams 

Remodeled in 2008 

Close to Yough Lake & bike trails 

LNF.com/SS6851867 


$349,900 

Close to state parks 56+ acre 
farm w/ 2 ponds 

Bam & tack building included 

LNF.com/PR6796159 


5 BR/ 4 BA/ 2 FP 
Convenient access to Deep 
Creek Lake amenities 
Beautiful log construction 

LNF.com/GA6756007 


Recently remodeled home 
3 BR, kitchen island and two 
great decks 

Minutes to Oakland and Deep Creek 

LNF.com/GA6852001 


$450,000 

Stunning lake views 

Lake access, outdoor pool, tennis 

Gated Wisp Resort Community 

LNF.com/GA6661001 


$299,000 

Walking distance to the ski slopes 

Enjoy filtered lake views 

Located in the prestigious community of 

Highline 

LNF.com/GA6587370 


$30,000 

Level 2.82 ace building site 
Convenient location 

Take advantage of many area amenities 

LNF.com/FY68l1287 


$99,900 

Gallatin Woods log home community 
60 acres of common area 

Many amenities offered 

LNF.com/GA5384411 


Wooded, 3 acre lot in quiet subdivision 
Perked for 4 BR/ utilities to site 

Convenient location to 1-68 

LNF.com/GA6862871 


$374,500 

Within minutes to Deep Creek Lake 
Close to the new mountaintop village & 
Whitewater course 

Master planned community 

LNF com/GA6633840 


$69,900 

• Well, driveway & camper trailer on 
properly 

• 4+ wooded acres w/ 3 BR perc 

• Access to Bear Creek trout stream 

LNF.com/GA6417074 


$435,000 

88 acres of rolling meadows 
Fronts state land 

Older home on property 

LNF.com/GA68003 


$40,000 

3.39 acre level building lot 
Public utilities available 

Overlooking the mountain 

LNF.com/FY6811293 


$196,900 

31 wooded acres w/ stream 
Utilities on site w/ driveway & well 

Large storage building conveys 

LNF.com/GA8827533 
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SERVICE LEARNING OPPORTUNITIES 

•Grantsville Elementary School will hold its annual 
Fall Festival on Friday, Oct. 17, from 6 to 9 p.m North¬ 
ern High School students are asked to volunteer to help 
set up, work at a game or activity, and/or help clean up. 
There is a half day of school on this day, so setup will 
begin following dismissal Those interested in volunteer¬ 
ing should contact Dee Kennell at 301-895-3553 or 301 - 
268-3553. 

•One volunteer is needed to mow grass for an elderly 
couple in the Accident area. The volunteer must provide 
his/her own transportation as well as a lawn mower 
Those interested should contact Pat Schmidt at 301-746- 
5571 during the day or at 301-746-5829 in the evening 
hours. 

FFA 

FFA members Mitchell Mast, Kara Savage, Cindy 
Smearman, and Andrea Upole competed in the Maryland 
FFA Dairy Cattle Evaluation Career Development Event, 
which was recently held at the Maryland State Fair. The 
team placed 4th out of 8 teams 

Members Jordan Fratz, Ashley Rodeheaver, Bradley 
Rodeheaver, and Andrea Upole recently traveled to the 
Eastern States Exposition in Springfield, Mass., to repre¬ 
sent Maryland in the FFA Livestock Evaluation Career 
Development Event The team competed against 10 
teams and 31 individuals. The team placed 4th overall, 
with Ashley Rodeheaver placing 9th individually. This 
team gained the opportunity to travel to the "Big E" by 
placing 2nd overall at the state FFA competition that was 
held in August. The "Big E" hosts the Eastern Region 
State FFA 2nd place teams each year. This year there 
were over 700 FFA members at the event. 

•The North Garrett FFA will be having a pancake/ 
buckwheat cake and sausage dinner in the NHS cafeteria 
on Friday, Oct. 3, from 3:30 to 7 p m Proceeds will be 
used to send FFA members to leadership training oppor¬ 
tunities such as the national and state FFA conventions. 

AIR FORCE 

Several U.S Air Force representatives will be at North¬ 
ern High School during lunch shifts on Wednesday, Sept 

24. 

WOMEN IN ENGINEERING PROGRAM 

The University of Maryland Department of Aerospace 


5 fiank IJxui 


Rob & Sharon Markwood 
Bruce Swift - 
RPM Construction, 

& F.O.P. Lodge #99 

for purchasing our 
market hogs & lambs 
at the 2008 Garrett County Fair. 

Patrick Duggan & Hannah Duggan 


Lenoras 

fabric <%L ^tjam 


NEW SHIPMENT OF FLEECE 
$3,98 yd. and up 

Calico Prints • Quilt Batting • Red Heart Yarn 

O Quilt Blocks, Tablecloths. Bedspreads. Pillowcases 
to Embroider 

DMC Floss • Clear Plastic 54" wide 
Stuffing & Poly Pellets • Cheater Quilts • Baby Quilt Tops 
Hobbs Needlepunch Batting (lo-loft) 45" wide 

Buttons .02 ea. • Jacket Zippers .25 ea. 

Thread 4/SI.00 • 7" & 8" Zippers .05 ea. 

Rt. 219,2k? miles soutk of Oakland 

Open Fri. 6" Sat, 9-5 • 301-334-27&3 
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Aeroquip 

Hydraulic Hose 
and Fittings 

HYDRAULIC HOSES 
MADE WHILE 
YOU WAIT! 

• V 2. 4 and 8 Wir* Host from 

3/16-to r 

John 0*»rt O-Rlng Fac# Smi 
F itting* 

• SpM FUng* CdSI and CUM 
Kamatiu Mttnc JIC Pip* 

0-Ring Cnmp Rifling* 

• Quit* Diaoonnacta 
5 Fow. Swivei* 

"'kM* ■ Hydraulic Suction 

• Puah Ux* Hoaa and Fitting* 

• True* Hoaa and RauaaM Fitting* 
An Beak* Hoaa and Rauaaoi* 
Fitting* 

Slum*** SMTtflon Hoaa 
and Fining* 

■ Cnmp Machine* and Bulk Hoaa 
Program* 

Two Convonfnt LocoVont ■ 

104 Commtre* Drive 
Milt. Uka Park 

301 334 4134 

> 3030 iarl L Cara Bead 

Morgantown, WV 

304 296 4639 


Garrett Industrial 
Supply Inc. 


Engineering is hosting a Women in Engineering Program, 
the WIE Leadership Enhancement, and Application and 
Design Academy (LEAD) in Aerospace Engineering for 
juniors and seniors on Saturday, Oct. 11, from 9 a m to 5 
p.m. This program allows interested students the opportu¬ 
nity to better understand the field through a hands-on pay- 
load project. Students who have a strong interest in engi¬ 
neering, mathematics, and/or science are encouraged to 
apply. The cost for the day is $45 and includes required 
materials and meals on campus. Applications are avail¬ 
able in the Counseling Center for interested students, or 
students may apply online at: www.wieumd.edu/- 
precollege/lead html The priority deadline to apply is 
Friday, Sept. 26 

ENVIROTHON RECYCLING 

The NHS Envirothon team is collecting empty ink car¬ 
tridges and old cell phones for recycling This is a year¬ 
long fundraising event Students should bring these items 
to school and drop them off in Room 224. 

ATHLETIC PASSES 

Northern Huskies season pass applications for the 
2008-09 year are still available. 

•Family pass: $110 each, which include two adults and 
one student. Additional family members cost $20 each. 

•Adult pass: $55 each 

•Senior citizen pass (55 yrs. or older): $35 each 

•Student athlete pass: $30 each 

Those in need of an application should contact Phil 
Carr or Tracy Brenneman at 301-746-8668. 

QSP FUNDRAISER 

The last day for this sale is Monday, Sept 22. Proceeds 
will support .the yearbook Prizes and yearbook discounts 
are available to those who sell. 

SOPHOMORES 

•Class dues: The sophomore class will be collecting 
dues for all four years totaling $40 per student Checks 
should be made payable to Northern High School and/or 
cash can be given to class sponsors Mrs. Garlitz, Ms. Har¬ 
man, Mr Pessini, Ms Ellis, or Mr. Beitzel 

•Class officers: Elections will be held in the next two 
weeks to select class officers. Interested students should 
see Ms Harman for applications and information 
JUNIORS 

•Class dues: Forms should have been sent out concern¬ 
ing class dues 

•Prom Committee: This year's prom will be held in 
May, as decided by the junior prom committee 

AFTER SCHOOL TUTORING 

After-school tutoring will begin Wednesday, Sept 24, 
and will continue throughout the school year on Wednes¬ 
days from 3:15 to 6 p.m. 

This program is provided by a partnership of the 
Northern High School Maryland’s Tomorrow program, 
the Western Maryland Consortium, Garrett College, and 
GEAR UP All students who participate in the Mary¬ 
land’s Tomorrow program and/or the Garrett County 
Success for v outh program (W1A) as well as the GEAR 
UP cohort (sophomores) are eligible to attend All stu¬ 
dents participating in the summer jobs program are ex¬ 
pected to participate in tutoring and maintain passing 
grades 

•A parent’s permission form must be signed and on file 
for every participant. Students may ride the activity bus at 
6 p.m. A separate parent’s permission form is required for 
the bus. 

•When school is canceled or dismissed early, tutoring 
is canceled as well. Any other cancellation will be an¬ 
nounced at school. 

•School rules do apply, and students may be excluded 
from tutoring at the discretion of the staff Any noncom- 
pliance with school rules or with any other rules estab¬ 
lished by the tutoring staff may also result in dismissal 
and exclusion from tutoring. Each student must bring 
work sufficient for the amount of time he/she is staying 
for any tutoring session. If a student does not have work 
to do, he/she may be dismissed from the session 

The tutoring schedule is as follows: 

Sept. 24; Oct 1, 8. 15, 22, 29; Nov. 5. 12. 19; Dec. 3, 
10, 17; Jan. 14, 28; Feb 4, 11, 25; March 4. 11. 18. 25; 
April 1,8, 22, 29; May 6. 

Dates open for any rescheduling are as follows: 

Jan. 7, 21; Feb. 18, April 15; May 13, 20, 27 

YEARBOOKS AVAILABLE 

Students who graduated last'year may pick up their 
yearbooks after school in the library on Wednesdays from 
3:30 to 6 p m. Current students may also pick up year¬ 
books for graduates during lunch or in Room 216 before 
school. There are also have a limited number of extra 
yearbooks, which may be purchased for $72.08, which 
included tax. 

COLLEGE BOUND JUNIORS 

The PSAT test will be given on Wednesday, Oct. 15, to 
interested, college-bound juniors This is the same test 
that sophomores are given each year as part of the career 
development program. Juniors must now choose to retake 
the test. Students are reminded that this test can be used 
as practice foi the new SAT test. Scores from the student’s 
junior year only arc eligible for participation in the Na¬ 
tional Merit Scholarship Competition programs Scores 
from the sophomore year are not eligible To retake this 
test, juniors must register by paying a $13 test fee in the 
Counseling Center. This is a fee charged directly by Col¬ 
lege Board. Checks should be made payable to Northern 
High School. The deadline for juniors to register for the 
PSAT is Wednesday, Oct 8 
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Days Only! 

Thursday, Sept. 25,9 a.m. • 7 p.m. 
Friday, Sept. 26,9 a.m. • 4 p.m. 
Saturday, Sept. 27,9 a.m. • Noon 

Men's, Women's & Children's Clothing 

Accessories - Jewelry, Shoes, 
Purses & Scarves 

St. Paul’s United 
Methodist Church 

‘u’Oo® (300QOCR30O 8© ooo GOo® 

0®CTO®CF’ ®(7 3s»07QCo Sj 

ALL PROCEEDS WILL BENEFIT ST PAUL'S MISSION PROJECTSI 


Che,ck it out' 
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Featuring events that build assets in youth and pro¬ 
mote community involvement: 

THURSDAY, Sept. 18 

• Rec Night, Ryan's Glade Community Building, 6 to 
8 p.m. Join in on these recreation nights, featuring bas¬ 
ketball. Free (301-334-7730) 

FRIDAY, Sept. 19 

• Deer Park Recreation Program, Deer Park commu¬ 
nity playground, 6 to 7 p.m. Deer Park Eliminators 
invite all ages to this recreation program, which will 
include 3-on-3 basketball and other games for younger 
children. Youth attending all seven weeks of the pro¬ 
gram will receive a reward. Drinks provided Free. For 
this fourth week, participants are to wear their clothing 
inside out as part of the "don't let drugs turn your day 
inside out” theme. (301-334-7730) 

• Friendsville Grandparents Celebration, Friendsville 
Senior Center, noon Friendsville grandparents are 
welcome for chicken dinner, bingo, door prizes, and 
fellowship Free. Persons must register by Sept. 16 by 
calling 301-334-7730, ext. 6611. Sponsored by Friends¬ 
ville Community Watch 

SATURDAY, Sept. 20 

• Concert in Kitzmiller in the parking lot of the old 
Catholic church, 5:30 - 8:30 p.m. Free admission for 
country musician Charlie Kenny and games for chil¬ 
dren Dinner will be available for purchase Seniors 55 
and older will be honored with reserved seating, trans¬ 
portation, and a free meal. Sponsored by the Coal 
Bucket Cafe and Kitzmiller Empowerment Group 
(301-334-7730) 

MONDAY, Sept. 29 

• Teen Book Club, Ruth Enlow Library in Oakland, 
6:30 p.m. Teens age 13 through 18 are invited to join 
this new book club, described as a great way to meet 
other teens who love reading The required pre- 
registration may be made by calling 301-334-3996, ext. 
115. Free. 

TUESDAY, Sept. 30 

• Crellin Paw Prints meeting. Crellin Community 
Park pavilion, 7 p.m Residents invited to join with 
other Crellin, Hutton, and Underwood Road commu¬ 
nity members to plan events for area youth and fami¬ 


lies New members always welcome In the event of 
poor weather, persons may call to find out the alternate 
meeting place: 301-334-7730 

Assets are qualities and experiences youth need to 
unleash their potential for growing into healthy, caring 
adults For more information about Healthy Communi- 
ties*Healthy Youth IM (HC*HY) Garrett County and 
about building assets in youth, persons may call 301-334- 
1189. 

HC*HY Garrett County and some of the activities 
above are sponsored by Garrett 
County Partnership for Children ^ CO**, 

and Families Inc./LMB (Local * * 

Management Board), the Garrett 
County Health Department, 

Garrett County Extension Serv- HEALTHY YOUTH 
ice, and the Governor's Office ot 
Crime Control and Prevention 
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STOREWIDE 


SAVE NOW! £•» 

footwear -clothes lor your reel!"' 

25% OFF 

or MORE! 


1429 Maryland Hwy.. Mtn. Lake Park 

301-334-6112 

Tues thru Fn 10-5 30; Sat 10-3 

In-atocfc footwear only No special orders layaways refunds or exchanges All sales final 


REWAL 

OAKLAND 

CHURCH OF THE NAZARENE 

203 S. 8th Street, Oakland 

Sunday, Sept. 21 at 10:50 a.m. & 6 p.m. 
Sept. 22 thru 26 at 7 p.m. 

Evangelist Dan Frederick & family 

of Grayson, Kentucky 


5b7 (jtcluialc Komi, rjrtj Qlll 

Silver 1fi:e Center 5U1-50 L-OJJJr 


Tuesday: 

Family Style Dinners ^ 
Bring your family, friends * 
or office for an Italian family 
style dining experience! 


Beautiful Lakefront Location! 

: Monday Madness: 5-7 p.m. j 
Half priced menu items j 
and appetizers. 

Happy Hour 
Drink Specials 

(at Ihe bar onlyl 

Wednesday: 

Order a bottle of wine 

and receive 20% off 
of your wine bottle purchase.; 

Available in restaurant and bar. : 

9' 

£ 


Thursday: 

Live JAZZ 

from 7-9:30 
with Jenny 
and Nathan Wilson 


Join us for Happy Hour: 
Mon. - Fri., specials every night! 

$1 Domestic Draft 
Domestic Bottle 
$3 Rail Drinks 
$4 Well Drinks 


Shortterm. Long term. 

YOUR TERMS. 


PICK YOUR OWN TERM CD 

CAN T LOSE CD CHOICES 1 

Choose any term from 

Earn at least 

or 

13 to 27 months 

4 . 00 % 

4 . 35 % 

Earn a choice rate 

30-month CD 

48-month CD 

4 . 00 % 

up to 7 . 00 % 

( s 500 minimum deposit) 

( s 5,000 minimum deposit) 


Our Pick Your Own Term CD lets you earn as you 
wish: shorter-term if that suits you. Or longer if 
you like. With one strong rate whatever you do. 


Each month, you'll earn the higher of a fixed 
minimum rate or the 91 -day T-Bill rate. So if 
T-Bill rates rise, your rate can go up, too. 


Get money working on your terms - come in or call today. 


Susquehanna 


susquchonna.net / 800228.2265 


Susquehanna Bank 


'Annual Percentage Yield (APY) All APYs are effective as of 7/JO/OS 1. Minimum deposit to open and obtain stated APY for Ptck-Your Own Term CDs rs $500 
($500 minimum for IRA CDs) 2. Minimum deposit to open and obtain stated APY for Can't Lose CDs is $5,000 ($2,000 minimum for IRA CDs) W»th Can't l ose 
CDs. the interest rate and APY may change monthly The rate will be set at the beginning of each month and be the greater of the 91 day T Rill rate or 400% 
APY for 10-month CDs or 4 15% APY for 4$ month CDs The APY will never evceed 7 0~ - - 

and coverage limits These are limited time offers and subject to change without notice Susquehanna Bank 
Member FDIC 


7 00% APY With all CDs. the APY assumes all interest remans on deposit until 
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DCP Enrollment 
Deadline Noted 

Farmers and other land- 
owners with base aeres and 
yields are reminded that 
they have until Tuesday, 
Sept 30, to initiate a con¬ 
tract under the 2008 Direct 
and Counter-cyclical Pay¬ 
ment Program (DCP). After 
a contract is initiated, all 
producers with shares in 
base acres greater than zero 
must sign their DCP con¬ 


tract by Wednesday, Oct. 
15 

"The deadline to initiate 
a contract and enroll in the 
2008 Direct and Counter¬ 
cyclical Payment Program 
is approaching quickly," 
said Michael K Kozier, 
executive director for 
USDA’s Farm Service 
Agency in Garrett and Alle¬ 
gany counties. "I encourage 
all eligible producers to take 
advantage of this important 
program while they have an 


opportunity." 

According to Kozier, 
producers can fill out then 
2008 DCP contract at any 
USDA service center, or 
they can also sign up online. 

"If producers choose the 
online option, they can 
choose payment options, 
assign crop shares, and sign 
and submit their contracts 
from any computer with 
Internet access," Kozier 
said. " They can also view 
and print submitted contract 
options." 

To be eligible for a DCP 
direct payment, crop pro¬ 
ducers must report their 
crop acreage, must certify 
compliance with wetland 
and highly erodible land 
provisions, must certify 
compliance with adjusted 
gross income provisions, 
and must file a farm operat¬ 
ing plan to comply with 
payment limitation provi¬ 
sions. A new provision for 
the 2008 crop year prohibits 
direct and counter-cyclical 


Garrett Menlors 

Inspire By Example 

301 - 387-5437 





CATTLE 


FRIEND'S STOCKYARD 

376 Stockyard Rd.. Accident, MD 

(Exit 14A. off 1-68,1 mile S on Rt 219, turn right onto Stockyard Rd 

Saturday, Sept. 20 
& Saturday, Oct. 18 

SALE STARTS AT 7:00 P.M. 

We will accept all types of cattle, 
calves and yearlings at each sale 
CATTLE MUST BE IN STOCKYARD BY 5 p.m. 
Either buying or selling, t hese will be 
the sa les you won't w ant to mi ss! 

For more information, call: 

301-746-8178 



Need a High School Diploma? 

FREE classes are available to help you meet that goal! 
Join us Sept. 25 at 1:00PM for Intake/Assessment 
at the Southern Outreach Center. 

Come find out how this program can help you. 


For more information call 301-334-8304 

Garrett College, Adult Basic Education 
14 N. 8th Street 
Oakland, MD 21550 


Adult Basic Education 
□ ffered at 
Garrett ColLege 


www.garr6itcollege.edu 





w Farming 

On The Mountaintop 
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TEAM PLACES FOURTH - Several FFA members from Northern High School 
participated in the Dairy Cattle Evaluation Career Development Event at the Mary¬ 
land State Fair. The team placed fourth out of a total of eight teams. They had to 
judge nine classes of dairy cattle, give one set of oral reasons, and evaluate cattle 
based on pedigree. Pictured from left are Mitchell Mast, Andrea Upole, Cindy 
Smearman, and Kara Savage. 


program payments on farms 
with 10 acres of crop base 
or less. 

USDA computes DCP 
payments using base acres 
and payment yields estab¬ 
lished for each farm Only 
farms with base acres are 
eligible for DCP Eligible 
producers receive direct 
payments at rates estab¬ 
lished by statute regardless 
of market prices. 

For 2008, eligible pro¬ 
ducers may request to re¬ 
ceive an advance payment 
of 22 percent of the direct 
payment for each commod¬ 
ity associated w ith the farm 

USDA will issue ad¬ 
vance direct payments as 
soon as practical after en¬ 
rollment Final direct pay¬ 
ments will be issued after 
Wednesday, Oct 1 

Counter-cyclical pay¬ 
ments vary depending on 
market prices, and are is¬ 
sued only when the effective 
price for a commodity is 
below its target price,-which 
takes into account the direct 
payment rate, market price, 
and loan rate. 


GRANTSV11.LE 

STOCKYARDS 

Market report for Satur¬ 
day, Sept. 13, 2008. 

Stock Steers and Bulls 
(200-500 lbs), $70-114. 
Stock Heifers, $50-92. 
Sldiiglllcl Steels, guod te> 
choice, up to S85, medium 
to good, $55-83.50. Holstein 
Steers, good. $54-70; light, 
up to $55. Slaughter Heif¬ 
ers, good to choice, up to 


$83; medium to good, $55- 
76 Bulls, heavy, $60-68.50; 
light, $60-71. Cows, utility 
(Holsteins), $55-63; canners, 
$45-54; culls, $44 and 
down Bob Calves, $50 and 
dow n Holstein Bull Calves, 
return to farm (90-120 lbs.), 
up to $45 Holstein Heifer 
Calves, return to farm, up to 
$200 Beef Cross Calves, 
return to farm, up to $85. 

Hogs, top quality, up to 
$62, heavy, up to $60; light, 



My son is such an introvert, 
he can’t even lead in silent prayer. 


Lou DiCarlo 

“The Stained Glass Man” 

214 1 St.. Mtn. Lake Park. Maryland 

301 - 334-8222 


$20-58; feeder pigs, by head, 
up to $35. Sows, up to $49 
Male Hogs, $3-25. 

Lambs (70-85 lbs ), up to 
$118; (85-125 lbs ), up to 
$105; (30-60 lbs), up to 
$122; culls up to $60 

Sheep, up to $50; fat 
sheep, up to $35. 

Goats, large, by head, 
$60-150; medium, by head, 
$25-60. 

Livestock prices are all 
given per hundredweight 

FRIEND’S 

STOCKYARD INC. 

Market report for Mon¬ 
day, Sept. 15, 2008. 

Stock Steers and Bulls 
(200-500 lbs), $75-104; 
Stock Steers (700-850 lbs ), 
$78-95; Stock Heifers, $60- 
90. Slaughter Steers, good 
to choice, $94-97; medium 
to good, $82-93.50; heavy 
choice (over 1,450 lbs ), 
$75-85. Holstein Steers, 
heavy choice, $62-80; light 
(500 to 600 lbs ), up to $72. 
Slaughter Heifers, good to 
choice, $85-95.60; medium 
to good, $80-84.50, utility, 
$55.75-72. Bulls, heavy, 


$57-69; light, $50-64 Cows, 
utility, $50-67; commercial 
to good, $42-54; culls, $44 
and down Veals, good to 
choice, $50-94 25; medium 
to good, $50-67. Bob 
Calves, $50 and down. 
Holstein Bull Calves, return 
to farm (85-120 lbs ), up to 
$83. Holstein Heifer Calves, 
return to farm (85 120 It’s ), 
up to $395. Beef Cross 
Calves, return to farm, up to 
$98 

Hogs, top quality, up tu 
$57. Sows, up to $39. 

Lambs, choice, up to 
$105. 

Goats, choice (by head), 
$25-75. 

Livestock prices are all 
given per hundredweight 



TRACWIDE 
CREAMERY 

Hand-dipped & soft serve 

ICE CREAM 


308 S. 2nd St., Oakland 

OPEN DAILY 


Deep Creek 
Salon & Massage 


8BB-S0* 


3*38.0 


Keratin Complex hair therapy 
The science oi smooth relaxed hair 

•Eliminates frizz and curl *will not damage hair 
•leaves hair softer, silkier and shinier 



&£FOQ€ AFTER 


Keratin Comple\ 

• ^ hair therapy 

A I ' 


by COPPOLA 


I 


j "NEW" Manicure and Pedicure by OPI J 

| Cappuccino Expresso 

$5 off pkg. 

with coupon. Expires 9/30/08 

Full line of hair care products and services. 
•Manicures ‘Pedicures ‘Facials ‘Waxing ‘Massage 
Stop in and try our “new” 10 min. tanning booth. 
24586 Garrett Hwy., McHenry, MD 
Located at Market Square in the heart of Deep Creek Lake 



















301 - 381-1000 


PRICE CHANGES 


MORE NORTHERN 

HOMFS 


NEW OFFERINGS 


L A K E F R O N TTHE WILLOWS THE SIMPLE LIFE 

5 bedroom/3 Bath home with 3 Views of Lake & Wisp Resort Particularly tasteful log home 
Acres & 307' lakefront GA6854I46R $589,000 with peaceful setting 

GA6855250R $2,950,000 . , , , . „ . GA6857265R $374,900 


PRIVATE SETT I NG TRADERS LANDING UNIT 

Escape fo the mountains in this Comfortable 2 bedroom unit 
charming, well Kept. 2 centrally located 


ABOVE AND BEYOND 

6.500 square ft. custom home 
with breathtaking lake views 
GA6855678R $1,599,000 


AMAZING LAKEFRONTI 

This charming lakefront chalet 
has f 38' of level lakefront The 
home features a large native 
stone fireplace and beautiful 
lake views from every room 
Don't miss this wonderful 
opportunity! 


LAKEFRONT GETAWAY 

Escape to your lakefront 
getaway 1 4 Bedroom/3 Bath 
split lakefront chalet sits 
among trees next to a babbling 
brook with great lake 6 sunset 
views 3 29 Acre lot includes 
conservation easement Type 
A dock Turn-key 
GA68700ttR $779,000 


bedroom, 2 bath log home on 
10 acres Very private, wooded 
setting! Sold with most 
furnishings Full basement with 
garage & future expansion! 
GA6866081R $264,900 


GA6856869R 


$189,000 


BE&T VIEWS IN COUNTY 

Cove Hill Lot 1. Incredible 
mountain views from this 3 
acre building lot in northern 
Garrett County Just a short 
dnve to Deep Creek Lake and 
Wisp Ski Resort No HOA or 
dues 

GA6863946R $87,900 

BEAUTIFUL 5 AC LOT 

5 Acres of peace & quiet 4 
natural beauty 

GA6852403R $69,900 

GREAT LOCATION 

1* partially wooded acres on 
Accident-Fnendsville Road. 
GA6850895R $49,900 


LOG HOME 

Custom. 3 bedroom. 3 bath 
Yellowstone log home! 
GA6860994R $519,900 


BEAUTIFUL HOMEI 

Beautiful 5 Bedroom/3 5 Bath 
home 

GA6865487R $349,900 


THREE BEDROOM HOME 

Home is just outside of 
Accident Recent updrades 

GA6852538R $159,900 


COMMERCIAL/RESIDENCE 

3 Bedroom home on 4 7 acres 
with 526" of frontage on Rl. 219 
GA6858164R $479,000 

GA6858183R $479,000 

SLOPESIDE LOT 

Perfect Location' Ski In/Skl Out 
Lot in North Camp 
GA6862393R $389,900 


RED RUN 

3 bedroom 
unit 

GA6860899R 


STAY AND PLAY 

Custom built home with much 
to enjoy inside and out 
GA6842618R $249,900 

NORTH GLADE HILLS 

3 Acre wooded homesite. perc 

$349,000 approved! 

GA6849308R $249,900 

READY FOR YOU! 


CONDO UNIT 

2 bath lakefront 


with easy access 
GA6849032R 


$234,900 


GA6846525R 


LAKE/SKI SLOPE CONDO 

Lake & Ski Access Townhome 
with recent upgrades!! 
GA6850772R $335,000 


FOUR HOOPPOLE SOUTH 

End unit, nicely updated 
Conveys lum-key Lake view 
iclose to beach 10 Acres of 
park-like grounds, private 
sandy beach, assigned boat 
slip, tennis, playground. 


MARSH RUN COVE CONDO 


OAKLAND 3B/R 2V.BA 

End of Cul-de-sac Split Foyer 3 
Bedroom/2'/> Bath in Oakland 
Buttered on two sides for 
privacy, landscaped, level lot 
Family room with wood stove 
and custom built bookcase 
Paved drive and 2-Car Garage 
GA6870066R $229,900 


PRICE CHANGES 


3 BEDROOM HOME 

1.000* square fool home with 


13 acres in quiet community i ,6 acres on Walnut Bottom Rd 


$129,900 


E G L O N 

1 level living in a country setting 
with views 

PR6844398R $119,000 

CLOSE YET REMOTE 
Wooded building lot ready lor 
your dream log home 
GA6857310R $99,900 


basketball, community 3 bedroom. 3 bath condo with a 
building, storage bam hot tub' 

GA6869142R $375,000 GA6854243R $324,900 


COUNTLESS OPTIONS! 

55.89 Acres with 2 approved 
building sites & amazing views 
GA6819881R $259,000 

SANDY SHORES HEIGHTS 

Building lot at Wisp Mountain 
near new golf course! 
GA6292579R $225,000 


SPECTACULAR LOG HOME 

Central lake location & 
established rental 
GA6706826R $499,900 


INCREDIBLE VIEWSI 

Mountain top chalet with over 3 
acres & 3 car garage! 
GA6767061R $499,900 


VERY AFFORDABLEI 

2 Unit Apartment 
GT6849880R $34,900 


COMMERCIAUINDUSTRIAL 

Commercial/lndustnal 12,000 
square foot building 
GA6795632R $349,000 


RARE OPPORTUNITY 

Great Lakefront home with 3* 
Acres in Blakeslee 
GA6816449R $1,265,000 


LAKEFRONT TOWNHOME 

Private 3 bedroom, unit at Red 
Run with dock slip 
GA6806601R $339,000 


SUMMIT WOODS FARM n .i 

6 acre lol with beautiful GREAT 10* AG GETAWAY LAKEFRONT SUNSETS 

countryside views! 10 47 acre lot approved for 4 Bedroom with established 

GA6863602R $199,900 sand mound system rental history 

GA6861411R $89,900 GA6710360R $829,000 


ROCK LODGE ROAD 

3 Bedroom cottage with 60' of 
split lakefront 

GA6733403R $319,000 


mum For Live Access to Garrett County's Lamest Selection of Properties - www.deepcreek.com 


LAKEFRONT COTTAGE 

Million Dollar View of Yough 
Lake! 

GA6776665R $359,900 


COZY CHALET 

3 bedroom/2 bath chalet 
tucked away in the woods! 
GA6783280R $200,000 


LOT # 3 HERON COVE 
OVERLOOK 

Enjoy views of DCL from this 
1.19 acres wooded lot. 
GA5549761R $199,000 

LOT #1 HERON COVE 
OVERLOOK 

1 50 ac lot with lake view 

GA5549918R $199,000 

BREATHTAKING VIEWSI 

30.32 Acres located less than 
10 minutes from DC Lake 
GA6813561R $149,900 

JUST RIGHT 

2 54 Acre lake area lot with 

glowing views of Wisp ski 
GA6360325R $139,000 


SPACIOUS SPLIT-LEVEL 

Spacious split-level o/j 
beautiful wooded lot. 
GA6769128R $264,900 


EASY STREET 

Easy, convenient, one level 
and brand new A must see! 
GA6427662R $195,000 


CEDAR CHALET - 2 ACRES 

2 Bedroom 1 Bath Chalet on 2 
Acres, surrounded by trees 
GA6728212R $142,900 


BUSINESS OPPORTUNITY 

Building, property (2 parcels) & 
operating tavern 
AL5525830R $94,500 

ALPINE LAKE RESORT 

Beautiful Alpine Lake lot 
offering many amenities! 
PR6640253R $19 


GRANTSVILLE 

3 Bedroom 1 Bath Farmhouse 
on 2 town lots Level backyard 

RROOOOQ36R $139.900 
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New* from Preston, Tucker. Grant and Mineral Counties. 

TERRA ALTA NEWS 


TERRA ALTA 
BETTERMENT INC. 
Terra Alta Betterment 
Inc (TABI) has the go- 
ahead to start work on the 
trail system lor the park. 
This has been a top priority 
project for many years, but 
funding has not been not 
available. Bill Robeson of 
.the West Virginia Depart¬ 
ment of Highways has as¬ 
sisted in the project, and 
funding has come from the 
Vandalia Foundation to 
make it possible. 

TABI and the Wally Ov- 
lero family are installing a 
sand volleyball court in the 
community park. The Ov- 
icros are purchasing all the 


sand and will do the work 
The town will supply the 
backhoe and the truck to 
haul the sand, and TABI 
will purchase the landscape 
fabric, net, and volleyball. 
AL PINE OCTOBERFEST 
The Alpine Lake Resort 
Property Owners Associa¬ 
tion will host the Vth annual 
Octoberfest on Saturday, 
Sept 20, noon until dark at 
the boathouse, rain or 
shine Admission is free 
The day will feature 
homemade German food, 
hayrides, line dancing, Al¬ 
pine games, and music by 
the Oakland Volunteer Fire 
Department Oktoberfest 
Band On Sunday, Sept. 21, 



Sr\ 3tmoly of 

( onnie S^aye Q^itez 

d)tc. 21 , igg6 — Sept. 24 , 2007 

D L*ff flu* world without you 
J7 Uuow it mode you Hue. 

\ ; our te*or«5 fell so freely, 
watched; know this is true. 

While you were weeping, 

Pnys after passed away, 
While all was silent within me, 

JT sow you kneel to pray. 





lit ii\i*» WUIti 

Where 


! place called heaven 
I my pain is c^one, 


r/ 




,1 .|f utlc breeze *0 whisper, 

" ; \ty loved ones, pleuse cjo on. 

The peace ihol O Rave found here 
C\oe s foe beyond compare 
y\]o rain, no clouds, no suffering— 
jf 1 st LOVC; from everywhere. 


breakfast will be served by 
the Alpine men at 8 a m at 
the Boathouse. All arc wel¬ 
come 

SPECIAL DINNERS 

The Terra Alta First 
United Methodist Church 
will host Old-Fashioned 
Buckwheat Cake Day on 
Thursday, Sept 25, from 6 
a m to 1 p m and 4 p.m. to 
7 p.m. It will take place in 
the downstairs of the 
church, located along State 
Avenue. The dinners are $7 
for adults and $3 for chil¬ 
dren 

The Faith United Meth¬ 
odist Church will host a 
spaghetti dinner with pro¬ 
ceeds going to Operation 
Christmas Child, on Oct. 10 
at 5 p.m. The meals will 
cost $7 for adults and $4 for 
children. Take-outs will be 
available. 

FALL FESTIVAL 

The Terra Alta Youth 
League will hold a Fall Fes¬ 
tival with a Rock, Paper, 
Scissors Tournament on 
Saturday, Oct. 11, at the 
Kevin Beerbower Memorial 
Field in the Terra Alta Park 
Baseball competitions slated 
to be held are a hitting/ 
homerun derby, a bunting 
competition, and a throw¬ 
ing accuracy contest. There 
will be three age groups for 
the baseball competitions: 8 
years old and younger, 9- to 
12-year-old boys, and 9- to 
12-year-old girls. 

These competitions are 
open only to the first 30 
youngsters who register in 
each age group. Trophies 
will be awarded to the top 
three finishers in each divi¬ 
sion. There will also be a 
first of its kind Rock, Paper, 


CmUshJ\/la9urr 

JustauTzmt &S Lounge. 


i&n 

3m 


you neeJ not be troubled 
Jus»t stay close to CaGD m p»*aye»* 
Somt^Jov we ll be reunited 
/My love, Elis love surrounds you 
always, 

£V£KyWfleK£!!l 



Sadly dMissed iSy < J‘arr\dg 


Every Tuesday 

5:00 -9:50 p.m. 

830 Memorial Drive. Oakland 
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HOME IMPROVEMENTS, LLC 

Additions Alterations Garages 

MHIC 301 MHBR 

Call Today for your Free Estimate 4977 
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LONG & foster: 

REAL ESTATE • MORTGAGES • TITLE • INSURANCE 


Buy Your First Home Now and 
Save $7,500 on Your Income Taxes! 



w 





Contact your neighborhood sales office: 


Deep Creek Lake 

Maryland 

301-387-4700 

800-336-5253 

737M Garrett HiqUwxy 
McManry MD 


Cumberland 

Maryland 

301-722-4700 
800-531-9425 

TOO S. Georg* Strial 
Cumberland, MD 


Short Gap 

Watt Virginia 

304-726-4313 

800-836-7858 

m i Bo.«» 
Rtrlgeley WV 


What an incredible 
opportunity 
for first-time 
homebuyers! 

In addition to a huge 
selection of homes to 
choose from, and near¬ 
record low Interest rates 
on solid, 30-year fixed rate 
mortgages, and tar more 
affordable pnees, first-time 
homebuyers now have the 
added incentive of a $7,500 
federal income tax credit 
to help them buy their first 
home!* 

Stop paying rent. 
Become a 
homeowner 
instead! 

One simple phone call to a 
Long & Foster sales office 
will get you on the road to 
homeownership. Meet with 
a friendly, knowledgeable 
Long & Foster real estate 
agent While you're at it. 
meet with a Prosperity 
Mortgage loan officer in 
the same location and get 
pre qualified for a mortgage 


Search for homes online at.www.longandfoster.com. 
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CORTLAND RECEIVES EXCELLENCE IN ACTION AWARD - Cortland Acres 
recently accepted a "My InnerView Excellence in Action" award, which recognizes 
those nursing homes that have made a commitment to continuous quality im¬ 
provement and have successfully made quality a priority to better serve their cus¬ 
tomers' needs. "This year's award recipients truly demonstrate their dedication to 
excellence," said Brad Shiverick, chief quality officer of My InnerView. "This is an 
exceptional group of providers and their efforts should be recognized." To be eligi¬ 
ble for the award, Cortland completed a resident/family satisfaction survey in 2007, 
had a minimum 30% response rate, and scored in the top 10% of qualifying facili¬ 
ties on the question, "What is your recommendation of this facility to others?" in 
terms of the percentage of respondents rating the nursing home as "excellent." 
The award was presented to only 299 of 16,000 nursing homes participating in the 
study. "Our employees deserve the honor of this outstanding achievement," said 
administrator Don Black. "Their commitment to quality is expressed each day and 
in every interaction they have with our residents. On behalf of the board and ad¬ 
ministration of Cortland Acres, I applaud [their] efforts and appreciate [their] dedi¬ 
cation." 


Scissors Tournament for all 
age groups ranging from 8 
and younger to ages 17 and 
older. This contest.is limited 
to the first 04 to register in 
each group There will be 
trophies presented to the top 
four in each group in this 
event. 

The throwing contest 
will begin at 9 a m., fol¬ 
lowed by the hunting con¬ 
test at 10:30 a m., and the 
hitting derby at noon. The 
Rock, Paper, Scissors event 
will begin at 3 p.m 

Other activities and fea¬ 
tures of the day scheduled 
are a dunk tank, horse rides, 
and, tentatively, a hayride 
For more information or to 
register for one or more of 
the events ($5 fee for each 
event entered), persons 
should contact Tony 
Haskiell at 789-5303 or 
tonyhaskielKu verizon net 

Groups or organizations 
that would like to partici¬ 
pate in the festival may con¬ 
tact Haskiell for information 
and fees. 

PC Chorus Starts 
Rehearsals For 
Concert Season 

The Preston County 
Chorus, under the direction 
of Wayne Williams, has 
begun rehearsals for its up¬ 
coming Christmas concerts 

"We cordially extend an 
invitation to all of you to 
join us and the music of the 
season on Monday evenings 
at 7 p.m. at the First United 
Methodist Church in Terra 
Alta, located along State 
Street," Williams said. 

He noted, however, that 
the chorus will not rehearse 
on Sept. 22 because of the 
Preston County Buckwheat 
Festival. 

Two Christmas concerts 
will be presented The first 
will take place on Saturday, 
Dec 13, at the Kingwood 
Baptist Church at 7 pm., 
with the second concert 
scheduled for Sunday, Dec 
14, at the First United 
Methodist Church in Terra 
Alta 

For more information, 
persons may call Wayne 
Williams at 304-789-f>871 or 
any other chorus member 


AURORA/EGLON 


BETHEL UNITED 
METHODIST CHURCH 
The annual sing at Bethel 
United Methodist Church, 
Horse Shoe Run, will take 
place on Sunday, Sept. 20. 
The groups will begin their 
presentations at 1:15 p.m 
MAPLE GROVE 
ASSEMBLY OF GOD 
The Maple Grove As¬ 
sembly of God, Accident/ 
Horse Shoe Run, will be 
offering a Kidz Krusade 
from Sunday, Sept. 21, to 
Wednesday, Sept. 24, at 
6:30 p.m each evening. 
Children ages 5 to 12 are 
invited. Younger children 
are welcome, but must he 
accompanied by an adult. 
CLASS OF *51 DINNER 
The Aurora High School 
graduating class of 1951 
met for their 57-year reun¬ 
ion with a dinner at Donna 
Restaurant on Sept. 13. 
Those in attendance were: 
Arvin Harsh, George Allen 
and Helen (Harsh) 
Lipscomb, Lewis and Hazel 
(Wilt) Durst, and Thelma 
(Wile:) Stemple, all local; 
Clayton and Dorothy 
(Auvil) Hauser and Glenn 
and Mary Ruth (Helmick) 
Ball, all of Terra Alta; Earl 
and Alice (Douglas) Roth, 
Renick, W.Va.; Harley and 
Regina (Beckman) Don- 
ham, Grafton; and Andrew 
and Cleota (Harsh) Walker, 
Ravenna, Ohio. 
BUCKWHEAT DINNER 
Maple Spring Church of 
the Brethren, south of Eglon 
on Rt. 24, will hold a buck¬ 
wheat cake and sausage 
dinner on Saturday, Oct 4 
The meal is "all you can 
eat" with beverages in¬ 
cluded The cost of the din 
ner is $7 for adults and $4 
for children age 10 and un¬ 
der, with preschoolers eat¬ 
ing for free. Proceeds will 
benefit the Family I ife Cen¬ 
ter building fund 

BARN DANCE 
The 5th annual ham 
dance will be held at Brook- 
side Farm barn on Sunday, 
Oct 5, from 2 to 5 p m 
Admission is $10. The 
dance will feature two 
bands, and square dancing 
is included Food will be 
available including fresh 
pressed cider. There will he 
door prizes given as well as 


Dr. James R. Snodgrass 

and the 

Allegany Orthodontics Team 

arc pleased to announce 

that effective October 6, 200N, 
they will be seeing patients at 
1279 Memorial Drive, 
Oakland on Mondays, 

8:30 a.m. to 4:30 p.m. 

Please call 301-533-1003 
to schedule an appointment. 

- Certified by The American 

Board of Orthodontics 

- Most insurances accepted 

- Invisalign Provider 

~ New patients are welcome! 

A Nice Smile is Always in Style! 


a 50/50 drawing. Children 
age 10 and under will be 
admitted at no charge. Pro¬ 
ceeds will benefit the 
Aurora Project building 
fund. 

SCHOOL VOLUNTEERS 

The Aurora School PTO 
is currently planning the fall 
float for the Autumn Glory 
and Buckwheat Festival 
parades This year’s theme 
is "volunteers" and repre¬ 
sents both the school and 
Union District people. 

The PTO is asking for 
the community to nominate 
individuals from organiza¬ 
tions, churches, school, or 
other groups to be honored 
and ride on the float. Those 
involved must be present for 
both Friday and Saturday of 
the Buckwheat Festival and 
Saturday of the Autumn 
Glory Festival 

Those with an individual 
in mind to nominate for this 
recognition should call the 
school and leave the per¬ 
son's name and phone num¬ 
ber with the school secre¬ 
tary; or call Kristen Hayes 
at 304-735-3511 during eve¬ 
ning hours Calls must be 
received no later than Tues¬ 
day, Sept. 23. 

Aurora School is also in 
need of instruments for 
hand ciass. Those wishing 
to donate any instruments 


should drop them off at the 
school or call 304-735-3781 
to arrange for the instru¬ 
ments to be picked up 
UNION SENIORS MEET 

There were a total of 32 
people present for the Sept 
11 meeting of Union Dis¬ 
trict Senior Citizens. The 
devotions were included in 
the singing of Norman Ber¬ 
nard and the Short Broth¬ 
ers. The following day's Big 
Bear Lake countywide pic¬ 
nic had a total of 25 seniors 
signed up. 

The proposed Terra Alta 
lunch is postponed until 
October because of busy 
schedules. It was agreed by 
vote to keep the present 
officers, with Janice Tackett 
Continued on Page C-5 

/ eteraus' l\irade 
To Be Featured At 
Buckwheat Fest. 

A mini parade will be 
held this year at the Buck¬ 
wheat Festival in King- 
wood. The event, slated for 
Saturday, Sept. 28, at 1 
p.m., has been established 
to honor veterans and sup¬ 
port troops. 

The 249th Army Band, 
headquartered in Morgan¬ 
town, W.Va., will be the 
highlight of the parade, with 
numerous other organiza¬ 
tions from the region 
marching and riding in par¬ 
ticipation Maj. Gen. Alan 
Tackett, West Virginia adju¬ 
tant general, will be the re¬ 
viewing official. Kingwood 
native Charles Brown, a 
former WWII naval officer 
and prisoner of war. will 
serve as the guest of honor. 

All veterans, current 
"troops," military families, 
and the general public are 
invited to attend the one- 
hour event. 


Buckwheat C ake, 
Sausage Dinner 
Slated At Eglon 

The Maple Spring 
Church of the Brethren will 
hold a buckwheat cake and 
sausage dinner on Saturday, 
Oct 4, from 3 to 8 p m. 

The proceeds from the 
event will go toward the 
Family Life Center building 
committee. The meal will 
be $7 for adults and $4 for 
children 10 and younger 
Pre-schoolers may eat for 
free. 

1 he church is located 
along Rt. 24 south of Eglon, 
W.Va 

Church To Sell 
Meals During 
Buckwheat Fest 

Wesley United Method¬ 
ist Churcn, Kingwood, will 
serve soup-and-sandwich 
meals from 9 a m. until 6 
p.m. on Friday and Satur¬ 
day, Sept. 26 and 27, during 
the Preston County Buck¬ 
wheat Festival 

Diners are asked to use 
the rear entrance of the fel¬ 
lowship hall Available for 
purchase will be chili, vege¬ 
table and potato soups, ham 
and chicken salad sand¬ 
wiches, sloppy joes, and 
nachos with cheese. A bake 
sale table will also be set up. 

The church is located at 
107 West High Street Park¬ 
ing is available in the 
church lot for a $5 dona¬ 
tion. 

Persons who would like 
to help prepare and serve 
the meals are asked to call 
the church office at 304-329- 
0707. 



Friday & Saturday, Sept. 19 & 20 
10 a.m. to 6 p.m. 


Kids, Teen and Adult New Clothing 
All Name Brand - $5.00 each 

Hurley, Nike, Ralph Lauren, Roxy, 
Hathaway, CK, Tommy Hilfiger, Laura Ashley, 
Oshkosh, Carter's, Levi, One world, 
Body Slimmers, and more. 


Ball Auction Building 

Along Rt. 7 in Terra Alta, WV 




,emo 


SHOP TIL YOU 


DRIVE 


Two/* 



llccident 


U.l.f ETIM E m CHRYSLER JEEP DODGE 


RAG 


% PLUS S4,000 

ECASH 

BACK! 


SAVE S8,200 


'08 Sebring Conv. 

$8,200 OFF 



lAVE S6,800^\^TAVE S3,007 


'08 Aspen Limited 
4x4 - . 

#8036 Ge ' , 

APR 

72 mos. 



$6,500^ $4,006^$2,000 

CASH BACK^^ CASH BACK i^^CASH BACK * 


'08 Patriot 

$3,000 OFF 



#8180 


* See dealer for details Tax. title and tags axtra Trada will affact tailing price Discounta/rebates vary by modal 
Muat finance through Chryalar Financial to qualifiad buyer* 

■ Soe dealer for a copy of limited warranty and detoi's Non Transferable Not availabio on SRT. d*ese' vehicles. 

Spr nrer. Rom Chassis Cab. and certain fleet vehicles 

Chrysler end Jeep ere registered trademark* of OelmlerChrytler Corporation DofmlefChrySOf factory trained technicians 


Pre-Owned Autos 

07 Chevrolet Equinox $15,995 

07 Jeep Gl Cherokee Ltd., Dsl $32,995 
06 Dodge Rom 1500 Quod Cab $16,995 
06 Jeep Commander Sp 7-pass. $15,995 
06 Chrysler Sebring $ 9,995 

05 Jeep Gl Cherokee Ltd., NAV $ 18,995 
05 Jeep Gl Cherokee Ltd, NAV $16,995 
05 Dodge Grand Caravan SE-F $11,995 
05 Ford Focus SE ^ $10,995 

05 Chrysler 300 Ltd. RT $17,995 

04 Jeep Gl Cherokee Laredo $11,995 
04 Subaru Baja, Leather $15,995 

04 Jeep Gl Cherokee Ltd. $12,995 
04 Dodge Ram 1500 Quad Cab $14,995 
04 Jeep Gl Cherokee Overland $16,995 
04 Dodge Durango SLT . $13,995 

03 Jeep Gl Cherokee Ltd. $ 9,995 
03 Dodge Ram 1500 $10,995 

03 Jeep Gl Cherokee Overland $ 15,995 


03 Dodge Ram 1500 Quad 
02 Jeep Gl Cherokee 
02 Dodge Gl Caravan 
02 Fortf Explorer XLT 
01 Dodge Rom 1500 Quad SLT 
01 Dodge Ram 3500 Quad 
00 Dodge Ram 1500 SLT 
98 Dodge Ram 2500 

Program Vehic 

08 Chrysler Town & Country 
08 Dodge Avenger, moonroof 
07 Jeep Wrangler Sport, 4 dt. 

07 Jeep Compass y 

07 Chrysler Sebring / 

07 Dodge Caliber 
07 Jeep Liberty Sport 
07 Chrysler Town & Country 
07 Jeep Gl Cher Laredo 
07 Dodge Caravan 
05 Jeep Wrangler Rocky Mtn. 

05 Dodge Ram 2500 Quad 


SI 3,995 
S 7,995 
$ 5,995 
S 5,995 
S 7,995 
513,995 
$ 6,995 
S 9,995 

les 

$24,995 
$15,995 
$22,995 
$15,995 
$15,995 
$13,995 
$14,995 
SI 6,995 
$16,995 
$13,995 
SI 5,995 
$21,995 


Sao d*ol#r for dotoili. Trod* will affocl lolling prlc» Tax, till* and tag! oxtra. 3 mo. / 3 000mi Powortrain warranty 

113 S. Main St., Accident MD 

npru. M Til TU 4ni-7/lA-QIRI 


WED -8 to 6, SAT - 8 to I 


301-895-3230 


vfMCif Hinodr eienera 
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FIRST PLACE STATE FAIR WINNER - Catlin Car¬ 
rico (above) participated in the computer contest at 
the recent Maryland State Fair, where she was the 
senior champion. She will also represent Maryland at 
the national contest. Pictured below is Levi Lantz with 
his goat that was selected to be in tha Livestock Sale 
on Saturday evening. 


MARYLAND re 
STATE FAIR R 


MCHENRY, MARYIAND GARRETTCDUEGE.EDU 301.387.3069 


(301)334-9471 

www.mybank4.com 

Oakland | Mid Towns | My Bank Express 
Deep Creek L ike | Friendsville | Grantsville 

FDK 


nhn 


Hank! 


FIRST UNITED 

Bank & Trust 


RT. 7W KINGWOOD, WV • (304) 329-3673 

M-W-F 9-8, Tues. & Thur*. 9-6, Sat. 9-5 


_ C,MO TRUCK «. 


treatment. 

Claud Poling, Stemple 
Ridge, is now at the Oak¬ 
land Nursing and Rehab 
Center, where he continues 
his recovery from open- 
heart surgery at Allegheny 
General Hospital, Pitts¬ 
burgh, Pa on Sept. 3. 

Jessie Winters returned 
to her home in Eglon after 
being treated at Garrett 
County Memorial Hospital 
for suspected mini strokes 
last week. 

Ellen Harsh, Horse Shoe 
Run, fractured her ankle 
and will be on leave from 
driving her school bus until 
after Christmas break. 

Clayton Hauser, Terra 
Alta, also suffered a frac¬ 
tured ankle after stepping in 
a hole 

Claude and Jean Win¬ 
ters, Eglon, accompanied 
their son and daughter-in- 
law, Carl and Nancy Win¬ 
ters, Manassas, Va., on a 


trip to visit Carl and 
Nancy's daughter Suzanne 
and family, Brian, Owen, 
and Hayden Sapp, in Den¬ 
ver, Colo. 

The Paugh families, 
Eglon, Phra Sr. and Betty, 
Phra Jr. "Chip" and Vickie, 
returned Saturday evening 
from a southern vacation, 
which included attending a 
church conference. 

Gene and Irma Whit¬ 
comb, Greenville, S.C, 
were visitors at her father's 
home, Paul Gnegy, Amboy, 
last week and left on Mon¬ 
day. They were visiting in 
pan to attend Irma's high 
school class reunion 

Doris Sullivan, Amboy, 
had to endure surgical ankle 
repair after becoming entan¬ 
gled with her dog. 

A family dinner was held 
on Sunday at the Aurora 
home of Roy Fint His son 
Alvin and wife Pat were 
visiting from California to 
attend his class reunion. 


“I’ve got a 

banker a? 

power 

*• to get J ss 

things done? 


My Bank actually took time to learn about my business -- so 
when I need something they're already a step ahead. I get 
smart ideas and the right answers... fast! 

My banker is Julie Peterson, Commercial Lender, 
and My Bank is First United. 

Dr. Jim Jones, Optometrist 
Regional Eye Center 

My Bank First United Customer Since 1983 


My Bank Delivers SOLUTIONS’ 
... Does Yours? 


Aren /-II Youth 
Participate In 
State Pair Events 

Amanda Beitzel was 
named overall grand cham¬ 
pion in the Ready to Wear 
Formal Wear division of the 
Fashion Revue at the recent 
Maryland State Fair. She 
also received the Best Ac¬ 
cessorized award. A total of 
42 girls participated. 

Several other 4-H mem¬ 
bers from Garrett County 
participated in state fair 
events as well. Results were 
as follows: 

Engineering 

A total of seven local 
youths participated in 12 of 
the state engineering con¬ 
tests. 

Nathan Tichnell placed 
first in the senior lawn and 
garden tractor contest. He 
will now represent Mary¬ 
land at the national engi¬ 
neering event. 

J.B. Gnegy also partici¬ 
pated in the tractor driving 
contest and placed third. 

Faith Tichnell placed 
fourth in the intermediate 
lawn and garden tractor 
contest. 

Nathan Tichnell partici¬ 
pated in the tractor driving 
contest and placed fourth 

Catlin Carrico partici¬ 
pated in the computer con¬ 
test and was the senior 
champion She will also 
represent Maryland in this 


contest at the national con¬ 
test 

Aaron Lantz placed sec¬ 
ond in the intermediate 
computer contest. 

Levi Lantz placed third 
in the intermediate small 
gas engine contest. 

In the bicycle contest, 
Faith Tichnell placed first in 
the 11-year-old class and 
was the champion for the 
intermediate division. 

Nathan Tichnell and 
Katelyn Gnegy placed sec¬ 
ond in the 15- and 14-year- 
old classes, respectively. 

Aaron Lantz and Levi 
Lantz placed second in the 
13- and 12-year-old classes, 
respectively. 

Meat Goats 

Aaron and Levi Lantz 
showed 12 market and 
breeding meat goats at the 
state fair. They each 
showed a market goat. 
Levi's goat was selected to 
be in the livestock sale on 
Saturday evening, and it 
sold for $2.50 per pound. 

Aaron's full blood inter¬ 
mediate doe kid placed first 
in her class. 

In showmanship, Aaron 
placed third and Levi fourth 
in the intermediate division. 

4-H Building Entries 
The Country Explorers’ 
4-H booth received a red 
ribbon. Aaron and Levi 
Lantz earned numerous 
ribbons on their vegetable 
entries, including first place 
on green beans, yellow 


MtlllT DAPIP UlllPATinU 
HUUU UHUIU LKJUUMIUH 


WIN HONORS FOR RABBITS AND FOR PHOTOGRAPHY - Several local 4-H 
members participated in the Maryland State Fair recently. Pictured above at right is 
Kevin Haenftling, who received 6th place in rabbit showmanship. He also received 
first place with his jersey wooly and his blue dutch, and the Best Opposites award 
with both rabbits. Correction noted: Information in the recent Garrett County Fair 
supplement stated that Kevin won third place in rabbit showmanship. He actually 
received second place and reserve champion. He also participated in the bicycle 
event. Pictured below, from left, are Levi and Aaron Lantz, who participated in the 
4-H Photo Challenge. Levi placed second in the intermediate division, and Aaron 
placed first. 

squash, and potatoes. 

Aaron received a champion 
ribbon for his green beans. 

J.B. Gnegy, Katelyn 
Gnegy, and Aaron Lantz 
also exhibited photographs. 

Photo Challenge 
The 4-H photo challenge 
contest provides each par¬ 
ticipant with a disposable 
camera. Each person then 
has two hours to take pic¬ 
tures with the theme of "4-H 


FOR MORE INFORMATION CALL: 


PATRICIA BAER AT 301.334.8304 


in Action." The film is then 
developed and the partici¬ 
pants select their best five 
pictures to be mounted on a 
poster board The pictures 
are then judged for content 
and quality. 

Aaron Lantz placed first 
and Levi Lantz placed sec¬ 
ond in the intermediate divi¬ 
sion. 

Lambs 

Ryan and Matthew Fitz- 
water participated in the 
lamb division. Matthew was 
selected to sell his lamb, 
which sold for $4 per'pound 
to the Maryland State Fair 
Lamb Division 

Rabbits 

Kevin Haenftling partici¬ 
pated in the rabbit division, 
where he won first place 
with his jersey wooly and 
his blue dutch. He also re¬ 
ceived the best opposites 
award with both rabbits and 
sixth place in showmanship. 

AURORA/EGLON 

Continued from Page C-4 
as president, Dee Douglas 
as vice president, Shirley 
Parsons as secretary, and 
Wilda Wilt Harsh as treas¬ 
urer The officers prepared a 


new schedule for those re¬ 
sponsible for devotions. 
Parsons will be responsible 
for devotions on Oct. 9. 

The group toured the 
new Tucker County 911 
Center, the historical mu¬ 
seum, and McClain Print¬ 
ing, and then had lunch 
today. They stopped in 
Thomas on their return trip 
to visit the Mountain Made 
Shop. 

VOWS TAKEN 

Rebecca Michael and 
Anthony Marcantel were 
united in marriage on Satur¬ 
day. Sept 13, with the Rev 
Craig Howard officiating 
Rebecca is the daughter of 
Pete and Juanita Michael, 
and the groom's parents are 
Michael and Tarea Mar¬ 
cantel. A reception was held 
at the Elks Lodge in Oak¬ 
land. 

PERSONAL 

Bonnie Douglas' sisters, 
Mary Kelly, Kitty Myers, 
and Patricia Stemple, and 
brother Bill Hauser, all of 
Aurora, recently visited 
with Bonnie and Susan and 
Michael Hahn in Ashland, 
Ky. They also visited their 
brother-in-law, Charlie 
Douglas, who is a resident 
at a nursing home there. 

Bill Hauser, Stemple 
Ridge, is at Monongalia 
General Hospital receiving 


Do you need a high school diploma? 

Classes are free of charge to persons 16 or 
older, and will be on-going through May 2009. 
Walk-in students are welcome at any of 
following locations: 


Swan Meadow School 

Tuesday Begins 10/7 6:00-9:15pm 


ICONTINUING EDUCATION & 
WORKFORCE DEVELOPMENT 


Southern Outreach Center 

Mon/Wed/Fri Begins 9/8 

Monday Begins 9/22 


12:00-3:15pm 
6:00-9:15pm 


Northern Outreach Center 

Tuesday Begins 9/16 

Garrett College 

Mon/Wed Begins 9/15 


6:00-9:15pm 

5:30-8:45pm 


Kitzmiller Elementary School 

Tuesday Begins 9/16 6:00-9:15pm 
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PUBLIC NOTICES 


NOTICE TO 

PAVING CONTRACTORS 

The Town of Loch Lynn 
Heights is accepting sealed 
bids for the paving of Roanoke 
Avenue which will consist of 
approximately 57,300 square 
feet of paving 

Bid specifications may be 
obtained at Town Hall, 211 
Bonnie Blvd., Loch Lynn 
Heights, MD, Monday thru Fri¬ 
day, 8:00 a m. to 4:00 p.m. be¬ 
ginning September 15, 2008 

Bids must be received at the 
Town Hall in Loch Lynn Heights 
no later than 4:00 p.m. on Fri¬ 
day, September26,2008. Bids 
must be in a sealed envelope 
marked "Paving Bid." Bids will 
be opened publically 1:00 p.m. 
on Monday, September 29, 
2008 

The Mayor and Town Coun¬ 
cil reserves the right to reject 
any and all bids. 

By Authority, 
Mayor and Town Council 
9 m-i 8 ( 2 ) Loch Lynn Heights 


Read. Then Recycle. 


INVITATION TO BID 
CONTRACTUALSNOW 
REMOVAL SERVICES 

The Board of County Com¬ 
missioners of Garrett County, 
Maryland, will accept sealed 
bids for contractual snow re¬ 
moval services for various lo¬ 
cations as specified. 

Bid documents and specifi¬ 
cations may be obtained in per¬ 
son from the Garrett County 
Purchasing Department, 316 
East Alder Street, Oakland, 
Maryland 21550. A copy of the 
bid documents can also be 
downloaded from the Procure¬ 
ment Office's web site at http:/ 
/www.garrettcounty.org/Pur- 
chasing/CurrentBids.aspx. In¬ 
quiries may be made by calling 
301 - 114-5003 
Sealed bids must be sub¬ 
mitted to the Garrett County 
Purchasing Department, 316 
East Alder Street, Oakland, 
Maryland 21550, on or before 
Thursday, September 25, 
2008, at 1:30 p.m. (local time). 
Sealed bids will be publicly 
opened and read aloud in the 
Commissioners' Meeting 
Room at 2:00 p m. (local time) 
on September 25,2008. All bid¬ 
ders are required to submit 
three (3) copies of their bid 
documents at the time of sub¬ 
mission. All bids submitted 
should be enclosed in a sealed 
envelope and clearly marked 
“Contractual Snow Removal 
Services Bid" on the outside of 
the envelope. Any bids received 
after the time due will not be 
considered for award and shall 
be retained as documentation 
for the bid file. 

The Board of County Com¬ 
missioners of Garrett County. 
Maryland, reserves the right to 
accept or reject any or all bids, 
to cancel this invitation to bid 
and to waive technicalities in 
any part thereof deemed to be 
in the best interest of Garrett 
County. 

By Order of the Board 

Brian E. Bowers, CPPB 
Purchasing Agent 
Garrett County 

Purchasing Department 
»11-18(2) 

NOTICEOF APPOINTMENT 
NOTICE TO CREDITORS 
NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11045 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF 
ERVIN CASSEL GREEN 
Notice is given that L. Rich¬ 
ard Green, 757HazelhurstRd , 
P.O. Box 3092, Swanton, MD 
21561, was on August 27,2008, 
appointed personal represen¬ 
tative of the estate of Ervin 
Cassel Green, who died on 
August 3, 2008, with a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment (or 
to the probate of the decedent's 
will) shall file their objections 
with the Register of Wills on or 
before the 27th day of February 
2009 

Any person having a claim 
against the decedent must 
present the claim to the under¬ 
signed personal representa¬ 
tive or file it with the Register of 
Wills with a copy to the under¬ 
signed on or before the earlier 
of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claim will be barred unless the 
creditor presents the claims 
within two months from the mail¬ 
ing or other delivery of the no¬ 
tice. Any claim not presented or 
filed within that time, or any 
extension provided by law, is 
unenforceable thereafter 
Claim forms may be obtained 
from the Register of Wills 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican 
Date of Publication: Septem¬ 
ber 4, 2008 

L. Richard Green 
Personal Representative 
Joseph DiSimone 
Register of Wills 

for Garrett County 

Room 103 Courthouse 
313 E Alder Street 
«4 iso) Oakland, MD 21550 
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PUBLIC NOTICES j 

j PUBLIC NOTICES 

1 

PUBLIC NOTICES | 

1 PUBLIC NOTICES 


SMALL ESTATE 
NOTICE OF APPOINTMENT 
NOTICE TO CREDITORS 
NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11037 
TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF 
WILLIAM CLATTY 
KLOTZBAUGH 
Notice is given that Diane M 
Klotzbaugh, 2543 Cove Road, 
Accident, MD 21520, was on 
August 21, 2008, appointed 
personal representative of the 
small estate of William Clatty 
Klotzbaugh, who died on Au¬ 
gust 13, 2008, without a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment shall 
file their objections with the 
Register of Wills within 30 days 
after the date of publication of 
this Notice. All persons having 
an objection to the probate of 
the will shall file their objec¬ 
tions with the Register of Wills 
within six months after the date 
of publication of this Notice. 

All persons having claims 
against the decedent must 
serve their claims on the un¬ 
dersigned personal represen¬ 
tative or file them with the Reg¬ 
ister of Wills with a copy to the 
undersigned on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Thirty days after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notiro or other written notice, 
notifying the creditor that the 
claims will be barred unless 
the creditor presents the claim 
within thirty days from the mail¬ 
ing or other delivery of the no¬ 
tice. Any claim not served or 
filed within that time, or any 
extension provided by law, is 
unenforceable thereafter 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican. 

Date ot Publication: Septem¬ 
ber 18, 2008. 

Diane M Klotzbaugh 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
one _O akland. MD 21550 

NOTICE TO CREDITORS 
OF APPOINTMENT 
OF FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 11052 
NOTICE IS GIVEN that the 
Court of Common Pleas of 
Somerset County, PA, ap¬ 
pointed Roxanne C. 
Livengood, 1303 Springs 
Road, Box29A, HC65, Springs, 
PA 15562, as the personal rep¬ 
resentative of the estate of 
Dorothy J. Bowers, who died 
on March 2, 2008, domiciled in 
Somerset County, PA. 

The Maryland resident agent 
for service of process is Chris 
Cunningham, whose address 
is 68 E Main Street, Frostburg, 
MD 21532 

At the time of death, the dece¬ 
dent owned real or leasehold 
property in the following Mary¬ 
land counties: Garrett 
All persons having claims 
against the decedent must file 
their claims with the Register 
of Wills for Garrett County with 
a copy to the foreign personal 
representative on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the for¬ 
eign personal representative 
mails or delivers to the creditor 
a copy of this published notice 
or other written notice, notifying 
the creditor that the claim will 
be barred unless the creditor 
presents the claim within two 
months from the mailing or 
other delivery of the notice 
Claims filed after that date or 


after a date extended by law will 

be barred. 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican. 

Date of first publication: Sep¬ 
tember 18, 2008. 

Roxanne C. Livengood 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
9»i8-1(»(3) Oakland, MD 21550 

Tiffany A. Doerr 
299 Hoyes Road 
Friendsville, MD 21531 
Plaintiff 
vs. 

William C. Jones III 
147 Grant Street 
Grantsville, MD 21536 
Defendant 

NOTICE 

(DOM REL 721 

PUBLIC NOTICE 

Circuit Court 
for Garrett County 

Case No. 11-C-08-10486 

The above Plaintiff has filed 
a petition/complaint/motion, 
entitled: Complaint for Abso¬ 
lute Divorce, in which she is 
seeking an absolute divorce. 

Notice is hereby issued by 
the Circuit Court for Garrett 
County that the relief sought in 
the aforementioned petition/ 
complaint/motion may be 
granted unless cause be 
shown to the contrary. Defen¬ 
dant is to file a response to the 
petition/complaint/motion on or 
before September 28, 2008. 
Failure to file the response 
within the time allowed may 
result in a Moment by default 
or the granting of the relief 
sought, provided a copy of this 
Notice be published in some 
newspaper published in this 
county, once in each of three 
(3) successive weeks on or 
before September 19, 2008. 

Sondra R. Buckel 
s*.i8<3)_Clerk 

NOTICE OF SALE 
OF VALUABLE 
TIMBER LAND 

Richard Clarence Knotts 
and Connie Lynn Knotts are 
offering for sale a 31.16 acre 
tract of timber land situate in 
Union District, Preston County, 
West Virginia, being a part of 
the First and Second Tracts of 
real estate that were conveyed 
to them by Clarence J. Knotts 
and Alma L Knotts, his wife, by 
deed dated the 2nd day of Janu¬ 
ary 2003, which deed is of 
record in the office of the Clerk 
of the County Commission of 
Preston County, West Virginia, 
in Deed Book 637, at page 71. 

Persons may contact 
Clarence J. Knotts, (304) 735- 
5727, or Neil A. Reed, (304) 
329-0042, to arrange a time to 
inspect the property and to 
obtain a map and bid form. 

If you are interested in bid¬ 
ding on the timber land, you 
must deliver the bid in person 
or by mail to the attention of Neil 
A Reed. Reed & Sisler, PLLC, 
216 West Main Street, 
Kingwood, West Virginia 
26537, on or before 3:00 p.m., 
on the 1st day of October 2008. 
The bid envelope should be 
clearly marked as a bid and will 
be opened at that time and 
place For the bid to be ac¬ 
cepted . there must accompany 
the bid a check in the amount of 
$5,000.00 payable to Neil A. 
Reed, Escrow Agent The de¬ 
posit will be applied against 
the purchase price of the suc¬ 
cessful bidder or returned to 
any unsuccessful bidder. 

Richard Clarence Knotts 
and Connie Lynn Knotts re¬ 
serve the right following the 
opening of the bids to accept or 
reject any and all bids. Only the 
high bid will be disclosed at the 
opening. 

Once the bid is accepted, the 
successful bidder will have until 
October 15, 2008, to arrange 
financing and consummate the 

sale 

Richard Clarence Knotts 
and Connie Lynn Knotts 

9/11-18(2) 


NOTICE TO BIDDERS 



2006 Larson 204 Escape 
with 2004 E-Z Loader Trailer 

First United Bank & Trust will be accepting sealed bids on 
a 2006 Larson 204 Escape with 2004 E-Z loader trailer 
through September 26, 2008, at 2:00 p.m. 

For more information or to obtain a bid package, please 
contact Tara at 1-800-470-435*. ext. 1642 W11JW 


NOTICE TO BIDDERS 



1995 John Deere 540E Skidder 

First United Bank & Trust will be accepting sealed bids on 
a 1995 John Deere 540E Skidder through September 26 

2008, at 2 00 p m. 

For more information or to obtain a bid package, please 
contact Erica at 1-800-470-4356, ext 1641 »n 2 S( 3 i 


PUBLIC NOTICE 

APPLICATION FOR SURFACE COAL MINING 
PERFORMANCE BOND RELEASE 

G&S COAL COMPANY, INC., 21557 Maryland Highway, 
Bloomington, Maryland 21523,301 -359-3003, has applied for 
the release of performance on Permit No. SM-84-365 issued in 
June 1984, located in Garrett County near Swanton, Maryland 
/MDGRIDN596.010/E179,350 for the amount of 93,900 dollars 
from a total bond of 93,900 dollars posted as a Certificate of 
Deposit bond. The application for release is based on the 
completion of reclamation of areas as follows: 

8 acres of Phase I at $1,500/acre.$12,000 

108 acres of Phase II at $300/acre ... $43,400 
165 acres of Phase III at $300/acre .. $49,500 
TOTAL BOND RELEASE.$93,900 

The acres were backfilled and planted to trees from October 
1998 to August 2003 for an undeveloped land use in compli¬ 
ance with the Maryland Regulatory Program and the approved 
mining and reclamation plan 

Written comments or objections or a request for an informal 
conference may be filed with the Maryland Bureau of Mines, 160 
South Water Street, Frostburg, MD 21532, until November 8, 
2008. _ 9/18-109(4) 

LEGAL NOTICE 
Advertisement for Bids for 
Constructing Terra Alta Park Walking Trail 

Contact Person: Mayor Charles Feather 
Town of Terra Alta 
701 -A East State Ave. 

Terra Alta. WV 26764 
304-789-6664 

Email: sarahmethenv@hotmail.com 

The Town of Terra Alta, WV, is soliciting bids from qualified 
firms for the design and construction of an approximate one 
mile, six-foot wide crushed limestone walking trail around the 
perimeter of the Town Park and crossing over Toy Street, onto 
School Board property, to connect with the paved walking oval 
at the East Preston School. Firms submitting proposals must 
have a proven track record in constructing trail projects of 
similar scope. Contact Mayor Charles Feather at 304-789- 
6664 to arrange a mandatory pre-bid meeting and walk through. 
PROJECT SUMMARY 

The selected low bidder will clear a pathway and design and 
construct a tightly packed/rolled crushed limestone trail 6 foot 
wide and 1 mile long around the perimeter of Terra Alta 
Community Park, crossing an adjacent road (Toy Street) to 
continue through a right of way connecting to the East Preston 
School track. The project is being funded principally by the 
Federal Highway Administration's Recreational Trails Pro¬ 
gram, so will require compliance with all Federal contracting 
requirements, including payment of prevailing wages or Davis- 
Bacon wages, as appropriate A maximum of $50,000 is 
available to tuna tms project. The construction will include 
preparation of a subgrade that is compacted by mechanical 
methods, landscape fabric where necessary, a base course 
of 1%" minus crushed rock and a top course of 3/8" minus 
crushed limestone surfacing over the prepared base course 
to a compacted depth of 3" and meeting appropriate grading 
requirements (no greater than a 5% grade on the slopes). 
Limestone surfacing shall be compacted after final grading 
with a minimum 3 passes of a mechanical compactor or as 
directed by the Town. 

The Trail Design shall provide positive drainage off the trail 
. in a manner that does not allow concentrated flows across the 
trail and ensure that all significant grades meet the most recent 
ADA standards for trails of the US Forestry Service. 

Bids must be received no later than Thursday, October 9, 
2008, by 4:00 pm. Proposals must be submitted to Terra Alta 
Town Hall. 701-A East State Ave., Terra Alta, WV 26764 in a 
sealed envelope plainly marked with project name (TERRA 
ALTA WALKING TRAIL RFP) A public bid opening will take 
place Thursday, October 9,2008, at 7 00 p.m. The contract will 
be awarded to the lowest qualified responsive and respon¬ 
sible bidder. Bidders should include information about their 
experience and qualifications for this work, as well as refer¬ 
ences, and an estimate of the start and completion dates for 
this work. »i8-25<2) 


ROSEDALE AUCTIONS 

1 mile west of Oakland along Rt. 39 (Hutton Road) 

Sale every Friday, 6 p.m. 

This week: Big Joe’s back! Lots of grocery 
items, vegetables, fruits, meats, cheeses, and 
more. Also, Nick and Jeff with new items. 

Lester Dement 

Auctioneer, WV #954 

«u 301-334-1117 

LARGE ON-SITE 
CRAIG ESTATE AUCTION 
Saturday, Sept. 20,10 a.m. 

15701 Bottle Run Rd, NE Cumberland 

ANTIQUES, PRIMITIVES, GUNS, 

1000+ DOLLS, GLASSWARE. TOOLS 

Eric S. McDonald, Auctioneer 

301-707-8401 www.auctionzip com 

Sat. 9:00 a m. preview. Sale held outdoors, rain or shine 
NO BUYER'S PREMIUMS. 

All sales final, not responsible for accidents 
9/16 All announcements day of sale take precedence. 


Large Auction 

Located at Ball Auction building in Terra Alta, W Va. 
1206 E. State Ave. (13 miles from Oakland Md„ 25 Miles 
SE of Morgantown W.Va.) 

Saturday Sept. 20, 3 p.m. 

4:00 p.m.— New Bedding: king, queen, single, and full; all 
major brand names; trailer load (Sterns & Foster, Serta, 
Beautyrest). 

4:00 p.m.— New TVs & Electronics: 20flat screen/plasma 
TVs, digital camcorders, digital cameras, DVD players, 
laminate flooring, and much more. Check web site after 
Thursday for a detailed list of the electronics 

4:00 p.m.— New Furniture:2 & 3 pc. sectionals, 3 pc. Italian 
leather living room suite, double recliner, recliner, 
sofas, love seats, dresser, chests, night stand, beds, 
ent. cabinets, coffee table, end tables, and much more. 

4:00 p.m.— New Household Items/Gifts: 4 person hot tub 
w/cover, gass grill patio set w/refrigerator and sink (must 
see), luggage sets, sheets, blankets. Rubbermaid, rugs, gift 
sets, Pyrex, gift baskets, perfume, crystal, dishware, nuts, 
household necessities, food items, gum packs, kids' socks, 
juice, and more 

4:00 p.m — Estate Furniture: bedroom suites, living room 
suites, appliances, and much more. 

4:00 p.m.—Office Furniture, desk, chairs, lateral files, 
dividers, many chairs, desks, and more. 

4:00 p.m.—Baby items toys, strollers, infant seats, baby 
beds, giftware, bags, and many other items (10 pallets full of 
baby items ) 

3:00 p.m —Box lots outside 

Terms: Cash or check, all major credit cards accepted w/ 
2 % buyer’s premium added 

Refreshments available 

Mark Ball, Auctioneer • Lie. 320 
Sheri Ball, Broker 

Ball Auction Inc. 

1206 East State Ave .Terra Alta. WV 26764 
304-789-6879 
www ballauctioninc.com 

Chack web site for 150+ PHOTOS 

Ball Auction, Inc. £ 

. .. Aj Ik jneenno County Sroa 19 A; 
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PUBLIC REAL 
ESTATE AUCTION 


9f16-1(V2(3) 


Saturday, Oct. 4,10 a.m. 

Green Lantern Road, Frostburg, Md. 

13 acres (1 perk) in parcel 1, and 33 acres (1 perk) in parcel 
2. Only 20 min. from Deep Creek Lake, Md. Beautiful country 
setting. Owner willing to finance. Surveyed in 2006. 

Terms of Real Estate: $10,000 non-refundable deposit in 
cash or certified funds required at the time and date of auction; 
balance at settlement in 30 days. 


Donald Ringer, Auctioneer - WV 1634 
DEEP CREEK LAKE AUCTIONS, LLC 

For info. call304-735-3426 or 301-616-7407 


www.deepcreeklakeauctions.com • www auctionzip.com 


Auction 

Saturday, Sept. 27, 10 a.m. 

at the Baker Residence at 178 Chestnut Street, 
Salisbury, Pa. 

Includes: bow front china cupboard, china cupboard, 
misc. crocks, glassware: Hall, Hull McCoy, occupied Japan, 
oil lamps, misc. cast iron, old pictures, dough tray, old dolls, 
sled, china, grandfather clock, dresser, tables, misc. new 
items still in boxes, lots more not listed. 

Check auction zip com for photos and listing. 

Auctioneers 

Jeff Garvin Gary Baker 

AU000320L AA019084 

Come out and join us, bring a chair, food and drinks will 
be available. 

We are now accepting consignments and estates. 

Phone:814-233-3579 

Baker Auction Co. 


QUARRICK EQUIPMENT 
& AUCTIONS 


Rt. 119 Gallatin Ave. Exit weston Bute Rd. 

214 miles on right. 

Upen daily tor Dusmess. Tractor a equipment saies. 

Auction service available. 

Consignment auctions of farm tractors, equipment, 
light industrial, lawn & garden, tools & more the first 
Thursday of every month Consignments welcome! Doing 
business for 18 years. Visit our web site for lists & pictures 
@ www quarrickauction.com. 

Tony Quarrick & Sons 

166 Quarrick Rd. 

Uniontown, PA 

724-439-1621 



Quarri ck 

/\UCTinr\i5 


ESTATE AUCTION 

The Estate of Martina (Marty) E. Henry 

Saturday Sept. 20, 9 a.m. 

On Site—Brandonville Pike, 4 miles from Terra Alta. 

(Watch for signs or link to a map on our web site.) 

Antiques and Collectibles: early 4 dr pine chest, oak 
library table, cherry kneehole desk, many drop leaf 
tables, 2 Hitchcock chairs, many other wooden chairs, 
sofa, many quilts, wooden boxes, glassware, china, oak 
stands, wooden stands, many chairs, many prints, many 
linens, oil lamps, lamps, box lots, costume jewelry, 
jewelry boxes, Christmas items, step ladder, old tools, 
antique fireplace mantel, mirrors, figurines. Hummels, 
rugs, dog houses, lawn furniture, candlesticks, bells, 
bookends, wooden bucket, rocker, flower pots, clock, iron 
skillets, many books, fans, desk, English china, 
silverware, 2 single beds, many more antique smalls and 
stands 

Check web site for 150+ PHOTOS 


Terms: Cash or check, all major credit cards accepted w/ 
2% buyers premium added 

Refreshments available. 


Mark Ball, Auctioneer - Lie. 320 
Real Estate Brokered by Ball Realty 
Sheri Ball - Broker, 304-789-5225 


Ball Auction Inc. 

1206 East State Ave.,Terra Alta, WV 26764 
304-789-6879 
www.ballauctioninc.com 



Ball Auction, Inc. 


* 


LV 


Compete »u3 'WMr»,g S*rac« Soivrig Pi«3or County S«i® '982 


Conservator's Sale 

PUBLIC AUCTION 

Saturday, Sept. 13, 10 a.m. 

Tom Henline's Auction House, 4 miles west of Oakland, 
Maryland off State Rt. 39, Crellin, Maryland 21550 

The undersigned will offer for sale at Public Auction to the 
highest bidder the following personal property of Helen 
Grance, Davis, West Virginia. 

Mahogany inlaid 4 glass door china/desk breakfront, solid 
mahogany 5 pc. bedroom suite w/pineapple bed/chest on 
chest/ dresser w/mirror and 3 drawer night chest, floral sofa 
and matching recliner, 2 folding carved sewing rockers, 
marble table/floor lamp, faux walnut grandfather clock, floor 
and table lamps, 5 piece Kent Coffey '50s bedroom suite. 3 
piece Bassett bedroom suite, collection of Red Hat Ladies' 
hats, Singer console sewing machine, swivel rocker, glass 
top cocktail table, 2 marble top stands, artificial plants, 
costume jewelry, RCA TV, 3-drawer dropfront desk. pair oak 
flower stands, 7-piece white wicker sunroom set , states' 
quarters thru '06 , piggy bank, Hotpoint refrigeratorm canis¬ 
ter sets, small kitchen appliances microwave oven, utility 
cart, pressed/pattern and crystal glassware. 3 oil paintings 
by Father Joseph Wdowisk, 19-piece Noritake (Occupied 
Japan) tea set. collection of cups & saucers, assorted 
cushions & pillows. 21/0 Heavenly Angel & 6/1 Sensitive 
Hunter (Western Germany) Hummels, large assortment of 
Christmas/Easter and Halloween collectibles and decora¬ 
tions Blaupunk console stereo/short wave/AM radio, 
vacuum, fur coats & jackets, Bentwood rocker Whirlpool 
automatic washer & dryer, metal base cabinets, picnic table 
& benches, power mower, lawn ornaments, stone jars, plus 
many other items too numerous to mention. 

Auctioneer's Note: Partial list 

Terms: Cash or approved funds 

Auction by order: Tom Felton, Conservator for Helen 

Grance 


HENLINE AUCTION SALES 

, Tom Henline & Associates |A i 
301-334-4888 

u/wm/ henlinpauctinns com 
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PUBLIC NOTICES I PUBLIC NOTICES 


FALL MACHINERY 
AUCTION 

Saturday, Oct. 4 
Starting at 9:00 a.m. 

Cathedral Equipment in Aurora, W.Va., 
will be holding a 
Consignment Auction 
in Aurora. 

Give us a call at 304-735-5000 
and let us know how we can help you. 

_ 

PUBLIC AUCTION 

Sept. 20, 9 a.m. 

Spinning Wheel & Dream Weavers Antiques 
161 Main St. (Rt. 40) 

Grantsville, MD 21536 

Directions: Exit 19 off 1-68 

Selling furniture (Ig. 56" oak Hoosier, grain paint PA, dry 
sink, drop leaf tables), signed J. Miller flax wheel, signed J J 
Bender Grantsville butter churn, large spinning wheel signed 
J Miller, Victor talking machine with Morning Glory Horn, 
Edison Victrola, stoneware, pottery (Roseville, Hull, McCoy), 
glassware (Carnival, Dep., cut, pressed), toys (Park Texaco 
airport truck, #3200 Armand Marseille 23" doll, Herteld Schwab 
152-2 German character baby), 4-drawer counter display 
from Friendsville Country Store, showcases, copper still, 
milk bottles: Turner gallon and Happy Hills (Frostburg) gal¬ 
lon, Dr Townsend (Frostburg) bottle, quilts, costume jewelry, 
pictures & frames, military bayonets, muzzleloader, fishing 
lures, tools, plus many more general line antiques. Special 
interest: 1959 Hillman Husky 3 dr. wagon (as is). 

REAL ESTATE: An established antique shop (since April 
1989) w/kitchen and 'A bath downstairs and 3 bedrooms and 
full bath upstairs, plus extra storage rooms and basement. 
Coal heat plus a gas furnace. Building built about 1910 
w/recent historic restoration of the facade. Total sq. ft. 3,136. 
Located along the National Road (US Rt. 40) & only 1 block 
from high traffic 1-68. 

Real Estate Terms: To be offered at 12:00 noon. If sold this 
Jdy, L/uyei is lequiied to pay 10% down (cosh Ol good check) 
with the balance due upon delivery of deed (30-45 days). 
Seller reserves the right to reject any or all bids. 

See auctionzip.com, ID #1021, for more listing & photos. 

Gary Miller, Auctioneer 

™AU-003913-L+ (814)629-7475 


Estate Sale 

PUBLIC AUCTION 

1.75 Acres with 3 Bedroom Home 

Saturday Sept.20, 10 a.m. 

Sale on the Premises 

4396 Kempton Road 
Oakland, Maryland 21550 

The undersigned will offer for sale at Public Auction the 
following: 

Real Estate: All that piece and parcel of land as described in 
Liber 844 Page 591 among the land records of Garrett 
County, Maryland, improved with a 3 bedroom home with 
kitchen/dining area, living room, bathroom, full basement 
with newer oil fired furnace and large yard. 

Terms of Real Estate: A nonrefundable dejrasit of $3,000 00 
in certified funds will be required of the purchaser(s) at the 
time and place'of sale, balance in cash at settlement, which 
shall be on or before thirty days. The property will be sold 
subject to all restrictions, liens, covenants, and encum¬ 
brances of record. Cost of all documentary stamps, transfer 
taxes, if any, document preparation and title insurance and/ 
or examination shall be borne by purchaser. All public charges 
and assessments payable on an annual basis shall be 
adjusted to date of sale and assumed thereafter by the 
purchaser. The property will be sold in “as is" condition 
without express or implied warranty or representation. Time 
is of the essence. The purchaser agrees to waive the right of 
lead paint as provided under current Federal and State Law. 

Sale by order: Janet Gauthier 

HENLINE AUCTION SALES 

Tom Henline 
lA I 301-334-4888 

JJj www.henlineauctions.com 

AUCTION 

Saturday, Sept. 20, 9 a.m. 

This is the living estate of Alvin Bowser, 5047 National 

Highway, Grantsville. MD. East of Keyser’s Ridge and 
west of Grantsville along Route 40 

Farm and household Items 
collected over 62 years of marriage. 

Farm Items: Ford 4000 SU tractor (with reserve) with 
loader, 3 buckets, economy tractor with cultivator, John 
Deere 3 pt. hitch dirt scoop. Gravely tractor with cultivator and 
snow blower, 2-bottom plow, wood splitter, snow blower, 
Deutz-Allis riding lawn mower, 2,500 gal. fuel tanks with 
pumps, electric welder.hammer mill, horse tack (saddles, 
bridles, halters), 8’ fiberglass stepladder, 24' aluminum 
extension ladder, assorted hand, garden, and power tools. 

Maple Sugar Equipment: 2x6 evaporator and pan, large 
galvanized holding tank, metal keelers. 

Beekeeping Supplies: 2 hives, supers, extractors, bee 
suit. 

Household Items: Sofa with matching chair. 2 rocker/ 
recliners, 1 recliner/lift chair, 2 full-size beds, 1 metal bed, 1 
matching bedroom suite with bed, chest of drawers, & vanity 
with mirror, 2 dressers, 1 chifferobe. 2 wooden desks, 12 
table lamps, 3 table & chair sets, 1 dining room claw foot 
table with 4 wood chairs, 2 refrigerators, electric stove, chest 
freezer, microwave, color TV. VCR, wooden entertainment 
center. 2 large corner cupboards. 4-drawer metal file cabi¬ 
net, washer, dryer, 7 black wood chairs. 3 sets of china, 
Corelle dish set, Pfaltzgraff dishes, various glasses, mugs, 
tea cups, bakeware, prats and pans, canning supplies, 
pressure cooker, silverware, end tables, stands, coffee 
table, tablecloths, towel sets, baskets, pictures, picture 
frames, blankets, chenille bedspread afghans. 

Antiques: Weaver pump organ (very ornate), various size 
crocks, brass spittoon, cider barrel (Majestic Distilling Com¬ 
pany Ansdownes, Maryland), old dishes, old postcards 
bottles, milk bottles (1 Dairy Dale Milk Co., Meyersdale. and 
3 Shady Mills Dairy. Wm L. Turner, Frostburg), scale from 
Stahl's Store. Grantsville 

Collectibles: Bells, angels, salt and pepper shakers, 
spoon collection, plates, Hummel, hummingbirds, stamps 

Crafts Yarn, crochet thread, material, quilt patches, quilt 
frames, embroidery items, stitchery kits, various handmade 
craft items such as wall hangings, scarves, pot holders, 
towels, pillows, plates, beads, etc. 

Miscellaneous Items: Yoder school desk, chairs, bench, 
and chalkboard. Christmas decorations, lawn chairs, wheel¬ 
chair, walker, shower stool, candles, puzzles, games, truck 
(cedar trunk-lined), numerous misc knick-knacks, etc. 

Auctioneers: 

Gary Baker - AA019084 
Noah Yoder - AU005425 



i 


I 



























































































IHkKKtM BLKA.N.OAK1.A.ND.MARYLAND- TUI KSDAV.SKPTK.MBER 18.2008 C-7 


PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES 


LINDA S. SHERBIN, TRUSTEE 
PLAINTIFF 
VS 

TIMOTHYJ SKIPPER 
DEFENDANT 


IN THE CIRCUIT COURT 
FOR GARRETT COUNTY, 
MARYLAND 


CASE NO. 11-C-08-10605 


9M&-10/2I3) 


TRUSTEE'S SALE 
OF VALUABLE REAL ESTATE 

Under a power of sale contained in a certain deed of trust from 
Timothy J Skipper to Cambridge Financial Services. LC dated 
July 26,2002, and recorded July 29,2002, in Liber No. 908, folio 
584, one of the Land Records of Garrett County, Maryland, 
default having occurred under the terms and conditions of said 
deed of trust, I hereby give notice that I will, on 

Friday. October 3, 2008 
at the hour of 11 00 a m 

at the Alder Street entrance of the Courthouse, in the Town of 
Oakland. Garrett County, Maryland, offer for sale, and sell at 
public auction to the highest bidder, the following property, to- 
wit: 

All those parcels of land situate in Election District No. 8, 
Garrett County, Maryland, containing 48.95 acres, more or less, 
which is more particularly described in the aforesaid Deed of 
Trust. 

Being the same land conveyed to Timothy J. Skipper and 
Cheryl Ann Skipper, husband and wife, by deed dated July 26, 
2002, and recorded July 29,2002, in Liber No. 908, folio 579, one 
of the Land Records of Garrett County. Maryland. 

The property is improved by a dwelling. 

The property will be sold in an "as is" condition and subject 
to conditions, restrictions and agreements of record affecting 
same, if any and with no warranty of any kind 

Terms of Sale: A deposit of Ten Thousand Dollars 
($10,000.00) will be required at the time of sale, such deposit 
to be in cash, cashier's check, certified check, or in other form 
as the Trustee may determine acceptable, in her sole discre¬ 
tion. The balance of the purchase price shall be paid in cash 
within ten days of final ratification of sale by the Circuit Court for 
Garrett County. Interest to be paid on the unpaid purchase 
money at the note rate from the date of sale to the date funds are 
received in the office of the Trustee. In the event settlement is 
delayed for any reason, there shall be no abatement of interest. 
Real estate taxes shall be adjusted as of the date of sale. All 
other public charges or assessments, including water/sewer 
charges, ground rent, condo/HOA dues, whether incurred prior 
to or after the sale, and all other costs incident to settlement to 
be paid by the purchaser. Cost of all documentary stamps, 
transfer taxes and settlement expenses shall be borne by the 
purchaser. Purchaser shall be responsible for obtaining physi¬ 
cal possession of the property. Purchaser assumes the risk of 
loss or damage to the property from the date of sale forward. 
Purchaser agrees to pay the Sellers' attorneys at settlement, a 
fee of $225.00 for review of the settlement documents, and an 
additional tee of $150.00 tor review of any motion which may be 
subsequently filed with the Court to substitute a purchaser 
herein. 

If the purchaser shall fail to comply with the terms of the sale 
or fails to go to settlement within ten days of ratification of the 
sale, the Trustee may, in addition to any other available legal 
remedies, declare the entire deposit forfeited and resell the 
property at the risk and cost of the defaulting purchaser. In such 
event, the defaulting purchaser shall be liable for the payment 
of any deficiency in the purchase price, all costs and expenses 
of resale, reasonable attorney's fees, and all other charges due 
and incidental and consequential damages. The purchaser 
shall not be entitled to any surplus proceeds or profits resulting 
from any resale of the property. If the Trustee cannot convey 
insurable title, the purchaser's sole remedy at law or in equity 
shall be the return of the deposit. The sale is subject to post¬ 
sale confirmation and audit of the status of the loan with the loan 
servicer including, but not limited to, determination of whether 
the borrower entered into any repayment agreement, rein¬ 
stated or paid off the loan prior to the sale. In any such event, 
this sale shall be null and void, and the Purchaser's sole 
remedy, in law or equity, shall be the return of his deposit without 

interest. _ _ _ 

Linda S. Sherbin, Trustee 
Stover & Sherbin 
Three South Second Street 
Oakland, Maryland 21550 
Telephone: 301-334-9496 

PUBLIC NOTICE 

In the Circuit Court 
for Garrett County, Md. 
Case No 11-C-08-010539 

Edward S. Cohn 
Stephen N Goldberg 
Richard E. Solomon 
Richard J. Rogers 
Ronald S. Deutsch 
Bruce A. Shafer 

Substitute Trustees, 
Plaintiffs 
vs. 

Jeffrey Glenn Friend 
Rhonda R Carr 

Defendants 

NOTICE 

Notice is hereby given this 
11th day of September, 2008, 
by the Circuit Court for Garrett 
County. that the sale of the prop¬ 
erty mentioned in these pro¬ 
ceedings, made and reported, 
will be ratified and confirmed, 
unless cause to the contrary 
thereof be shown on or before 
the 13th day of October, 2008. 
provided a copy of this notice 
be published in a newspaper 
of general circulation in Garrett 
County, once in each of three 
successive weeks before the 
3rd day of October, 2008. 

The Report of Sale states 
the amount of the foreclosure 
sale price to be $175,463.70. 
The property sold herein is 
known as 31379 Garrett High¬ 
way, Accident, MD 21520. 

Sondra R. Buckel 

Clerk of the Circuit Court 

fr18.10)2|3> _ 

~PUBUC NOTICE 

In the Circuit Court 
Garrett County, Md. 

Civil No C-08-10613 

Craig Ingram. Trustee 
322 East Alder Street 
Oakland. Maryland 21550 
Plaintiff 
vs 

Philip P Ettinger 
2904 Maplewood Place 
Alexandria. VA 22302 
Defendant 

NOTICE 

It is Ordered this 2nd day of 
September 2008, by the Cir¬ 
cuit Court for Garrett County, 
Maryland, in Equity, that the 
sale of the property mentioned 
in these proceedings as made 
and reported by Craig Ingram, 
Trustee, be ratified and con¬ 
firmed unless cause to the 
contrary thereof be shown on 
or before the 2nd day of Octo¬ 
ber 2008, provided that a copy 
of this Order be inserted in 
some newspaper published 
in Garrett County, Maryland, 
once in each of three succes¬ 
sive weeks before the 26th day 
of September 2008 
The report stated the amount 
of sale to be $190,000.00 

Sondra R Buckel 

„... ..... Clerk 


REMINDER 

All legal advertisements and 
public auctions submitted for 
publication .n The Republican are 
required to be emailed (preferred) 
or typed and delivered to our 
office prior to the deadline. No 
faxed copies vHl be accepted 
unless arrangements are made 
in advance Pi EASE: NO ALL 
CAPSI 

The email address is advertii- 
ino(8 thcrcpub li cann evw.ccm 

The mailing address is T he 

Republican, P.O. Box 326, Oak¬ 
land, M0 21550. 

The deadline for advertising is 
S p m. on Tuesday prior to the 
Thursday publication. 

Thank you for your cooperation 


Invitation to Bid 
Contractual Snow 
Removal Services 

The Board of Trustees of the 
Ruth Enlow Library of Garrett 
County will accept sealed bids 
for snow removal services for 
the Ruth Enlow Library in Oak¬ 
land at 6 North Second St., Oak¬ 
land Maryland, and for the 
Grantsville Library, 102 
Parkside Dr., Grantsville, Mary¬ 
land 

Bid documents and specifi¬ 
cations may be obtained in per¬ 
son at the Oakland Library and 
Grantsville Library at the above 
addresses Inquiries may be 
made by calling Georgie 
Dawson. Administrative Assis¬ 
tant, 301-334-3996, ext 106 
Sealed bids must be sub¬ 
mitted to Georgie Dawson, 
Ruth Enlow Library of Garrett 
County, 6 N Second St., Oak¬ 
land MD 21550 on or before 
1:00 p m on Sept 30. 2008 
Sealed bids will be publicly 
read aloud in the Oakland Li¬ 
brary. at 1 05 p m on Sept 30, 
2008. All bidders are required 
to submit two (2) copies of their 
bid documents at the time of 
submission. 

All bids submitted should be 
enclosed in a sealed envelope 
and should be clearly marked 
"Contractual snow removal 
services bid" on the outside of 
the envelope All bids received 
after the bid deadline will not 
be considered for award and 
shall be retained as documen ¬ 
tation for the bid file 
The Board of Trustees of the 
Ruth Enlow Library reserves 
the right to accept or reject any 
or all bids, to cancel this bid 
invitation and to waive techni¬ 
calities in any part deemed to 
be in the best interest of the 
citizens of Garrett County and 
the Board of Trustees of the 
Ruth Enlow Library 

By Order of the Board 
Cathy Ashby 
Director of the Ruth Enlow 
Library of Garrett County 


NOTICE TO CREDITORS 
OF APPOINTMENT 

OF FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 10994 

NOTICE IS GIVEN that the 
Orphan's Court of West Chester 
County, Pennsylvania, ap¬ 
pointed Kathleen J. Carter, 202 
North Penn Street, West 
Chester, PA 19380, as the per¬ 
sonal representative of the 
estate of Nancy Jane Jones, 
a.k.a Nancy Jane Jamison 
Jones, who died on November 
9,2004, domiciled in Pennsyl¬ 
vania, USA. 

The Maryland resident agent 
for service of process is Linda 
S. Sherbin whose address is 3 
South Second Street, Oakland, 
MD 21550. 

At the time of death, the dece¬ 
dent owned real or leasehold 
property in the following Mary¬ 
land counties: Garrett. 

All persons having claims 
against the decedent must file 
their claims with the Register 
of Wills for Garrett County with 
a copy to the foreign personal 
representative on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the for¬ 
eign personal representative 
mails or delivers to the creditor 
a copy of this published notice 
or other written notice, notifying 
the creditor that the claim will 
be barred unless the creditor 
presents the claim within two 
months from the mailing or 
other delivery of the notice. 
Claims filed after that date or 
after a date extended by law will 
be barred. 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive. TTic Republican. 

Date of first publication: Sep¬ 
tember 11, 2008. 

Kathleen J. Carter 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
»n j5(3) Oakland. MD 21550 

Subscribe to ,~he Republican 


NOTICE TO CREDITORS 
OF APPOINTMENT 

OF FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 11050 

NOTICE IS GIVEN that the 
Surrogate Court of Middlesex 
County, New Jersey, appointed 
Sandy Michelle Siegel 
Stimson, 103 Valley View Trail, 
Sparta, NJ 07871, as the Ex¬ 
ecutrix of the estate of Ruth 
Siegel, who died on Aphl 4, 
2008, domiciled in New 
Brunswick, NJ 07043. 

The Maryland resident agent 
for service of process is Kevin 
F. Bress, Esq , whose address 
is Hodes, Pessin & Katz. P.A., 
901 Dulaney Valley Rd., Suite 
400, Towson. MD 21204. 

At the time of death, the dece¬ 
dent owned real or leasehold 
property in the following Mary¬ 
land counties: Garrett. 

All persons having claims 
against the decedent must file 
their claims with the Register 
of Wills for Garrett County with 
a copy to the foreign personal 
representative on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the for¬ 
eign personal representative 
mails or delivers to the creditor 
a copy of this published notice 
orother written notice, notifying 
the creditor that the claim will 
be barred unless the creditor 
presents the claim within two 
months from the mailing or 
other delivery of the notice. 
Claims filed after that date or 
after a date extended by law will 
be barred 

Name of newspaper desig¬ 
nated bv personal representa¬ 
tive: The Republican. 

Date of first publication: Sep¬ 
tember 11, 2008. 

Sandy Michelle 
Siegel Stimson 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E Alder Street 
9iii.25(3) Oakland, MD 21550 


CLASSIFIED ADS 


Buonassissi. Henning & Lash, P C. 

1861 Wiehle Avenue, Suite 300 
Reston. Virginia 20190 
(703) 796-1341 

TRUSTEE'S SAL E 
800 Tamarack Circle 
Oakland, Maryland 21550 

In execution of the Deed of Trust dated April 12,2005, recorded 
in Liber 1126. folio 236, among the Garrett County land records, 
the undersigned Substitute Trustees, any of whom may act, will 
offer for sale at public auction on SEPTEMBER 19,2008, at 1 00 
p.m . at the north side of the Courthouse for the Circuit Court for 
Garrett County, Alder Street entrance, at Oakland. Maryland, the 
following property: 

Lot 19, Southern Pines Subdivision, Oakland. 

Garrett County, Maryland, and as more particularly 
described in the Deed of Trust. 

The property and improvements will be sold in “as is" physical 
condition without warranty of any kind and subject to all condi¬ 
tions, restrictions and agreements of record affecting the same 

TERM S OF SALE: A non-refundable bidder's deposit of $23,500 
by cashier's/certified check required at time of sale except for the 
party secured by the Deed of Trust Risk of loss on purchaser 
from date and time of auction. The balance of the purchase price 
together with interest thereon at 9.82% per annum from date of 
sale to receipt of purchase price by Trustees must be paid by 
cashier's check within 10 days after final ratification of sale 
There will be no abatement of interest due from the purchaser 
in the event settlement is delayed for any reason. Real estate 
taxes to' be adjusted as of the date of sale and thereafter 
assumed by purchaser All other public charges or assess¬ 
ments, including but not limited to water, front foot benefit, sewer, 
sanitary and/or metropolitan district charges, as well as any tax 
sale amounts, costs and/or attorney's fees, shall be paid by 
purchaser whether incurred prior to or after the sale Purchaser 
shall pay any ground rent escrow and all transfer, documentary 
and recording taxes/fees and all other settlement costs. Pur¬ 
chaser agrees to pay $275 at settlement to sellers' attorney for 
review of settlement documents as well as a reasonable fee for 
any other services rendered by sellers’ attorney at the request 
of purchaser or due to purchaser's failure to comply with the 
terms of sale. Purchaser is responsible for obtaining posses¬ 
sion of the property- If purchaser defaults, deposit will be 
forfeited and property resold at the risk and cost of the defaulting 
purchaser who shall be liable for any deficiency in the purchase 
price and all costs, expenses and attorney's fees of both sales. 
If Trustees do not convey title for any reason, purchaser's sole 
remedy is return of deposit without interest This sale is subject 
to post-sale audit of the status of the loan secured by the Deed 
of Trust including but not limited to determining whether prior to 
sale a forbearance repayment or other agreement was entered 
into or the loan was reinstated or paid off; in any such event this 
sale shall be null and void and purchaser's sole remedy shall 
be return of deposit without interest. (21426) 

Joseph V. Buonassissi, II. Richard E Henning, Jr., 
Richard A Lash. Keith M Yacko, Brian S. McNair, 
James J. Inabinett. Jr., David A. Rosen, and 
G Douglas Reinhard, Substitute Trustees 

9/4 18 ( 3 )^ 

TRUSTEE'S SALE OF VALUABLE 
FEE SIMPLE REAL PROPERTY 

By Order of the Garrett County Circuit Court dated June 6, 


3 yl 

2007, in the case of Lloyd Edgar Robinson. Jr., vs. Linda Foster, 
et al., Case No. 11 -C-06-9633, the undersigned, EDWARD C. 
CROSSLAND, having been duly appointed Trustee, does hereby 
give notice to sell at public auction, in front of the Rotunda of 
the Garrett County Courthouse, 203 S 4th Street, Oakland. 
Garrett County, Maryland, on September 26, 2008, at 10:00 
a.m. 

All that piece and parcel of property, one (1) acre m/I, as more 
particularly described in a deed dated November 16,1981, from 
Ralph Burnett, Personal Representative of the estate of Edgar 
L Strange to Shirley Stevens, et al., recorded amongst the land 
records of Garrett County, Maryland, in Liber 422, page 246, 
identified as tax property account number 02-004607. 

Said property is unimproved and being sold "as is" and 
subject to all encumbrances of record, if any 
The terms of the sale are as follows: A deposit of ten percent 
(10%) due the day of sale by cash or certified check The balance 
of the proceeds shall be paid in cash or certified check within ten 
(10) days of ratification of the sale Adjustments for taxes, public 
charges and assessments will be made the day of sale All 
costs of transfer of the property, including, but not limited to title 
search, deed preparation, title insurance, transfer taxes, stamps, 
conveyance costs, are the responsibility of the purchaser 
Time is of the essence for the purchaser, otherwise, the 
deposit will be forfeited and the property may be resold at the risk 
and costs of the defaulting purchaser If the sale is not ratified 
or the Trustee is unable to convey marketable title in accord with 
the terms of sale, the purchaser's only remedy is return of the 
deposit 

EDWARD C CROSSLAND, TRUSTEE 

Edward C. Crossland 
Crossland Speis & Gallagher, LLC 
28 Washington Street 
Cumberland. Maryland 21502 


EMPLOYMENT 


HELP WANTED - Human 
Services United Cerebral 
Palsy of Central Maryland 
seeks FT & PT direct care 
staff in Oakland to provide 
support to adults w/disabil- 
ities Responsibilities include 
assisting w/personal hygiene, 
activities, housekeeping, 
food preparation & feeding, 
and health & medical assis¬ 
tance Must have good writ¬ 
ing skills, HS diploma/GED, 
valid MD driver's license & 1 
yr. experience required. Lift¬ 
ing is required Paid training 
provided. UCP offers com¬ 
petitive salaries, health, den¬ 
tal, life & LTD insurances, a 
403(b) & generous paid time 
off. Fax resume to 410-484- 
0954 or email humanresourc 
es@ucp-cm.org. Walk-ins 
welcome at 609 Mechanic 
Street EOE. 28-2. 

HELP WANTED - Sea¬ 
sonal; meat cutter, meat 
boner, and meat wrapper. 
301-245-4403 or 301-245- 
4409. 28-2. 

HELP WANTED - Meat 
wrapper. 301-334-4140. 26- 
4. 


HVAC 

MANAGER 

Local company 
needs managerof 
HVAC division. 
Great opportunity. 
Full-time w/benefits. 

Send resume to: 

Box L-29 

c/o The Republican 
P.O. Box 326 
Oakland, MD 21550 


PUBLIC NOTICES 


IMMEDIATE OPENING 
PART-TIME 

CONTRACTURAL POSITION/ 
GOBA MANAGER 

On behalf of the Greater Oak- 
land Business Association 
(GOBA). the Town of Oakland 
is seeking applicants for the 
position of a GOBA Manager 
This is a part-time contractual 
position for an individual en¬ 
compassing the ability to per¬ 
form a variety of tasks. Inter¬ 
ested applicants must be will¬ 
ing to promote downtown ac¬ 
tivities. educate businesses, 
serve as a listener, collabora¬ 
tor, clearinghouse, visionary, 
facilitator and coordinator 
based on the four points (or¬ 
ganization, promotion, design 
and economic restructuring) 
of the Oakland Main Street Pro¬ 
gram. The GOBA Manager will 
be required to encourage pub¬ 
lic awareness of the GOBA 
activities and act as a liaison to 
other communities and orga¬ 
nizations in Garrett County. A 
complete GOBA Manager Job 
Description is available for re¬ 
view at Oakland City Hall, 15 
South Third Street, Oakland, 
MD 21550, Monday through 
Friday from 8:30 a m. to 4 30 
p.m 

Interested applicants 
should make application at the 
Maryland Job Service, located 
at 221 South Third Street. Oak¬ 
land, MD 21550 Applicants are 
asked to submit a cover letter 
and resume along with their 
application 

The deadline for applica¬ 
tions/resumes is September 
30. 2008, at 1 00 p.m. EOE 

By Authority: 

Asa M McCain, Mayor 
9<.i8(3) Oakland. Maryland 

PUBLIC NOTICE 

In the Circuit Court 

for Garrett County, Md. 

Case No. 11-C-07-010292 

Edward S Cohn 
Stephen N. Goldberg 
Richard E. Solomon 
Richard J. Rogers 
Ronald S. Deutsch 
Bruce A. Shafer 

Substitute Trustees, 
Plaintiffs 
vs. 

Mary L. Varner 
Alan F. Varner 

Defendants 

NOTICE 

Notice is hereby given this 
11th day of September, 2008, 
by the Circuit Court for Garrett 
County. that the sale of the prop¬ 
erty mentioned in these pro¬ 
ceedings, made and reported, 
will be ratified and confirmed, 
unless cause to the contrary 
thereof be shown on or before 
the 13th day of October, 2008. 
provided a copy of this notice 
be published in a newspaper 
of general circulation in Garrett 
County, once in each of three 
successive weeks before the 
3rd day of October. 2008 

The Report of Sale states 
the amount of the foreclosure 
sale price to be $142,375 00. 
The property sold herein is 
known as 763 Pysell Crosscut 
Road. Oakland. MD 21550. 

Sondra R Buckel 
Clerk of the Circuit Court 

a’HQW) 


EMPLOYMENT 


HELP WANTED - Avon! 
Earn 50% fast cash and free 
gift $10 to start. Call Karen 
301-334-3454. 27-4. 

HELP WANTED - Sewing 
contract, immediate opening 
available. Applique experi¬ 
ence a plus. 301-387-4009 
28-2. 

HELP WANTED - FT/PT 
in-home services aide. Com¬ 
munity Action/Area Agency 
on Aging is seeking individ¬ 
ual^) to provide personal 
care & chore services to frail 
elderly in their homes in the 
southern portion of the 
county. Education required: 
HS or GED; CNA or geriatric 
aide certification, five or more 
years' experience with geriat¬ 
ric population. CPR/first aid 
training desirable. Ability to 
work independently, handle 
emergency situations, com¬ 
municate with frail elderly 
and their families. Good or¬ 
ganizational and record 
keeping skills. Must have 
reliable vehicle (mileage re¬ 
imbursed). Salary: Chore/ 
$6.76 hr., PC/$7.74 hr 
Agency benefits include paid 
sick leave, annual leave & 
holidays; pension plan. 
Health insurance for FT. Ap¬ 
plication deadline: Sept. 26, 
2008. Submit applications to: 
Human Resources, Commu¬ 
nity Action Committee, 104 
E. Center St., Oakland, MD 
21550. CAC/EOE. 28-2 

HELP WANTED - Sales 
clerk & misueildi leuus re¬ 
sponsibilities 240-321-4700. 
26-4 

HELP WANTED - FireFly 
Farms is searching for an 
apprentice cheesemaker. En¬ 
ergetic individual wanting to 
work in fun, fast-paced envi¬ 
ronment. Flexible days and 
hours are available. Please 
email r6sum6 to: andrea@ 
fireflyfarms.us or maii to P.O. 
Box 257, Accident, MD 
21520 28-4. 

HELP WANTED - The 

Garrett County Community 
Action Committee Inc. Wrap 
Around Child Care Program 
is accepting applications for 
two child care senior staff 
positions. One position is 
located in the Oakland area 
and the other position is in 
the Oakland/Grantsville area. 
Interested applicants must 
meet the following minimum 
qualifications and/or position 
requirements. Must be at 
least 19 years old and have a 
high school diploma or 
equivalent. Must have com¬ 
pleted at least 6 semester 
hours or 99 clock hours of 
pre-employment training. In¬ 
cludes the school-age class 
(45 clock hours) and infant/ 
toddler class (45 clock 
hours). Must have at least 1 
year experience working with 
children in a licensed child 
care setting or have attended 
one year of college or a com¬ 
bination of work and college 
experience that is equivalent 
to one year. Preferred qualifi¬ 
cation requirements include a 
child development associ¬ 
ates certificate or AA/BA in 
early childhood development 
with at least one year of ap¬ 
proved work-related experi¬ 
ence Applications may be 
obtained and/or submitted to 
Human Resources Depart¬ 
ment, Garrett County Com¬ 
munity Action Committee 
Inc., 104 East Center Street, 
Oakland, MD 21550. Dead¬ 
line for receipt of applications 
is Friday, Sept. 26, 2008, @ 
4:30 p.m. CAC is an EOE. 
28-2 


EMPLOYMENT 


HELP WANTED - The 

Dove Center is hiring a part- 
time crisis advocate to work 
directly with clients staying in 
the domestic violence shel¬ 
ter, and to answer hotline 
calls. AA degree in human 
services related field pre¬ 
ferred. Must be very flexible, 
and able to work various 
shifts, weekends, and some 
holidays Interested persons 
may send a resume to 
Heather Hanline, Executive 
Director, Dove Center, 12978 
Garrett Hwy., Suite 201, 
Oakland, MD 21550, no later 
than Sept. 26 28-2 


EMPLOYMENT 


HELP WANTED - ine 

road is calling! Train to drive 
a tractor trailer with 
Mountaintop Truck Driving 
Institute in Grantsville, Md. 
Beginning drivers can earn 
40K or more, with compre¬ 
hensive benefits and flexible 
home time. Weekday and 
weekend courses available. 
Government grants, tuition 
reimbursement, and student 
loans offered to qualifying 
individuals. Call for details, 
301-895-4700, or email terry. 
beachy@garrettcollege.edu 

Continued on Page C-8 


SURVEY CREW CHIEF WANTED 

Thrasher Engineering, Inc., is seeking full-time experienced 
survey crew chiefs for its Oakland and Clarksburg office. A 
minimum of 3 to 5 years' experience preferred. GPS knowledge 
a plus. Must be willing to travel and to work in a fast paced 
outdoor environment. Salary based on experience. Benefits and 
401K available. 

Resume accompanied by a cover letter should be mailed to: 

Thrasher Engineering, Inc. 

"Survey Crew Chief Position" 

'8-4( 3000 Thayer Center, Oakland, MD 21550 


HxMS 


28-2t 


Mine Repair A Maintenance, Inc. 

GMS Mine Repair & Maintenance 
is seeking a part-time 

CLEANING PERSON 

2 days/week, Mondays & Thursdays. $ lO/hr. 

Interested applicants call Chris 

304 - 288-6884 


Part-time/Full-Time 

Phlebotomist Needed 

Grantsville Medical Center 
32 Corporate Drive 

Call 301-895-3937 
or 301-722-7270 
by September 24 


29-ltpd 


Survey Crew Members Wanted 

Thrasher Engineering is seeking full-time survey crew 
members/or its Oakland and Clarksburg o/Jlce. 

Must be willing to travel and to work in a/ast paced outdoor 
environment. Excellent opportunity/or on-the-job training 
and advancement. Pay based on experience. 
Bene/its and 401K available. 

Resume and cover letter should be mailed to: 

Thrasher Engineering, Inc. 

"Survey Crew Position" 

3000 Thayer Center, Oakland, MD 21550 


V CUSTOMER SERVICE 
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Cl JSTOMER SERVICE 
and CASH REGISTER 

Positions Available 

Saturdays and Sundays 


Mail, fax, or drop off resume: 
Schoolhouse Earth is located 2 miles north o( Deep 
Creek lake on Route 42 

301-746-8603 • Fax: 301-746-8988 
1224 Friendsville Road, Friendsville, MD 21531 
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27-31 



HIRING: 

Assistant 

Manager 

Flexible Schedule 
Competitive Wages 

Send resume to 

P.O. Box 279 
McHenry, MD 21541 

or call 

301-616-3737 

Equal Opportunity Employer 


a 


EXPERIENCED 

CARE PROVIDERS 


Evenings & Weekends 

Minimum requirement: 1 yr. experience caring for adults. Our 
clients live at home & need assistance with hygiene, light 
housekeeping, meal prep . errands. Reliable transportarin & 
home phone REQUIRED We check all references & criminal 
background. Vision/dental & AFLAC ins avail. EOE 

Ask for Jeanette at: 301-334-4949 


WANTED IMMEDIATELY 
AUTOMOTIVE 
TECHNICIAN 

• Paid Holidays/Vacation 

• Health Insurance 

• ASE Certified or Equivalent 
Skill Level Certification 

• Diesel Engine Repair Preferred 

• Pay Based on Training & Experience 

• Candidate with Successful Track 
Record in Automotive Repair Preferred 

Send resume to: Accident Garage 

113 South Main Street 
Accident, MD 21520 
or accidentgarage@verizon.net 


FULL-TIME SERVICE TECHNICIAN 

Year round work, with benefits. Individuals must possess a valid driver's license, 
have a clean driving record, and must be able to pass a drug test. This position has 
room for advancement. Applicants must be available for on-call emergencies and 
must be able to travel. Benefits include health insurance, 40IK, paid vacation, and 
competitive wages. We provide transportation to the job sites. Mechanical and 
concrete experience a plus. ONLY serious applicants should apply. Based near 
Accident, Md. 

Please call 800-424-1980 
OR fax a work history to 1-888-280-0290 
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Reaching Over - —- 
IS.000 Readers 
In Qarrett Co. & Vicinity! 
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CLASSIFIED ADS 


Deadline: Tuesday, 5 PM 
Phone: 301-334-3963 


EMPLOYMENT 


Continued from Page C-7 

HELP WANTED - Full¬ 
time alignment tech. Experi¬ 
ence preferred Pay based 
on experience. Benefits Ap¬ 
ply in person. Glotfelty Enter¬ 
prises, 14161 Garrett Hwy., 
Oakland. 301-334-3911 28- 
5. 

HELP WANTED - Ma¬ 
sons and mason tenders. 
Pay based on experience. 
Call 301-387-4391 before 9 
p.m. 29-3. 


EMPLOYMENT 


HELP WANTED - Seek¬ 
ing motivated, dependable 
individual for part-time posi¬ 
tion, approximately 25-30 
hours a week. Excellent op¬ 
portunity for someone who is 
retired. Miscellaneous handy¬ 
man duties to include, but not 
limited to, mowing grass, 
brush hogging, mulching & 
miscellaneous maintenance 
for 1 residence & 2 busi¬ 
nesses in Oakland & Terra 
Alta areas. Reply to Box G- 
26. c/o The Republican, P.O. 
Box 326, Oakland, MD 
21550.28-2. 




Hiring Skilled Carpenters, Cabinet 
Builders, and Assembly Equipment 
Operators for Expansion of 
Existing Custom Millwork & 
Cabinet Plant. 

Skilled personnel must be able to Give Design 
Ideas & Build with Shop Drawings. Heated work 
environment working on high end projects for 
delivery in the US and overseas. 

Excellent Joinery Skills a must. 

Machine operators must have excellent attitude 
and work ethic. 

Miict he willing tn learn and grow with the 
company expansion. 

Previous millwork experience is a plus. 
Modern Shop & Great Support Team. 
Excellent Potential with Benefits. 
Compensation $21K-$35K, based on Skills. 

Call Scott Davis 240-321-1331 

Plant Manager, Finished Products 

Hardwood Interiors, Inc. 





CLASS A DRIVERS 
& TRUCK MECHANICS 

Savage Services is hiring for key posi¬ 
tions intheOakland, MD, operation, due to 
our growing business. 

CLASS A DRIVERS should be professional. 
Experience preferred. 

DIESEL MECHANICS must have own tools 
and be experienced with diesel engine service 
and maintenance. 

We Offer: 

Excellent Pay 
Local Work 
Family Insurance 
401K Plan 
Profit Sharing Plan 
Uniforms 
Safety Bonus 
Performance Bonus 
Length of Service Bonus 
Paid Holidays 
Vacation Pay 
Career Opportunities 

If you consider yourself a professional and are career- 
oriented, apply in person at 

Savage Services 

354 Tablerock Road, Oakland, MD 21550 
301-334-1820 

www.savaqedrivers.com 

Savage is an Equal Opportunity Employer. 

Must pass Physical & Drug Screen. 


EMPLOYMENT 


HELP WANTED - Part- 
time baker, waitress & cook. 
Pick up application at The 
Fazen-Bakery, Rt 219. 
Grantsville. 301-895-4044. 
28-4. 


Experienced 

HAIRSTYLIST 

needed. 

Competitive pay, 
vacation & benefits. 

Send resume to: 

Box K-29 

c/o The Republican 
P.O. Box 326 
Oakland, MD 21550 



PHENIX 

TECHNOLOGIES 

A worldwide supplier of high 
voltage, high current, high power 
test systems 

CLEANING PERSON 

Responsible for cleaning of of¬ 
fice areas hallways, bathrooms, 
and lunch room. Includes use of 
floor deaningequipment Approxi¬ 
mately 32 hours per week All 
cleaning materials are provided, 
and work schedule is flexible 

Send resume or obtain and 
complete ■'pplication at: 

PHENIX TECHNOLOGIES 
75 Speicher Drive 
Accident, MD 21520 
Fax: 301-895-5570 
email: 

info@phenixtech.com 

www.phenixtech.com 


Help Wanted 

DELI CLERK 
at Browning's 
Foodland 

35-40 hrs/wk 

Applications 
available 
at the store 


27- 3t 


SERVER 

BARTENDING SKILLS A PLUS 
MUSI 11 71 OR OLDER JOIN TMi FAST 
PACIO If AM AT BUCK BEAR 
WAR ROUND b WKKINDS AVAILABLf 


BLACK BEAR 

Black Beat tlwfwl US7I9 McMrw 


HELP 

WANTED 

Bartenders 
& Servers 

Apply at 



Inn 

567 Glendale Rd. 

or call 

301-387-8333 


EMPLOYMENT 


HELP WANTED - Drive 
dedicated routes for Werner 
Enterprises and receive top 
pay, weekly home time & 
great benefits! 800-346- 
2818, x520. 28-3 


EMPLOYMENT 


HELP WANTED - Now 

hiring carpenters, electri¬ 
cians, and plumbers. Also, 
subcontractors for framing, 
decks, roofing. 301-387- 
6976, evenings 301-501- 
6976. 25-5. 


36 People Needed 
Who are SERIOUS 
about Losing Weight 
and Keeping it 

Off for GOOD! 

*** Eat Vour 
Favorite Foods *** 

J. Jefferson 

301-735-6412 

www transformvourshape com 

»2lnd 


Experienced 

HAIRSTYLIST 

needed. 

Competitive pay, 
vacation & benefits. 

Send resume to: 

Box K-29 

c/o The Republican 
P.O. Box 326 
Oakland, MD 21550 


W 


A Y N E S 

ATER'N' WELLS 


A bright future in a gloomy economy. 

Utilize your previous experiences with a company that 
wants to educate, and diversify your skills. 

Experience in the following a plus: Electrical, Plumbing/ 
H VAC, Water pumps and filtration, and Excavation. 

CDL class A or B 12-14+$/hr starting based on qualifica¬ 
tions/certifications 

Benefits: Health insurance. Vacation. Retirement, Iloli 
days. Uniforms. 

Apply at either location: 

Oakland 

19139 Garrett Hwy., Oakland, MD 21550 

Cumberland 

12801 Ali Ghan Rd., Cumberland, MD 21502 


29-21 


CNC Lathe 

Programmer/Operator 

Oakland, MD, based company has an 
immediate opening for a CNC Lathe 
operator. Excellent pay, health insurance, 
40IK, paid holidays, and paid vacations. 

Interested applicants call Chris: 

301-334-8186, ext. 206 


Staff Accountant 

Garrett County CPA firm seeks highly motivated entry 
level and stall accountants with recent public accounting 
experience tojom local firm providing professional audit, 
accounting, tax and systems support services to a wide 
variety of clientele. 

Firm uses the latest technology in paperless engage¬ 
ment processes, tax and financial statement research. 
Applicants must he CPA or CPA candidates. 

Compensation package includes overtime pay, health 
insurance, life insurance, 401 (k) and profit sharing plans. 

Qualified individuals should send resumes to: 
Rodehcaver & Associates, P.C., 6000 Thayer Cen¬ 
ter, Oakland, MD 21550. Attn: RAR 


INSTRUCTION/SCHOOLS 

1 

INSTRUCTION/SCHOOLS 




HELP WANTED 

Deep Creek Foodland Fresh 
has immediate openings for 

• F/T Night Stock 

• F/T Night Maintenance 

Good salary for the right people 

APPLY: 


IjbODLANP 
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ARE YOU UNEMPLOYED OR 
IN A DEAD-END JOB? 

We Are Here Tc Help YCU Succeed! 

JOIN THE WORLD OF BEAUTY 

Federal Funding 
to those who qualify 

<=> Flexible Schedule 

Day b Evening Classes 

c£> Transportation/Living Support 
to those who qualify 

C£> Quality Education 

Call K IA'in Tour future starts Nov! 
301-777-3020 

Internal ionaf 'Beauty Softool 

119 N. Centre St., Cumberland, MD 21502 
www.ib8cumberland.com 



24586 Garrett Hwy. 
Market Square, McHenry 
301-387-4075 



E0E 


So, you've dropped out of school... NOW, what are you 
dropping into? Are you ready to choose a new path to a good 
job or better education? If so, we may be able to help you 
earn your GED and assist you with your career and educa¬ 
tional goals Garrett County Success for Youth (GCSFY) 
offers FREE training to individuals ages 16 or older who 
need to upgrade their basic skills or wish to obtain a GED. 


"Where our goal is YOUR SUCCESS" 


We provide 

• EVENING CLASSES NOW AVAILABLE! 

Day classes still available for your convenience 

• Conveniently scheduled part-lime classes! 

• Work readiness skills/resumb writing! 

• Job and career counseling! 

• Job search services! 

• Assistance to transition into vocational/ 
technical training or college! 

To determine if you are eligil 
please contact the Western Maryland Consortium at 
301-334-8136, to schedule a screening appointment 

"20eater* 7Hartffa*el (?o*aortiu*H 

215 S. 3rd St. 

E0E Oakland, MD 21550 tty for Deaf 

Auxiliary aide A eervicaa are 1-600-735-226^ 

available upon reaueat to Maryland Relay: 



EMPLOYMENT 


HELP WANTED - Mighty 
Auto Parts has a position 
open for a full-time person for 
warehouse duties. Experi¬ 
ence helpful. Salary based 
on work experience. Please 
drop off resume Mon.-Fri. at 
515 D St., Mtn. Lake Park. 
301-334-4816 25-7. 

HELP WANTED - Experi¬ 
enced bookkeeper/account¬ 
ing clerk needed. Pay based 
on experience. Experienced 
in computers a must. Send 
resumes to Box H-27, c/o 
The Republican, Attn: 
Accting. Clerk, P.O. Box 326, 
Oakland, MD 21550. 27-3. 

HELP WANTED - Early 
and Periodic Screening, Di¬ 
agnostic, and Treatment 
seeking contractual thera¬ 
peutic behavioral aide(s) to 
work with children with men¬ 
tal health issues in the home. 
Related experience is pre¬ 
ferred. A criminal background 
check is required and must 
have a valid driver's license. 
Positions range from part- 
time to full-time hours; must 
work evenings and week¬ 
ends. Application may be 
made to Garrett County 
Lighthouse Inc., P.O. Box 
116, Oakland. MD 21550. 
Phone: 301-334-9126. Dead¬ 
line to apply September 22 
2008 EOE 28-2. 

HELP WANTED - RN, 

$26. PT, Goodwill Retirement 
Community, 301-895-5194. 
EOE. 29-1 

HELP WANTED - Posi¬ 
tions available. One 40-hour 
community living assistant 
and one 20-hour aide are 
needed for a home serving 
three developmentally dis¬ 
abled adults in the LaVale 
area. The full-time position is 
offered on a regular basis at 
$8.56/hour with full fringe 
benefits or on a contract ba¬ 
sis at $9.56/hour for the first 
three months and then 
$ 10.56/hour with limited 
benefits; your choice. The 
part-time position is also of¬ 
fered on a regular or contract 
basis. Regular position is 
$8.56/hour with leave bene¬ 
fits. Contract position pays 
$9 56/hour for first three 
months then $10.56 with no 
benefits. Again, your choice. 
Hours will include evenings 
and weekends. High school 
diploma or GED required, 
experience with developmen¬ 
tally disabled population pre¬ 
ferred, lifting required, and 
must possess a valid driver's 
license with a good driving 
record. Deadline for applica¬ 
tions is Monday, Sept. 29, 
2008. Contact Joan Harvey 
or Brenda Lambert for more 
info or send resume to: Ap¬ 
palachian Parent Association 
Inc., Appalachian Cross¬ 
roads, 39 Third S'reet, Oak¬ 
land. MD 21550; 301-334- 
8449, ext. 100 (phone ft): 
301-334-9633 (fax #). Equal 
Opportunity Employer: male/ 
female. 29-1. 

HELP WANTED - Seek¬ 
ing tax preparers (bilingual a 
plus). January employment 
for local offices. Online 
course begins October 13. 
Call 1-800-832-0315 to enroll 
today. 29-5. 

HELP WANTED - In 

kitchen @ cool new brewery. 
6690 Sang Run Rd., Mc¬ 
Henry, MD 21541; 301-387- 
3360. Kitchen experience re¬ 
quired. Pizza/brick oven ex¬ 
perience a bonus Please 
come in and fill out an appli¬ 
cation. 29-3. 

HELP WANTED - For 

elderly couple in Deer Park. 
Full & part time; weekdays & 
weekends. 301-334-3294. 
29-5. 

HELP WANTED - Part- 
time baby-sitter. Needs vehi¬ 
cle Call 301-533-3224 29-2. 

HELP WANTED - In¬ 
structor assistant is needed 
for a day habilitation program 
in Oakland. Duties include, 
but are not limited to, general 
assisting with daily living 
activities, personal care as¬ 
sistance, assisting with lei¬ 
sure activities, driving and 
lifting. 29 hours per week at 
$7.04 per hour with prorated 
leave benefits. Individual 
must possess a high school 
diploma or GED, have a valid 
driver's license with a good 
driving record, and have an 
interest in working with de¬ 
velopmentally disabled indi¬ 
viduals. Application/resumri 
deadline is Monday, Sept. 
22, 2008 Contact: Appala¬ 
chian Parent Association 
Inc., Appalachian Cross¬ 
roads, 39 South Third Street, 
Oakland. MD 21550: phone 
301-334-8449, ext 100; fax 
301-334-9633 Equal Oppor¬ 
tunity Employer: male/ 
female 29-1 


GARAGE SALES 


MOVING SALE - Fri. & 
Sat., Sept. 19 & 20; 9 a m. - 
? Wood splitter, $700; mini 
bike, $400; gasoline golf cart, 
$1100; heavy duty trampo¬ 
line w/enclosure, $200; push 
mower, $25; seesaw, $50; 
climbing dome, $25; antique 
hay lift w/ropes, $50. 8x8 dog 
kennel, misc. farm gates, 4x8 
utility trailer, misc. tools, 
couch, recliners, plus more. 2 
miles from Rt. 135 on Rt. 38 
toward Kitzmiller. 301-453- 
3118.29-1. 

HUGE HOME INTERI¬ 
ORS OPEN HOUSE - Fan¬ 
tastic sales. Great opportu¬ 
nity to start Christmas shop¬ 
ping or pamper yourself. 207 
N. Main St., Accident, Md , 
beside Zion Lutheran 
Church. Look for balloons & 
signs. Wed., Sept. 24, 6-9 
p.m. Any questions, call Pam 
at 301-746-8525. 29-1. 

GARAGE SALE - Fri. & 
Sat., Sept. 19 & 20; 9 a m. to 
12 p.m.; rain or shine; 343 
Bumble Bee Road, across 
from college. Christmas db- 
cor; tree angels, teddy bear 
Christmas tree, sea shell 
crafts. All proceeds go to the 
McHenry Methodist Church. 
29-1. 

YARD SALE - Thurs , Fri. 
& Sat. in Eglon at brick 
house across from the Eglon 
Farm Service. 29-1. 

YARD SALE - Furniture, 
tools, house items & misc. 
233 N. Second St., Oakland, 
Md.; Fri., 9/19, 8 to 3; Sat., 
9/20, 8 to 3 29-1. 

GARAGE/BAKE SALE - 
(Rain or shine) Fri. & Sat., 
9/19 & 20, 9-5 at 4283 
Broadford Rd. (near intersec¬ 
tion of 135, Deer Park Hotel 
Rd. & Broadford Rd.). Tup- 
perware (new), many new 
hair care items, household 
items, tea towels, curtains & 
more, 29-1. 

GARAGE SALE - Sept. 
26 & 27, Oct. 3 & 4; 7 a.m.-3 
p.m.; 2 miles out of Friends- 
ville on Friends vide- Addison 
Rd. Watch for signs. Large 
spools of thread, many col¬ 
ors; new watches, earrings, 
bracelets, necklaces & rings; 
holiday decorations, Home 
Interiors, Avon dolls, cur¬ 
tains, coffee & end tables, 
lamps & much, much more. 
Second week, everything 
must go; cheap. 29-2. 

GARAGE SALE - Sat., 
Sept. 20, from 8 a m. until 
noon at 365 Back Bay Rd. 
(off Turkey Neck Rd.). Tools, 
hardware, small band saw & 
other "guy stuff." Phone 301- 
387-6463. 29-1. 

VENDORS WANTED - 
For indoor flea market Sat.. 
Sept. 27. Call 301-387-9370 
to reserve space. 29-2. 

YARD SALE - Swanton 
Community Center; Sat., 
Sept. 20; beginning at 8 a m. 
Bring your own table. No 
charge to set up. Refresh¬ 
ments will be sold, along with 
baked goods. Benefit: Opera¬ 
tion Christmas Child. 28-2. 


PETS 


FOR SALE - Miniature 
schnauzers. ACA; chocolate, 
pure white, S & P, and black. 
Vet checked. $300-$500. 
304-789-3131. 29-2. 

FOR SALE - Cavalier 
King Charles spaniels. ACA. 
shots, vet checked, wormed. 
$750 females. $650 males 
304-789-3131. 29-1. 

FOR SALE - Guinea pig 
with cage & accessories. 
$20. 301-533-0007. 29-2. 

FREE - To good home; 8- 
month-old golden retriever 
mixed with Australian shep¬ 
herd. Call anytime, 301-334- 
5740 28-2 

FOR SALE - Miniature 
horses 301-501-6514 25-8. 

BUYERS/SELLERS 
The Animal Control Ordi¬ 
nance states that it is unlaw¬ 
ful for a person to operate a 
kennel (breeds/sells pets) in 
Garrett County without a 
valid kennel license Contact 
the GC Animal Shelter 301- 
334-3553 18-13. 

CRITTER SITTERS - Pel 

sitting service All animals, 
including horses & livestock. 
304-789-5046 26-5. 

FOR SALE - AKC reg 
Shetland sheepdog puppies 
Various colors. First shots, 
wormed, dew claws re¬ 
moved. Females $400, 
males $350. Email parker 
shelties@gmail.com 304- 
698-3437, 304-329-0147 28- 
4 

FOR SALE - ACA regis¬ 
tered male Boston terrier 
puppies. $400. 240-321- 

0006 26-5. 


PETS 


SPAY/NEUTER - Can't 
afford to "fix" your pet? Help 
is available. Call 301-387- 
8396 or visit www.garrett 
paws.org for information. 

FOR SALE - Cavalier 
King Chades spaniel pup¬ 
pies, champion pedigree. 
Regular veterinarian care. All 

4 colors available. 304-789- 
2143. 25-5. 

FOR SALE - Reg. Great 
Danes: 1 female, harlequin; 1 
female, brindle; 1 male, 
black. All up to date on shots. 
Moving, can't keep. $800 
each. 301-245-4696. 28-4 

FOR SALE - Australian 
shepherd puppies; 3 fe¬ 
males, $200; 4 males, $150 

5 black/white & 2 tri. Raised 
with children. Call 814-733- 
2775. www.alleghenymead 
ows.com. 28-3. 


ANTIQUES 


FOR SALE - Antique 
former Western Maryland 
Railroad 1930s Fairmont 
motor car. Above average 
condition, in dry storage for 
over 50 years. Rare find. 
Yours for $8500. Call Stuart 
301-334-4894. 28-5 


FURNVCARPET 
& APPLIANCES 


FOR SALE - Pine dining 
room table with 6 chairs, 
good cond $300. Call 301- 
334-5801.28-2. 

FOR SALE - White May¬ 
tag gas stove, $100. 301- 
245-4001. 27-3. 


\jtttle Loggy Fu nii, r 

Bittinger, MD 

301-245-4120 

Log Gazebos 

Log Fumture & Rulings lor Log Homes 


28-4lpd 

FOR SALE 

• Queen-size sofa 
bed, $200 

• Solid mahogany 
dining table w/leaf 
& 8 chairs, $800 

• Oak veneer coffee 
table, 30"x30", $50 

301-387-5633 


MISCELLANEOUS 


FOR SALE - 20' of white 
laminate countertop, $50. 36" 
cultured marble vanity sink 
top, $25. 301-334-8208. 28- 
2 . 

FOR SALE - New Hol¬ 
land tractor, comes with 1' & 
2' buckets for the backhoe; 
10,000 lb. trailer & grade 
box. Only 291 hours; 
$19,000 or best offer Call for 
other details, 301-616-7387. 
28-4. 

FOR SALE - Panasonic 
7.1 surround sound speaker, 
Pokoudio SRT with Yamaha 
EQ box, asking $6000 Call 
240-442-4088 or 301-501- 
7776. 28-2. 

FOR SALE - Moncrief 
coal & wood furnace. Call 
301-387-9380. 29-3. 

FOR SALE - Yard-Man 
MTD snowblower, 10 hp, 30", 
electric start, 12" imp., 2- 
stage. MTD electric start, 2- 
stage, 8 hp, 26" snowblower. 
301-895-5704; leave mes¬ 
sage 29-1. 

FOR SALE - Cast iron 
radiators. Phone 301-268- 
6160. 25-6. 

FOR SALE - Nursery 
stock. Dug trees starting at 
$8; blue spruce, Norway, 
white pine, fir, white spruce, 
Canaan Valley fir & hemlock. 
Call Jay Rice, 301-533-1919. 
25-5. 

FOR SALE - Excel hand 
dryer, wall mounted, for busi¬ 
ness restroom, like new, only 
$185. Call Stuart at 301-334- 
6212 25-5. 

FOR SALE - White LP 
stove, like new. Includes 
venting & remote. $240. 301- 
334-1682. 29-1 

FOR SALE - 4-piece bed¬ 
room set, $250. 6-piece living 
room set, $225 35 gal octa¬ 
gon fish tank, $75 301-501- 
1238. 29-2. 

FOR SALE - Yard-Man 7 
hp snowblower, 26" blade. 
301-334-4314. 29-5 

FOR SALE - Field stone 
for 25 ft. walkway 301-334- 
1682 29-1. 

FOR SALE - Wood, hard¬ 
wood, dry, $100/cord. Used 
large furnace: combination 
fuel oil. wood & coal: good 
shape Also, fuel tank; 275 
gal.; good shape All for 
$250. 301-746-5188 29-2 
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MISCELLANEOUS 


CHILD CARE 


CHILD CARE 


FOR SALE - E-Z-Go gas- 
oline golf cart Engine not 
V running. Factory top $675. 
* 301-334-8690 28-3 

FOR SALE - Elliptical 
exercise machine, $300 or 
best offer 304-789-2135. 28- 
4 2 . 

FOR SALE - 20“ chrome 
ice metal 8-lug wheels & 

‘ tires, all 4 for $1000. 301- 
616-7387. 28-4. 

ATTENTION - Orchid lov¬ 
ers. Orchid Haven will be at 
Oakland's Mountain Fresh 
Farmers Market, town park¬ 
ing lot, Second St., with all 
kinds of orchids for sale all 
summer long, every Wednes¬ 
day & Saturday, 10 a.m.-l 
p.m. Budding A blooming 
plants. Come see & buy. Any 
questions, call Flo at 304- 

• 724-9081.27-4. 

FOR SALE - Custom- 
built storage buildings & play¬ 
houses. 301-895-3688. 27-5. 

FOR SALE - Andersen 
C35 casement window, 
rough opening 6' %" x 5' V«" 
Wood clad, double insulated, 
new, terra tone. Originally 
$573, asking $300 301-387- 
4815. 26-4. 

FOR SALE - Sunquest 
Pro 24RS tanning bed, re¬ 
duced to $1500. NordicTrack 
C2000 Space Saver, hardly 

• used, $500. Leave message, 
301-616-4966. 26-4. 

FOR SALE - Used out¬ 
door wood boiler with stain¬ 
less steel jacket Firebox is 
24” wide x 32" deep. In good 
working cond. $800. 301- 
895-3300 or 301-707-8998. 


www hihleinfo com 
www.amazingfacts.com 
www.mcdonaldroad.com 


— FOR SALE — 

EXCAVATORS 

• GEHL -602 & 603 

4 buckets w/grapple, 
4 ft. grade-all bucket, 
cabs & heaters. 

•GEHL 4835 skid 

loader w/tracks, 2 
buckets, & grapple. 

• FORD F-350 1-ton 

dump truck with 
Bossv-blade. 

301-616-2445 

29-Hod 


fi Yoder's 
Fabrics 



29-2t 


• Fleece (Prints, Solids) 

• Flannel 

• 90" Printed Quilt Tops 

• Embroidery & Floss 

• Quilted Purse Fabrics 

• Basics 

Mason School Rd. 

5 mi. S. of Oakland 

Monday-Saturday 

301-334-4965 


GROW WITH US 
in-home DAYCARE 


OPENINGS 



ID)[D 

Roxie Murry Parent Owner ^ 

Large Outdoor 

Playground 

Located in McHenry, 

301 - 501-8189 

# 11-129106 



MISCELLANEOUS 


FOR SALE - Clark 8000 
lb. fork lift. $4500. 301-616- 
2580. 29-5. 

FOR SALE - Outside 
Christmas decorations. Also, 
Boyds stuffed bear collection. 
Call 301-387-4235. 28-2 

FOR SALE - Petsafe 
wireless invisible fence with 2 
receiver collars, less than 1 
yr. old, works well, $275. 
Almost new pet drinking 
fountain, $20. 301-387-2329. 
28-5. 

FOR SALE - Student 
violin, $100. 304-789-2135. 
28-2. 

FOR SALE - Brunco 
wood/coal furnace; 190,000 
BTU forced air. Used 3 win¬ 
ters. Delivered free! $1000 
301-876-8241.28-2. 


Western Maryland 
Tin Shop 



301-334-0670 

Licensed & Insured 

Authorized denier for 


^4 

H AMI-ION 


LITTLE BEAR'S DEN 
DAYCARE - Accepting all 
ages. Call Traci. 301-895- 
5283. Lie. #11-152969. 26-4. 

LITTLE RASCALS - 

Early Learning Center. Open¬ 
ings for ages 2-5. 7:30 a.m.- 
5:30 p.m. year-round. Pre¬ 
school activities! Large play¬ 
ground! Safe, clean, loving 
environment. Air-conditioned. 
Sign up for fall! Spaces are 
limited. 301-334-4721. 27-5. 

DAY CARE - 2 shifts. 
Open 6 a.m. to 11 p.m. Acci¬ 
dent or Grantsville Elemen¬ 
tary, Beechnut Lane. 301- 
245-4002. Lie. #11151148. 


MISCELLANEOUS 


FOR SALE - Paragon 
high fire kiln, Model LT4. For 
muie information, call 301- 
334-9534 29-1. 

FOR SALE - Ring- 
necked pheasant & bobwhite 
quail. 301-334-9840. 29-5. 

FOR SALE - Full-size 
sleeper sofa, $50. 36x70 
office desk, $35. 301-895- 
5033 after 5 p.m. 29-2. 

FOR SALE - Husqvarna 
snowblower, practically new, 
$700 firm. 301-334-5955. 28- 


BAIL 

BONDS 

Prompt Service 
301-334-9021 


— FOR SALE — 
USED ITEMS 

Table w/leaf & 4 side chairs, $50/set 

Desk chair. $50 

Office refrigerator, $50 

Shop vac, $30 

Large Kerosene heater, $75 

Call 301-616-0095 


FOR SALE-ALL NEW ITEMS 

Water pump - 3x3, 6 Vt hp, $600. 
Welder generator - Model 7500, 
air cooled diesel, elec, start, $3,000. 
Generator - Model 5500, air cooled 
diesel, $2,400. 

Generator - KG3500, $750 

301-689-9911 • 301-268-5558 



CLASSIFIED AD NETWORK 


ANNOUNCEMENTS 

DIVORCE without Children $95 00 
DIVORICE with Children $95 00 With 
FREE name change documents (wile 
only) and marital settlement agreement 
Fast easyandprotessional Call 1 888- 
789-0198 

APARTMENTS FOR RENT 

4 bd 2 ba Home Buy lor only SZOS/mo 1 
More 1 5 bd Foreclosures from $199/ 
mo' Never Rem Again 1 Forlistings 800- 
585-3617e*t T297 

AUTOMOBILE DONATION 

DONATE YOUR VEHICLE RECEIVE 
FREE VACATION VOUCHER 
UNITED BREAST CANCER FOUN 
DATION Free Mammograms Breast 
Cancer Info www ubef into FREE Tow¬ 
ing, Tan Deductible Non-Runners Ac¬ 
cepted 1-888-468-5964 

DONATE VEHICLE Receive $1000 
GROCERY COUPONS. Your Choice 
NOAH'S ARC. NO KILL Animal Shel¬ 
ters Advanced Veterinary Treatments 
Free Towing. IRS TAX DEDUCTION 
Non-runners 1-866-912-GIVE 

BUSINESS OPPORTUNITY 

Grow Your Business Advertise in 120 
newspapers across Maryland Dela¬ 
ware and OC. reach over 2 3 Million 
households for only $495 For more in¬ 
formation contact this Newspaper or call 
410-721-4000 ext 15 or visit our 
website ww mddepress com 
COMPUTERS 

GET A NEW COMPUTER Brand Name 
laptops A desktops Bad or NO Credit • 
No Problem Smallest weekly payments 
avail It s yours NOW Call 1 800 805 
1050 


GENERAL MERCHANDISE 

ABSOLUTELY NO COST TO YOU!! 
ALL BRAND NEW WHEEL¬ 
CHAIRS. HOSPITAL BEDS AND 
SCOOTERS IMMEDIATE DELIV¬ 
ERY CALL TOLL FREE 1-888-998- 
4111 TOQUALIFY 

HELP WANTED 

Need a career'”'” Become a Nation 
ally Certified Heating/AC Tech 
3 5wk Nationally Accredited pro¬ 
gram GetEPA/OSHA/NCCERCer 
tilled Local Job Placemen! Financ¬ 
ing Available 

1-877 994-9904 

HELP WANTED - TRUCK DRIVER 

Driver ■ $5K Sign-on Bonus tor Expe¬ 
rienced Teams Dry Van & Temp 
Control Solo Lanes also available 
O/Os&CDL -A Grads welcome Call 
Covenant (866) 684 2519 EOE 
HOMES FOR RENT 

AFFORDABLE HUD HOMES' 4bd 
2ba home only $301/mo! 3bd fba 
home only $199/mo' (5% down, 20 
yrs 9 8%) For Listings 800-628- 
5983 *T432 

HOMES FOR SALE 

New Single-Family Homes in active 
adult (55 plus) community m histone 
Smryna Delaware, near Beach and 
Bays From $99,900 302-659 5800 
or see www bonayrehomes com 

FORECLOSED HOME AUCTION 
ALL DC. MD VA 450* Homes Must 
Be Sold 1 Free Brochure 800-681 
0364 USHomeAuction com 

LAND 

Smithlield area James River Access 
ONLY $79,900 Secluded, private 5 
acre estate w/ water access to 
James River A Chesapeake Bay 
Only$79 90T Or? 4acrecroektroni 
lust $96,000 Excellent low rate !i- 
riancing Call now 866-764-5238 
a1918 


LAND FOR SALE 

LAKE LOT 3* acres only $39 900 
Wooded A private Convenient North 
em Neck location EZ terms Buy now. 
build later Hurry. Iimitedsupply 888 
774-5765 

RV FOR SALE 

Lake Somerset Camp Ground. Mary 
land Eastern Shore Leave your RV 
on site all year $1300 includes wa¬ 
ter electric A sewage Call tor bro¬ 
chure 410-957-1866 or 410-957- 
9897 

TAX SERVICES 

IRS TAX DEBT KEEPING YOU 
AW A KE 0 Local CP A firm resolves all 
Federal and State tax problems lor 
individuals and businesses US Tax 
Resolutions. P A 877-477-1108 

TICKETS 
REDSKINS 
SEASON TICKETS 
tickets tAbrucchallsports com 

703-904-0647 
VACATION RENTALS 

After Labor Day Savings' Deep Creek 
Lake MD Long A Foster Resort 
Rentals Rent three nights and get the 
fourth night free! Lakefront. lake ac 
cess A mountaintop homes, condos 
A townhomes Pet friendly 
800 336 7303 

www DeepCreekResort 

WATERFRONT PROPERTIES 

FREE DVD A list ol coastal NC land 
bargains List updated weekly Call 
now 1-800 732-6601 k 2241 (MDDC 
CAN) 


The Maryland-Delaware-D C. (MDDC) Classified Ad Network currently has 81 
participating newspapers in its natwork - a circulation of over 1.4 million. To learn 


■rA'.’nwTtiia'M 


LAWN/GARDEN 


TOP SOIL 


Screened & Dry 
Delivery Available 

301 - 334-1269 

Evenings, please! 

9-thruOct 15 _ 


FOR SALE - John Deere 
112 tractor & 48 in. deck. 
$500 301-616-7222. 29-tfn. 


WANTED 


WANTED - Information 
about old local quilts. As part 
of the bam quilt project, we 
are researching the history of 
quilting in Garrett County and 
would like information about 
any existing quilts made in 
Garrett County that are 50 to 
100 or more years old. We'd 
like to know their age, fab¬ 
rics, piecing patterns, quilting 
patterns, and their maker If 
you are willing to share Infor¬ 
mation about the old quilts in 
your family, please contact 
Jane Benson (Four Seasons 
Stitchery, 301-895-5958) or 
Marilyn Moors (Friendsville 
Library Quilters, 301-746- 
4057). 29-1. 

WANTED TO BUY - Sec¬ 
tional coal boiler. Must be in 
good cond. 301-895-3300 or 
301-707-8998. 28-3. 

WANTED - Old lumber: 
barns, homes, sheds, log 
cabins to tear down & re¬ 
move. Insured. 301-334- 
SI 89. 28-7. 

WANTED - Potato digger, 
1 row, PTO or ground driven. 
Call after 5. 301-616-2352 or 
304-698-0109. 28-tfn. 

WANTED TO BUY - Pop¬ 
lar & basswood peelers. 800- 
746-5515. 28-2. 

RESPONSIBLE HUNTER 

- Looking for private land to 
hunt bear Please call Jim at 
301-748-7893 to discuss. 



FOR SALE - 2005 19 ft 
Pilgrim camper. Green int., 
some furnishings, DVD/CD 
player, 13” color TV. 301- 
359-9004. Can be seen at 
302 M Street, Mtn. Lake 
Park 29-1. 

FOR SALE - New IIOcc 
youth model 4-wheeler, red. 
List price $795, sell for $695 
or best offer. 301-616-7222. 
29-tfn. 

FOR SALE - 1981 Suzuki 
440 street bike, good cond. 
$600. 304-693-7795 29-4 

FOR SALE - 1987 Koun- 
try camper trailer, 28 ft, park 
model, sleeps 7, full kitchen 
& bath, TV antenna, furnace, 
AC, 30 lb. propane tanks. 
Great for stationary use. 
$2900 304-698-5394 29-2 

FOR SALE - 1980 1000 
Harley-Davidson Sportster. 
Excellent runner. All chrome. 
Comes with motorcycle jack. 
Too many extras. $5000 or 
best offer. 301-331-0842. 
Call after 5 p.m. 29-1. 

FOR SALE - 2003 750 
Honda Nighthawk Red, back 
rest, new tires, new chain, 
12,800 miles. $3500 firm. 
304-693-7877. 29-3. 

FOR SALE - 2006 25 ft 
Salem LE camper with 2 
pop-outs. Like new, used 3 
times $14,000. Must sell. 
301-746-6312 29-2. 

FOR SALE - Mini chop¬ 
per, 50cc. New price $349, 
sell for $249 or best offer 
301-616-7222 29-tfn. 

FOR SALE - E-Z-Go golf 
carts, gas or electric, custom¬ 
izable options Knepper Farm 
& Outdoor Equipment. Berlin, 
Pa. Call 814-483-0108: www 
kneppers.net 28-5. 

FOR SALE -2001 Honda 
CBR 600 F4I, 11K, red/black, 
Yoshi pine, new powder coat. 
A must see! $4500 firm. 301- 
501-2184 28-2 

FOR SALE - 2002 Har¬ 
ley-Davidson Electro-Glide. 
Custom paint; bike has been 
lowered, 18,000 miles; over 
$5000 in extras $13,900. 
301-895-4264 26-5. 

FOR SALE - 2006 Honda 
CR85R, like new cond. 
iiouo or uesi uiiei, can any¬ 
time. 301-501-5500 25-5. 


FOR SALE - Cyclone 
yard rake, used 1 season, 
$800. 301-334-1682. 29-1. 

FOR SALE - John Deere 
111 tractor & 38 in. deck, 
$400. 301-616-7222. 29-tfn 

FOR SALE - 12 hp riding 
mower. Older, but in good 
mechanical cond. $250. 301- 
895-3300 or 301-707-8998. 
28-3. 

FOR SALE - 955 JD trac¬ 
tor, 4WD, cab, heater, AC, 
wipers, lights, front load 
bucket, low hours. Very nice. 
$22,500. 301-334-4894. 27- 
5. 

FOR SALE - Zero turn 
mowers, Hustler. First & 
oldest zero-turn in the world. 
Commercial & residential. 
Priced hundreds to thou¬ 
sands below MSRP. Hopkins 
Garage, Rt. 28, Old Cold 
Storage Bldg., Romney, 
W.Va. Call 304-822-3879. 
26-5._ 

Visit The Republican Website at 
wwwtherepubhcannews.com 


LIVESTOCK 


FOR SALE - Rhode Is¬ 
land red layers. Started lay¬ 
ing Aug. 2008. $8 each. Call 
304-789-2225; leave mes¬ 
sage. 29-4. 

FOR SALE - 5-year-old 
registered black & white paint 
horse, 15.3+ hands, broken 
to ride. Call after 5. 301-334- 
1438. 29-2. 

LICENSED BOARDING 
STABLE - Has room for full 
& pasture board in Pleasant 
Valley. 301-616-4681 29-5. 

FOR SALE - 21-yr -old 
gelding quarter horse, well 
trained. $2000. 301-334- 

6923. 28-2. 

FOR SALE - 2 Angus/ 
Simmental steers, make 
good show steers, 1 sired by 
OCC Homer. 3 Simmental/ 
Angus heifers. Call 814-733- 
2775 www.alleghenymead 
ows.com. 28-3. 

FOR SALE - Mini don¬ 
key. 18 months old. Gelding, 
halter broke, shots/farrier. 
$500. 301-616-9867. 27-3. 

FOR SALE - 6-year-old 
chestnut/white Tobiano 
mare. APHA reg. E/W, great 
blood lines. $5000. 301-264- 
3120. 27-3. 

HORSE BOARDING - 

With outdoor arena & daily 
turn out, round pen, lots of 
trails. Half Mile High Ranch 
LLC. 304-789-2177, 304- 

698-9166 25-5. 


FARM ITEMS 


FOR SALE - Allis Chal¬ 
mers WD 1950, good shape, 
new tires, 3-point hitch. Runs 
well; great for moving snow 
or firewood. $1700. 301-895- 
3140 29-4. 

WANTED - Snowplow tor 
John Deere 650 compact 
tractor. 814-662-2822 29-2. 

FOR SALE - Hay, 1st & 
2nd cutting, clean orchard 
grass, $4.50/ bale. McHenry. 
410-553-9539 29-4. 

WANTED - 2-bottom 
plow with 3-point hitch. 304- 
866-4159. 29-3. 

FOR SALE - New Idea 
ground-driven spreader. 
$1500 or best offer 301-689- 
5501.28-4. 

FOR SALE - Used trac¬ 
tors. 301-746-8116. 24-10. 



FOR SALE - 2000 Dodge 
Intrepid $2000 or best offer 
Call 301-746-5637 29-2. 


FOR SALE - 1999 Grand 
Cherokee Jeep 4x4. Towing 
package, air, roof rack, 
power locks & windows As 
is, $3200 or best offer. 301- 
746-8266, 240-580-0834 

240-580-5849 29-2. 

FOR SALE - 1988 Ford 
F-250 with Meyers snow¬ 
plow, $1500 1988 Chevy %- 
ton with Western snowplow. 
$2000 Also, many other 
parts for 1964, '65, '66 Chevy 

UUuK*. Odli (Of Juidliv So i - 

829-9625 28-4 


AUTOMOTIVE | BOAT STORAGE | BOAT STORAGE 


boat % 

STORAGE 

2 miles North of McHenry 

Single Axle Trailers Only 

^ 301-616-4995 ^ 

^CALL NOW! 


FOR SALE - 1999 silver 
Pontiac Grand Am SE. AT, 
AC, PW, PL. AM/FM. CD. 
70,600 miles. Clean A in 
great cond Comes w/all- 
season tires, plus set of win¬ 
ter tires $4200. 301-334- 
5765. 29-1. 

FOR SALE - 1974 Chevy 
pickup. 350 auto, exc. cond. 
$3500 or best offer. 301-387- 
4751.29-1. 

FOR SALE - 2007 Dodge 
pickup, mega cab, diesel. 
30,000 miles; $37,000. 301- 
746-6312. 29-2. 

FOR SALE - 1991 truck, 
4x4 Chev. Silverado. Runs 
well, low mileage, good tires. 
$2900 or best offer. 301-895- 
4774 28-2. 

FOR SALE - 1994 Isuzu 
NGR. cab & chassis, 6 cyl 
turbo diesel, auto trans, PS; 
18,000 GVW. Runs well, no 
rust, nice truck. $9500. Call 
Stuart, 301-334-4894. 28-5. 

FOR SALE - 2000 Chevy 
Tracker, 4WD, 4 cyl, 4 dr, 
AT, AC, AM/FM, CD, silver 
color. Very clean & in good 
mechanical cond $4500 or 
offer. 304-789-6454. 28-2. 

FOR SALE - 1998 Ply¬ 
mouth Voyager, runs well. 
156,000 miles, Md in¬ 
spected, $1500. 301-453- 

3335. 28-3. 

FOR SALE - 2002 Ford 
Focus SE. Needs minor body 
work. Cracked windshield. 
Runs well. 140,000 miles. 
$1500 or best offer. Call 240- 
321-5213. 28-tfn 

FOR SALE - 1996 Inter¬ 
national tk., Low Pro 4700, 
cab & chassis, 444 E diesel 
V8, 5 spd, AC; 21,400 GVW; 

50 gal hial lank tinted glace 

HD radiator, block heater. 
Nice Southern rust-free tk 
Only $12,500. Call Stuart, 
301-334-4894. 28-5. 

FOR SALE - 1997 Chevy 
'/*-ton pickup, 6 cyl, 5 spd 
manual transmission, AC, 
AM/FM radio. Good running 
cond. $3000. Call 301-334- 
9369. 27-3. 

FOR SALE - 1995 Dodge 
Vi-ton, needs transmission, 
$1000 or best offer. 301-689- 
5501.28-4 

FOR SALE - 1994 Dodge 
Dakota with camper top, low 
mileage, new transmission. 
Runs great, minor body work 
needed. $2800 or best offer 
Call 301-533-0040 for more 
info. 26-4. 

FOR SALE - 1999 Toyota 
Avalon. Many new systems. 
187K hwy miles Very nice 
cond. $4490. 301-387-4757. 

26-4. 

FOR SALE - 2005 Chev. 
Ventura van. 26,000 miles, 
loaded, good gas mileage 
$11,000; best offer. 301-895- 
4264 26-5. 

FOR SALE - 1998 GMC 
Jimmy SLT, pewter, leather, 
auto, 4WD, loaded with op¬ 
tions, 4 dr. 20 plus mpg, exc. 
cond. $5500. Call Stuart at 
301-334-6212. 25-5. 

FOR SALE - 1983 Subur¬ 
ban. 23,644 actual miles. 350 
engine. 4 spd trans. 4WD. 
One owner, garage kept, 
very nice. $8500. Call Stuart 
at 301-334-6212. 25-5. 

FOR SALE - 1986 BMW 
325 car, leather, sunroof, 
good shape, $1000 or best 
offer. Call 301-895-3300 or 
301-707-8998. 18-tfn. 


8 BOAT 
STORAGE 
301 - 616-4095 


AUTOMOTIVE 


FOR SALE - 2003 Olds. 
Alero; southern vehicle, no 
salt; 158,000 miles. $3700 or 
best offer. 267-760-1751. 29- 
1. 

FOR SALE - 2002 Toyota 
Tacoma TRD, extra cab, 
4WD, 6 cyl, 5 spd, silver, 
Rhino liner, 71K miles. 
$11,700. 304-866-4879. 29- 
1. 

FOR SALE - 1966 Ford 
Falcon, $5000. 301-387- 

6276. 29-5. 

FOR SALE - 1999 F-250 
super duty 4WD XLT Lariat. 
AT, power windows, locks, 
tilt, cruise, alum, wheels. 
Good shape. High miles. 
$5000. 301-334-3050. 29-4. 

FOR SALE - 2008 Chevy 
Cobalt SE. Yellow with black 
racing stripes. Power win¬ 
dows, power doors, tinted 
windows, black interior, 8500 
miles. $15,500 firm. 304-693- 
7877. 29-3. 

FOR SALE - 2005 Chrys¬ 
ler Sebring. light green; 
71,000 highway miles; exc. 
cond., asking $7800. 1994 
Mercury Tracer, runs, $400 
or best offer. Call 301-501- 
7882. 29-1. 

FOR SALE - 1980 Chevy 
4x4 parts truck, runs, $1000. 
301-387-6276.29-5. 

FOR SALE - 2000 F-250 
super duty 4WD XL. AT, PS, 
PB, alum, wheels, snowplow. 
Good shape. High miles. 
$6000. 301-334-3050. 29-4. 


D&D 

MOTORS 

301-359-9621 

www.dd-motors.com 

All Vehicles MD Insp A Warranty 

BARTON 

03 Subaru Forester XS. AT 79K $10,900 
02 Altima 5 spd 4 cyl. 103K $7,900 
01 Cougar V6. AT 107K $6,500 

06 Colorado Crew 4x4 AT 49K $16,900 

BEL AIR 

301-729-3700/729-6494 

05 Nissan Sentia AT. 54K 18.900 

02 Stratus R/T 2 dr. V6. AT 16,900 
01 Mils Mnage 2 di, AT. 79K 14.900 
00 Ford FI SO, 4x4 AT 91K 17 900 


INDOOR 

BOAT 

STORAGE 

Will store, wash, 
winterize, pick 
up, and deliver. 

301-S01-0755 

301-387-6693 

BOAT & RV PARKING - 

Just $1 a day at Jerry's Self 
Storage, Rt. 495, Swanton, 
Md. Phone 301-334-9704. 


BOATS 


FOR SALE - 2000 Kayot 
S240 deck boat (not a pon¬ 
toon), 24 ft. length. Exc. 
cond., with only 114 hours of 
use. Aggressive style A 
deep-V hull makes for a ful¬ 
filling performance ride & 
sport boat responsiveness. 
This full windshield model 
deck boat can do it all. Pow¬ 
ered by a dependable Merc 
250 hp efi I/O with Bravo III 
drive w/dual props. Safety 
rated for 14 passengers with 
plenty of storage under the 
seats & in-deck storage 
locker. Convenient galley 
with sink & access to cooler 
& trash receptacle. Large 
lighted enclosed compart¬ 
ment/changing room on port 
side. Forward & aft boarding 
ladders. Forward & aft tables 
for roomy dining. Sunbrella 
bimini top provides shade for 
most of the cockpit. A 2005 
Load-Rite trailer included 
(haul length 23'-25', capacity 
5800 lbs). $23,000. 304- 
692-6602. 29-2. 

FOR SALE - 1999 Harris 
Sunliner pontoon, exc. cond. 
$8000. Hazelhurst, DCL. 
304-650-5678. 29-2. 


HEAVY EQUIPMENT 


FOR SALE - 2000 John 
Deere 270 skid steer. Low 
hours, aux hyd., new tires, 
exc. cond., 84" bucket. 
$15,500 or best offer 301- 
334-3050 29-4 

FOR SALE - 2006 Cat 
277B track skid-steer loader, 
1500 hrs., cab with AC, 4-in- 
1 hydraulic bucket; $23,900. 
2006 Cat 242B skid-steer 
loader, 929 hrs., still under 
warranty, new tires, choice of 
buckets; $19,900. 2005 Bob¬ 
cat 328G mini-excavator, 
Kubota diesel, 1200 hrs., 
good U/C, quick-change 
bucket; $17,500. 2000 Lull 
6440-34 telescopic forklift, 
3600 hrs., 4x4x4, tilt car¬ 
riage, quick-tach forks, 85% 
tires, great cond.; $23,900. 
Located in Romney, W.Va. 
301-501-7131.28-5 


Commercial Trailer (flatbed or sidewalls) 
with 2 mobile home axles. Holds four 
4-wheelers, firewood, rock, machines, etc. 

Heavy duty. $1,000 takes it. 

, Call 301-501-5466 

(ZCdteie (2<f. 

5062 Hutton Rd., Oakland, MD 21550 
1 mile west of Oakland (Rt. 7) on left 

301-334-4995 or 301-334-2727 


03 Ford Ranger SHT Stepside 4cyl 5 Spd $4995 

03 Subaru Leg Sta. Wagon, 47 K Mi, AWD, Auto, Air, PS., P B 
Loaded 4x4 Outback, Only $8,995 

02 Subaru Leg Outback Sta Wagon, 5 Spd AWD. Full Power & Air 
Very Nice $7,495 

03 Chev. Cavalier, 4 Door Sed 83 K mi Sharp Econo. Loaded With 
Extras Don't Miss This One Now $4,995 

03 Chev. Cavalier, Coupe, LS With Ground Effects. Mag Whls . Full 
Power & A C., Very Nice V -995 

01 PT Cruiser, Limited A Loaded. Very Nice With Classic Look $4,995 
01 Subaru Leg 4 door Very Nice, Auto, Loaded AWD Now $5,995 
03 Ford Ranger Ex. Cab. 4x4 Trk 51 K Mi Loaded & Nice $9,995 
02 Cavalier Coupe Sharp With 5 Speed N.cely Equipped $4,995 

97 Chev Cavalier Coupe, Very Sharp Econo. Sporty & Clean $2,995 

96 Chev Cavalier Coupe, Auto Air Very Nice & Only 51 K mi. $2,995 
95 Subaru Leg Sta. Wagon, Auto. Air AWD, Clean $2,995 

98 Ford Escort. 4 Door Nice 5 Speed Econo Car Now $2,895 

95 Ford Escort Sta. Wagon, Auto Air Low Mi Nice Only $1,995 

96 Chev Cavalier Coupe -t . Auto AC. Nice $1,995 

• Also Several Econo Cars Nice Toyota Tercels Honda Civic. Escorts 

Subarus Chev Cavalier & Many More From $995 

• Full Size Trucks A SUV's Available From $ 1.995 

• Many SUVS. 6 Explorers 4 Blazers 2 Trackers A More From $995 

• Several Mini Vans Conv Vans A Cargo Vans From $995 

• Several Little Trucks, 3 Toyotas 3 Rangers 1 Nissan. 1 GMC S-10 A 

Others from $1,995 

• Also Have Several Full Size 4x4 A 2WD Trucks From $995 


We Finance Qualified Buyers with 1/3 Down 


IUm do*tcmpM m fnim. w M (mi. 



FOR RENT 


ROOMMATES WANTED 

- To share 3 BR house with 
3-car garage. Game room 
with pool table & poker table, 
large deck with gas grill. 
Plenty of 4-wheeler trails be¬ 
hind house 609-841-7949 

27- 4. 

FOR RENT - 3 BR house 
located on Bumble Bee Road 
close to college All utilities 
furnished. 301-387-6976. 26- 
5. 

FOR SALE OR RENT - 

11,000 sq. *t commercial 
warehouse/storage building 
with 1000 sq. ft. office & 
lunchroom space in Accident, 
Md Call 301-616-0018. 26-5. 

LEASE TO OWN - Newly 

remodeled modular home on 
5 acres Borders Potomac 
State Forest. 3 BR, 2 BA with 
attached 2-car garage. 
$ 1200/month plus utilities. 
100% of rent applies toward 
purchase Call 301-501- 
8123. 25-5 

FOR RENT - Immaculate, 
fully furnished 1 BR apart¬ 
ment within walking distance 
of downtown Oakland. Inter¬ 
net access available Credit 
check, ref, sec dep. A 
lease Call 301-334-2397 

28- 5. 

FOR RENT - Very nice 2- 
story house in Mtn Lake 
Park Clean A attractive 6 
rooms; 2 BA. 2 BR Attached 
1-car garage Front porch A 
large yard Mature, nonsmok¬ 
ing adults only. No pets Sec. 
dep., lease A ref required 
Call 301-334-2603 28-5. 

FOR RENT - Luxurious 2 
BR apartment downtown 
Oakland AC A security, 
$500/month plus utilities Call 
301-334-3826 28-5 

Continued on Page C-10 


1 











































































































V 



C-10 fHE REPUBLIC AN, OAKLAND, MARYLAND-THIJRSDAY.SEPTEMBER 18,2008 


FOR RENT 


Continued from Page C-9 

FOR RENT - Blooming¬ 
ton Apartments. 2 BR, hard¬ 
wood floors, clean, appli¬ 
ances & some utilities in¬ 
cluded. $395/mo 301-616- 
3931. 27-5. 

FOR RENT - Nice 2 BR 
apartment in Grantsville, 3rd- 
floor unit. No pets Heat, wa¬ 
ter & sewerage included. 
$525/month plus security 
deposit. 301-746-5252. 27-5 

FOR RENT - Remodeled 
2 BR apartment, walking 
distance to downtown Oak¬ 
land. $425/month plus gas. 
240-321-4700. 26-4. 

FOR RENT - 3 BR apart¬ 
ment in Friendsville. Sec. 
dep. & ref. required. 301- 
895-3250. 26-5. 

FOR RENT - Completely 
remodeled 2 BR. 1 BA sec¬ 
ond-floor apartment in Mtn. 
Lake Park. New carpet, 
paint, updated kitchen, walk- 
in closets, washer & dryer 
hookup. $600/month plus 
utilities. Must have good 
credit. No pets Call High 
Mountain Properties, 301- 
334-2582. 26-5 

FOR RENT - 3 BR, 2 BA 

rancher at Trader’s Landing 
next to Brenda's Pizzeria. 
Available now. Nicely fur¬ 
nished Washer/dryer. Trash 
removal, cable, snowplowing 
included. $950/month plus 
phone & electric. Deposit & 
references required. No pets 
Please call Steve at 301-387- 
4199. 27-4. 


FOR RENT 

Lakefiont. 
Great location! 
Private dock/hot tub 
4 BR, 3 BA, 

2 fireplaces. 

$2,500/mo. + util. 

Year lease. 

240-313-5813 


FOR RENT 

♦ Condo Unit at Laurel 
Brook - 2 BR, 214 BA 
S900/mo. + util. 
Furnished. 6-mo to 1 yr. 
lease required 

• 4 BR, 3 BA Townhome 
in The Landings at 
Mosser. View of lake and 
ski resort, gas fireplace, 
fully furnished $1,500/ 
mo., plus all util. 

ALL HOMES 
REQUIRE A 
SECURITY DEPOSIT 



DEEP CREEK 
REALTY 

Eacri Office is independently 
^ Nvned and Operated 

Please Call 
Cold well Banker 
Deep Creek Realty 

Ask for Ashley Hincbaugh 

301-387-6187 

1-800-769-5300 

24439 Garrett Hwy. 
Suite 101 

McHenry. ML) 21541 


FOR RENT 


FOR RENT -2 BR apart¬ 
ment in Mtn. Lake Park. 443- 
SI 5-4570 29-5. 

FOR RENT - Large 1 BR 
apartment in Friendsville, 
second-floor unit. No pets. All 
util, included, $500/month 
plus sec. dep 301-746-5252. 
28-5. 

FOR RENT - 8-room 
farmhouse near Eglon, 
W.Va. Heat furnished. Refer¬ 
ences & security. $600/ 
month. Available around Oct. 
1,2008 301-729-1854 28-5 

FOR RENT - Deep Creek 
chalet; 4 BR, 2'A BA, 2 lev¬ 
els; with garage, dock & pa¬ 
vilion. Private on southern 
part of lake. Partially fur¬ 
nished. Year lease. $1400/ 
month plus security deposit. 
410-527-1708, ask for Alex. 
28-6. 

FOR RENT - Oakland, 
nice residential area, 6 
rooms & BA townhouse 
apartment. Partially fur¬ 
nished, large lawn, porch & 
patio. No pets. Mature, non¬ 
smoking adults only. Sec. 
dep., lease & ref. required. 
Call 301-334-2603. 28-5, 

FOR RENT - Deep Creek 
Lake split lakefront condo, 
furnished. 3 BR, 2 BA. Mid 
October to mid May. Flexible 
on dates. $1100/month, in¬ 
cludes utilities. 412-303- 
6346. 28-2. 

FOR RENT - 3 BR apart¬ 
ment, regular or Section 8, 
water & sewerage included. 
Country Air Lane. 301-387- 
6976. 28-5. 


FOR RENT 

Large 3 BR 
apartment in 
Grantsville. 
$500/mo. 
Water/sewer incl. 

814-233-5055 


28 2t 


Free Rent* 

TOWN VIEW 
VILLAGE 

Accident, MD 

For seniors or disabled. 

Spacious 1 BR apartments 
for immediate occupancy. 
Featuring: electnc range, 
refrigerator, carpeting, 
patio or deck, security 
features, emergency help 
system. Rent is determined 
by income as set forth by 
Rural Development 
guidelines. 

•Sign a one-year lease 
and receive the first 
month free. 

Contact Stacy Bowser 

Coldwell Banker 
Deep Creek Realty 

for more information 

301-387-5303 (Voice) 
or 800-735-2258 (TDD) 

"This institution isan equal 
opportunity provider and 
employer' 


FOR RENT 

riooking Deep Creek Lake—New 3 BR 

apartment on Rt. 219. 1 full bath, washer & 
dryer, kitchen w/refrigerator, stove, dishwasher, 
microwave oven. Private off-street parking. 

$1,200/mo. Includes utilities. 

301 - 387-4952 


FOR RENT 

In-Town Oakland Apartment 

Private entrance to 2 nd fl. in historic house. Amazingly light & 
airy. Totally remodeled two years ago. I.arge living room. 
2 spacious bedrooms. Bath and large kitchen with all new 
fixtures and appliances Basement storage privilege NO PETS. 
Rent $675 mo., includesall utilities. 

Call Janette, 301-387-8040 



Bub: 301-387-5976 

Fax:301-387-2098 


Property Management Services 


P.O.Box328.Mr Hfxky.MD 21541 

FOR RENT 




E. GREEN ST., 
OAKLAND- 
Efficiency apt., 
$425/mo Lttllltlee In¬ 
cluded except telephone 
& cable. 


HOYES RUN RD., 
McHENRY- 
Furnished 4 BR, 

2 BA $995/mo. + util. 


FOB RENT 


FOR RENT - Nearly new 

3 BR, 2 BA house. 5 miles 
from Friendsville, 15 minutes 
from Hazelton, W.Va. Auto¬ 
matic in-floor geothermal 
heat, central air, 2-car heated 
garage. Along main road. 
Outside pets only. Great yard 
for children. Rent $900/ 
month. 304-379-3596, oell 
304-692-3601. 28-4. 

FOR RENT - 1 BR apart¬ 
ment with stove & refrigera¬ 
tor, Mtn. Lake Park. Single 
occupancy. No pets. Call 
Sue at 301-334-1105, Mon - 
Fri., 8:30-3:30. 28-3. 

FOR RENT - 1 BR house 
near Swanton. Adults only. 
No pets. 1-year lease & sec. 
dep. required. $500/month. 
Phone 301-334-9704. 29-5. 

FOR RENT - Mobile 
home, Old Morgantown Road 
West, Friendsville Positively 
no animals! 301-746-5480. 
29-5. 

FOR RENT - Deep Creek 
Lake, Md.; unique, private/ 
secluded property with 300 
feet of lake frontage, located 
on Deep Creek Drive in Mc¬ 
Henry. Docking for 1 boat. 
Close to golf course, restau¬ 
rants, Foodland, shops, etc. 
Cabin is fully furnished with 2 
BR, kitchen, living room, bath 
& AC. Grass cutting, snow 
removal & maintenance in¬ 
cluded. $750/mo. + utilities. 
Call Mary at 301-387-5536. 

FOR RENT - 3 BR, 1 BA 
house in Loch Lynn. Nice 
yard. 301-334-6298 or 301- 
501-6298. 29-1. 

FOR RENT - Fully fur¬ 
nished 2 BR condo near Gar¬ 
rett College. $800/month. Se¬ 
curity deposit & references 
required. Contact Easy Living 
Property Management at 
301-245-4457. 29-3. 

FOR RENT - 1 BR duplex 
in Green Glade area. Coun¬ 
try setting, great view. No 
pets. $425 plus deposit. 301- 
387-6276. 29-5. 

FOR RENT - 2 BR cabin. 
Water, sewerage & trash re¬ 
moval included. Short- or 
long-term rental. $895 per 
month. Located between 
Deep Creek & Oakland. 304- 
754-5431.29-4. 

FOR RENT -2 BR, 1 BA 
house, $700 + utilities. 1 BR 
apartment, $500 + utilities 4 
BR, 2Vi BA remodeled 
house, $1500 + utilities. Call 
301-616-8100. 29-1. 

LEASE TO OWN - Large 

4 BR, 3 BA, one level home 
w/full partially finished base¬ 
ment on 3 acres near Aurora, 
W.Va. Attached 2-car ga¬ 
rage 40x40 detached garage 
w/separate heat. Woodstove 
or fuel oil hot water base¬ 
board All appliances includ¬ 
ed. Close to Cathedral State 
Park. 15 minutes to Oakland. 
$900/month plus utilities. 
100% of rent applies toward 
purchase. Call 304-698- 
6140. 29-2. 

FOR RENT - 1 BR apart¬ 
ment (new carpet, new paint, 
washer/dryer), $355/mo 2 

BR trailer, $445/mo. 2/3 BR 
apartment (washer/dryer), 
$480/mo. Utilities not in¬ 
cluded, no pets, security de¬ 
posit required. Located in 
Terra Alta, W.Va. Cell: 301- 
370-5970. 29-3. 

FOR RENT - Indoor stor¬ 
age facility. 10'x30' units for 
boats, autos, household fur¬ 
niture, etc. All welcome. 24- 
hour access. Also available, 
outside boat storage. Please 
call 301-501-5500 anytime 
29-4. 

FOR RENT - 3 BR, 2 BA 

furnished home. Local 
phone, water & cable in¬ 
cluded. Minutes from lake & 
Wisp, 7-9 month lease, credit 
check, ref. $765/month plus 
util. & sec. dep. No pets. 
301-387-6466. If no answer, 
call 513-779-4803. 29-5. 


FOR RENT 


COMMERCIAL PROP. I COMMERCIAL PR0P.|LAWN CARE SERVICESlLAWN CARE SERVICES 


HOUSE 
FOR RENT 

in Mtn. Lake Park 

3 BR, 1-3/4 BA, 
attached garage, 
all appliances, 
pellet stove. 

$900/mo. + util. 
Available Oct 1 

301-387-4952 


28-tf 


INSURANCE 


FOR RENT - 3 BR, 2 BA 

house on Cedar Hill. $950/ 
month plus utilities 410-530- 
3831.26-5. 

FOR RENT - 1 BR, 1 
den, 1 BA first-floor apart¬ 
ment in Mtn. Lake Park New 
carpet. Must have good 
credit. No pets. $475/month 
plus utilities. Call High Moun¬ 
tain Properties, 301-334- 
2582 26-5. 

FOR RENT - Oakland. 
Sunny & bright, roomy, 1 BR 
apartment. Clean, convenient 
location. Single, mature, non¬ 
smoking adult; no pets. Sec. 
dep., lease, ref. & credit 
check required. 301-334- 
2603. 25-5 


LOTS & ACREAGE 


FOR SALE - Lot. Perked 
1+ acre, Oak Hill Lane off 
Accident-Friendsville Rd., 5 
miles from Deep Creek Lake. 
410-247-2523. 27-5. 

FOR SALE - By owner: 
14+ acres in McHenry, Md. 
Seasonal Wisp views & lake 
views. 3 minutes to Wisp 
Resort & 3 minutes to Deep 
Creek Lake access. Call any¬ 
time, 301-501-5500. 26-8. 

FOR SALE - 16 acres. % 
woods, 4-wheeler trails, 
stream & a place for camp¬ 
ing. Great for deer hunting. 
15 min. from Deep Creek 
Lake & 15 min. from Jen¬ 
nings Randolph Lake. 
$125,000. 301-453-3118 or 
301-876-3460. 29-2. 

FOR SALE - Beautiful 3- 
acre lot on Green Lantern 
Rd. Great view of Savage 
Mtn. Perked, surveyed, with 
easy access to 1-68 & Rt. 40. 
$72,900. 301-616-8514 26- 
4. 


REAL ESTATE 


SEARCH FOR - Homes 
online, compliments of John 
Macy, Long & Foster, at 
www.deepcreeklake.biz. 27- 

5. 

FOR SALE - Very nice 
2/1 house in Oakland. Gas 
heat, appliances included. 
Private yard with off-street 
parking. $83,900 with $2500 
cash back at closing. 301- 
334-0708 or 240-321-1783. 
26-tfn. 

FOR SALE - 2400 sq. ft. 
home. Accident, 4+ acres, 
located by Savage River 
State Park. 4 BR, 2 BA, fire¬ 
place, beautiful views, hot 
tub, dog kennel, 40'x80' steel 
building, 18'x36' barn, prop¬ 
erty has electric fence al¬ 
ready for horses, full-length 
vinyl deck. $299,900. $2000 
buyer credit. 301-746-7015. 
Possible 6 acres available 
Owner financing available. 
26-5. 

FOR SALE - Nice 2/1 
house in Cumberiand near 
Allegany High School. 
Fenced-in yard, gas heat. 
Appliances included. $57,900 
with $2500 cash back at 
closing. 301-334-0708 or 
240-321-1783 26-tfn 

FOR SALE - Lakefront 
lot, Beckman's Peninsula. 
New boat dock Nice lawn & 
75 large hardwood trees. 
Water well & sewer system. 
Building & large deck. Resi¬ 
dential area. 200 ft. frontage. 
$1,500,000. 301-334-1813, 

301-616-0790. 25-5. 

FOR SALE - By owner: 4 
BR. 3 BA rancher on 33 
acres. Good hunting. In¬ 
cludes 30'x40‘ building & 
20'x24’ pavilion Call for de¬ 
tails. 301-895-4264, leave 
message. 25-5. 


FOR RENT 

Prime office or retail space 
on Rt. 219, Oakland, near Wal-Mart 

2 levels available at 768 sq. ft. each. 
Rent one or both at $13/sq. ft. including heat, 
A/C, electricity and snow removal. 

Owner agent. 

M Contact Lisa at 301-387-9200 


FOR RENT - Retail/office 
space across from Wal-Mart, 
1200-4000 sq. ft. 301-387- 
5982. 27-5. 

FOR RENT - Office/retail, 
McHenry/Deep Creek Lake. 
301-387-5982. 27-5. 


MOBILE HOMES 


FOR SALE - Limited time 
only. New double-wide 
home. 3 BR, 2 BA. $39,900. 
The Home Show, Morgan¬ 
town. Call 1-888-594-0701. I- 
68, Exit 7, Pierpont Rd., Mor¬ 
gantown, W.Va. 29-4. 


REAL ESTATE 


The . d? 

Republican 

"We are pledged to the 
letter and spirit of U.S. poli¬ 
cy for the achievement of 
equal housing opportunity 
throughout the nation. We 
encourage and support an 
affirmative advertising and 
marketing program in which 
there are no barriers to ob¬ 
taining housing because of 
race, color, religion, sex, or 
national origin.” 


FARMETTE 
FOR SALE 

in Pleasant Valley 

18 acres, more or less, 

3 BR house, 2 bams, approx. 
15 acres of pasture. 
Ideal horse farm w/room 
for building lots. 

Inspection of farm 
is set for 
Sept. 27.2008, 

9 a.m. to 1 p.m., at 
4009 Pleasant Valley Rd. 

If interested, call 

^301-334-2026 


RENOVATED 1900s HOME 
In Friendsville, on River 
3 bedroom, 2 bath with hot tub. 
New kitchen, Fully insulated, 
New plumbing, electric & 
windows. Wired out building and 
carport. 

MUST SEE! 
REDUCED! $185,000 
BY OWNER 
301-501-1714 l8 -tf 


INSURANCE 


INSURANCE 


FOR RENT 

Grantsville 
Shopping Plaza 

1,200 sq. ft. & 600 sq. ft. 
443-297-9016 


RETAIL 
OFFICE SPACE 
FOR RENT 

Approximately 
1,500 sq. ft. 

For details 

301-616-0169 

301-245-4330 


FOR SALE - By owner 
Located in Gormania, W.Va. 
4 BR, 1 BA on 3 town lots. 
$58,000. 304-693-7795. 29- 
4. 

WANTED - One- to ten- 
acre lot near or about New 
Germany/Savage River State 
Forest. Would consider older 
home/cabin on property. Call 
Chris Rose, 1-800-677-7887, 
ext. 327. 29-5. 

WANTED - A quiet house 
to buy in country or country¬ 
like setting. 814-662-4823. 
28-5. 

FOR SALE - Florida, 
furnished park model in 
Punta Gorda. You own the 
lot. Deep salt water for fish¬ 
ing. New - never lived in. 

'$59,900. 941-587-6030. 27- 
3. 

FOR SALE - Mobile 
home on .53-acre lot just 
minutes from lake & Wisp 
Resort. Nice roadfront lot 
overlooking Sang Run Creek 
Reduced $69,500. 301-616- 
8514 26-4 


FOR SALE OR RENT - 

11,000 sq. ft. commercial 
warehouse/storage building 
with 1000 sq. ft. office & 
lunchroom space in Accident, 
Md. Call 301-616-0018.26-5. 


FUELS 


FOR SALE - Brashear 
House Coal now selling 
house coal at McCoole loca¬ 
tion Saturdays 8 a.m.-12 
noon. Other times by ap¬ 
pointment or call 301-359- 
9853. Current price $65 per 
loader bucket, approx. 1 ton. 
Price will increase Oct. i, 
2008. 29-3. 

FOR SALE - Firewood; 
all hardwoods. Delivery avail¬ 
able. 301-533-0459. 29-5. 

FOR SALE - D&R's Fire¬ 
wood. 301-387-0342. 29-5. 

FREE - Coal. Needs to 
be removed from basement. 
301-334-4965. 28-2. 

FOR SALE - Firewood. 
Cut in lengths 16-18 inches. 
Not split, no delivery. Finger¬ 
board Rd., Oakland. 301- 
334-6060. 27-3. 


Mahoning 
Outdoor Furnaces 

"The natural way to heat.' 
Free Delivery 
Call for a FREE QUOTE 
301 - 707-2166 


FIREWOOD 
FOR SALE 

— Call for Pricing — 
301-334-8710 
84, 301-334-4994 


Free Yourself from 
High Heating Costs 


100% thermostatically, 
controlled heat 
Heal entire home, 
multiple buildings, 
pools, hot tubs. & 
domestic water. 

Easily adapts to 
new or existing 
heating systems 
Exclusive Ripple 
Top* Heatlock 

Baffle* firebox CLASSIC 

design (or 

maximum efficiency. 



FINANCING 

AVAILABLE 


( Dual Ftml 

and JUMUm Siam) I 
nndats aval »£>(• / I 

NEW-TECH 
Heating System, LLC 
301-616-2580 
c3rtralboiler.com ___ 


INSURANCE 


trie 

Insurance 

RIGHT’S 

INSURANCE 

110 S. Second St. 
Oakland, MD 

301-334-3968 


14-tf 


or call our office for other offerings. 


Hershberger Insurance Agency 

Serving our clients since 1939 

* Auto * Home Farm * Church * Life * Business 

"Providing Reliable Insurance Coverage with Competitive Rates" 


301-895-5161 or 301-746-8562 


141 Main Street, Grantsville, MD 21536 

24-hour service on the web at * 

www hprchhprrrprincnranrp rnm 

_-x-O -- 



Mountain View Services 

Serving Garrett Co. Since 2002 
Commercial * Residential 

Fall Cleanup 

TOTAL LAWN CARE - Mowing • Mulching 
• Edging • Trimming • and more! 

Call today! Your lawn Is my business! 

M 301-616-0928 


S: 



PICK-NICK 

Lawn Services 


j*. 

ML 



Mowing • Snow Plowing 
Trimming • Yard Clean-up 
• Mulching • Skidsteer Service 

Now accepting large estates up to 8 acres 

Nicholas Pickrel - Owner/Operator 

i i.,f 301-501-1724 or 301-387-4182 



J &■ J Lawn Care 


• Spring &r Fall Cleanups 

• Leaf Removal 

• Mowing &e Trimming 

• Gutters 

• Mulching Hr Mowing 

• FREE ESTIMATES 

301 - 616-6178 

301 - 246-4448 


CLEANING SERVICES 


CLEANING SERVICES - 

Kela & Cindy would love to 
make your home fresh & 
sparkling clean. Sorry, year- 
round work only. Great refer¬ 
ences. 301-533-0098. 27-4. 

GELLNERS' PROFES¬ 
SIONAL HOUSE CLEAN¬ 
ERS - Need a house 
cleaned? Give us a call at 
301-387-8042. We will come 
to your house & give you an 
estimate. 29-6. 

WILL DO - Cleaning of 
excess clutter, belongings or 
items no longer wanted. Can 
help you sort or you sort & 
have ready to haul. Will haul 
just about anything. Free 
estimates. Reasonable rates. 
Fully insured. 240-321-1266 
or 301-616-0813. 29-4. 

Visit The Republican Website at 
www.thcrcpublicannews.com 


MODULAR HOMES 


$5,000 


3 BR, 2 BA Home 
28x60. 

Includes many options. 

Colony Modular & 
Manufactured Homes 

Located between Lonaconing 
&Westemport, Md 

www.dd-homes.com 
301-463-2404 * 301-359-9621 


SONLIGHT LAWN SER¬ 
VICE - Now scheduling fall 

leaf cleanup. 301-334-6548 
or 304-693-7795. 29-4. 

GRASS & BRUSH CUT¬ 
TING - With 10 ft. brush hog. 
Also, pressure washing. Ben 
Kinsinger, 301-334-6561. 27- 
3. 


SERVICES 


JP BELOWSKY EXCA¬ 
VATING - Lot clearing, 
perks/septic systems, base¬ 
ments/footers, York raking/ 
seeding, driveways/decora¬ 
tive stone, sump pits for wet 
basements, pressure wash¬ 
ing homes & decks. Lie. 
#11240257. Call 301-453- 
3241. 25-5. 

PAINT & PAPER - Will 
do painting & wallpapering, 
residential or commercial. 
References available. Please 
contact Loretta Stoner or 
Jessica Paugh. Licensed & 
insured. 301-334-9782 or 
301-616-0541.28-15. 

Gutter Tech - Enjoy the 
rain. Let Gutter Tech do your 
spouting. Seamless gutters, 
Leaf Relief® covers, cleaning 
& repairs. For quality & integ¬ 
rity, call 301-334-3376 or 
301-533-1053. 28-5. 


Homes 


SERVICES 


dC 

MASTERMIND 

DESIGN* 

Signs • Banners 
Vinyl Lettering • Logos 
Graphics • Photography 


240 . 321.4899 



BUENA VISTA 

Contracting, llc 


Home 

Remodeling 
and Additions 


Visit our website or contact us 
for a complete list of services: 

www .Buena Vista( ontracting.com 
Infoitf Bliena\ istaC ontracting.com • 301-387-7880 


Licensed, Bonded, Insured 
MHIC #95248 


Free Estimates 
Hourly Rates Available 


Custom Ccihinctr u 

Quality caliinols dosiijnod lo 
fit vour aivliikvInraI not’ds 

Do sitjns nif I Fan 
814-662-22 I 5 
814-279-0652 


FREE FURNACE 
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SERVICES 


SERVICES - Lie. # 

'11290004 Need backhoe, 
excavator or dozer work? 
Call Steve! No job too small. 
Septic systems, drains, 
yards, stumps, foundations, 
footers, driveways or will 
consider doing work for junk. 
301-616-0129 or 301-334- 
1135. 23-13. 

I 

SEWING SERVICES - 

Alterations & repairs. Dress¬ 
es, pants, etc. Curtains & 
sewing projects. Reasonable 
rates. Call Pam, 301-334- 
3938. 27-4. 


SERVICES 


PRESSURE WASHING. 
MOWING & SKID STEER 
SERVICES - Commercial & 
residential. Curtain drains, 
culverts, leaf & brush re¬ 
moval, grading, hauling, 
backhoe, backfilling & related 
services. Senior discounts. 
Serving Garrett County for 13 
years. Fully insured. Rick, 
301-387-8348 or 301-616- 
1050. 26-5 

Try our Want Ads. They Pay 


SERVICES 


SEAMSTRESS SERV¬ 
ICES - Hems, alterations, 
new items, drapes, curtains, 
etc. Call Karen at 301-334- 
4498. 29-5. 


WINDOW 

Custom Draperies 
Blinds • Shades 
iBcdcoverings & Accessories 

Frtt In-Honu Shopping Serving 

HunterDouglas 

Duette* Honeycomb shades 
Silhouette window shading 
Luminette 

Country Woods Classics 
Decor* 

Batty Ztmmirman, Consultant 

301-689-9009 

1-800-427-7900 

38 Broadway, 
Frostburg, MD 

Mon.-Fri., 10 a m. - 5 p m. 
Saturday by appointment only 


3C* r 


Res/Comm. 

Int/Ext. 

HI 


Lie. & Ins. 
MHIC #85608 


PAINTINO 

Interior 

Wallpaper Removal • Wood Finishes 
Cedar/Logs • Aluminum 
Deck Care • Masonry 
Caulking • Waterproofing 

Aggressive Surface Preparation 

FREE ESTIMATES 
301-387-8545 * Swanton 

'Quality from start to finish" 


DUST DESTROYERS 
301-813-7009 

f Housekeeping 
• Carpet 
Cleaning 

•WE DO 
WINDOWS 

WWW . (huttdes tn>wr*. com 

2V-* 


SERVICES 


WILL DO - Professional 
removal of stumps from 1 to 
any amount you might have. 
Will also do lot clearing from 
1 tree to any amount. 25 yrs. 
experience. Fully insured. 
Reasonable rates 240-321- 
1266 or 301-616-0813. 29-4. 

MASONRY WORK 
WANTED - Do basements, 
foundations, pour floors, 
flues, fireplaces. Do all kinds 
of block, brick, stone & con¬ 
crete jobs Call Butler Ma¬ 
sonry, 1-301-387-5669. 27-5. 

BOOK REPAIRS - For 
Bibles, hymnals, and other 
books. Loose covers and 
pages reset and tightened. 
Call Ivan Rowe. 301-334- 
4334. 29-1. 


SERVICES 


SERVICES 


SERVICES 


SERVICES 


PAINTING - Interior/ex¬ 
terior. Free estimates. Qual¬ 
ity work. 301-387-3260. 29-5. 

WILL DO - Stone retain¬ 
ing walls. 301-746-5781. 


MASON CONTRACTOR 

- Offering custom brick, 
block & stone work 26 years' 
experience 304-704-5344 
26-4 


Stump Removal & Excavation 

30+ years' experience 

Spiker Bros., Inc. • 301-616-6142 

29-4*>d 


MHIC 90303 


itterTech 


°ur 




m 


Y& Mountain View 
M STUMP GRINDING 

Free Estimates • Reasonable Rates 

*>(814) 395-3726 • Addison, PA IsTlI 




Gutter covers 
Repairs & cleaning 
Where integrity counts 


Next Day Service • 301-334-3376 


Oakland, Md. 


Painter John 
301-501-0043 


CANVAS 

CREATIONS 

• Boat Covers 

• Awnings 

Anything Canvas 

301-387-4192 




_ R & M 
Driveway Paving 

Sealing - Patching - Striping 

Rick Durst/Owner 
3821 Bear Hill Road 
Grantsville, MD 21536 

301-895-5474 w-:, Free Estimates 


S.E. GREEN 

PLUMBING & HEATING 

Residential/Commercial ft 

New Construction 
Service & Repair 

Water pumps • Water heaters • Boilers 

Steve Green • 301-501-7817 

MD Master Plumber 18983 


25 tf 



Since 1930 


3a-if 


& Rrenneman 

III MM WELL DRILLING. INC. 


DRILLING, INC. 

G ROUN D WATER SPEC.I AIJSTS 

OFFICE 
301-746-8666 
FAX 

301-895-DRIL 
Providing & Protecting America's Groundwater 
www.brennemanweildrilling.com 


PUMPS 

REPAIRS 

CONDITIONING 



Michael R. Stefan 

28 Years' Experience Masonry 

Concrete 

Block • Brick • Stone 


Licensed & Insured 


Home: 301-895-4424 
Cell: 301-501-7090 


R.H. Fewster 
Painting Co. Inc. 

301-387-8782 

Interior/Exerior 

• Painting • Staining 

• Pressure Washing 
^and more! 

26~4(pd 


DEAR CREEK 
I.AMESCAPE DESIGN 

Oefign Cf installation 
* Patio#. Walkway#, bf Wall# 

* L’umplctc l.awn Maintainancc 
* Mulch, Topaoil, bf Stone 
* Light Grading bt Soil Prep 

301-746-5408 

/ licensed and insured 
a.y MDHIC # 125203 


Don Bologh 



Since 1990 


\ 

Worronty 
Authorized 
for most 
iiiujvr 
brands 






* Gas & Electric Ranges 
^ • Major Appliances 

washers, dryers, refrigerators, 
and dishwashers 
Prompt, Friendly Service 

Swanton, Md. • 240-321-1025 



John DeWitt 

Property Services, LLC 
Deep Creek Lake, MD 21541 

"Enjoy the lake. Let us do the work.” 

• Power Washing & Staining • Painting 
Drywall Repairs • Plumbing • Electrical 
• Window & Door Repairs • Deck Repair 
• Screen Repair • Gutter Cleaning 

Cell: 301-616-5729 « Fax: 301-387-255 0 

im Licensed and Insured • References 


Tressler Builders, LLC 

MHBR #942 

Phone 941-979-7877 

Custom Homes 
• Additions • Renovations 

Please visit us at 

www.tresslerhomes.com 

26-4tpd 


R.H. HOME PROJECTS 


FREE 


ESTIMATES 


240-321-7430 

Pole Buildings • Garages 
Roofs (shingle or metal) • Siding 
Decks • Additions 

"For All Your Building Needs 


Oakland's First & Finest 
Professional Household l Office Moving Service! 

ff®* s 


Stan DeWitt 


In business since 1993 Lor. C °' onj 
*Thanks for the opportunity n 9 0/.« nc ' 
to serve you " 0r lc 0 

Phone: 301-334-6211 


Storm Damage • Lot Clearing • Snow Removal 
Firewood • Lawn Care • Custom Skid Steer Services 





Brush, Stump b Tree Removal 


Insured 

Free Estimates 


301-334-9784 • Cell 301-616-9784 



ii 



OP' 'Oc'mtcuujT' Pcnnc 


im 

1 iv» p r-crx crncn Ca 


§ii 

Decks • Trim Work • Renovations 
• New Construction, etc. 


am 

Kevin McDonough 

Oakland, Md. 

301-334-2455or 443-286-0761 

MHIC 8960? 

25Si 




Giles Builders 
& Itcmodelers 

Residential and Commercial 
New Construction and 
Home Improvements 

ALL WORK GUARANTEED 
Free Estimates 

301-697-4843 

Licensed, Bonded & Insured MHIC #82723, MHBR #5003 


ni 


\i:si:k 

1LAIK INCOKI'ORATKD 




• Balloons 

• Bumper Stickers 

• Calendars 

. Caps & Jackets 


S I N <T T 

1894 


4|jfh -inwr 


317-429 6481 ,dl 


Decals-1 atx»is 
i xpfcutive Gifts 
• Key Tags 
Writing Instruments 


I39PAUI FRIEND R0 
[lAKLAND, M0 21550 



rviE a. nn w 

MOUNTAIN 

WORKS 


Seamless AluminumUutter 


We use high quality .032 
gauge seamless aluminum gutter 


20 COLORS AVAILABLE 
LEAF GUTTER GUAR0 


FREE ESTIMATES 


LOCALLY OWNED & OPERATED 

301-334-1160 


E-Z Excavating 

Complete Excavating Service 

Paul Everly 
30 1334 2940 
1-800-491-3983 


H-lf 


D&M 
Stone 

Wide variety 
of landscaping 
stones available 


Delivery Available 


301-483-3200 


Bear Creek Woodworks 

Furniture Repair 
& Restoration 



Richard L Pullen 
510 Resh Lane 
Accident, MD 


Phone: 301-746-6336 


Need an Auctioneer? 

Deep Creek Lake Auctions, llc 

MD & WV Auctioneering Service 
Donald J. Ringer, owner 

Ringer Auctions and Real Estate 

301-616-7407 • 304-735-3426 

WV Lie. #1 '34 info@ringer auctions.com 


Humberson 

Excavating 

• Site preparation 
• Road building 
• Foundations 
Loader, backhoe, 
dozer, dump truck 
— Free estimates — 
301-387-4013 
301-387-5858 
301-387-2501 


MHIC 81637 


w 


M oa> _ MHIC I 

^HARPLEj^ 


BUILDERS 

NOW ACCEPTING 
All types of projects 
• Remodeling • Additions 
• New Construction 

Over 30 yrs 1 experience 

Owned & Operated by 
Rick Sharpless and Family 

301-387-2673 


0) 


NEED A LIM0 
301-501-LIMO 

dccprrcckl lmcf6.com/hmo 






FAKE 

FIELD 

STACK 

STONE 

UCENSED 

w 




FLAGGING 

PAVERS 

CONCRETE 


\CK; oe service-concrete 

240-580-4046 INSURED 


P,RElG 7 A T STICONCRETE 


FOUNDATIONS 


Warm, Dry and Easy |j| 

To Finish Basement 
Installed in Just 
One day! 

HUMBERSON 

Homes i II 

US 219 North of McHenry 
l*M« 0,r„tt Mw, McHt.rf. MD J1*4I 

‘ini.9K7.AQ7A Rnn_4S7-A777 
^^AodwUrrdjsglg^^i^ouMnsgection 
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CARROLL HARVEY 
CONTRACTING 

409 I St., Mtn. Lake Park 


Now Accepting Fall & Winter Projects 


• Basement Remodeling - Let us turn your dreary unfinished basement 

into a cozy living space. 

• Bathrooms - Does your bathroom look older than you do? A clean new 
bathroom just feels good! 

• Kitchens • Does your kitchen feel uninviting? A new kitchen will spice 
up your culinary ambitions. The beauty of wood cabinetry, durable tops, 
contemporary appliances, along with effective lighting will motivate the 
chef inside! We also offer custom cabinets U real maple butcher block tops. 

• Laminate & hardwood floors - Tired of your worn out carpet? We 
install durable laminate flooring U beautiful pre-finished hardwood flooring. 

• Custom stairways - A new stairway can be the focal point of your home 

• Garage finishing - Get that unfinished feeling when you pull into your 
garage? Let us install firewall drywall U paint to your taste. 

• Doors ti windows - Do your doors U windows give you the cold chills? 
We install new insulated airtight windows U insulated steel doors. 

• Drywall - Paneled walls giving you the blues? Let us install, finish, U 
paint new drywall for a fresh new look. 

• We also - * Build U install formal U rustic fireplace mantles. 

* Beautifully finish U install new trim work, doors, U panels. 

Call TODAY for a 
FREE Estimate 

301-334-6156 

MHIC #77327 bonded • insured 


HAf«i auananr 


Courteous, 

Professional 


Planninq a New Home ?? 



MODULAR] 
CONSTRUCTION 

Ranch Cape Cod Two-Story Contemporary 
1001 of ltd. Floor Plani Banb/Lender Auiitance 





Ptfrl and 


Deep Creek Lake Wispering Views 
"Smart Home" Technology * 

MODEL HOME 
OPEN 

Mon.-Sun. 9-5 

Purchase this home or 
have us custom build one for you! 


HUMBERSON 


MHBR 

305 


301 - 387-6976 / 800 - 457-6777 
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officers decided to switch 
places next year, as this was 
the first year for two of the 
officers. 

Door prizes were given 
to descendents or spouses 
for the following: oldest 
man: Marvin Beitzel; oldest 
woman: Lena Beitzel; lon¬ 
gest married: Sherman and 
Alice Bittinger; newlyweds: 
Jeremy and Megan Letchic; 
youngest baby: Landon Be¬ 
itzel; farthest distance trav¬ 
eled: Brenda Beitzel and 
family; and largest family: 
Margaret Beitzel and seven 
children. 


FRIENDSVILLE 


open to the public and in¬ 
cludes pickup at Grantsville, 
Frostburg, and Cumberland. 
For more information, per¬ 
sons may telephone Louise 
Brenneman at 301-895-5697. 

NHS SPORTS 
The Northern High School 
varsity football team will 
host Keyser this Friday, Sept. 
19, with the kickoff at 7 p.m 
The JV football team will 
compete at Chestnut Ridge 
on Monday, Sept. 22, begin¬ 
ning at 6 p.m. 

The golf team will com¬ 
pete against Southern on 
Monday, Sept. 22, at the 
Wisp at 4 p.m., and against 
Fort Hill on Thursday, Sept. 
25, at Rocky Gap at 4 p.m. 

The volleyball team will 
compete at Bishop Walsh 
next Tuesday, Sept. 23, at 
6 and 7:30 p.m., and at Al¬ 
legany on Wednesday, Sept. 
24, at 6 (JV) and 7:30 p.m. 

The girls’ soccer team 
will compete at Hampshire 
this Saturday, Sept. 20, at 11 
a m., and host Bishop Walsh 
on Monday, Sept. 22, at 6 
(JV) and 7:30 p.m. 

The boys’ soccer teams 
will compete at Hampshire 
this Saturday, Sept. 20, with 
varsity playing at 12:30 p.m. 
and JV competing at 2 p.m. 
The Huskies will host Mtn. 
Ridge on Tuesday, Sept. 23, 
at 6 and 7:30 p.m. 


TOWN NEWS 
The next Community 
Legacy meeting will be held 
Thursday, Oct. 2, at Town 
Hall, beginning at 7 p.m. 

The next mayor and town 
council meeting will be held 
Monday, Oct. 6, at 7 p.m. 

There will not be a fall 
clean-up this year. 

Beitzel Reunion 
Held In Bittinger 

The 70th annual Beitzel 
reunion was held on Aug. 
31 at the Bittinger fire hall. 
There were approximately 
170 family members and 
friends in attendance. 

The reunion was led by 
Doug Beitzel, president; 
Todd Beitzel, vice president; 
and Robin (Beitzel) Durst, 
secretary/treasurer. The top 


Sept. 11 Event 
Held In G’ville 

Woodmen of the World 
Lodge 41, Grantsville, con¬ 
ducted a special community 
ceremony to remember the 
victims and heroes of Sept. 
11 , 2001 . 

The ceremony, called “In 
Honor and Remembrance - 
the Woodmen of the World 
Salutes America’s Heroes,” 
also included a salute to 
firefighters, EMTs and res¬ 
cue squad members, police 
force members, and veter¬ 
ans, "whose bravery and 
dedication help to safeguard 
the community every day,” a 
spokesperson said. 

The ceremony also in¬ 
cluded the dedication of two 
flagpoles at the new Grants¬ 
ville fire hall. 

Grantsville Post 214 
American Legion raised the 
flags, followed by a gun sa¬ 
lute. 

Music for the program 
was provided by Diona 
Broadwater and Goldie 
Praff. 

Speakers were Senator 
George Edwards, Mayor 
Paul Edwards, and WOW 
fraternal coordinator Phyllis 
Mervine. 


ASHER GLADE 
CHURCH OF GOD 
The Asher Glade Church 
of the Brethren will be re¬ 
sponsible for nursing home 
visits this Sunday, Sept. 21. 
The youth of the church will 
be going also. 

The women of the church 
made 100 health kits to take 
to the fall rally to distribute. 

SELBYSPORT UNITED 

METHODIST CHURCH 
A church council meet¬ 
ing will be held Wednesday, 
Sept. 24, at 7 p.m. 

SOUP SALE 
The Friendsville Unit¬ 
ed Methodist Church will 
hold a homemade soup sale 
on Friday, Sept. 19, at the 
church from 5 to 7 p.m. 
The soup of the month is 
vegetable soup, and the meal 
consists of soup, bread, and 
dessert. Persons may eat in 
or take out. Soup will also 
be sold by the pint or quart. 
Noontime deliveries will be 
made upon request. 
PANCAKE SUPPER 
Grace Lutheran Church 
will hold its annual pan¬ 
cake supper on Friday, Oct. 
3, from 4 to 7 p.m. at the 
church. The menu will in¬ 
clude pancakes, sausage, 
sausage gravy, etc. Thrivent 
will provide matching funds 
of the free-will donation 
proceeds. 

MERCY CHAPEL 

The annual church pic¬ 
nic will be held this Sun¬ 
day, Sept. 21, and will be 
hosted by Frank and Becky 
Vitez, 1919 Mill Run Road. 
Friendsville. 

Attendees are asked to 
bring a covered dish and 
lawn chair. The meal will 
be served at 1:00 p.m. The 
regular morning worship 
service will be held at Mercy 
Chapel at 10:30 a m., with 
Pastor Daymond Schmuck 
presiding 

THE WISHING WELL 
Pearle Bittner is recover¬ 
ing at her home after a re¬ 
cent fall. Cards can be sent 
to her at 613 Water Street, 
Friendsville, MD 21531. 
BIRTHDAY WISHES 
Leona Ross will be cel¬ 
ebrating her 79th birthday 


can be sent to her at 1028 
Ross Avenue, Friendsville, 
MD 21531. 

DRUG ID MEETING 

A free drug identifica¬ 
tion meeting will be held 
Tuesday, Sept. 30, from 
6:30 to 8 p.m. at the North¬ 
ern Gar-rett Rescue Squad 
building in Friendsville. The 
instructor will be Rob Cor¬ 
ley of the Garrett County 
Sheriff’s Office. The public 
meeting is for adults only. 
For more information, per¬ 
sons may contact the Health 
Education office of Garrett 
County Health Department, 
301-334-7730. 

WOW NEWS 

Woodmen of the World 
Lodge 45 held its annual 
awards banquet at the Bit¬ 
tinger fire hall, with 51 mem¬ 
bers and guests attending. 
The Fraternal Spirit award 
was presented to Mel Hum- 
berson. The Outstanding 
Citizen award went to May¬ 
or Spencer Schlosnagle. The 
Conservation award was pre¬ 
sented to Bonnie and Doug 
Klotz. The Good Neighbor 
award was presented to Em¬ 
ily Friend. Backbone River 
Sound provided the enter¬ 
tainment. Door prizes were 
awarded. 

The October meeting will 
be held at Goodwill Nursing 
Home on October 16. The 
lodge members will enter¬ 
tain the residents. 

TRIP PLANNED 

The next trip for the Cir¬ 
cle of Friends will be to 
Gettysburg, Pa., on Satur¬ 
day, Oct. 25. The trip will 
include the new museum 
and visitors’ center, lunch 
at Dobbin House Tavern, 
histone church tour, and the 
Shriver House. The tour is 


DENIED SOCIAL SECURITY? 

CALL 

KIRKWOOD & ROGERS, P.A. 

Experience You Can Trust 

KEYSER CUMBERLAND 

304-788-8080 301-759-4040 

♦ SERIOUS PERSONAL INJURY 

♦ WORKERS' COMPENSATION 


FLAG DEDICATION HELD - Grantsville Lodge 41, 
Grantsville, held a dedication ceremony for two flag poles 
at the new Grantsville fire hall in conjunction with its 
Sept. 11 remembrance ceremony. The flags were raised 
by the Grantsville Post 214, American Legion, followed 
by a gun salute. 


Everett Mahlon McClintock 
1/10/27-7/11/08 


May Alene McClintock 
8/23/27 - 7/08/08 


How do we ever begin to thank so many 
people for their outpouring of love and 
support? It is hard to lose one parent, but 
losing both together is unthinkable. We 
thank you for your cards, phone calls, food, 
helping with barn chores, flowers, house 
sitting, answ ering phones, and time 
searching; but most of all for your prayers, 
which is truly what keeps us going. Your 
kindness is very' much appreciated. We have 
a broken heart, but with God s help, 
we will slowly begin to heal. 

The McClintock Family 


EXTRA-, 

Attic ■ 
Storage 


Self Storage Units 


IO’xIO’ & 10’x20 

Units Renting Now 


<L4ouaS: Mok.,12-7, lues 


OAKLAND 301 - 334-6132 


101 Sherman Aliev 


Salisbury. PA 


this Friday, Sept. 19. Cards 


Incredible scenic views on 
buildable lot! 6867619 Ten 
minutes to Deep Creek Lake 
Slate Park Ten minutes to 
Oakland. Building lot with 
beautiful mountain and pasture 
views. Well and septic are in 
place, clectnc to property, ready 
to build. All you need are 
permits. $49,900 


Quality Ness Construction! 

6594092 Built with 50-year 
roof, Andersen windows, 2 x 6's 
and HOME WARRANTY 
Complete with views of The 
Wisp Ski Resort from the large 
low-maintenance deck. Great 
family room with gas fireplace. 
Heated double-car garage and 
paved driveway. Don't worry 
about snow removal -its done for 
you! $299,900 


6775219 


Your New Deep Creek Lake 
Waterfront Home for Summer 
Fun & Winter Delight! 

6791785 Call for details on this 
sure to please lakeffont home 
loaded with neat features. 
$779,000 


Immaculate Home! 

Motivated Seller!Breezeway 
between garage and house. 
Landscaped yard with an 
electric fence. Large sun porch 
w/stainless steel sinks for large 
family gatherings Conveniently 
located between Cumberland 
and McHenry-minutes frm 
Jennings Randolph Lake Deep 
Creek Lake $235,000 


View! Dock! Rental Income! 

Get It all now! 6788943 View 
sparkling waters from this 
mountainside location. Play at 
private dock or around the 
corner are restaurants, kid 
activities, cultural events & 
festivals, ski slopes & adventure 
sports center With 5 bedrooms, 
host friends & family or enjoy 
established rentals ($15,000+ 
2007). Ready to enjoy now, 
furnishings & home warranty 
included $474,800 


Beautiful 5 Acres 6543307 
Spectacular views at end of a 
cul-de-sac in peaceful Vista 
Ridge. Close to State Forest and 
Swallow Falls. Only 8 miles 
from Wisp and Deep Creek 
Lake. Perfect for your cabin in 
the woods! $79,995 


DEEP CREEK 
REALTY 


Each Office is Independently 
Owned and Operated 


at ww w.DeepCreekRealty.com 

r stop by our office 
Highway. McHenry, MD 21541 
in McHenry Plaza) 


Lake Access 6 Bedrooms 7 

Baths 6366347 Enter the 
center hall Be led to great room 
w/towenng ceiling & lake view 
window wall. Play at lake 
accessrtennis courts. Enjoy sun 
on the deck & relax on the 
screened porch. Cozy up to 
fireplaces Entertain a crowd 
w/6 bedrooms & 7 baths 
(4000+-sq ft). Northern 
lake/great rental potential. 
$528,888 


Well Maintained Home In 
Mountain Setting 6639066 
Charming immaculately 
maintained home Includes lots 
146,147 & 148 Alpine Section 
Alpine Lake is a gated lake 
resort community in the 
mountains of North Central 
West Virginia. Amenities 
include stocked 148 acre lake. 
18 hole golf course, indoor pool, 
beach, boathouse, hiking/biking 
trails $215,000 


Chalet in Coveted Sky Valley!! 

6857335 Comes with HOME 
WARRANTY & EXTRA 
COVERAGES, beautiful 
double-sided stone fireplace, 
thermal pane windows & 
constructed with 2x6's. 
Surrounded by common area & 
comes with an extra building lot. 
Lake access with boat slips per 
availability through HOA! 
$349,000 


8:30 AM-6:00 PM 
7 Davs a Week 


Beautiful Home With Almost 
27 Acres! 6617626 Complete 
with HOME WARRANTY, 
heated oversized 2-car garage. 3 
sources of heat, scenic views, 
ceramic tile, wet bar, walk-in 
closets, 64 X 40 pole building w/ 
100 amp service and water, 
jacuzzi w/ 2 shower heads, 
bonus room could be 4th 
bedroom. $499,999 


Level Wooded Lot With 
Approved 3 Bedroom Perc 

6865600 Lot 14 Sect 3 Blk T. is 
a Level wooded lot on 0.59 
acres It BACKS TO STATE 
GAME LANDS Full member¬ 
ship conveys. Gated Access. 
Enjoy the serene mountain 
setting, miles of wooded non- 
paved roads and common-use 
acreage for hiking, cross¬ 
country skiing, biking, hunting 
and fishing APPROVED FOR 
A 3 BEDROOM 
TRADITIONAL GRAVITY 
FED SEPTIC SYSTEM 
$21,995 


Rare Opportunity! 5483928 
Primary residence, vacation, or 
investment property! New 
Construction with 4 bedrooms 
(2 are master suites), hot tub. 
and 1.5 acres of privacy! Close 
proximity to Deep Creek Lake 
and Wisp Ski amenities! 
$399,900 


PROPERTY MANAGEMENT AND RENTALS 

'Vacation Rentals — i wide variety of homes, chalets, and condos. 
'Long-Term Residential Rentals — in town or country 
'Property Management — professional management for your 


recreational or residential property 


Grral location! 6685510 

Great business in a great 
location! Close to 1-68 with 4 38 
acres of commercial ground 
This business is in operation. 
Also included is a 2 bedroom 
apartment, all outbuildings, 
storage trailers, equipment, and 
tanks $850,000 


Watch Autumn Glory Parade 
From Your Front Porch! 

6742766 Gorgeous Victorian 
home located in Oakland's 
Historic District with unbeliev¬ 
able character! Original 
woodwork, stained-glass 
windows, hardwood floors, 
gourmet kitchen complete with 
stainless steel appliances, wine 
cooler, wet bar, and Corian 
countertops $329,900 


Prices Greatly Reduced! October 10 m -19 m 

Bringing more buyars and tailors togathar. 


Town Living In a Country 
Setting! 6822916 Clean, 
energy efficient, well kept home 
in Accident Level, landscaped 
yard Farm and mountain views! 
Call today for more details! 
$139,900 


Garrell Menlors 

Inspire Bv Example 

301 - 387-5437 


DeepCreekRealty. com 
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A FLOCK OF REDCAPS? No, it’s not a new species 
— just a bunch of athletes bobbing in Deep Creek Lake 
readying to swim the 1.2-mile leg of the SavageMan 
Triathlon, held Sunday. Nearly 600 people, from all parts 
of the USA and abroad, put themselves through the 
paces of the grueling event, some taking on the entire 
challenge of the swim, the 55.7-mile bike ride, and the 
13.1-mile run; and others engaging in one or two events 
of the three-sport race. The participants first braved the 


waters of Deep Creek at about 8 In the morning. With the 
air temperature hovering In the upper 40s, the lake’s temp 
of 68 degrees was not unpleasant, according to several 
swimmers. With so many participants, entry into the 
water was accomplished in waves (no pun intended). The 
swimmers went out to a particular spot and treaded water 
until the air horn sounded, and then they were off. The 
treading part is pictured in this photo by Karlo Gesner. 
See multiple pictures of the event in this section. 


PACE Event To 
Be Held In Jan.; 
Sponsors Sought 

The 2009 Mountain 
Maryland PACE (Positive 
Attitudes Change Every¬ 
thing) Reception is sched¬ 
uled for Thursday, Jan. 29, 
from 6 until 8:30 p m . with 
the Legislative Breakfast 
slated for Friday, Jan. 30. 
Both events will be held at 
the Loews Annapolis Hotel, 
and the general public is 
welcome to attend. 

This year’s theme is 
“Think Green - Think 
Mountain Maryland " 

Sponsored annually by 
the Cumberland/Allegany 
County Industrial Founda¬ 
tion Inc. and the Garrett 
County Development Cor¬ 
poration, PACE provides 
Allegany and Garrett coun¬ 
ties the opportunity to ad¬ 
dress their concerns with 
state lawmakers and other 
officials. 

Corporate sponsors are 
being sought to help un¬ 
derwrite the PACE recep¬ 
tion and breakfast. There 
are three levels of giving: 
gold, $1,000; silver, $500; 
and bronze, $250 PACE 
Partner sponsorships are 
also available at $100 for 
individuals, businesses, and 
organizations. 

Invitations for the Recep¬ 
tion and Legislative Break¬ 
fast will be mailed the first 
week of December. Early 
bird tickets (before Jan. 5) 
are $115 per person After 
Jan. 5 the cost is $150. 

For further information 
about the event and hotel 
accommodations, persons 
may call 800-555-4080, e- 
mail cyoungfo allconet.org, 
or visit mtmdpace.com. 

Man Charged With 
Eluding, Destroying 
Property, DUI, DWI 

An Oakland man was ar¬ 
rested early Monday morn¬ 
ing after attempting to e- 
lude police A Garrett Coun¬ 
ty sheriff's deputy made an 
effort to perform a traffic 
stop on a vehicle in the 
Dennett Road area after he 
observed the driver pass an¬ 
other vehicle in a no-passing 
zone. 

Brian Lee Moats, 25, the 
driver of the vehicle, then 
aiiciciaicu and aiictnpicu 
to flee. The deputy contin¬ 
ued to follow Moats into 

Continued on Page A-9 


Police Seeking 
Leads On Two 
Area Burglaries 

Maryland State Police are 
seeking informaflon on two 
separate burglaries in which 
an unknown suspect(s) has 
removed an amount of cop¬ 
per wire from a business or 
residence. 

The first burglary is re¬ 
ported to have occurred be¬ 
tween Monday, Sept. 15, 
to Saturday, Sept. 20, in 
Grantsville. Approximately 
300 ft. of copper wire was 
stolen from a residence lo¬ 
cated at 2869 River Road 

The second incident re¬ 
portedly occurred between 
Tuesday, Sept. 23, and 
Wednesday, Sept. 24. Sev¬ 
eral feet of copper wire was 
stolen from Superior Sand 
Company, located on White 
Rock Road, Friendsville. 
Certain areas of the plant 
had damages allegedly com¬ 
mitted by the suspect(s). 

Continued on Page A-9 


GC Health Department Will 
Offer Flu, Pneumonia Vaccines 


The Garrett County 
Health Department will be 
offering flu and pneumonia 
immunizations in October 
and November at walk-in 
clinics throughout the coun¬ 
ty- 

The health department 
has a vaccine supply avail¬ 
able to immunize indivi¬ 
duals for protection against 
influenza. Garrett County 
health officer Rodney Glot- 
felty encourages indivi¬ 
duals to take advantage of 
the flu clinics and recom¬ 
mends the vaccination of 
all individuals, especially 
those at increased risk for 
complications related to the 
virus. 

In addition, the health 
department has a supply 
of FluMist®, a live and 
weakened nasal spray con¬ 
taining the influenza vac¬ 
cine. It is recommended for 
healthy persons from age 
2 through 49 years of age 


RECOGNIZED FOR SAVING A LIFE - Michael 
Saunders, Oakland Elks Lodge #2481 esquire, helped 
save the life of an elderly Arizona man during the recent 
Grand Lodge National Convention of the Benevolent and 
Protective Order of Elks in Anaheim, Calif. Saunders is 
an Oakland Volunteer Fire Department firefighter and 
Southern Garrett County Rescue Squad EMT-B. While 
6,000 Elk members were listening to a drug awareness 
report, the elderly man had a cardiac event. Someone 
sitting beside him called for a doctor, and Saunders ran 
across the convention hall to assist the man. Rescuers 
arrived on the scene and took over the life-saving effort. 
They commended Saunders and another person for 
their quick action and life-saving efforts. Later that 
evening, Saunders received a phone call from the past 
state president of the Arizona Elks state association, 
expressing his and the elderly man's gratitude Saunders 
was awarueo a special citation trom tne Oakland tins 
Lodge during Its recent 9/11 program. Pictured are 
Saunders and District Deputy Grand Exalted Ruler G. 
Gerald Morrow, who presented the citation. 


who are not pregnant. It is 
approved for most health¬ 
care workers and household 
contacts of most people at 
high risk for influenza com¬ 
plications. 

According to the health 
department, high risk in¬ 
dividuals are people older 
than 65; persons age 6 
months to 64 years with 
certain chronic medical 
conditions such as heart 
or lung disease, asthma, 
or kidney disease; meta¬ 
bolic disorders, including 
diabetes, anemia and other 
blood disorders; certain neu¬ 
romuscular disorders that 
can cause breathing prob¬ 
lems; persons with weak¬ 
ened immune systems from 
HIV/AIDS; long-term treat¬ 
ment with drugs such as 
steroids, cancer treatment 
or radiation; healthy chid- 
ren age 6-59 months; per¬ 
sons who have direct contact 
with at-risk individuals 
such as health care provid¬ 
ers, nursing home staff, 
and household members of 
those in the high-risk groups; 
and women who will be 
pregnant during the influ¬ 
enza season 

The vaccines are avail¬ 
able at the following loca¬ 
tions and times: Swanton 
Senior Center, Oct. 6, 11 
a m. to 1 p.m.; Kitzmiller 
Senior Center, Oct. 8, 11 
a.m. to 1 p.m.; Friendsville 
Senior Center, Oct. 9, 11 

Continued on Page A-3 

Man Charged 
With Sex Offense, 
Assault, And Rape 

An Oakland man was 
charged on an arrest warrant 
with second degree rape, 
third degree sexual offense, 
and second degree assault. 

Keithan Jay Glotfelty, 18, 
was arrested by Maryland 
State Police after an inves¬ 
tigation by the barrack's 
Criminal Investigation Sec¬ 
tion. Police recently learned 
that a 12-year-old female 
had sexual relations in Oc¬ 
tober of 2006 with Glotfelty, 
who was 16 at the time. 

Although the offense oc¬ 
curred when Glotfelty was 
under 18, juveniles age 16 
and up are automatically 
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Maryland Law for certain 
offenses He was released on 
$25,000 unsecured bond. 


salth Insurance 
artnership Event 
ated In McHenry 

The Garrett County 
lamber of Commerce 
11 host a Health Insurance 
rtnership session at its 
:Henry office on Mon- 
y, Sept. 29, beginning at 
10 a.m. Nicole Stallings, 
ief of government rela- 
ns and special programs 

■ the Maryland Health 
re Commission, will be 

■ presenter. 

Small-business owners 
io have not been able to 
avide health insurance 
verage for their employ- 
5 may find the Health 
iurance Partnership help- 

“The Garrett County 
amber of Commerce and 
r Garrett County Health 
■partment feel it is impor- 
lt to bring this message 
our small businesses," 
__jd Karen Reckner, the 
chamber's director of busi¬ 
ness services. “This is the 
only session scheduled in 
western Maryland, so we 
strongly urge the public to 
attend. Please note that you 
do not need to be a chamber 
member to attend this infor¬ 
mational session.” 

Stallings will give an 
overview of the partnership, 
including who is eligible and 
how to enroll for this new 
program Garrett County 
health officer Rodney Glot¬ 
felty will also provide infor¬ 
mation to interested business 
owners. 

The partnership is de¬ 
signed for businesses with 
two to nine full-time em¬ 
ployees, earning an average 
yearly wage below $50,000, 
that have not offered health 
coverage to their employees 
in the previous 12 months. 
Businesses that meet these 
criteria may be eligible to 
receive a subsidy of up to 50 
percent of their insurance 
premium. 

Under the partnership, 
small businesses may be 
eligible to receive a subsidy 
that helps provide health 
coverage services and re¬ 
wards participating indi¬ 
viduals for efforts to improve 
their health and/or manage 
chronic disease. 

Eligible businesses may 
choose from a selection of 
health coverage plans and 
establish a payroll deduc¬ 
tion Business owners will 
work with a local insurance 
agent or broker to register 
for the partnership and to 
find the right health care 
plan for them. 

“This session provides 
Continued on Page A-19 


TRUCK AND TRAILER GO UP IN FLAME - The Deep Creek and Accident fire 
departments responded to a vehicle fire along U.S. Rt. 219 in front of Happyat Hill 
Horsery just north of McHenry Tuesday afternoon. The cause of the 2:33 p.m. fire is 
still under investigation, and the owner of the vehicle is unidentified. Sandra Savage, 
a neighbor of the horsery, took these photos and reported saying that the truck drifted 
backwards, causing the trailer to jackknife. The fire then spread to the trailer and its 
cargo. Further information was unavailable from Maryland State Police. 


Cause Of Fire 
Remains Under 
Investigation 

A fire that caused an es¬ 
timated $55,000 in damages 
to a wood-frame structure 
near McHenry last Wednes¬ 
day evening remains under 
investigation by personnel 
of the Maryland State Fire 
Marshal’s office. 

F irefighters from the Deep 
Creek. Accident, Friends¬ 
ville, Oakland, Bittinger, 
and Deer Park fire depart¬ 
ments were summoned to 
the 4000 block of Sang Run 
Road at 8:06 p.m., after a 
call was received from a 
neighbor. Upon the arrival 
of the first units, heavy fire 
was found in the single-fam¬ 
ily dwelling owned by Vir¬ 
ginia Raney. 

It took more than 40 
firefighters approximately 
a half-hour to bring the 
blaze under control, accord¬ 
ing to Deputy State Fire 
Marshal Jamie Rodeheaver, 
who estimated the dam¬ 
ages to the structure to be 
$50,000, and to the contents, 
$5,000. 

The Northern Rescue 
Squad also responded to the 
scene. There were no inju¬ 
ries reported. 

DSFM Rodeheaver re¬ 
quests that persons with 
any information concern¬ 
ing this incident telephone 
the local office at 301-387- 
0482. 


Norris Rush To Spend 18 Months 
In Jail For Manslaughter Charge 


Norris Wayne Rush was 
sentenced in Washington 
County Circuit Court on 
Monday to 10 years in the 
Department of Corrections 
for the December 2006 
shooting death of David 
Wayne Lancaster. All but 
18 months of that sentence, 
however, was suspended. 

After his release from jail, 
Rush will be on supervised 
probation for three years, 
followed by two years of 
unsupervised probation. 

The 52-year-old Acci¬ 
dent area man’s case was 
moved from Garrett County 
to Washington County Cir¬ 
cuit Court because of pre¬ 
trial publicity. At his trial in 
July, Rush pleaded guilty 
to manslaughter, and sub¬ 
sequently, related charges 
of second-degree murder, 
reckless endangerment, and 
use of a handgun in a vio¬ 
lent crime were not pros¬ 
ecuted. 

Rush is a brother-in-law 
of Garrett County sheriff 
Gary Berkebile, and Lan¬ 
caster’s mother has ques¬ 
tioned the thoroughness of 
the murder investigation. 

Lancaster, 29, was a 
resident of New Saltzburg, 
Pa„ but had lived in Garrett 
County at one time. Rush 
shot Lancaster at Rush’s 
home on Dec. 2, 2006, re¬ 
portedly, during a night of 
dnnking. 


A third person present at 
the time of the shooting, Bil¬ 
lie Jo Zimmerman, testified 
that an argument had oc¬ 
curred over the nature of her 
relationship with Rush 

Zimmerman and the vic¬ 
tim had a previous relation¬ 
ship, and there was some 
evidence the two were talk¬ 
ing about reconciling. Dur¬ 
ing the argument, Lancaster 
was alleged to have grab¬ 
bed a knife from Rush’s kit¬ 
chen. threatened the other 
two and cut Rush’s thumb. 
Rush went mto his bedroom 
and retrieved a gun. After 
a brief exchange of words, 
Rush shot Lancastei three 
times. 

He was later pronounced 
dead at Garrett County Me¬ 
morial Hospital. 

Continued on Page A-9 
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MEMBERS OF THE LOAR AUXILIARY of Garrett 
County Memorial Hospital presented a check for $30,000 
to the Hospital Foundation, In fulfillment of the auxiliary’s 
$50,000 pledge, toward funding the recently purchased 
o t seen unit, on nanu lor uie pieeemauon, from iom from 
left, were Lisa Malone, auxiliary secretary, Pam Trydahl, 
foundation treasurer, Donald Battista, GCMH CEO, Betty 
Wolford, auxiliary president, and Denise Shay, auxiliary 


vice president. Auxiliary members, back row from left, 

were Joyce Cotter, Carol Gallentine, Betty Croston, Patty 

Croston, Sally Horwatt, Judy Church and Gerald Gank, 

auxiliary treasurer. The Loar Auxiliary manages and 

. • • • ... 
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hospital. Individuals interested In volunteering In the gift 
shop should contact the Volunteer Services Department 
at GCMH or call 301-533-4041 for an application 
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OFFICIALS ATTEND TOTAL BIZ EVENT - Total 
Biz Fulfillment hosted a Garrett County Chamber of 
Commerce Business After Hours event last Wednesday 
at the company's new facility, located at 120 Resource 
Avenue (across from 84 Lumber along Rt. 135) near Mtn. 
Lake Park. This is the business's second warehouse 
campus. Chamber members and local officials - Includ¬ 
ing Garrett County Department of Economic Develop¬ 
ment director Jim Hinebaugh, chamber president/CEO 
Charlie Ross. Sen. George Edwards, and county com¬ 
missioner Fred Holliday - Joined Total Biz owner Gary 
Ruddell and his staff at the 60.000-square-foot facility. 


A buffet and drinks were provided, along with tours 
of this state-of-the-art distribution center. Total Biz 
recently began shipping from the new location, the first 
phase of an expansion project that is expected to gen¬ 
erate work for 20 new employees this year. "The Business 
After Hours events provide a terrific opportunity for 
chamber members to network in a social atmosphere 
and to learn about different business,” Ross said. The 
next event will be held In October. For more information, 
persons may visit www.garrettchamber.com. Pictured at 
right In the suit is Ruddell. To his right are Holliday and 
Hinebaugh. Behind them is Edwards. 


ATV Stolen From 
Grantsville Home; 
MSP Seeking Lead 

A 201)6 Yamaha 450 blue 
and white ATV was removed 
from a Grantsville residence 
sometime between the hours 
of 4 and 7 a m. Tuesday 
morning. 

The residence is located 
at 2352 National Pike, and 
the ATV was parked along 
the roadway, chained to a 
tree. The chain was cut with 
bolt cutters by an unknown 
person(s) and loaded into 
a vehicle just west of the 

rrrsr 


residence. 

MSP is seeking any infor¬ 
mation concerning this inci¬ 
dent. Those with any leads 
are to call the McHenrv Bar¬ 
rack at 301-387-1101. 

Friendsville Man 
Taken To GCMH 
After Accident 

A Friendsville man 
was transported to Garrett 
County Memorial Hospital 
Thursday evening following 
a single-vehicle accident. 

James Lee Johnson, 53, 
was traveling north in his 
2005 Ford Ranger on Trap 



$67 Glendale Rood, 
Silver live t'enler 


Ivm 


301-387-8333 


Beautiful Lakefront Location! 


j Monday Madness: 5-7 p.m.: 
Half priced menu items j 
and appetizers. 

Happy Hour 
Drink Specials 
tat thr bar only) 

Wednesday: 

Order a bottle of wine 

and receive 20% off 
i of your wine bottle purchase, j 
i Available in restaurant and bar. : 


Tuesday: 

Family Style Dinners 
Bring your family, friends 
or office for an Italian family 
style dining experience! 


Thursday: 

Live JAZZ 
from 7-9:30 
with Jenny 
and Nathan Wilson 
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DafySpccials: 

Join us for I fappy I lour: 
Mon. - Fri., specials every mghl! 

$1 Domestic Draft 
$2 Domestic Roltlc 
$3 Rail Drinks 
$4 Well Drinks 



Run Rd., north of White 
Rock Rd., at approximately 
6:15 p.m. He looked off the 
roadway and subsequently 
lost control of his vehicle 

Johnson traveled off the 
road into a culvert, and the 
vehicle overturned and then 
struck a tree. Maryland State 
Police were called to the 
scene, along with Northern 
Rescue Squad and Friends¬ 
ville Volunteer Fire Depart¬ 
ment. 

Johnson was transported 
to Garrett Memorial to be 
checked for possible inju¬ 
ries. The collision is under 
investigation by Tfc. N.D. 
Arnold. Charges are pend¬ 
ing on completion of the 
investigation. 

Annual Autumn 
Glory Festival 
Car Show Slated 

The Mountain Top Cruis¬ 
ers Car Club will present 
the 11th annual Autumn 
Glory Car, Truck, and Trac¬ 
tor Show on Sunday, Oct. 
12, at a new location 

The show, which for 
many years has been held at 
Broadford Park, will be held 
in downtown Oakland on 
Second and Alder streets 

Registration will be held 
from 9 a m. to 1 p.m. A por¬ 
tion of the $10 registration 
fee will benefit local chari¬ 
ties. A dash plaque, wall 
plaque, and a “goody bag” 
will be presented to each of 
the first 100 registrants. 

This will be a non-judged 
show. There will also be a 
Chinese auction, a 50/50 


NEED A LIM0 
301-501-LIMO 

drepcrrektlmes.com/limo 
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A sincere thanks to all who called, sent cards, flowers, gifts, and 

especially prayers following Bailey’s recent 
p^vj- y, accident at Muddy Creek Falls. What 
could have been our family's worst 
nightmare has turned out to be a 
clear picture of the power of 
community and friendship. 

Bailey is doing well at 
home now and is expected 
to make a full recovery in a 
few short months. We are 
grateful for the quick 
response of not only her 
boyfriend, Mike Brown, 
but a stranger known only 
as "Lee" who floated her in 
the water until help arrived. 
Thanks to the MD State Park 
Rangers, Natural Resources 
Police, Southern Garrett Rescue 
Squad, Oakland Volunteer Fire 
Department and the MD State Police 
Medevac Unit. The great training in transport and the expertise of 
these volunteers probably prevented any permanent injury. For that we 
are truly grateful. 

Bailey has visited Muddy Creek Falls regularly since she was a little 
girl and has always had a great respect for the danger it holds. She 
hopes her accident will be a reminder to others who visit there to 
embrace the heaut.v of the falls while not feraettino the tmnonrlino 

© O 4 

danger they hold. 

Rob, Barb, Emmett and Bailey Michael 



drawing, door prizes, food, 
and games, including a push- 
rod drop, a fan belt toss, and 
valve cover races. 

For more information 
persons may contact Ed 
Deal at 301-746-7222 or 
eddeal@verizon.net; Jim 
Bennett at 301-334-8130; or 
Bob Gnegy at 301-334-9578 
or bmgnegyfa mindspring.- 
net. 

Civil War Wives 
To Be Topic Of 
AAUW Event 
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Worth the Drivel 

OLD TAVERN 
ANTIQUES 

4 Mi West of Terra Alta, WV 
Route 7. Caddell Mtn 

JUST ARRIVED: 

Early Advertising 
from Area Businesses, 
Local Soda Pbp Bottles, 
Old Books 8r Tools, 
Primitive "fables 8r Boxes 
Nice Old Quilts 

Dally 10 S; Sun./Mon. 12-9 
Closed Wed. - (MM) 789-0607 

Cfcwcd nitUii Srpt 26 


non of the remarkable Abi¬ 
gail and hope this book will 
help in Remembering the 
Ladies. 

His book notes that the 
"glamorous picture of the 
brave men riding off to 
war is a popular one,” but 
that it remained for the 
wives to take up the many 
burdens their departures left 
behind. 

“Overnight, wives became 
heads of family with sole re¬ 
sponsibility for maintaining 
home and hearth. Most were 
completely unschooled in 
managing household financ¬ 
es or supervising plantation 
or farm laborers. Alone, they 
bore the deaths of their chil¬ 
dren and suffered the shock 
of news from the front that 
their husbands had been 
killed or captured," Wilson 
said. 

Their stories of survival 
have become part of Civil 
War folklore, the author said. 
“They managed the home 
front as single parents for 
years. They followed their 
husbands to the front pro¬ 
viding comfort and support, 
displaying great courage 
under dangerous and try¬ 
ing conditions. They pro¬ 
vided nursing care,” Wilson 
said. "They developed skill 
at unraveling the politics 
of the military bureaucracy 
seeking ways they might 
support the careers ot their 
loved ones They suffered 
the anguish of spousal un¬ 
faithfulness. They served 
and died in support of a 
conflict that they little un¬ 
derstood.” 

Wilson said his fasci¬ 
nation with the Civil War 
began as a child when his 
father took him to the last 
reunion of Civil War sol¬ 
diers in 1938 at Gettysburg, 
Pa. 

"It was a memorable 
event that kindled an interest 
in the Civil War that never 
left me," Wilson said 

He said his book was 
made possible through the 
cooperation of many uni¬ 
versity librarians, historical 
societies, the National Ar¬ 
chives, and members of the 
U.S. Park Service. 

For more information on 
this presentation, persons 
may call Judy A. Carbone, 



HABITAT TO DEDICATE THREE HOMES - Garrett County Habitat for Humanity 
will hold dedication ceremonies on Sunday, Oct. 5, at 3 p.m. for three recently built 
homes. This year's home recipients are the Daniel Sgaggero family, the Crosco/ 
Steffan family, and the Jason Johnson family. Their houses are located off Frank 
Custer Drive, which is 100 yards west of the intersection of Rt. 135 and Broadford 
Road. A Habitat "Blitz Build” home was dedicated in June for the Merrill family. 
“Our affiliate has been blessed to he able to help 61 families have a decent afford¬ 
able place to live," said Doug Riley, GC Habitat executive director. "Over the past 25 
years, the board and volunteers have helped 61 families realize the American dream' 
of home ownership." Partner families contribute 250 hours of "sweat equity" per 
adult in the building of their home and have a 30-year, 0 percent interest mortgage. 
Garrett County Habitat for Humanity Inc. is accepting applications for the 2009 build¬ 
ing season. Persons who would like to make application may pick one up at the 
Habitat office at 360 W. Liberty Street, Oakland, or download it from the Habitat web 
site, garretthfh.org. Organizations, companies, or churches that would like to know 
more about how to help Garrett County Habitat for Humanity may contact Riley at 
301-533-0600 or driley@garrettcac.org. 

AAUW vice president for rett College number, 301- e-mail: judy.carbone(« gar- 
programming, at her Gar- 387-3046, or through her rettcollege.edu. 



NOW OPEN! 

in McHenry Plaza 


Handmade Dough Pizzas 
Appetizers 

Calzones & Stromboli 
Salads 

Angus Burger Subs 
Ledo Classic Subs 
Ledo Oven Baked Subs 
Dinner Entrees 


301 - 387 - 6300 * McHenry Plaza 


Great food at a 
great price in a 
comfortable family 
atmosphere. 

OPEN DAILY 

at I I a.m., 
Sunday 12 to 9 



ROBERT WILSON, 
AUTHOR 

The Garrett County 
Branch of the American 
Association of University 
Women (AAUW) will host 
a presentation by author 
Robert Wilson, writer of 
They Also Served, a book 
about the little-known sto¬ 
ries of the wives of Civil 
War generals The event will 
be held on Saturday, Oct. 4, 
at 10:30 a m. at Garrett Col¬ 
lege, Room 207. 

The stories he will share 
are included in the book, 
which was published in Oc¬ 
tober 2006 

Wilson gathered the sto¬ 
ries from various sources 
including books, magazines, 
the Internet, and several ar¬ 
chival collections. He said a 
"conscientious effort” was 
made to ensure the informa¬ 
tion used in the telling of 
these stories has not only 
been accurate, but also fully 
documented 

According to Wilson's 
book, in celebration of 
John Adams’ first night in 
the president’s house, he 
offered the following toast: 
“May none but honest and 
wise men ever rule under 
this house,” to which his 
wife Abigail added, “Re¬ 
member the ladies." The 
writer, who is a professor 
emeritus at the University of 
Maryland at College Park, 
said he and his assistants 
have “heeded the admoni- 
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“Every Life Has A Purpose "Among 
Lessons Shared By Local Mother 


by Don Sincell 

One year ago tomorrow, 
Sept 26, 2007, was a joyous 
day for Beth and Michael 
Harvey, Oakland, as their 
second son, Gavin Michael, 
came into the world at 
Garrett County Memorial 
Hospital 

Ihe new arrival received 
9s and 10s in his AFGAR 
evaluation, with 10 being 
the optimum, and he was 
basically given a clean bill 
of health All signs pointed 
to normal, and mother and 
baby were released to go 
home, where Gavin was 
introduced to his older 
brother Bryson, who was 3 
at the time 

Gavin continued to ap¬ 
pear healthy over the next 
month or so, but at about 
six weeks of age, Beth no¬ 
ticed that he was not using 
his right arm, and that he 
was not holding his head 
up. She also heard a slight 
rattle in his chest, and he 
was breathing abdominally 
and more rapid than nor¬ 
mal 

"When I took him to the 


doctor, they admitted him 
to the hospital that day, 
suspecting that he might 
have a hole in his heart,” 
Beth said "They transferred 
him to Ruby Memorial in 
Morgantown, where he 
spent 12 days undergoing 
numerous tests.” 

From those many tests 
finally came the devastating 
news: Gavin was born with 
spinal muscular atrophy 
(SMA), a genetic disease 
that attacks nerve cells, 
called motor neurons, in the 
spinal cord. These neurons 
communicate with the vol¬ 
untary muscles, or those 
that a person can control, 
such as in the arms and 
legs. As a person loses the 
neurons, the muscles weak¬ 
en, which aflects activities 
such as walking, crawling, 
breathing, swallowing, and 
head and neck control. 

SMA is caused by muta¬ 
tions in the survival motor 
neuron (SMN) gene. To 
develop SMA, an individual 
must have two defective 
copies of the disease-caus¬ 
ing gene. One copy of the 


SEEMINGLY THE PICTURE OF HEALTH at birth 
was Gavin Harvey, who was born one year ago tomor¬ 
row but whose life ended six months later because of 
a genetic killer known as spinal muscular atrophy, or 
SMA Gavin is pictured below with his parents, Beth 
and Michael, and his big brother Bryson. See story. 
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The family of William 
Roger Lloyd would like to thank 
family, friends and the community for 
the prayers, cards, food, flowers and 
gifts during his passing on Sept 5. Your love 
and support during this difficult time were a 
blessing and so much appreciated. We extend 
special thanks to Dr. Ben Lahay for a beautiful 
funeral in Virginia. We so appreciate those of you 
who traveled all the way to Virginia to attend the 
service. And thanks to Dr. Lahay for the lovely 
memorial service at Deep Creek Baptist Church 
and the church members for the reception 
afterwards. Words cannot really express how much 
your support and prayers mean to us. 

May the Lord bless all of you for your touching 
outreach durinu our time of need. 


Sincerely, 
Roberta Llo\d. i 


hildren & grandchildren 


defective gene is inherited 
from each parent 

Unbeknownst to Beth 
and Michael, they were 
both carriers of the defective 
bMN gene, but did not have 
the disease themselves be¬ 
cause having one instead of 
the usual two SMN genes is 
sufficient for normal func¬ 
tion But Gavin was born 
with no copies of this par¬ 
ticular gene Because SMA 
is caused by an absent gene, 
there is no cure 

"There are three types of 
SMA,” Beth explained 
“Type I is the most progres¬ 
sive, and babies with this 
type usually live no more 
than six months. Those 
with type II can live from 15 
months to 10 years, and 
those with type III typically 
can live 40 to 50 years Ob¬ 
viously we were devastated 
to learn that Gavin had type 
I " 

SMA is, in fact, the #1 
genetic killer of infants and 
toddlers (those under age 2), 
and one in 40 adults are 
carriers of the abnormal 
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Years of Sleep Innovation 
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Studies prove a better nights sleep can 
improve your life. For healthier, more refreshed 
days, sleep on a Kingsdown Sleep set tonight 


Proper Spinal Alignment 
Low Pressure Sleep Surface 
Allergy Free 


Bristol 


Belmonte 


549995 SI, 

Twin Size Set King Size 

$599 95 set 
$649 95 set 
$849 95 set 

*899 95 S3, 

Twin Size Set King Size 

$999 95 set 
$1,099 95 set 
$1,399 95 set 

Bradford 


Abington 


$RJQ95 a*" 

J Queen Size 

Twin Size Set King Size 

$649 95 set 
$749 95 set 
$999 95 set 

$1 nQQ95 

1 Queen Size 

Twin Size Set King Size 

$1,199 95 set 
$1 299 95 set 
$1.79995 set 

Andover Pillow Top 

Bellingham Pillow Top 

s 69 9 95 S3. 

Twin Size Set King Size 

$799 95 set 
$899 95 set 
$1 199 95 set 

$1 9AQ95 funs 

Queen Size 

Twin Size Set King Size 

$1,399 95 set 
$1.499 95 set 
$1 89995 set 

Brookheaven 


Brighton 


$70095 

I 93 Queen Size 

Twin Size Set King Size 

$899 95 set 
$999 95 set 
$1 299 95 set 

$1 CQQ95 Fun size 

1 Queen Size 

Twin Size Set King Size 

$1 699 95 set 
$1 799 95 set 
$2 199 95 set 
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did not happen He did not 
experience pain, and he 
died very peacefully." 

Beth says that she and 
Michael have relied heavily 
on their strong faith to sur¬ 
vive the agony of losing a 
child, and said that they 
received tremendous sup¬ 
port from friends and family 
members. 

“So many people helped 
us through those months, 
many of them bringing us 
food and offering to help 
take care of Bryson," she 
said. 

When asked why she 
was willing to share Gavin’s 
story, and how she has the 
courage to do so, Beth said 
that she wants people to be 
aware of this disease, and 
for those going through a 
similar experience to know 
that there is a lot of infor¬ 
mation and assistance avail¬ 
able to help them. 

"We learned that you 


don’t have to go through 
such an ordeal alone,” she 
said "1 actually found com¬ 
fort in reading about fami¬ 
lies who have been through 
things like this, and learned 
that there are a lot of pro¬ 
grams available and special¬ 
ist who can help,” she said, 
specifically mentioning 
Hospice of Garrett County 
and an end-of-life specialist 
who was with them with 
Gavin died 

“I also encourage people 
to not be too proud to ac¬ 
cept help when people offer 
it," she continued “People 
really want to help, and you 
should let them In fact, 
helping people now helps 
me deal with our loss, and 
makes me realize that every 
life, even one that lasts only 
six months, has a purpose.” 

Visit The Republican Website at 
www.therepublicannews com 


Flu Vaccines 

Continued from Page A-1 

a m to 1 p m.; Health De¬ 
partment, Oakland Office, 
Oct 16, 10 a m. to 6 p.m.; 
Grantsville Community 
Outreach Center, Oct. 17, 
9 a m. to 6 pm, Blooming¬ 
ton fire hall, Oct. 22, 
3 p m to 6 p m.; Flowery 
Vale Fitness Center, 
Oct. 23, 10 a m to noon; 
Health Department, Oak¬ 
land Office, Oct. 30, 10 
a m. to 6 p.m.; Health De¬ 
partment, Oakland Office, 
Nov. 13, 10 a m to 6 p.m.; 
and Grantsville Community 
Outreach Center, Nov. 14, 
9 a m. to 6 p.m 

The cost of the influenza 
vaccination is $25. Pneumo¬ 
coccal vaccination will be 
available for $50. If a person 
has Medicare Part B, the 
Garrett County Health De¬ 
partment will bill Medicare 
for the service Medicare is 


the only insurance approved 
as a payer. The Garrett 
County Health Department 
will not be responsible for 
billing private insurance or 
Medical Assistance, and 
payment will be due at the 
time of service. Vaccine(s) 
will be available for chil¬ 
dren, and if the children are 
Vaccines for Children 
(VFC) eligible, age 6 
months through 18 years, 
the administration fee will 
be $12.00 

For more details persons 
should contact their physi¬ 
cian or the local health 
department at 301-334-7777 
or 301-895-3111. More- 
information about the flu 
vaccine clinics can be found 
by visiting www.garrett- 
healthorg/clinicians/ 
influenza.htm or by calling 
the "flu hotline" at 301-334- 
7697. 

Subscribe to The Republican 


gene. 

When asked about her 
family’s health history, Beth 
said that she knew virtually 
nothing, as she was adopt¬ 
ed. 

"Of course, being adopt¬ 
ed, 1 had no idea that I was 
a carrier of SMA, and my 
husband didn't know that 
he was either," she said 
“After we found out, we 
made an attempt to contact 
my birth parents, but we got 
no response.” 

The next six months 
would be exceedingly diffi¬ 
cult for the Harveys, as they 
had (o become educated on 
how to best care for Gavin 
and his disease, which re¬ 
quired a considerable 
amount of technical equip¬ 
ment. Around-the-clock 
attention was required and 
treatments had to be admin¬ 
istered so Gavin could 
breathe, eat, and receive 
some exercise for his mus¬ 
cles. 

"In some ways it is like 
cystic fibrosis," Beth said 
"We had to pound on 
Gavin’s chest and give him 
breathing treatments regu¬ 
larly.” 

Then at about four 
months, Gavin could no 
longer swallow, so nourish¬ 
ment had to be provided 
through a feeding tube. 

“It was difficult, emo¬ 
tionally and at times physi¬ 
cally,” she said "We would 
just take turns attending to 
Gavin 

“And we worried about 
Bryson, how this would 
affect him by our having to 
give so much of our atten¬ 
tion to Gavin But he really 
was great through it all He 
always tiled to help and 
seemed to understand," she 
said. 

To help take their minds 
off their situation and to 
focus on Bryson as much as 
possible, the Harveys made 
a bold decision after several 
months of caring for Gavin: 
They would travel to Dis¬ 
ney World, all four of them 

So on March 1 of this 
year, that’s what they did, 
with both children and all of 
the equipment they would 
need to continue to care for 
Gavin. 

"We had such mixed 
emotions about it, but it 
turned out to be a very posi¬ 
tive experience, for all of 
us,” she said 

It was March 27 — six 
months and one day since 
his birth — that Gavin 
breathed his last. 

"As difficult as it was to 
lose him, we thanked God 
that he tcully never suffered 
any pain, and that he died 
at home," said Beth “That 
was my biggest fear, that he 
would suffer, and that really 


Cmt/shiManar 

nestaumnt & Lounge 


ATTENTION* 

VI All. Oakland, MD $ il—"! 


SAUTO mall 


NOTICE: 

Due to the overwhelming success 
of our recent GM Employee Pricing 
Program, we find ourselves 
severely overstocked with quality 
pre-owned vehicles. 


08 Chevrolet llplander.Factory Warranty! $14,900 

#776581. 6 cyl. auto. A/C, 7 passenger PW PL, lilt, CR. AM/FM'CD, keyless 
entry, White, 19 000 ml 

08 GMC Sierra 3500 Reg Cab 4x4.Only 4,000 Miles! $23,900 

#776491, 6 01 V8 auto. AC, W/T, tilt wheel automatic headlamps. 
AM/FM/CD, bugshield, vent shades. White 

08 Saturn Vue XE AW0.Factory Warranty! $18,900 

#776691. 3 5 L V6. auto, AC, alum wheels PW PL. tilt CR, Silver Metallic 
20.000 mi 

08 Subaru Forester Sport X AWD.$17,990 

#776671. 2 5 L 4 cyl. auto, AC, PW PL, tilt, CR AM/FM/CD, alum wheels 
Gray Metallic 23,000 ml 

08 Pontiac Grand Prix Sedan.Super Sharp! $15,900 

#776651, 3 8 L. V6, auto AC, power seat. PW, PL toglights, rear spoiler. 
AM/FM/CD. Victory Red 22.000 mi 

08 GMC Acadia SLT AWD.Dual Sky Scape Sunroof! $33,900 

#776631. 3 6 L 6 cyl. auto, leather, power seat. PW PL, tilt, CR. alum 
wheels rear DVD, center buckets. 18.000 mi 

08 Chevrolet Impala LT.Factory Warranty! $15,900 

#776741 3 9 L 6 cyl. auto, AC, PW, PL power seat keyless entry Gray 
Metallic 23,000 mi 

08 Cadillac SRX AWD .Factory Warranty! $28,900 

#776771, 3 6 L V6 auto, AC PW. PL. power seat, leather keyless entry, 
only 13.000 mi 

07 Buick Lucerne CXL.$19,900 

#776131, 3 8 L V6 auto, AC. leather seating, Onstar. keyless remote entry, 
power seat PW. PL. tilt, CR. 21 000 mi 

07 Nissan Xterra 4x4.$17,490 

#776461, 4 0 L 6 cyl auto AC, alum wheels root rack. PW, PL, tilt, 
AMFM/CD, foglights Yellow 29 000 mi 

07 Mitsubishi Endeavor LS AWD.$15,900 

#776451 3 8 L 6 cyl, auto, AC PW, PL. AM/FM/CD alum wheels tilt, rool 
rack. 0k Red Metallic, 29,000 mi 

07 Tcyota RAV 4 Sport AWD.$19,490 

#776681 4 cyl, auto, A'C sunroof PW. PL, tilt, CR, rool rack alum wheels 
White 37 000 m. 

07 Jeep Patriot 4WD.$13,900 

#775951,3 7 L 6 cyl. auto. AC, leather, power windows, locks & mirrors, 
rool rack, tilt. CR, Khaki Metallic, 32000 mi 

06 Chevrolet Silverado 1500 Crew Cab LT 4W0.$19,900 

#705321, 5.3 L V8, auto bucket seats w/console, Z-71. foglights alloy 
wheels, tow pkg. PW, PL. till. CR. 21,000 mi 



starts bowI 


06 GMC Envoy SLE 4WD.GM Certified! Very Clean! $14,900 

#700952,4.2 L 6 cyl, auto, AC, PW, PL, tilt, CR, keyless entry, tow pkg 
49,900 mi 

06 Toyota 4 Runner SR5 4W0.$20,500 

4 01 V6, auto, AC, PW. PL, tilt. CR, alum wheels, root rack, tow pkg Black 
29000 mi. 

06 Jeep Liberty Sport 4WD.Only 32,000 miles! $13,900 

#805181, 3 7 L , 6 cyl, auto. AC. P/W. P/L, sunrool. Black 

05 Buick Rendezvous CXL AWD.Nice! $14,500 

#775921, 3 6 L V6, auto, leather seats power seat, PW, PL, AC, AM/FM/CD, 
59000 mi 

05 Honda Pilot EX AWD.$14,900 

#776721, 3.5 L 6 cyl., auto, AC. power seat power windows, locks & 
mirrors AirVFM/CD. tilt, CR. Lt Blue Metallic 52.000 mi 

05 Buick LeSabre Custom.$11,500 

#803412. 3 8 L V6, auto, AC. AMFM/CD, power seat, PW PL. tilt, CR. 
keyless entry Silver Metallic 42000 mi 

05 Chrysler Crossfire.Clean! $13,900 

#776661, 3.2 L. 6 cyl. 6 spd manual PW, power door locks, tilt. CR. 18- 
alum wheels, Black. 46,000 mi 

05 Subaru Legacy GT Sedan AWD.Rear Spoiler! $14,490 

#806111 Auto, AC, sunrool. PW PL, bit, CR, alum wheels AM/FM/CD. Dark 
Blue, 69,000 mi 

05 Chevrolet Malibu.$11,900 

#803372, V6. auto, AC, PW, PL. bit. CR, White. 38,000 mi 

04 Chevrolet Silverado 1500 LS Ext. Cab 4x4.$14,900 

#775621 5.3 L V8. auto. AC. PW, PL, bit, CR, Nerf Bars, tow pkg , Z-71 
pkg , foglights, bedliner, 55,000 mi 

04 Dodge Oakota Ext. Cab 4x4.$12,500 

#802621,4.7 L V8, auto AC. bedliner, alum wheels, tilt, SLT tnm, foglights 
CR, Green. 46,000 mi. 

03 Subaru Legacy Sedan AWD.Nice Car! $10,490 

#776701. 4 cyl, 5 spd . sunroof, rear spoiler. PW, PL, tilt. AC CR. 

49,000 mi. 

00 Pontiac Firebird.Your Choice $7,900 

1-Convertible or 1-T-Top Coupe 

99 Chevrolet Corvette 6 Speed Coupe.Local Trade! $17,900 

#805102, 5 7 L. V8, leather, PW, PL. tilt, alum wheels , Pewter Metallic 
66.000 mi 


GM EMPLOYEE PRICING FOR EVERYONE 
STILL AVAILABLE THROUGH SEPTEMBER 30! 


08 Pontiac G5 

$■ 


Now S 15,595 88 Now $ 23,901 


08 Buick Lucerne CX 

$oo nni83 



4 cyl., AT, A/C, AM/FM/CD, 
Anti-Lock Brakes. Red. 
*80607 


3.8 V6, AT. A/C, PW, PL, 
Tilt, CR, 6 pass, seating, 
and much more. #80338 


08 GMC V4 T. Ext. Cab 

NOW $ 24,750 88 

4x4, 5.3 L. V8, AT, A/C, 
Z-71 Pkg., SLE Pkg , 
P. Seat. Tow Pkg.. and 
much more . *80634 


08 Chevrolet Equinox LS 

Now S 21,847 33 



AWD. V6, AT. A/C, PW, PL, 
Tilt, CR. Floor Mats, and 
much more. *80383 


Best American l 
European Cuisine 


’All prices Include oil oppllcoble incentive prices Price does not include MVA lees or state soles tax Price does not include S89 DOC lee Prices good 
until 9/30/08 

Look for our 
Giant Flan! 


We support out country & 
troops with pride and honor 

oneauto.com 

• 800-458-66951 


TEAMWNE 


□AUTO mall 


Oakland , MD 
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A Telling Article... 

"The Bush administration today recommended 
the most significant regulatory overhaul in the hous¬ 
ing finance industry since the savings and loan crisis 
a decade ago. Under the plan, a new agency would 
be created within the Treasury Department to as¬ 
sume supervision of Fannie Mae and Freddie Mac, 
the government-sponsored companies that are the 
two largest players in the mortgage lending industry. 
The new agency would have the authority, which 
now rests with Congress, to set one of the two capi¬ 
tal-reserve requirements for the companies. It would 
exercise authority over any new lines of business. 
And it would determine whether the two are ade¬ 
quately managing the risks of their ballooning port¬ 
folios The plan is an acknowledgment by the ad¬ 
ministration that oversight of Fannie Mae and 
Freddie Mac — which together have issued more 
than SI .5 trillion in outstanding debt — is broken." 

The above is from a news article that was pub¬ 
lished in the New York Times — on September 11, 
2003. 

Continuing, “Significant details must still be 
worked out before Congress can approve a bill. 
Among the groups denouncing the proposal today 
were the National Association of Home Builders 
and Congressional Democrats who fear that tighter 
regulation of the companies could sharply reduce 
their commitment to financing low-income and af¬ 
fordable housing. 

‘“These two entities — Fannie Mae and Freddie 
Mac — are not facing any kind of financial crisis,’ 
said Rep Barney Frank of Massachusetts, the rank¬ 
ing Democrat on the Financial Service Committee. 
‘The more people exaggerate these problems, the 
more pressure there is on these companies, the less 
we will see in terms of affordable housing ’ 

“Rep. Melvin L Watt, Democrat of North Caro¬ 
lina. agreed 1 don’t see much other than a shell 
game going on here, moving something from one 
agency to another and in the process weakening the 
bargaining power of poorer families and their ability 
to get affo dable housing,’ Mr. Watt said.” 

With the current disastrous news about the na¬ 
tion’s finances, it is interesting that the Democratic 
candidate has received a positive bounce in the polls, 
apparently because it is the party of the Republican 
candidate that currently controls the White House. 
“Just look at the economic mess that a Republican 
administration has caused.” The above article is 
quite telling, however. 

There is a letter to the editor on this page reiterat¬ 
ing that Congress is as much or more to blame for 
many of the problems our nation is facing today. 
While presidents sometimes take credit for things 
that were really the accomplishments of their prede¬ 
cessors. they are also sometimes the victims of blame 
for things that really may not be their fault. 





Writers of letters to the editor are reminded that 
letters will not be published if they exceed 400 
words, do not include contact information, and/or 
are deemed to be libelous. 


To the Editor: 

Once again, the Garrett 
Countians for Smart 
Growth (aka Citizens 
Against Garrett County) 
embarrass themselves by 
making it obvious they 
don't understand how gov¬ 
ernment works. In the letter 
to the editor in the Septem¬ 
ber 18 issue of The Republi¬ 
can. they try to take the 
blame for the temporary 
suspension of Maryland 
highway construction funds. 
What rubbish! They obvi¬ 
ously had absolutely noth¬ 
ing to do it. 

They then falsely claim, 
That money can be spent 
more effectively on repair¬ 
ing and maintaining bridges 
and existing roadways in 
the state, instead of creating 
a fast track to Wal-mart." 

Where they got the delu¬ 
sion that the Rt. 219 realign¬ 
ment ("The realignment 
that will save Oakland") is 
somehow a “fast track to 
Wal-Mart" is beyond com¬ 
prehension The realign¬ 
ment will lake traffic away 
from and behind Wal-Mart, 
certainly not "to" it 

And one would think 
they would have learned by 
now that it would be highly 
improper and illegal to take 
money from the states 
highway construction fund 
and spend one penny of it 
on repairing and maintain¬ 
ing bridges and existing 
roadways!" Everybody 
knows that! Where have 
they been 1 

The Citizens Against 
Garrett County have not 
done their homework They 
continue to tell us fairy 
tales One of their leaders 
even had the nerve to say 
the search for truth in this 
discussion doesn't matter, 
that they "don't care about 
that because all they want to 
do is kill Kt 219 " 

When West Virginia's 
Corridor II opens down 
near 1 homas/Davis, it is 
going to act like a giant vac¬ 
uum cleaner and suck un¬ 
told amounts of traffic (yes, 
even from within Garrett 

r'minfv^ ncihf thrmmh 

downtown Oakland With 
“tit the realignment of Rt 
21V, guess where all that 
traffic will bottleneck? You 



got it: in the center of Oak¬ 
land! 

You can forget about 
getting to Naylor's Hard¬ 
ware or Englander’s, Town 
Restaurant, Marvin's, or 
Rudy’s, because all down¬ 
town businesses will dry up 
and float right down the 
Little Yough' Folks heading 
to southern vacations cer¬ 
tainly won't want to delay 
their trips by stopping 
downtown, and locals won t 
want to venture out in the 
awful, constant, bumper-to- 
bumper traffic 

Realigning this 
"through" traffic slightly 
around Oakland is our only 
hope All our elected offi¬ 
cials and highway profes¬ 
sionals understand this and 
are determined to do the 
right thing The best we can 
do is stand out of the way 
and cheer them on! 

Robert G Oberlander Sr. 

Oakland 

To the Editor: 

I just want to express my 
heartfelt thanks to all of the 
many people involved with 
the SavageMan Triathlon 
this past Sunday 

So much credit is owed 
to the event organizers, the 
DNR officers, the local and 
state police (who not only 
stopped traffic for bikers 
and runners, but did so with 
a smile and some words of 
encouragement), the roads 
department of both Garrett 
and Allegany counties for 
ensuring that there was not 
a single piece of gravel on 
the road that might throw a 
rider, and to the countless 
volunteers who cheered and 
handed out water, sports 
drinks, pretzels, electrolytes, 
and orange slices all day 
long (and T mean all Jay) 

As a former resident of 
Garrett County, I was re¬ 
minded of how special this 
place really is and how 
proud I am that so many 
athletes from across the 
country and the world were 
able to experience the beau¬ 
ty of mv home and the hos¬ 
pitality of its residents I 
can’t tell you how amazing 

. . . i i ii i 

water and receive words of 
encouragement from people 
I grew up knowing and had¬ 
n't seen for so long I was 


reminded of how much I 
had taken for granted grow¬ 
ing up in such a remarkable 
place; one I fell in love with 
all over again Thanks for 
everything! 

Sincerely, 
Matt Sincell (#444) 
Astoria, N Y. 

To the Editor: 

The members of the 
Garrett County Amateur 
Radio Service (GCARES) 
would like to thank the or¬ 
ganizers, supporters, and 
participants of/in the Sav¬ 
ageMan Triathlon for a 
wonderful event. We would 
also like to thank state and 
local officials, police, and 
the general public, who 
helped keep the event safe. 

In addition, we wish to 
recognize GCARES presi¬ 
dent Bill Shomo, the radio 
operators of Garrett and 
Allegany counties, and our 
not-yet-licensed civilian 
hams-to-be who assisted in 
providing radio communi¬ 
cations along the course 

Bill Shomo, with the sup¬ 
port of Bill Tucker and his 
Allegany County hams, 
planned and prepared an 
outstanding radio commu¬ 
nications capability from 
some of the most difficult 
terrain in Garrett County. 

Sincerely, 
Denise Moynahan 
Mark Moynahan 

Pam Viner 
Members of GCARES 

To the Editor: 

Your editorial opposing 
slots in Maryland misses the 
mark Opponents of slot 
legalization often ignore the 
fact that gambling is already 
common here. Aside from 
racetracks, we have the state 
lottery, charitable bingo 
(which is advertised in The 
Republican) and so on. This 
means it's not a moral issue, 
so the objection must be 
that we'd be allowing peo¬ 
ple to decide how to spend 
their own money. Consider: 

1. Yes, compulsive/prob¬ 
lem gamblers, like alcohol¬ 
ics, will ruin their lives and 
the lives of those close to 
them The state of Pennsyl¬ 
vania estimates that 3 to 5 
percent of adults are poten¬ 
tial problem gamblers As 
far as I know, all states that 
have slots require casino 
operators to make provision 
for problem gamblers. Penn¬ 
sylvania casinos have visible 
signage and pamphlets ad¬ 
dressing problem gambling 
Maryland slots would likely 
only make things margin¬ 
ally worse for the vulnerable 
since there’s legal and ille¬ 
gal gambling in the state 
already and most Maryland¬ 
ers are under two hours 
from slots venues in neigh¬ 
boring states. 

2. Slots generate a seri¬ 
ous amount of money for 
the state Right now, Mary¬ 
landers are pouring that 
money into the coffers of 
W Va., Pa., Del., and N.J., 
while we pretend that we re 
somehow, on the high 
ground Those pennies you 
talk about going to the state 
from the slots add up In a 
typical week, the state of 
Pennsylvania takes $2-3 
million dollars from the slots 
at the nearby Meadows 
alone Whether our state 
government can spend that 
money, or any money, 
wisely is a different ques¬ 
tion 

3. There is no good evi¬ 
dence that the presence of a 
properly regulated casino 
increases crime in urban 
areas Of course, if you put 
a busy casino in a bucolic 
place like Rocky Gap, you 
change the whole dynamic 
of the area, and it's proba¬ 
bly fair to anticipate in¬ 
creases in traffic and crimi 
nal activity. More people in 
the area also means more 
local business With good 
planning, though, some slot 
revenues will be set aside to 
pay for increased law en¬ 
forcement and to cover 
other impacts on local gov¬ 
ernment 
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chinery will kbep out organ¬ 
ized crime and combat such 
ills as money laundering 
and cheating Governments 


have gotten quite sophisti¬ 
cated about this, and insist 
on rigorous internal controls 
and background checks on 
the people associated with a 
slot enterprise. 

R. Schiff, 

McHenry 

To the Editor: 

It is that time of year 
again when sportsmen head 
to their favorite hunting 
areas to enjoy autumn days 
afield However, hunters 
may lose if wind developers 
have their way in Allegany 
and Garrett counties 

In exchange for a few 
thousand dollars, the wind 
company can pre-empt 
landowners’ rights to: allow 
hunting on their property, 
piant trees, extract sand and 
gravel, develop mineral 
rights, build additional out¬ 
buildings, etc. These land- 
owner contracts subordinate 
the landowners’ rights in 
favor of the wind develop¬ 
ers. 

Leases, typically lasting a 
generation, prevent a land- 
owner from complaining or 
taking action against the 
wind company because of 
noise, flicker, visual, vibra¬ 
tions, electric and radio fre¬ 
quency disturbances, and 
other side effects caused by 
the operation of the project 
Hunters could lose their 
access even if the landowner 
is amenable to hunting. 

Would wind developers 
allow hunters to fire their 
rifles in the vicinity of wind 
turbines? The answer may 
not be positive. Further¬ 
more, the noise of the tur¬ 
bine — "swoosh-boom- 
swoosh-boom" — may be 
enough to deter some hunt¬ 
ers who depend on hearing 
the approach of deer or 
other game How effective 
would spring gobbler season 
be if the sounds of the caller 
were overwhelmed by the 
sounds of the turbines? 
Would turkeys and other 


wildlife dependent on hear¬ 
ing for communication even 
remain near such generating 
equipment if they could not 
hear each other? 

There is also the possibil¬ 
ity that some wildlife may 
just have an aversion to the 
immense tubular towers and 
rotating blades and associ¬ 
ated habitat fragmentation 
and clearing. 

The quietude of the hunt 
would also be destroyed by 
the noise of rotating turbine 
blades Furthermore, strobe 
effects of the sun behind 
turbine blades may make it 
difficult to see forest game, 
particularly squirrels in a 
nearby oak tree. 

In Texas, the concern has 
been that the income from 
wind plants may provide 
more incentives to landown¬ 
ers than the dollars earned 
from hunting leases Hunt¬ 
ers are beginning to lose 
their leases. 

Hunters have reason to 
be concerned about further 
loss of wildlife habitat and 
places to hunt if industrial 
wind plants are built on 
western Maryland ridges 

J Edward Gates 
, Frostburg 

To the Editor: 

Recently we are learning 
about the possibility of the 
country falling into another 
major economic depression 
because of the collapse of 
our country’s financial sys¬ 
tem Government has com¬ 
mitted $1,600,000,000,000 
to "rescue" major banks, 
brokerage houses, and in¬ 
surance companies. There 
are now proposals to bail 
out Wall Street to the tune 
of possibly another 
$1,600,000,000,000. 

Our economy is on the 
verge of collapse Fingers 
are starting to point at who 
is responsible Greenspan is 
responsible for keeping in¬ 
terest rates too low and in¬ 
flating these bubbles that are 



GCASC 

I he GCASC meeting will be held at Garrett College at 
9 a m on Saturday, Sept 27. 

JUNIORS & SENIORS 

A representative from Alderson-Broaddus College will 
be here on Tuesday, Sept. 30, at 10 a m Anyone inter¬ 
ested in meeting with the representative from this college 
should sign up in the counseling center before Monday, 
Sept. 29, at 3 p m. 

PSAT registration for juniors continues College-bound 
juniors are encouraged to register to take the PSAT on 
Wednesday, Oct 15, at the high school The registration 
fee is $13, and the deadline to register in the counseling 
center is Oct. 8 

FFA 

I he North Garrett FFA will be having a pancake/ 
buckwheat cake and sausage dinner in the NHS cafeteria 
on Friday, Oct. 3, from 3:30 to 7 p m. Proceeds will be 
used to send FFA members to leadership training oppor¬ 
tunities such as the national and state FFA conventions. 

ATHLETIC PASSES 

Northern Huskies season pass applications for the 
2008-09 year are still available. 

•Family pass: $110 each, which include two adults and 
one student Additional family members cost $20 each 

•Adult pass $55 each 

•Senior citizen pass (55 yrs. or older) $35 each 

•Student athlete pass: $30 each 

Those in need of an application should contact Phil 
Carr or Tracy Brcnneman at 301-746-8668 

SOPHOMORES 

•Class dues: The sophomore class will be collecting 
dues for all four years totaling $40 per student Checks 
should be made payable to Northern High School and/or 
cash can be given to class sponsors Mrs. Garlitz. Ms Har¬ 
man, Mr Pessini, Ms. Ellis, or Mr Bcitzel 

•Class officers: Elections will be held in the next two 
weeks to select class officers Interested students should 
see Ms Harman for applications and information 

JUNIORS 

•Class dues: Forms should have been sent out concern¬ 
ing class dues 

•Prom Committee: This year's prom will be held in 
May, as decided by the junior class prom committee 
AFTER-SCHOOL TUTORING 

After-school tutoring began Wednesday, Sept 24, and 
win continue iniougiioui me scnooi ycai on Wetlncsuays 
from 3:15 to 6 p m 

Library tutoring will also be held Monday through 
Thursday from 3 30 to 6 p m 


now bursting. The Congress 
and Republicans are respon¬ 
sible for undoing the regula¬ 
tory environment created in 
the 1930s to protect us from 
the greed of those on Wall 
Street and in big business. 
The banks and Fannie Mae 
and Freddy Mac are respon¬ 
sible because of bad deci¬ 
sions. 

Enough. 

Those most responsible 
for this crisis are "we the 
people." We live in a de¬ 
mocracy. This is supposed 
to be a government of, by, 
and for the people, but we 
have allowed it to become a 
government of, by, and for 
multinational corporations. 
Fifty percent of the popula¬ 
tion does not exercise their 
responsibility, their sacred 
obligation in a democracy, 
to vote. When we vote, we 
return Congresspersons to 
office 95+ percent of the 
time We are not holding 
the people making these 
decisions accountable for 
those decisions and their 
consequences. This only en¬ 
courages more irresponsible 
behavior. In a democracy, 
the buck stops with the citi¬ 
zen. 

Someone said that de¬ 
mocracy is a contact sport; 
it responds to hands-on par¬ 
ticipation. Wendell Berry, 
the rural ethicist from east¬ 
ern Kentucky, reminds us, 
“There is, in practice, no 
such thing as autonomy. 
Practically, there is only a 
distinction between respon¬ 
sible and irresponsible de¬ 
pendence." He continues. 
"... if you are dependent on 
people who do not know 
you, who control the value 
of your necessities, you are 
not free, and you are not 
safe.” 

If we want this democ¬ 
racy to survive, we must 
become involved. Robust 
democracies depend on peo¬ 
ple willing to invest the time 
to become informed on is¬ 
sues, attend meetings, par¬ 
ticipate in campaigns, and 
vote. 

It is imperative for the 
future of our democracy 
that everyone — everyone — 
vote on November 4 In my 
view, to save our democ¬ 
racy, we must hold those in 
government who got us into 
this mess accountable for 
their actions over the last 25 
years 

Sincerely, 
Michael Bell 
Mayhew Inn Road 

To the Editor: 

This week is National 
Child Passenger Safety 
Week, and safety advocates 
across the country are help¬ 
ing families make sure they 
are using their child seat 
correctly. 

Each year, motor vehicle 
traffic crashes kill hundreds 
of young children The life¬ 
saving effects of child safety 
and booster seats are indis¬ 
putable, but they work best 
when used properly. 

According to research by 
the National Highway Traf¬ 
fic Safety Administration, 
three out of four child safety 
seats are improperly in¬ 
stalled in vehicles That’s 
why the Garrett County 
Health Department is urg¬ 
ing all parents and caregiv¬ 
ers to schedule an appoint¬ 
ment to make sure they are 
using their seat correctly. 

Parents and adults who 
care for children need to 
make sure they get it right 
First, carefully read the 
child safety seat instructions 
and the vehicle owner’s 
manual instructions about 
installing a safety seat Use 
the instructions, along with 
the guidelines below, to 
make sure children are se¬ 
cured properly in an appro¬ 
priate restraint in the back 
seat of your vehicle. 

Keep infants in a rear¬ 
facing child safety seat as 
long as possible When chil¬ 
dren outgrow their rear¬ 
facing child safety seat 
(never before age 1 and at 
least 20 pounds), they 
should ride in a forward¬ 
facing child safety seat until 
they reach the upper weight 
or height limit of the child 
seat (about age 4 and 40 
pounds) 

Next, children should 
ride in a booster seat until 
they are old enough that the 
vehicle seat belts fit prop¬ 
erly, with the lap belt lying 
across the upper thighs and 
the shoulder belt across the 
chest (usually at age 8 or 
when they are 4'9" tall) 
Older children who out¬ 
grow their booster seats 
should use the adult lap and 
shoulder belts 

For more detailed infor¬ 
mation about child safety 
scat use, visit the health 
department's web site at 
www garrctthcalth.org 

When it comes to the 
safety of a child, there arc 
no excuses Call the Garrett 
County Health I )epartment 
at 301-334-7730 or 301-895- 
3111 to schedule an ap¬ 
pointment for a child safety 



seat check 

Sincerely, 
Diane Lee 
Hwy Safety Coordinator 
Garrett Co. Health Dept 

Community 

Calenda 


MEETINGS 

The Alzheimer/Care¬ 
giver Support Group will 
meet on Monday, Sept. 29, 
6 to 8 p.m., at in Confer¬ 
ence Room A at the Garrett 
County Health Department, 
Oakland The meeting is 
open to persons interested 
in issues of long-term care 
or dementia. This month's 
topic is Depression and the 
Elderly, featuring a short 
film and discussion. Light 
refreshments will be served. 
For more information, per¬ 
sons may call 301-334-7740 
or 301-895-3112. For respite 
care information, persons 
may call 301-334-9431 or 1- 
888-877-8403. 

The Garrett County 
Sunrise Support Group for 
survivors of suicide will 
meet Thursday, Oct. 2, at 
6:30 p.m For more infor¬ 
mation about the exact loca¬ 
tion of the meeting, persons 
may call 301-359-0177. 

The Mountain Top Pho¬ 
tography Club will meet 
today, Sept 25, at 7 p.m. at 
the Mary Browning Senior 
Center in Oakland. All 
those interested in photogra¬ 
phy are welcome, regardless 
of experience level. For 
more mlbrmation, persons 
may call Ed Sipes at 301 - 
387-8021. 

The Beacon, a peer out¬ 
reach and support service 
for individuals with mental 
illness, meets every Friday 
at Harvey House from 9 
a m. until 5 p.m. 

The TOPS Club Chapter 
379 meets Monday evenings 
at Mtn. Glade Adult Day 
Care Center, Pythian St., 
Oakland Weigh-in is at 
5:30 p.m., with the meeting 
immediately following. 
New members are welcome 

Alcoholics Anonymous 
meets every Saturday and 
Sunday at 10 a m., Monday 
at 6 p.m and 8 pm; Sun¬ 
day, Monday, Thursday, 
Friday, and Saturday at 8 
p.m.; Wednesday at noon 
and Tuesday at 7:30 p.m., 
at the Liberty Club, 125 
Liberty St., Oakland; 
Wednesday at 8 p.m. at St. 
Mark's Lutheran Church, 
Oakland; Thursday at 6 
p.m at St. Peter's Catholic 
Church, Fourth St., Oak¬ 
land The McHenry chapter 
of AA meets Tuesdays at 8 
p.m. at the Deep Creek 
Baptist Church along Rt 
219 across from Uno's. 

Alcoholics Anonymous 
meets every Thursday and 
Sunday at 8 p.m. at the 
Bayard (W.Va.) United 
Methodist Church, located 
along Rt. 90. For more in¬ 
formation, persons may call 
240-321-3128 and ask for 
Charlie 

Alcoholics Victorious 

will meet every Thursday at 
6 p.m at the Liberty Club 
on Liberty Street in Oak¬ 
land For more information, 
persons may call 301-501- 
1238 

Al-Anon Family Group 

meets at 125 Liberty Club, 
Oakland (use side entrance), 
every Monday at 8 p.m. 
Bruceton Al-Anon Family 
Group meets at Bruceton 
United Methodist Church 
Thursdays at 7 p m. Entry is 
through the side door. 

Narcotics Anonymous 
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reprint that part of an advertisement 
in which the typographical error oc¬ 
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Editorial news or advertising mat¬ 
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rangemenl with the Sincell Publish¬ 
ing Co Inc 

TELEPHONE 301-334-3963 
FAX 301-334-5904 
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Visit our web site at: 

therepublicannevvs.com 
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Telephone & Fax 301-746-8223 
Closed Saturday & Sunday 

(NA) meets every Wednes¬ 
day at 8 p.m. at the 125 Lib¬ 
erty Club along Liberty St., 
Oakland, 301-334-1298. 
MISCELLANEOUS 
The Preston County 
Chorus is currently in re¬ 
hearsal for its Christmas 
concert Practice is held on 
Mondays at 7 p.m. at First 
United Methodist Church, 
Terra Alta, W.Va. Singers 
interested in participating 
are welcome. For more in¬ 
formation, persons may call 
Wayne Williams, director, 
at 304-789-6871 

MEALS 

The Loch Lynn Church 
of God will serve Autumn 
Glory turkey dinners on 

Friday, Oct II, beginning 
at 1 p.m. The menu will 
include turkey, dressing, 
mashed potatoes, gravy, 
green beans, cranberry 
sauce, rolls, pumpkin pie, 
and drinks The cost is 
$7 50 for adults and $5 for 
children Proceeds will go to 
Kidz Factory Children's 
Ministries and the church's 
Women's Ministries. Carry¬ 
outs will be available 

Oak Park Church of the 
Brethren will serve turkey 
dinners on Saturday, Oct. 
11, beginning at noon. The 
cost is $7.50 for adults and 
$4 for children 10 and un¬ 
der. The church is located 
across from Southern High 
School 


Senior Citizens' Menus 

Community Action's Area Agency on Aging Senior 
Nutrition Program menus for the week of Sept. 29-Oct. 3 
are as follows: 

Monday - Cranberry juice, southern bean salad, roast 
beef w/fat-free gravy, oven fries, Scandinavian vegetables, 
applesauce, l%milk 

Tuesday - Pineapple juice, tropical fruit salad, baked 
chicken, sweet potatoes, broccoli, brown rice pudding w/ 
raisins, 1% milk 

Wednesday - Italian spaghetti w/meat sauce, green 
beans, garlic bread, orange/Mandarin oranges, 1% milk 

Thursday - Cranberry juice, shepherd's pic, fruit w/ 
custard sauce, bread, 1% milk 

Friday - Orange juice, butter bean veggie soup, ham 
salad on whole wheat bread, fruit (chefs choice), 1% 
milk 

Coffee or tea served with all meals 

Reservations for meals arc required Meal reservations 
and cancellations are to be made at the nutrition site or 
senior center prior to the next service day Reservations or 
cancellations may be made no later than 9 a m on the 
service day if absolutely necessary Individuals who are 
able to give the full cost of the meal are encouraged to do 
so, however, all contributions are welcome Days of con¬ 
gregate meals and telephone numbers of individual sites 
follow: Grantsville Senior Center, Grantsvillc, Tu, W & 
Th, 301-895-5818, Kitzmiller Community Building, Kitz- 
miller, W, Th & F, 301-453-3445, Mary Browning Senior 
Center, Oakland, M, W & F, 301-334-9431, ext 134, Old 
Mill Restaurant, Gorman, Tu, Th & Sa, 301-334-4865; 
Swanton Community Building, Swanton. M & Tu, 301- 
387-9191; Friendsville Community Building, Friendsville, 
M, Tu & W, 301-746-5300 

Please note that home-delivered meal clients receive 
iliv iaii it Cl'iCii'us. ’ liuiu auujcci io viwuigc. Cutik ttiui 

your site manager if necessary. 

For more information about the Senior Nutrition Pro¬ 
gram, persons may call 301-334-9431, ext. 137. 
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Marriage Permits 
Recently Issued 


Four 

Couples 

recently 

applied 

for their 

marriage 

licenses 

, according 

to Son- 

dra R 

Bucket, del 

k of the 

Garrett 

County 

Circuit 

Court < 

One couple 

request- 

ed that 

their name 

s not he 


published 


Peter Anthony lam, 27, 
and Kristin Marie Mulcahy, 
26, both of Washington. 

Quintin Scott Roggen- 
kamp, 35, and Robin Mi¬ 
chelle Polangin, 37, both of 
Alexandria, Va. 

Jeremy Nathaniel Fra- 
zee, 25, and Sarah Frances 
Nicini, 23, both of Pitts¬ 
burgh, Pa. 



Sornethinq 


(immunity, Recreation, Outreach, Winners 


FOR SALE 
Dexter Beef 

Whole or Half 
No Hormones or Antibiotics 
Small, compact animals 
Extremely Lowfat 
Butchered your choice, 
USDA or Custom Farm 

Call for prices 
301 - 895-5197 


Social 


Waltmans Observe 50th Anniversary 



A card shower is being Harford County, 

held for Patsy and Jim They have two sons, Jim 

Waltman Sr., who cele- j r . and Wayne, and two 

brated their 50th anmver- grandchildren, Bradley and 
sary on Saturday, Sept. 20. Vanessa 

The Waltmans, formerly Cards may be mailed to 
of Laurel Ridge, McHcn r \ 14020 Joppa Forest Drive, 
now reside in Bel A’ Joppa, MD 21085. 


Friday. Sept 26 

Haunted Coaster at Wisp Resort - A Haunted 
House & Maze, Single Coaster ride & Bonfire! It's 
a screamin' good time! For more info call 
301.387.4911. 

Saturday. Scot. 27 

Wolf Creek Session Fundraising Concert - 

Ridgeview Valley, 7 pm. Offering up an exciting 
and unique blend of Appalachian tunes w ith 
traditional and contemporary Celtic roots, 
(sprinkled with original song and stories. Concert 
I benefits Cindy ’s Fund. S. Tickets can be 
purchased at Gregg’s Pharmacy or the Visitors 
Center. For more info, contact 301.387.4040. 

Saturday. Sept. 27 

Mt. Fresh Farmers Markets - Mt. Fresh 
Pavilion 10 am - 1 pm. Join us at the Farmers 
Market! Get fresh produce, herbs, plants, - baked 
goods, jams & jellies, personal care items, and 
crafts from local producers. Contact 
301-334-6960. 



Als. Spuxxiex Weds Mx. ‘Dolan Jn 
:Traditional (Hawaiian Cexatwm/ 



HEAT 


• Quiet, Energy Efficient, Reliable 

• Comfort Zone Portable Infrared Heater is the BEST VALU 


for Your Money 
• Comfort Zon 




a 




Up to 1/2 the Cost of Gas, Fuel Oil 


Before you buy an EdenPure 
infrared heater... 

Come see the COMFORT ZONE 
Infrared Heater at your local 
authorized Comfort Zone Distributor 

HEAT 4 LESS 

1859 Hutton Rd., Oakland 
(Rt. 39 toward Terra Alta) 
301-334-0762 

Tuesday thru Friday tO to 4 & Saturday 10 to 2 


Comfort Zone Infrared Heaters are: 


PROVEN 14-15% MORE EFFICIENT 

than Any Other Infrared Heater on the Market 

, • Economical: Up to 50% Savings in Energy Cost Over Other 
Heating Sources (Gas, Heating Oil, Propane) 

• Therapeutic: Provides Health Benefits Not Obtainable from 
Other Heat Sources 


Shawn Patterson. Mc¬ 
Henry, and Roger and Janet 
Glotfelty, Oakland, an¬ 
nounce the engagement and 
forthcoming marriage of 
their daughter, Melissa Pat¬ 
terson, to Andrew Mathias, 
son of Helen Hamilton and 
Joe and Beverly Mathias, 
Moorcfield, W Va 

The bride-elect is a 
graduate of the West Vir¬ 
ginia University School of 
Nursing and is a registered 
nurse at Grant Memorial 
Hospital in Petersburg, 
W Va 

The prospective groom is 
a graduate of West Virginia 
University, with a bachelor 
of science degree in animal 
science. He works with his 
father on their family farm 
in Moorcfield 

An October wedding is 
scheduled Invitations have 
been sent 

TERRA ALTA 

Continued from Page A-8 

Hart, and Aidcn Hart 

Dave Thomas has mven 
numerous magazines about 
trains, in memory of Mark 
Thomas 

The annual book sale 


LESS 


Monday. Sept. 29 

l()pen House - Flowery Vale Health & Fitness 

Center in Accident, 10 am - 1 pm. Come learn 
what Flowery Vale has to offer including 
equipment demonstration and mini-classes 
Refreshments will be available. For more info, 
contact 301-746-8 050. 

What would you like to CROW about? 
'Something to CROW about' is a promotion of 
the Garrett County Chamber of Commerce. To 
submit information, contact Katie Tasker 
at 301-387-4386 ext. 10 or 
katie flg a rre 1 1 c ham ber.com 
Listen to WKHJ, the Train & WMSG 
for changes to these events. 


Family and friends wit¬ 
nessed the marriage of Kris¬ 
ten Spurrier and Nick Do¬ 
lan on July 11, 2008, on the 
Hawaiian island of O'ahu. 
The traditional Hawaiian 
ceremony took place at the 
historic Bayer Estate. 

Hawaiian priest Kahu 
Wendall Silva performed 
the ceremony, which in¬ 
cluded ihe blessing and ex¬ 
change of symbolic leis and 
rings 

The bride is the daughter 
of Dave and Pam Spurrier, 
Oakland, and the groom is 
the son of Rick and Lois 


Dolan, also of Oakland. 

The newlyweds now re¬ 
side in Hagerstown and are 
employed by the Washing¬ 
ton County Board of Educa¬ 
tion. 

A celebration with 
friends and family will take 
place this Saturday, Sept. 
27, at North Glade Inn, 
Swanton. 

Miss Patterson To 
Wed Mr. Mathias 


will take place from Nov. 3 
to 14 There will be paper¬ 
backs, novels, fiction, refer¬ 
ence, young adult, juvenile, 
and easy readers on sale. 

BENEFIT DINNER 

The Faith United Meth¬ 
odist Church will host a 
spaghetti dinner with pro¬ 
ceeds going to Operation 
Christmas Child, on Oct. 10 
at 5 p m. The meals will 
cost $7 for adults and $4 for 
children Take-outs will be 
available. 

FALL FESTIVAL 

The Terra Alta Youth 
League will hold a Fall Fes¬ 
tival with a Rock, Paper, 
Scissors Tournament on 
Saturday, Oct. 11, at the 
Kevin Beerbower Memorial 
Field in the Terra Alta Park. 
It will be for age groups 
ranging from 8 and younger 
to ages 17 and older. This 
contest is limited to the first 
64 to register in each group 
There will be trophies pre¬ 
sented to the top four in 
each group in this event. 

Baseball competitions are 
also to be held, including a 
hitting/homerun derby, a 
bunting competition, and a 
throwing accuracy contest 
There will be three age 
groups for the baseball com¬ 
petitions: 8 years old and 
younger, 9- to 12-year-old 
boys, and 9- to 12-year-old 
girls. 

The throwing contest 
will begin at 9 a m., fol¬ 
lowed by the bunting con¬ 
test at 10:30 a m., and the 
hitting derby at noon. The 
Rock, Paper, Scissors event 
will begin at 3 p m 

For more information or 

Traffic Stop Leads 
To Arrest Of Man 
Driving Suspended 

A traffic stop conducted 
by Garrett County sheriffs 
deputies Thursday ended in 
the arrest of a Swanton 
man. 

Samuel Mathew Storey, 
53, was identified as the 
driver of a 1994 Plymouth 
that was stopped in the 
Swanton area Investigation 
led to his arrest on charges 
of driving suspended and 
driving on a revoked li¬ 
cense 

Storey was taken to the 
Garrett County Detention 
Center He was later taken 
to the District Court com¬ 
missioner's office for a bond 
hearing. 



DAUGHTERS OF THE AMERICAN REVOLUTION members, Youghiogheny 
Glades Chapter, met with Garrett County commissioners to sign a proclamation 
designating the week of Sept. 17-23 as Constitution Week. This year marks the 
220th anniversary of the drafting of the Constitution of the United States of Amer¬ 
ica. Standing from left in the photo are Commissioner Ernest Gregg; Martha Kahl, 
registrar; Dorothy Cathell, treasurer; Beverly Beard, Constitution Week chairman; 
Commissioner Dennis Glotfelty; Aletta Martz, regent; and Commissioner Fred 
Holliday. The proclamation, along with other DAR material, is on display in the win¬ 
dow of the Garrett County Historical Society Museum in Oa kland. 


to register for one or more 
of the events ($5 fee for each 


event entered), persons 
should contact Tony 


Haskiell at 789-5303 or 
tonyhaskielI@verizon.net. 



^tv^lan d er s % 

Antiques S Collectibles 

A must visit on your trip to 'Dap Creek Cake 


^vu u.uuu squdic icct ui lurnnure, cmna 

heirloom jewelry, tools and much more. 

Full-time, courteous staff available while you browse. 

Open Mon. - Sat.; 8:30-5:00. Sunday 8:30 - 4:00 


Lotties (fountain Grill 

e st '9 Ae> Where friends, old and new, meet and celebrate 


Full breakfast and lunch service available. 

Daily lunch specials and outstanding milkshakes! 


,W« 



Enjoy a real Garrett County breakfast! 
Genuine buckwheat cakes & sausage. 




301 533-0000 • Open T days a week at 8:30 a m. 

205 Alder Street at Second Street in downtown Oakland 





Oakland Vplunteer Fire Department 

i r '' 





THURSDAY. OCTOBER 9 

•Oktoberfest Dinner served 4-8 p.m. 
r Oakland Fire Hall, downtown Oakland 

•Firemen's Parade, downtown Oakland, 7 p.m 

OKTOBERFEST CELEBRATION 

Starting at 7 p.m. • Live Oompali Band • Food and Drinks 
•Garrett Highlands Pipes & Drums 
Oakland Fire Hall • Come join the fun! 

FRIDAY. OCTOBER 10 

• Big Rucks Bingo, 6:30 p.m. 

Oakland Elks Lodge, Doors open at 5 p.m. 
Sponsored by the Oakland VFD & Elks Lodge #248! 

SATURDAY. OCTOBER 11 

Hot Sausage Sandwiches & Hot Dogs 

' Starting at 11 a.m., Oakland Fire Hall 




•Oldies Dance, 8 p.m. 

ikland Fire Hall. Top hits from the ’60s, 70s & ’80s 
played by Sounds Fun Entertainment 
(Must be 21 or older to attend). 


Support the volunteers who donate their time for you! 
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OBITUARIES 
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I Mna R . 92. 


BOSLEY, Judith L., o/, 
Keyser, W Va. 

CARRICO, Helen R, 
81, Oakland. 

FRANTZ, Joseph C., 
92. Oakland. 

GOODMAN, James L„ 
71, Oakland. 

GRAHAM, Anna B, 

89, Oakland 

HOUSE, Joseph W., 54, 

California. 

K.1T1S, Leona A., 86, 
Finzel. 

RUGGIERO, Joseph 
A., Centerville, Pa. 

SCHW ARTZ, Stuart 1 , 

77, Swanton. 

TEETS, Edna M., 89, 
Bruceton Mills, W.Va. 

TW1GG, Dorothy E., 

^3, Finzel. 

WATSON, Robert S., 

61, Bloomington. 

JOSEPH C. FRANTZ 

Joseph C. "Joe" Frantz, 
92, Oakland, died 
Thursday, Sept. 18, 
2008, at Cedar Hill 
Assisted Living, Ac¬ 
cident. 

Born on Aug. 15, 1916, 
in Oakland, he was the son 
>1 the late Perry and Ardath 
(Cale) Frantz He was also 
preceded in death by his 
wife, Eleanor V. Frantz, in 
1998. 

He was a graduate of 
Terra Alta High School 
with the class of 1936. He 
was an electrician, entrepre¬ 
neur, and business owner. 
He served with the Timber 
Wolf Division in the U S. 
Army during World War II 
and was awarded the 
Bronze Star. 

He was a member of 
St Matthew’s Episcopal 
Church, Oakland, Proctor 
Kildow Post #71, American 
Legion, Oakland, VFW' 
Post #10077, Deer Park, the 
National Timber Wolf As¬ 
sociation. and the Interna¬ 
tional Brotherhood of Elec¬ 
trical Workers 

He is survived by one 
nephew, Steven F. Frantz, 
Brookeville, and one niece, 
Linda Frantz, Beltsville. 

An interment service was 
held in Oakland Cemetery 
>n Monday, Sept 22, at 2 
pm, with the Rev. Fr. Chip 
Lee officiating. 

Interment followed, 
where military honors were 
accorded by members of the 
various veterans’ organiza¬ 
tions in southern Garrett 
County and a detachment 
from Camp Dawson, King- 


wood, W.Va 

The family requests that 
memorials take the form of 
contributions to the Dis¬ 
ables American Veterans. 

Frcdlock Funeral Home, 
Piedmont, W.Va., was in 
charge of arrangements. 



JOSEPH A. RUGGIERO 

Joseph Anthony Rug¬ 
giero, C.E.C., 68, Center¬ 
ville, Pa., died unexpectedly 
Saturday, Sept. 20, 2008, in 
Newfoundland, Pa. 

Born Sept. 13, 1940, in 
Pittsburgh, Pa., he was a 
son of the late Sam and 
Lucy Sparvero Ruggiero. 

Joseph was reared and 
educated in the South Hills 
area of Pittsburgh and 
graduated in 1958 from St. 
Justin High School in Mt. 
Washington, Pa. 

Following his gradua¬ 
tion, he attended the Culi¬ 
nary Institute of America in 
New Haven, Conn He be¬ 
gan his employment in food 
service management in col¬ 
leges and retirement com¬ 
munities in Pennsylvania, 
Ohio, and Indiana before 
accepting the position as 
chef at his family's restau 
rant, The Viking, in Green- 
tree, Pa He later worked in 
various locations, including 
Florida, Hawaii, and Aus¬ 
tralia. 

Joseph most recently 
worked for the Montana 
Rockies Railway as the ex¬ 
ecutive chef of their Gold¬ 
Star Dining, at the Ever¬ 
green Lodge in Yosemite, 
Calif, and the Buck Hill 
Falls Club in the Poconos. 

Chef Joseph was always 
appreciated as a people per¬ 
son who ran a calm, well- 
organized kitchen 

He was certified by the 
American Culinary Federa¬ 
tion and was a certified die¬ 
tary manager He was a 
dedicated Christian who 
enjoyed working as a lay 
person in the healing minis¬ 
tries. 

He also enjoyed wood¬ 


working, cooking at home, 
and spending time with his 
children and grandchildren. 

Joseph is survived bv his 
wile ot 4/ yeais, kuiu c . 
Wade Ruggiero; two daugh¬ 
ters, Lucia Moreland and 
husband Shane, Virginia, 
and Lcnnone Jackson and 
husband Donald, Florida; 
five sons, Sam Ruggiero 
and wife Heidi, Maryland, 
Joe Ruggiero II and hus¬ 
band Gloria, Florida, Reu¬ 
ben Ruggiero and wife 
Brenda, Maryland, Tim 
Ruggiero and wife Kathy, 
California, and Gian Rug¬ 
giero and wife Jenny, Flor¬ 
ida; one sister, Ruth Ann 
Fleckenstein and husband 
Bob, Florida; 25 grandchil¬ 
dren; and one great-grand¬ 
son. 

Friends were received on 
Wednesday at Bracken Fu¬ 
neral Home, Spartansburg, 
Pa., where a service was 
held on Thursday, Sept. 25. 

Interment was held in 
Sunnyside Cemetery, Cen¬ 
terville, Pa 

(Paid Obituary) 

HELEN R. CARRICO 

Helen Ruth Carrico, 81, 
Oakland, died Friday, Sept. 
19, 2008, at Oakland Nurs¬ 
ing & Rehab Center, Oak¬ 
land. 

Born April 19, 1927, in 
Horse Shoe Run, W.Va., 
she was a daughter of 
the late Willis and Lula 
(Snyder) Dumire. 

Mrs. Carrico worked for 
Dennett Road Manor Nurs¬ 
ing Home and Cuppett & 
Weeks Nursing Home. 

She is survived by two 
sons, Ralph Carrico and 
wife Kathy, Short Gap, 
W.Va., and Greg Carrico 
and wife Camille, Swanton; 
one daughter, Diane Frantz 
and husband Brad, Oak¬ 
land; one brother, Ernest 
Dumire, Horse Shoe Run; 
two sisters, Betty Brinegar, 
Mt. Jackson, Va., and Janet 
Wilson, Bridgeport, W.Va.; 
eight grandchildren, An¬ 
gela, Joshua, Samuel, Tho¬ 
mas, and Grace Frantz, 
Catlin Carrico, Melissa 
Clark, and Amy Brake; and 
four great-grandchildren, 
Garrett and Quinton Brake, 
and Cullen and Jachob 
Clark. 

Friends were received at 
David A Burdock Funeral 
Home, Oakland, where a 
service was held on Tues¬ 
day, Sept. 23, with the Rev. 
Mike Friend officiating 

Interment followed at 
Ferndale Cemetery, Oak¬ 
land 

(Paid Obituary) 


Cool New Brewpub & Restaurant Now Open! 



' f J^baSs 




6690 Sang Run Road, McHenrij 
}OI-W-55dO 
Hand-crafted Ales and Craft Artisan Hatbreads 
from a Wood-Burning Oven 

Check, out the VVeelcItj Lunch Specials and the 
Sunset Special evert) Monday - Thursday from ‘y to 8 p.m. 

O ill ahead for a flatl ire, id & growler to go! 

Open Monday - Saturday, Closed on Sundays 
www.mountainstatebrewing.com 



STUART I. SCHWARTZ 

Stuart Irwin "Poppa Stu" 
Schwartz, 77, Swan- 
ton, loved and 
missed by many, 
died Thursday, Sept. 
18, 2008, at University Hos¬ 
pital in Baltimore. 

Born April 17, 1931, in 
Brooklyn, N.Y., he was a 
son of the late Samuel 
and Shirley (Feinstein) 
Schwartz. He was also pre¬ 
ceded in death by one sister, 
Judy Lee Gilbert. 

Mr Schwartz was a re¬ 
tired attorney and was a 
veteran of the U S. Marine 
Corps. He was the founder 
of Oseh Shalom Synagogue, 
Laurel, and a member of 
the JCs of Laurel. 

He is survived by his 
wife, Marlene (Levine) 
Schwartz, Swanton; one 
son, Barry Schwartz Yzettc, 
Rockville; four daughters, 
Joy Schwartz Balogh and 
husband Donald J , Swan¬ 
ton, Sherry Schwartz Carr 
and husband Kevin, Stev- 
ensville, Sydney Schwartz 
Skilskyj and husband Bill, 
Gaithersburg, and Lisa 
Schwartz Bowman and hus¬ 
band Joe Briscoe, New 
Market; eight grandchil¬ 
dren; and five great-grand¬ 
children. 

At his request, his body 
will be cremated. 

A memorial service in 
celebration of Stu’s life was 
held at his home in Swan¬ 
ton on Sunday, Sept. 21. 

Expressions of sympathy 
may be made in his name to 
the Kol-Ami Synagogue of 
Frederick, 4880 Elmer Derr 
Road, Frederick, MD 
21703. 

David A. Burdock Fu¬ 
neral Home, Oakland, was 
in charge of arrangements. 
(Paid Obituary) 

JUDITH E. BOSLEY 

Judith Elaine Bosley, 67, 
Keyser, W.Va., died on 
Wednesday, Sept 24, 2008, 
at her home. 

Born July 8, 1941, in 
Keyser, she was a daughter 
of the late Carl and Mabel 
(Arbogast) Schell 

She is survived by her 
husband, Carmel Bosley, 
Keyser; one son, Chip 
Bosley, Keyser; one daugh¬ 
ter, Candice Bosley, Keyser; 
one brother, Danny Schell, 
Odenton; and two sisters, 
Deanna Rogers, Delaware, 
and Sheila Brantner, Elk 
Garden, W Va 

Friends will be received 
on Friday from 2 to 4 and 7 
to 9 p.m. at David A. Bur¬ 
dock Funeral Home, Kitz- 
miller, where a service will 
be held at 1 p m. on Satur¬ 
day, Sept 27, with the Rev 
John Agnew officiating. 

Interment will follow in 
Kalbaugh Cemetery. 

In lieu of flowers, the 
family requests expressions 
of sympathy be made in her 
name to Hospice of Poto¬ 
mac Valley or Northern 
West Virginia Home 
Health 
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'Women of Garrett County 

You are invited to a Gathering of Women on Saturday, September 27, at 10 a.m. j 
at St. Matthew's Episcopal Church (126 E. Liberty St., Oakland). At this informal 
meeting, you will learn all about a new group forming in Oakland. AGAPE. Please join 
us for a morning of fellowship, fun, food and mutual support as we learn and grow 
together. Please bring fruit, nuts, bread, or sweets to share. Beverages will be j 
provided Complimentary child care will be provided. 

Acknowledge - recognize women's significant role in ministering to our families, friends, j 
churches and community. 

Gather - informal quarterly gatherings to establish friendships and networking between women 
of different churches in our area 

Affirm - encourage and equip women to return to their homes, churches and community with 
confidence, knowledge and respect for their talents 

Persevere - establish a community of support and fellowship to enable women of Garrett 
County to pursue their dreams for themselves, their families, their churches and our community 
Ecumenical - these gatherings will be open to all women of the community - whether churched 
or not 

Come and See! 


Full details will be explained at the gathering with ample time for questions. 
For information, please call: The Rev. Pam Fahrner, 301-387-6313 


ions. | 


JOSEPH W. HOUSE 

Joseph W House, 54, 
California, died on Friday, 
Sent. 19. 2008, from a long- 
leim mness at suaqo 
cal Center, Chula Vista, 
Calif. 

Born Oct. 12, 1953, in 
Portsmouth, Va., he was a 
son of Reta and Gerald 
House, Oakland He was 
preceded in death by his 
paternal grandparents. 

He was a construction 
worker. 

He is survived by one 
daughter, Nikki (Bass) 
House, Washington; two 
sisters, Shirley (House) Van- 
Brunt and Elsie (House) 
Eddington, both of Oak¬ 
land; one brother, Gerald 
"Doc" House Jr., Terra 
Alta, W.Va.; and two 
granddaughters. 

At his request, his body 
was cremated and returned 
home to Oakland 

T here was no service. 


man, Alexandria, Va.; one 
sister, Betsy Devilbiss, Fre¬ 
derick; six grandchildren, 
Spencer, Erika, Jordan, 

Stephen; and special care¬ 
giver Jean Cheshire, Oak¬ 
land. 

Friends were received at 
David A. Burdock Funeral 
Home, Oakland, on Sun¬ 
day, where a service was 
held on Monday, Sept. 22, 
with Dr. Herbert Lambert 
officiating. 

(Paid Obituary) 






JAMES L. GOODMAN 

James Leonard Good¬ 
man, 71, Oakland, died 
Thursday, Sept 18, 2008, at 
Garrett County Memorial 
Hospital, Oakland. 

Born Sept. 21, 1930, in 
Frederick, he was a son of 
the late James H. and Eliza¬ 
beth (Leonard) Goodman 

A physicist. Mr Good¬ 
man graduated from VPI, 
and was a retired store 
owner 

He is survived by his 
wife, Karol Ann (Kallaway) 
Goodman, Oakland; two 
sons, John Erik Goodman 
and wife Kimberly, New’ 
Market, and James Michael 
Goodman and wife Rose, 
Gettysburg, Pa.; one 
brother, John M. Good- 


ANNA B. GRAHAM 

Anna Bell Graham, 89, 
Oakland, died Monday, 
Sept. 22, 2008, at the Den 
nett Road Manor Nursing 
Home. 

Born Oct. 7, 1918, in 
Onego, W.Va., she was a 
daughter of the late Charles 
and Claia Bell (White) 
Mersing. She was also pre¬ 
ceded in death by her hus¬ 
band, Frederick J. Graham 
Sr.; one daughter, Dreama 
Graham; five brothers, and 
three sisters. 

Surviving is one son, 
Fred Graham and wife 
Sherry, Oakland; one 
daughter, Freda Jane Mar¬ 
tin and husband Bill, Oak¬ 
land; six grandchildren; and 
11 great-grandchildren 

Friends were received at 
David A. Burdock Funeral 
Home, Oakland, on Tues¬ 
day, where a service was 
held on Wednesday, Sept 
24, with the Rev. Ed Cal¬ 
houn officiating. 

Interment was held pri¬ 
vately at Ashby Cemetery 
(Paid Obituary) 

Subscribe to The Republican 


DOROTHY E. TWIGG 

Dorothy E. Twigg, 93, 
Finzel, died on Tuesday, 
Sept. 23, 2008. 

Cumberland, she was a 
daughter of the late Howard 
and Zella (Zembower) 
Frantz. She was also pre¬ 
ceded in death by her hus¬ 
band, Victor Twigg; one 
son, Victor A. Twigg; three 
brothers, Donald Frantz, 
Lewis Frantz, and Harvey 
Brant; and two sisters, 
Grace Heavner and Ruth 
Miller 

She is survived by one 
son, Jeff Twigg, Frostburg; 
three daughters, Joyce 
Lichliter, Salisbury, Pa., 
Sandy Crowe, Cumberland, 
and Trudy Whitacre, 
LaVale; three sisters, Vir¬ 
ginia Athey, Cumberland, 
Hazel Barney, Bedford, 
Pa., and Betty Mullaney, 
Mountain View, Mo.; one 
brother, Gary Brant, 
Youngstown, Ohio; 12 
grandchildren; and numer¬ 
ous great-grandchildren. 

Friends will be received 
at Durst Funeral Home, 
Frostburg, on Friday from 4 
to 8 p.m. 

A funeral service will be 
conducted at Emmanuel 
United Methodist Church, 
Frostburg, on Saturday, 
Sept. 27, at 11 a m., with 
Pastor Daniel Agnew offici¬ 
ating. 

Friends inav call at the 
church one hour prior to the 
service. 

Interment will be in Em¬ 
manuel Methodist Ceme¬ 
tery. 


Memorial contributions 
may be made to Emmanuel 
United Methodist Church, 
29 Pocahontas' Rd., Frost- 

ROBERT S. WATSON 

Robert Scott Watson, 61, 
Bloomington, died 
Thursday, Sept. 18, 
2008, at Potomac 
Valley Hospital. 

Born Feb. 17, 1947, in 
Ohio, he was a son of the 
late Ernest and Ruby (Scott) 
Watson. 

He attended high school 
in Okolona, Miss., and 
graduated in 1965. He 
served in the United States 
Navy. He worked for the 
FBI in Washington, DC., 
and he was a realtor with 
Long & Foster, Cumber¬ 
land. 

He is survived by one 
brother, Ernest E. Watson 
Jr., Front Royal, Va. 

Friends were received on 
Saturday at Sowers Funeral 
Home, Frostburg, where a 
service was held on Sunday, 
Sept. 21, with the Rev. 
Everett Spence officiating. 

Interment was held in 
Frostburg Memorial Park. 

Obituary Policy 

The Republican reserves the 
right to edit obituaries to 
conform to the guidelines 
established by the editorial 
department. The publishing 
of obituaries is a comple¬ 
mentary service 

Those individuals wishing 
to have an unedited obitu¬ 
ary published may do so for 
a per-column-inch charge. 

Continued on Page A-7 


TRI STATE 
MEMORIAL CO. 


Main office in Piedmont, WV 
1 800 924 6701 



Area Representatives: 

Marsha Swauger 
Grantsville, MD 

301-895-5764 


Amy Custer 
r - Oakland, MD 

301-334-1139 

Top quality Granite, Marble, & Bronze 
Persdi/JfRied Memorials — Duracolor Etchings 
Expert Design & Superior Workmanship 



Nature s Own Home 
and Garden Center 

8th Annual 




Saturday, Sept., 27 

9 a.m. - 3 p.m. 


•Free Kids' Activities 

* Hay Rides (Benefit Landon's library) 

"Magic Show 11 a.m. 

• Free Pictures w/Nikki the 
Scarecrow Noon- 1 p.m. 

• Bob Wilt, Backyard Bears 

Chainsaw Carving 

• Fall Decorating Ideas 


20% Off 


All In-Stock 
Merchandise 

(Excluding Mums & 
Rustic Furniture) 


Proceeds from refreshment sales benefit local charities. 

|v J Mon -Eri . 8-4; Sat, 8-3; Closed Sunday 

Dun 0.> wl 

.301-387-9370 • www.countrygardencxpress.com 
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OBITUARIES 

Continued from Page A-6 
EDNA M. TEETS 

Edna Mae Teets, 89. 
Bruceton Mills, W Va., died 
Friday, Sept. IV, 2008, at 
her home, surrounded by 
her family. 

Born May 2, 1919, she 
was a daughter of the late 
Orval and Carrie Nicola 
Friend. She was also pre¬ 
ceded in death by her hus¬ 
band, Arthur Teets, on 
Nov. 25, 1999; one sister, 
Goldie; and four brothers, 
Gilbert, Frank, Junior, and 
infant Harry. 

She is survived by one 
daughter, Virginia M Jones 
and husband Bud, Bruceton 
Mills; one sister, Thelma 
Grace Shaffer Staub and 
husband Jack, Bruceton 
Mills; and two granddaugh¬ 
ters, Susan Jones Lemro 
and companion Dennis 
Stanton, Friendsville, and 
Phyllis Y. Jones, Bruceton 
Mills. 

A memorial service was 
held today, Thursday, Sept. 
25, at Carl R. Spear Funeral 
Home, Bruceton Mills, with 
Pastor Barry M. Adkins 
officiating. 

Interment followed in 
Webbs Chapel Cemetery, 
Hazelton. 

The family requests that 
memorial donations be sent 
to Hospice Care Corp., P.O. 


Box 760, Arthurdale, WV 

26520. 

(Paid Obituary) 

LEONA A. K1TIS 

Leona Agnes "Gong" 
Kitis, 86, Finzel, died 
Thursday, Sept. 18, 2008, at 
Frostburg Village Nursing 
Center. 

Born March 27, 1922, in 
Garrett County, she was a 
daughter of the late Simon 
and Minnie (McKenzie) 
Caton She was preceded in 
death by her husband, Fer¬ 
dinand John Kitis; one sis¬ 
ter, Mary E. McKenzie; and 
one brother, Clarence H. 
Caton. 

She was previously em¬ 
ployed by the Celanese 
plant and the Frostburg Vil¬ 
lage Nursing Center She 
was a member of St. Mi¬ 
chael Catholic Church and 
a life member of the Eastern 
Garrett County Fire and 
Rescue Ladies Auxiliary. 

She is survived by two 
sons, John Kitis, and David 
Kitis, both of Finzel; three 
brothers, Anthony Caton, 
Junction City, Ohio, Law¬ 
rence Caton, Lancaster, 
Ohio, and Stanley Caton, 
Oldtown, three sisters, Irene 
Ramhoff, Finzel, Isabel 
Minnick, Frostburg, and 
May McKenzie, Finzel; 
four grandchildren; and 
nine great-grandchildren. 

Friends were received at 
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Adorable 
Adoptables 



What we re all looking for... 

“ km 









PLENTY OF FELINES AND HOUND DOGS are 
available for adoption at the Garrett County Animal 
Shelter this week. They include a large male long¬ 
haired white cat with beautiful eyes, a female peach 
tabby, and female longhaired gray cat brought in as 
an owner give-up. Both the tabby and the gray cat 





have been spayed and declawed, so they can only be 
adopted out as indoor pets. Also looking for homes 
are a female black/white hound and a female brown/ 
black hound that have been at the shelter for a long 
time. "Won't you give them a chance for a new life?" 
asked a Humane Society spokesperson. "No dogs 
were adopted or reclaimed last week, and more dogs 
have come in. If you are looking for a forever friend, 
please adopt from the shelter or a rescue - this is 
their only chance to get a second chance. Also, not all 
the dogs that are available at the county shelter are 
shown each week. Four our chosen to be highlighted, 
but many still remain unpictured. More dogs/cats are 
shown on Petfinder.com, according to your ZIP code." 
For information about these or other pets at the shel¬ 
ter, persons may call 301-334-3553. 
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t Winter Won t Wait... i 
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Sold by the cord or Z2 cord * 

Stacking available upon reguest ® 

Call for Pricin g * 


* The quality of hard wood you * 

* expect & the service we demand! * 

| 301 - 334-6911 ; 

* FREE DELIVERY % 

***** * *•** * •*•** * *•** * * 
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Sowers Funeral Home, 
Frostburg. 

A Mass of Christian Bur¬ 
ial was celebrated on Mon¬ 
day, Sept. 22, at St. Michael 
Catholic Church, Frostburg, 
with the Rev. Jim Hannon 
as celebrant. 

Interment was held in the 
Finzel Cemetery. 

Donations may be di¬ 
rected to St. Michael 
Church or to the Eastern 
Garrett fire hall 

EDNA R. BEAL 

Edna Rebecca Beal. 92, 
Finzel, died on Sept. 17, 
2008, at Goodwill Mennon- 
ite Nursing Home. Grar.ts- 
ville 

Born Jan. 14, 1916, in 
Finzel, she was the daugh¬ 
ter of the late Lloyd 


and Susan (Baker) Arnold 
She was preceded in death 
by her husband, James 
"Nudge" Beal, on Oct. 15, 
1973. 

She is survived by two 
daughters, Edna Elizabeth 
Filsinger, Roan Mountain, 
Tenn , and Shelby Jean 
Ritchie, Finzel; one son, 
Dale Lee Beal. Finzel; 11 
grandchildren; seven great¬ 
grandchildren; and three 
great-great-grandchildren 

Friends were received at 
Newman Funeral Home, 
Grantsville, where a service 
was held on Monday, Sept 
22, with the Rev. Robert 
Collette of Lakeview As¬ 
sembly of God, Oakland, 
was officiating. 

Interment was in the 
Sunset Memorial Gardens. 


FISH SALE! 

DAINRAWHFAn FilDHS 

■ ft ■■■ii**/ m. A m.mm *. 

Your hometown fish connection. 

Grantsville Ag. 
Tues., Sept 27,10-11 a.m. 

Call today to place your order. 

304-783-5025 ■ 304-848-2019 


Benefit Spaghetti 
Dinner for 
David Moon 


Sunday, 

September 28,2008 
11:00 am-? 
Southern Garrett 
Rescue Squad 


Adults: $7 

Children 12 and under: $3.50 
Any questions please contact 
Jane at 301-616-7209 
Amber at 301-616-2955 
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Come One, Come All! 

All CrcMurcs 
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The Episcopal Church in Garrett County 

presents 

A St. Francis Dav| Pet Blessing 

Sunday, October 5, 2008 

All pets must be on a leash or in a carrier 

Two Services! Choice of Times! Two Locations! 

9:00 AM - St. John’s, 5234 Maryland Highway, Deer Park 

1 0:45 AM - St. Matthew’s, 1 26 East Liberty Street, Oakland 



me Day 


- NEW RECLINERS 
NEW ENTERTAINMENT 
CENTER 

- SNACKS AND FOOTBALL, y 


, Entertainment Center 

209 


what more do you need? 


Entertainment Center 

209 





Park Train 5 





B Entertainment Center 

459 
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Entertainment Center 

689 




SPECIAL 
COUPON SAVINGS 


Off 

Any In-Stock 
Entertainment 
Center 

Must present coupon at lime ol purchase. 

Excludes special orders. Items vary in 
each location. Limit one coupon per 
person Coupon expires 09/30/08 
Delivery fees apply 


BUY TWO RECLINERS AT ONE LOW PRICE! 


$ 




S 


> A * 


899> 



Over 30 fabrics to choose from! 


11 colors to choose froml 


—_ 

Grand Central 
Station 
301-334-3006 

312 S. 3rd St.. 
Oakland. MD 

Grand Central 

Home Furnishings 
301-334-9515 
Maryland Hwy., 

Next to 84 Lumber 

Ci/.ind Central 
at the Lake 

301 387-2278 
Trader’s Landing, 

21329 Garrell Hwy. 

Grand Central 
Mattress Max 
301-387-7810 

Market Square 

Next to Foodland Fresh 
MrHenrv MI) B 

E-Skaica m 

Mon.-Sat. 10-6: Sun. 11-5 

Mon-Thurs.. 10-6; 

Fri. & Sat., 10-7: Sun. 11-5 

Mon-Thurs., tO-6; 

Fri. & Sat., 10-7; Sun. 11-5 
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GCAC TO HOST RECEPTION FOR GREEN - The 




'A 



Garrett County Arts Council will hold an artist's recep¬ 
tion for Fabian Green on Thursday, Oct. 2, from 5:30 
to 7:30 p.m. at the Gallery, located along Alder Street 
in Oakland. Green currently has 3n exhibit on display, 
titled "Thread of Ariadne," at the Gallery. The exhibit 
will be up through the month of October. "Inspired by 
persona! recurring dreams, I stumbled upon a beauti¬ 
ful story of a princess that led me to create an image 
of her for everyone to see," Green said of his art. He is 
employed by the Gallery as well as by The Republican 
newspaper as a graphic designer in the ad depart¬ 
ment. The story, as told through this exhibit, includes 
two full human figures and several busts that are 
made of recycled Republican newspapers. Other 
works of oils and acrylics, as well as photography, are 
included in the exhibit. The public is invited to the re¬ 
ception. 


: Mamma Mia! 
Showing To 

: Benefit HART 

* • 

Garrett 8 Cinemas at 
Deep Creek Lake will pre¬ 
sent a special showing of 
Mamma Mia! to benefit the 
HART for Animals organi¬ 
zation on Thursday, Oct 2, 
at 3 p m. Doors will open at 
2 p.m., with limited seating 
available 

"Come sing, dance, and 
have a great time with your 
friends while supporting a 
terrific cause," said an event 
spokesperson. 

Monetary donations will 
be accepted for general ad¬ 
mission, with a suggested 
minimal donation of $6 

Prior to the showing, a 
special live auction will be 
held for two exclusive 
Mamma Mia 'posters 

HART for Animals Inc. 
is a non-profit organization 
dedicated to saving the lives 
of homeless pets in western 
Maryland Through a net¬ 
work of volunteers, indi¬ 
viduals, and rescue organi¬ 


zations, HART is able to 
rescue animals from the 
Garrett County shelter and 
give them a chance of find¬ 
ing a permanent home. 

NHS Marching 
Band Competes In 
Martinsburg Show 

The Northern Garrett 
High School Marching 
Band traveled to Martins¬ 
burg (W.Va ) last Saturday 
for the Martinsburg High 
School Band Spectacular, 
held at Coburn Stadium 

Northern is in the Group 
1 division of the Tourna¬ 
ment of Bands (TOB) and 
was up against one other 
competitor, Brunswick 
High Brunswick placed first 
with a score of 76.2, and 
Northern placed second 
with a score 69.95 

"The Northern Garrett 
Band is very young and 
very small, but in spite of 
the difficulties in our path 
the students are responding 
well,” said Duane Salisbury, 
director of the group. "Each 
week we master more of the 


show and each week we 
march and play with more 
confidence Our band is 
developing nicely." 

The band’s show this 
year features the music of 
Chicago on Broadway. 
Northern will travel to 
North Hagerstown High 
School this Saturday for its 
next TOB competition. 
Scheduled to compete in 
Group I in addition to 
Northern are Southern High 
School, Conemaugh Town¬ 
ship, East Pennsboro, and 
Hancock High School. 


Emmanuel Jal 
To Speak At 
Frostburg State 



Emmanuel Jal, a former 
child soldier turned hip-hop 
artist and an advocate for 
social justice and human 
rights, will speak about his 
experiences as a rebel 
fighter in the Sudan Peo¬ 
ple's Liberation Army on 
Monday, Sept. 29, at 7 p.m. 
in Lane University Center's 
Manicur Assembly Hall at 
Frostburg State University 

"To this day, Jal does not 
know when he was born or 
exactly how old he is," said 
an FSU spokesperson "His 
story began in Sudan when 
he was no more than 6 
years old and was sent away 
to become a soldier in one 
of history's most brutal civil 
wars." 

Hailed as the "rising star 
of African hip-hop," Jal is 
the central figure of the in¬ 
ternationally acclaimed War 
Child documentary. 

"His third album and 
international solo release, 
WARcluld, has launched Jal 
into the spotlight for its pro¬ 
found, empowering mes¬ 
sages of peace and recon¬ 
ciliation," the spokesperson 
said. 

Jal is also the founder of 
Gua Africa, a nonprofit 
organization dedicated to 
promoting and ensuring 
sustainable development of 
local communities in Sub- 
Saharan Africa. 



SATURDAY, Sept. 27 

• High Strung, fiddle fest offering a diverse fusion of cultures and musical styles with 
an eclectic mix of music, song, and dance. Frostburg State University's Cultural Events 
Series, Main Arena, Cordts PE Center. Frostburg, 8 p.m Tickets: $18 and $13 for adults, 
SI3 and $7 for those younger than 17. Information 1-866-849-9237 or ces.frostburg cdu 

• Monkey Magic by Aurand Harris at Our Town Theatre, Oakland, featuring 18 local 
youth / p m with doors opening at 6:30 OTT is not taking phone reservations or charg¬ 
ing an entrance fee for these performances, however, donations will be appreciated 
SUNDAY, Sept. 28 

• Monkey Magic by Aurand Harris at Our Town Theatre, Oakland, featuring 18 local 
youth 2pm with doors opening at I 30. OTT is not taking phone reservations or charg¬ 
ing an entrance fee for these performances; however, donations will be appreciated. 
THURSDAY, Oct. 2 

• Reception for arti-t Fabian Green and his "Thread of Ariadne" exhibit, 5:30-7:30 
p m The public is invited and refreshments will be served At the Gallery, 206 E Alder 
Street, Oakland 

SATURDAY, Oct. 4 

• Campus Hypnosis with Tom Del uca The final presentation of the Garrett Lakes 
Arts f estival 2008 season. 7 30 p m., Garrett College auditorium. See story Tickets: $17 
for adults, $7 for students, and free for those 5 and younger Info: 301-387-3082 or 
w w w artsandentertainment org 


EXHIBITS 

• through Sept 30 "Float," an exhibit of prints by Natalie Atherton The Ait Gal¬ 
lery of Garrett College, McHenry Gallery hours 9 a m to 5 p m daily Info: 301-387- 
3024 The Art Gallery is sponsored in part bv the Garrett Countv Arts Council 

• Through Oct 31 "Thread of Ariadne" exhibit along with mixed media display 
including oil, acrylics, and photography by Fabian Green The Gallery, 206 E Alder 
Street, Oakland, Monday through Saturday, 10 a m to 5 p.m Info: 301-334-6580 or 
www garrettarts com 





We're celebrating the bla/ing colors ot 
Autumn in this high mountain paradise 
loin in on all the tun (t activities! 


SEPTEMBER 26-28,08 

DAVIS & CANAAN VALLEY, VVV 


LIVE MUSIC WITH IMF DAVISSON BROIItl KS BAND' • OKTOBFRFEST! 
FAl.LCOl.ORSGOI.FTOURNAMENT • SK/2K "RUN FOR IT" RUN 
DOG SI IOW • MOUNTAIN BIKE RAC I • PHOTO CONTEST 
THE FAMOUS DUCK RACE • APPALACHIAN FOOD & CRAFT FAIR 
& MUCH MORF' 


Tickets available online. 

www.artsandentertainment.org 


The FSU event is free 
and open to the public For 
information, persons may 
call the Diversity Center at 
301-687-4050. 


CALL TODAY OW V 1 *lT US ONLINE FOB* EVENT SCHEDULE AND MORE INFORMATION 

CANAANVALLEY.ORG • 1.8OO.702.2775 


"Capitol Steps" 
Offering Political 
Satire At FSU 

The Capitol Steps, a 
group offering satiric paro¬ 
dies and comedy of today's 
politics, is next on the Frost¬ 
burg State University Cul¬ 
tural Events Series lineup 
The group will perform on 
Tuesday, Sept. 30, at the 
Pealer Recital Hall in the 
FSU Performing Arts Cen¬ 
ter. The show begins at 7:30 
p.m. 

The Capitol Steps began 
in 1981 as a group of senate 
staffers who at a Christmas 
party set out to satirize the 
people who had employed 
them. Although not all of 
the current members of the 
Steps are former Capitol 
Hill staffers, taken together, 
the performers have worked 
in a total of 18 congres¬ 
sional offices and represent 
over 60 years of collective 
House and Senate staff ex¬ 
perience. They have since 
become a Washington, 
D.C., institution with the 
slogan of: "We put the 
'mock' in democracy." 

The Capitol Steps have 
recorded 28 albums. The 
group's latest, titled Cam¬ 
paign and Suffering, stars the 
men and women of current 
political events: John 
McCain, Mitt Romney, 
Mike Huckabee, Fred 
Thompson, Rudy Giuliani, 
Barack Obama, John Ed¬ 
wards, Hillary Clinton. 
Dennis Kucinich, and oth¬ 
ers The Capitol Steps' song 
parodies and skits have 
been featured on NBC, 
CBS, ABC, and PBS, and 
can be heard four times a 
year on National Public 
Radio's Politics Takes a Holi¬ 
day radio specials. 

Tickets for the FSU per¬ 
formance are $25 for adults 
and $18 for youth under 17. 
Group discount tickets are 
also available Tickets may 
be ordered online at 
ces frostburg edu or by call¬ 
ing 301-687-3137. 

The Cultural Events Se¬ 
ries is supported by a grant 
from the Maryland State 
Arts Council 


MONKEY MAGIC AFOOT AT OTT - Eighteen 
Garrett County kids will take the stage at Our Town 
Theatre this weekend in the play Monkey Magic, writ¬ 
ten by Aurand Harris. Set in China, the production is 
made up of six separate little plays, according to Jane 
Avery, director. Performances are scheduled for 7 
p.m. on Saturday, Sept. 27, and 2 p.m. on Sunday, 
Sept. 28, with the doors opening 30 minutes before 
each presentation. Avery noted that OTT is not taking 
phone reservations or charging an entrance fee for 
these performances. However, donations to help de¬ 
fray the cost of royalties and the set would be greatly 


appreciated, she said. This play is funded in part by 
the Maryland State Arts Council and the Garrett 
County Arts Council, and is being produced via a spe¬ 
cial arrangement with Anchorage Press. Pictured in 
front from left are Tanner Lewis, Alexx Grady, Tori 
Miske, Austin Shaffer, Annie Zimmerman, and Ava 
Roberts. Peeking from around the columns are Caitlin 
Simpson (left) and Hannah Newcomb. In the next row, 
same order: Brandon Hanline, Mackenzie Swift, Jacob 
Zimmerman, and Josie Mae Cannistra. In the back: 
Taylor Swift, Katie Shaffer, Zack Hanline, and Austin 
King. 


Southern Band 
Takes First At 
Preston Show 

The Southern Garrett 
High School Marching 
Band brought home the first 
place trophy and all three 
specialty awards from the 
Preston High School band 
competition, held Saturday 
in Kingwood, W.Va. 

Three bands competed in 
Group 1 at the Tournament 
of Bands (TOB) show. 
Southern took first place 
with a score of 72.05. Com¬ 
ing in at second place was 
Richie County High with a 
score 0069.45* and in third 
place was Tygarts Valley 
High, with a score of 65.85. 

Southern won all three 
specialty awards as well: 
Best Drum Major, Best 


Drum Line, and Best Color 
Guard. There are three 
drum majors for Southern 
this year, and they are 
Trista Insley, Kaytie Riley, 
and Kelly Bean The color 
guaid captain is Katie 
Welch, and the captain of 
the drum line is Sarah Fre¬ 
derick 

"The kids gave a solid 
performance this week," 
said Joshua F.lmlinger, di¬ 
rector. "I am excited about 
the potential this show has 
right now." The theme of 
the show is "Fire," with mu¬ 
sic by Igor Stravinsky. 

T he band will compete at 
North Hagerstown High 
School this weekend, vying 
for Group I honors with 
Northern High School as 
well as Conemaugh Town¬ 
ship, East Pennsboro, and 
Hancock High School. 
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Call for Movie Times^ 

(301) 387-2500 

GIFT CERTIFICATES AVAILABLE 

FRIDAY, SEPTEMBER 26th 

THURSDAY, OCTOBER 2nd 

EAGLE EYE 

libw rrrl 

Mac Halt* Monaghan SOUND 

FRI 430 700 9 30 

SAT-SUN 1130,200 4 30 7 00,930 
M0N-THURS 500 800 

NIGHTS IN RODANTHE ___ 

HW 

L ” FRI 510.730,940 

fjrij, SAT-SUN 1230 2 50 610 7 30 9 4C 
MON THURS 520 740 

BURN AFTER READING 

<*•<**• Clooney U 1 pp 

r rant •« Me Dormant! 

FRI 420,650,920 ,m ""’ 
□Tj SAT-SUN 1140 210 4 20,650 920 
MONTHURS 640 805 

IGOR 

John CumcIi [xa££X 

S«*v* Buscann 

FRI 500.656.910 

[ST1 SAT-SUN 1240 256 500 656 910 

MONTHURS 525 7 30 

RIGHTEOUS KILL 

MY BEST FRIEND S GIRL 

Robert Ob N.ro 

FRI 445 710,925 

r*i SAT-SUN 1150 2 20 4 45 710 9 25 

^ MONTHURS 515 755 

Dan. Co— 

KM.**— FRI 450715 935 

m SAT-SUN 1210 235 450,715 935 

^ MON THURS 550,810 


MAMMA MIA 


FBI 725 


sing-aiomg vyrsio— saT-SUN 1220 2 40 725 
BBWPT*. M0N-IWHS530 


vickv Cristina ^ 5fl6 
-BARCELONA SAT-SUN 505 950 

V M3N-THURS 750 


THE WOMEN 

Ryan 




FBI 4 56 7 20 945 
SAT-SUN 1200 2 30 4 55 7 20 9 45 
MONTHURS 510,? 45 J 


Showtime! Available at www.garrettBctnema.cor 
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WOLF CREEK SESSION PLAYING FOR CINDY'S FUND - The band Wolf 
Creek Session, pictured, will perform a benefit concert for Cindy's Fund on Satur¬ 
day, Sept. 27, at Ridgeview Valley, Deep Creek Lake. The show is to start at 7 p.m., 
and guests are encouraged to bring lawn chairs or blankets to the outdoor amphi¬ 
theater. Local food vendors will offer ice cream, sandwiches, and other refresh¬ 
ments. Tickets are $10. They are limited and can be bought in advance. Currently 
they are available at Gregg’s Pharmacy in Oakland and at the Visitors Center in 
McHenry. For more information, persons may contact Ridgeview Valley at 301-387- 
4040 Ridgeview Valley is located at 912 Gravelly Run Road in McHenry. 
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t Tom DeLuca 

Hypnotist 

Saturday, October 4, 2008 
at 7:30 p.m. 

* Garrett College Auditorium 

Adults SI 7 • Students S7 

FREE for children 5 years and younger 

(but children need a ticket) 

The Hippist Hypnosis Show * 

Volunteers from the audience are hypnotized 
and do crazy and interesting things. Tom has ap¬ 
peared on Good Morning America, CBS Morning 
Show, Dateline NBC. CNN, PBS and many other * 
national television and radio talk shows. He is a 
hot item on the college circuit! 

Sponsor Partners: 

LAOC, Jim and Brenda Shank 

GLAF Season Sponsors: Coidweii Banker Deep Creek Realty Draw. 

Unt! 0 

Herbe't H Leighton. M D Sincell Publishing Company Total B<2 
Bnknent and Wisp Resort Large gifts and grants have been given 
by Audrey and Howard Nayior The Garrett County Arts Council. The 
Maryland State Arts Council Mid Atlantic Arts Foundation. National 
Endowment Lx the Arts and Pennsylvania Performing Arts on Tour 


/~| AT TAA 


GLAF 2008 


$ 


































































rwAiJai 




IIIK KKIMlil If AN, O AKI .AN D, M ARYL AN I) I III RSDAY, SK FT E M BKR 25,2008 A-9 



Graduates From 
Frostburg State 
With MBA, 4.0 


\t 


LOCH LYNN HEIGHTS 

The town council of Loch Lynn Heights has perma¬ 
nently changed the council meeting time to 6 p m Meet¬ 
ings are held the first Tuesday of each month The next 
regularly scheduled meeting will be held on Tuesday, Oct. 

7, at 6 p m 

A public bid opening for the Roanoke Paving Project 
will be held at 1:00 p m at the town hall on Monday, 
Sept. 29. 

Residential Notification: 

The Partners After School (a Loch Lynn will be hold¬ 
ing their National Lights On celebration on Ihursday, 
Oct. 16, from 5 to 7 p.m. The event will be held in the 
pavilion in Loch Lynn. If the weather prohibits the event 
from taking place outside, it will be held downstairs in the 
community building. This celebration is to make the com¬ 
munity aware of how kids benefit from the after school 
programs. It will have a carnival theme called fall Into 
After School." A light dinner of vegetable soup and bread 
will be provided as well. The event is open to the public. 

Election Notification: 

The terms of three elected officials will expire at the 
end of the year The positions of mayor and two council 
seats will be filled in January after the Nov. 3 town elec¬ 
tion. Those wishing to file for an office must complete a 
certificate of nomination with the clerk no later than Oct. 

6 at 4 p.m Applicant must be at least 18 years old, a citi¬ 
zen of the U.S., a registered voter, have been a resident of 
Maryland for one year, and have lived in Loch Lynn 
Heights for 6 months prior to the election The number of 
applicants will determine if a primary and/or general elec¬ 
tion will be required as per the charter. 
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Ready for5chool 

Improve concentration & compr ehe nsion 

Focus Attention- 

Modulates Brain Activity 

Gaba Plus & Flax Seed Oil- 
Calms Neurotransmitters to Brain 
DHA-Aids Healthy Brain 
Development 




Pe rso na l Well-Being Services : 

Massage Therapy - aids physical well-being 

Nutritional Consultations - develop 

personal program 
Reflexology - work reflex areas in feet/hands 
Ion Spa Foot Bath - detox through feet 
Muscle Response Testing, Reiki & Energy Work 
Ear Candling - promote clear ear canal 
IridolcKjy - iris analysis 

Herbs. Vitamins 
Enzymes, Minerals 
Herbal Teas 
Essential Oils 
Creams, Gels 
Flower Essences 
Scented Soaps 
Candles, Gifts 

211 Windy Acres Ln. (off Rte. 219 North) 
Grantsvllle, MD 301-895-5544 

Open: Mon. - Fri. 10 - 4 or by appointment 
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www.theherbbarn.com 





Alicia Dawn (Streets) 
Helbig, Oakland, recently 
graduated from Frostburg 
State University with a mas¬ 
ter's in business administra¬ 
tion, graduating with a 4.0 
GPA. 

She currently works as 
assistant director of Garrett 
County Department of So¬ 
cial Services, Oakland Hel¬ 
big is very active in commu¬ 
nity events and serves on 
numerous local and state 
boards and organizations. 

She is the daughter of 
Carl and Alta Streets, Hart- 
ville, W.Va., and the daugh¬ 
ter-in-law of Butch and 
Carolyn Helbig, Oakland 
She graduated from Union 
Educational Complex (high 
school) and graduated from 
West Virginia University 
with a bachelor's in business 
administration and human 
resources and finance 

Helbig lives with her hus¬ 
band Jeff and children Aus¬ 
tin, Devan, and Lauren 

Northern GOP 
Women To Meet 

The Northern Garrett 
Republican Women will 
meet Tuesday, Sept. 30, at 
the home of Ruth Umbel 
The meeting is to begin at 6 
p.m. 

The program will be 
given by the hostess and 
will be based on American¬ 
ism 

The gift basket this 
month will be provided by 
Carolyn Ganoe, Connie 
Burdock, and Tara White 


New Arrivals 

The birth of one baby, a 
boy, was announced this 
week. 

A son was bom to Trisha 
Miner and Brandon Smith, 
Oakland, on Sept 7 at 
Garrett County Memorial 
Hospital 




Ft AND T BUTLER 
AUTOMOTIVE 

ACCIDENT, MD 


Great Vehicles... 

...Low Prices... 

...The Best Warranty Around... 
See why we call it 

The Randy Butler Advantage 




2007 Chevy Cobalt 4 Door 

28,000 miles $10,995.00 
2007 Toyota Corolla CE 

30,000 miles $13,995 00 
2007 Ford Focus ZX4 SES 

31,000 miles $12,995 00 
2007 Pontiac G6 

35,000 miles $12,495.00 
2005 Toyota Corolla LE 

96,000 miles $8,989.00 
2005 Chevy Impala LS 

45,000 miles $11,895 00 
2005 Dodge Neon SXT 

34,000 miles $9,495 00 
2005 Honda Accord LX 

58,000 miles $13,695 00 
2005 Chevy Cobalt 2 Door 

31,000 miles $9,525.00 

2003 Honda Civic LX 

46,000 miles $10,295 00 
2002 Ford Escort ZX2 

85,000 miles $6,995 00 

2004 GMC Sierra Z-71 Ext. Cab 

56,000 miles $15,995 00 
2007 Toyota Highlander 

31,000 miles $16.895 00 


2007 Kia Sportage LX 

17,000 miles $14,995.00 
2007 Kia Sorento LX 

31,000 miles $14,795 00 

2006 Ford Freestyle Limited 

30,000 miles $15,995.00 
2005 Toyota RAV-4 L 

50,000 miles $14,995 00 
2005 Chevy Suburban 

60,000 miles $16,989.00 

2005 Chevy Tahoe 

47,000 miles $18,989.00 

2007 Ford E-250 Cargo 

32,000 miles $14,795 00 

2004 Jeep Gr. Cherokee Laredo 

68,000 miles $9,325.00 

2006 Chrysler Town & Country 

28,000 miles $13,995 00 

2005 Ford E-250 Cargo 

110,000 miles $6,995 00 
2005 Ford E-150 Cargo 

78,000 miles $10,295 00 
2003 Chevy Astro Cargo 

42,000 miles $7,995 00 
2001 Dodge Grand Caravan EX 
66,000 miles $6,995 00 


In-Depth & Multi-Photo Vehicle Listings 



Che,ch it out■ 
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Featuring events that build assets in youth and pro¬ 
mote community involvement: 

THURSDAY, Sept. 25 

• Rec Night, Ryan's Glade Community Building, 6 to 
8 p.m. Join in on these recreation nights, featuring bas¬ 
ketball Free (301-334-7730) 

FRIDAY, Sept. 26 

• Deer Park Recreation Program, Deer Park commu¬ 
nity playground, 6 to 7 p.m. Deer Park Eliminators 
invite all ages to this recreation program, which will 
include 3-on-3 basketball and other games for younger 
children Youth attending all seven weeks of the pro¬ 
gram will receive a reward. Drinks provided. Free. For 
this fifth week, guests are to wear sneakers as part of 
the "don't let drugs sneak up on you" theme. (301-334- 
7730) 

• K9 Dog Demo with Sergeant Corley, Deer Park 
community building, 7:30-8:30 p.m Sergeant Corley 
will present a working drug dog demonstration follow¬ 
ing the Deer Park Recreation Program (see above). All 
ages are welcome. A McGruff the Crime Dog craft will 
be provided for small children. Free. (301-334-2017) 

SATURDAY, Sept. 27 

• Autumn in the Park, Grantsvllle Park pavilion #1, 
1-3 p m The Grantsville Involvement Group wel¬ 
comes all for games, prizes, cake walk, and karaoke 
with Jimmy B Activities are free; food available for 
purchase. (301-895-3111) 

MONDAY, Sept. 29 

• Teen Book Club. Ruth Enlow Library in Oakland, 
6:30 p.m. Teens age 13 through 18 are invited to join 
this new book club, described as a great way to meet 
other teens who love reading. The required pre¬ 
registration may be made by calling 301-334-3996, ext. 
115. Free. 

TUESDAY, Sept. 30 

• CiGIia Taw Tihits meeting, Crtllin Community 
Park pavilion, 7 p.m. Residents invited to join with 
other Crellin, Hutton, and Underwood Road commu¬ 
nity members to plan events for area youth and fami¬ 
lies. New members always welcome In the event of 
poor weather, persons may call to find out the alternate 
meeting place: 301-334-7730. 

WEDNESDAY, Oct. 1 

• Accident Community Planning Group meeting. 

Accident fire hall, 7 p.m. All area residents are wel¬ 
come to offer ideas for Accident's annual Fall Festival 
(301-334-7730) 

SUNDAY, Oct. 5 

• SuGO Sundav with LEGO Robotics, GEARS build¬ 
ing, 116 Industrial Park Drive in Accident. 1-5 p.m. 
Youth and families come together to build LEGO ro¬ 
bots, which are used to compete sumo wrestling style 
in the ring All materials are provided and no experi¬ 
ence is necessary. All ages are welcome, but parents 
must stay and assist with young children. Snacks and 
sodas will be available for purchase Rookie teams con¬ 
sist of 2-4 people and pay $10 per team GEARS mem¬ 
bers participate for free. Sponsored by the Garrett Engi¬ 
neering and Robotics Society. Call 301-387-2331 or 
visit www SuGO.GEARSinc.org for more informa¬ 
tion. 

Assets are qualities and experiences youth need to 
unleash their potential for growing into healthy, caring 
adults. For more information about Healthy Commum- 


ties-Heaithy Youth' M (HC-HY): Garrett County and 
about building assets in youth, persons may call 301-334- 
1189 

HC-HY Garrett County and some of the activities 
above are sponsored by Garrett 
County Partnership for Children 
and Families Inc./LMB (1 ocal 
Management Board), the Garrett 
County Health Department, 

Garrett County Extension Serv- HEALTHY YOUTH 
ice, and the Governor’s Office of 
Crime Control and Prevention 


****** 
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Norris Rush 

Continued from Page A-l 
Rush initially claimed he 
acted in self-defense. But 
the state argued its evidence 
showed the force used by 
Rush was not necessary at 
the time he fired the first of 
the three shots and that the 
amount of force used was 
excessive under the circum¬ 
stances. 

Seeking Leads 

Continued from Page A-l 
Those with any informa¬ 
tion concerning either bur¬ 
glary are asked to call the 
MSP McHenry Barrack at 
301-387-1101. 

Man Charged 

Continued from Page A-l 
the Wheeling Avenue area, 
when he struck a parked 
vehicle. He also traveled of)’ 
the roadway three separate 
times and struck several 


small trees After Moats hit 
the third set of trees, his 
vehicle became disabled 
The deputy was then able 
to take Moats into custody. 


He is charged with driving 
under the influence, DUI 
per se, driving while im¬ 
paired, speed greater than 
reasonable, failure to drive 
right of center, failure to 
control speed to avoid a 
collision, failure to stop at 
the scene of a property dam¬ 
age accident, reckless driv- 
mg, negligent driving, at¬ 
tempting to elude police by 
failing to stop, and four 
counts of failure to stop at <* 
stop sign. 

He was taken to the 
Garrett County Detention 
Center • 
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In Loving Memory of 
GERALD R. REAMS SR. 



on your 

September 24, 1922 • birthday 
October 30,2004 

You live on in our hearts 
and in our souls.... 

We miss you, Pap... Love, your family 


BIC BUCK 

§M£@ 

ELKS LODGE #2481 

100 Elk St., Oakland, MD 

Friday, Oct. 10 

Tickets: $30 Donation 

Doors open at 5 p.m. - Games start at 6:30 
EXTRA SPEED SPECIALS WILL BE SOLD! 
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Three 

$500 

Coverall 

Jackpots 

Regular Games 
Pay s 100 

Ukl 


Refreshments Available 

A fundraiser sponsored by 0VFD & BP0C Elks Lodge #2081 

Tickets may be purchased at the door. No admission under age 18. 




Open Sun.-Thurs. 7 a.m.-9 p.m. 
and 

Fri. & Sat. 7 a.m.-IO p.m. 


PIZZA PUB $ ICE CREAM PARLOR 


Eat In, Carry-out, or Delivery! 

301 - 387-2424 


Monday Night Special 


Tuesday Night Special 


Wednesday Night Special 

2 Large 
Cheese Pizzas 
$24 

with 24c toppers 


Large Cheese Pizza, 
Dozen Wings, 
and a 2 Liter Soda 

$24 

with 24c toppers 


1/2 Price 
Wing Night 

eat-in only 






Convenience, Beer/Wine/Spirits Store 

Open 6-10 Monday-Saturday, 8-8 Sunday 

301*387-2992 





So re/lee's & Zip'eez DELIVER! 

Don’t Drink and Drive! You buy, we’ll fly! Yes, even Spirits Delivery with your Pizza and Pasta 

Call either number and order from both! 
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67th Buckwheat Festival 
Begins Today in Kingwood 


Tt/edt ‘Vi'iyittoz 

News from Preston, Tucker, Grant and Mineral Counties. 


bv Megan I all man 

Excitement and buck¬ 
wheat are in the air this 
weekend for Preston Coun¬ 
ty residents, as many are 
expected to travel to King- 
wood for the 67th annual 
Buckwheat Festival The 
festival begins today and 
will run through Sunday 
evening. 

“1 was born on the 
Thursday of the festival 45 


MILITARY 

SURPLUS 

Now at Red House 
School Antiques*301-334-2800 


years ago, so for me this is a 
family and community tra¬ 
dition," said festival secre¬ 
tary Darla Kuhn, whose 
birthday this year falls on 
Friday (tomorrow). 

Kuhn said over the 
phone Wednesday after¬ 
noon that organizers are 
expecting a crowd of at least 
100,000 people over the 
four days of the festival. 

The first festival took 
place in October of 1938. 
According to the festival’s 
web site, local farmers dur¬ 
ing the Great Depression 
felt that buckwheat would 
bring agricultural and eco¬ 
nomic growth to the area. It 


was for this reason that the 
unique grain became cele¬ 
brated at the end of the har¬ 
vest season. 

Since then hundreds of 
thousands of buckwheat 
cakes have been served. 
Unlike pancakes, buck¬ 
wheat cakes are thin and 
sour, said Kuhn Many peo¬ 
ple eat them with apple¬ 
sauce, but Kuhn prefers to 
have them with regular ma¬ 
ple syrup. 

The record number of the 
"all-you-can-eat” dinners 
served during the four-day 
festival at the Kingwood 
Volunteer Fire Department 
hall alone is 16,129 Organ¬ 


izers this year are anticipat¬ 
ing sales of over 16,000 at 
that location In preparation 
for the festival, they have 
bought 2.5 tons of local 
buckwheat Hour and have 
made 47,200 sausage pat¬ 
ties, which are made from 
local 4-H and FFA project 
hogs and were prepared at 
Preston High School’s meat 
processing facility. 

The festival is more than 
about eating all the buck¬ 
wheat cakes and sausages 
imaginable. It is also about 
community fellowship. 
Though the Kingwood 
VFD sponsors the festival, it 
is the volunteer efforts from 


the community and local 
high school that make it so 
successful 

Aside trom the buck¬ 
wheat cake dinners, there is 
a lot going on for the festi¬ 
val. “It is wonderful. There 
really is something for eve¬ 
rybody,” said Kuhn 

The coronation of Queen 
Ceres LXV1I and King 
Buckwheat LXVI1 is taking 
place Friday at noon, with 
West Virginia University’s 
Mountaineer mascot Mi¬ 
chael Squires as the official. 
This year’s titles of Queen 
and King are going to twin 
siblings Rachel and Ryan 
Moran. 

Country music singer- 
songwriter Luke Bryan is 
performing Friday night at 
the Craig Civic Center. 
Tickets are $20 each and are 


available for purchase at the 
Buckwheat Festival Infor¬ 
mation Booth. They will 
also be sold at the Civic 
Center the night of the con¬ 
cert. 

Other attractions to be 
featured during the festival 
include 4-H and FFA exhib¬ 
its and competitions, carni¬ 
val rides, parades, fire¬ 
works, over 70 local artisans 
and craftsmen, bingo, lum¬ 
berjack and timber shows, a 
salute to the troops and vet¬ 
erans, and much more. 

For more information 
about the festival, persons 
may go online to http:// 
www.buckwheatfest.com or 
telephone 304-329-0101. 

Editor's note: Ms. Lehman, 
a native of Garrett County, is a 
senior journalism student at the 
University of Maryland. 


TERRA ALTA NEWS 


TERRA ALTA 
PUBLIC LIBRARY 

The Terra Alta Public 
Library has reset the juve¬ 
nile section There are two 
new bookracks, given by 
Mary Jo Gregg in memory 
of James A Gregg These 
were handmade by Ernie 
Metheny. 

The pre-K step books 
collection through Level 4 
has been moved and 
enlarged for younger read¬ 
ers. The elementary classes 
have been invited to take a 
field day trip and visit the 
library to see the new ar¬ 
rangement. 

Community Educational 
Outreach Service (CEOS) 
members Sandy LaRue and 
Una Kisamore were the 
readers and craft leaders on 
Sept. 10's afternoon story 
hour. They read Noah's Ark 





and Clifford and the Big 
Storm Makala Garlitz, 
Brent Bennett, Caden Gar- 
litz, Ruth Bennett, Chase 
Garlitz, and Arabella 
McCloud then each colored 
a worksheet titled "Crawl 
Into A Good Book." 

Marge Dixon was the 

host on Sept. 17, assisted by 
Mary Hart. Today I Feel Silly 
& Other Moods That Make My 
Day was read by Mary, 
while Marge helped the 
children make homemade 
"slime." 

Attending were Caden 
Garlitz, Heather Layton, 

Makala Garlitz, Ashley 

Thornburg, Chase Garlitz, 
Abagail Shaffer Joseph 

Thornburg, Alexis Shaffer, 
Ruth Bennett, Stephen 
Hart, Brent Bennett, Alexis 
Hart, Mikey Hart, Sarah 
Continued on Page A-5 
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MONTCROFT 


FARMS 


/ Enjoy French Fries made from 

r> \ > \ mLt V Preston County Potatoes supplied by 

Bill, John & Ed Grose 

Cranesville Rd., Terra Alta, WV 

( 304 ) 789-2519 



(Snjov the buckwheat Pestival! 

Pharmacy 

Terra yWta, WV 
(304) 789-2200 

In loving memory of James A. Gregg, King Fireman XXXVII 



SMITH & SMITH 

Certified Public Accountants 

104 North Price Street, 
Kingwood, WV 
Phone 304-329-2790 


=3 tf-haley Mot&i [3 

Check Out Our Selection of 2009 Models! 


GREAT DEALS! GREAT SERVICE! 


119 East Main Street, Kingwood, WV 

( 304 ) 329-0738 

“SERVING YOU FOR OVER 52 YEARS" 


50# OFF 

MooLatte cX e e" 

Consumer must pay any sales tax included Any 
other application of this coupon constitutes fraud 
Limit one per coupon & one coupon per customer 
per visit Not valid with any other otters 

Expires 10/31/08 

Terra Alla. WV • 304-789-6831 

www.lcrraaltadq.com 


r 00 Car* t tom OCCotf «*>". ** 




Hartley 

Insurance Agency 

All Forms of Insurance 

420 E. Main Street, Kingwood, WV 
Phone 304-329-2161 

Auto - Home - Business - Life - Health 


Alpine Lake 

Terra Alfa, WV 

800-752-7179 

1 8 Hole Golf Course, Pro Shop, 
Motel, Swimming, Fitness Center, 
Game Room, Playground, 

1 50 Acre Lake, Fishing, Mini Golf, 
New Tennis & Basketball Courts, 
Driving Range, Hiking, & Biking 

GREAT GOLF PACKAGES! 

Restaurant & Lounge Open Daily 

Weddings, Reunions, Conferences 
and More 

GROUP DISCOUNTS! 


Area merchants welcomeyou to the 

67th Annual Preston County 

Buckwhe 
Festival 

Bring the Family - There's Something for Everyone! 

THURSDAY, SEPTEMBER 25 



September 25-28 
Kingwood, WV 


9:00 a.m. to 10:00 p.m. 
12:00 Noon to 10:00 p.m. 
12:00 Noon to 10:00 p.m. 

5:00 p.m. to 7:00 p.m. 

6:00 p.m. 
6:00 p.m. to 10:00 p.m. 

7:30 p.m. 


9:00 p.m. 


Buckwheat Cakes & Sausage Dinners - Community Building 
Arts and Crafts Booths Open - Community Building Basement 
Exhibits in Memorial North Building (4-H, FFA, Agricultural, 
Educational, Homem^kerS, and Arts and Crafts/Hobbies) 

Fire Truck & Emergency Apparatus Judging 

Great Lakes Timber Show (Free Show) - Carnival Grounds 

Bingo 

GIGANTIC FIREMEN’S PARADE 

Over 100 Units of Bands, Fire and Emergency Apparatus 
representing Services from Maryland, Ohio, Pennsylvania, 
Virginia and West Virginia 

Great Lakes Timber Show (Free Show) - Carnival Grounds 


FRIDAY, SEPTEMBER 26 


8:00 a.m. to 9:00 p.m. 

8:00 a.m. 
9:00 a.m. 
10:00 a.m. 
10:00 a.m. 
10:00 a.m. to 9:00 p.m. 
10:00 a.m. to 10:00 p.m. 

11:00 a.m. 
12:00 Noon 
Noon to 10:00 p.m. 

1:00 p.m. 
2:00 p.m. 
3:00 p.m. 
4:30 p.m. 
4:30 p.m. 
6:00 p.m. 
6:00 p.m. 
8:00 p.m. 
9:00 p.m. 
10:00 p.m. 


Buckwheat Cakes & Sausage Dinners - Community Building 
Judging of Dairy Cattle and Dairy Goats 
Dairy Showmanship Contest 
Judging of Purebred Beef 

Scarecrow Decorating Contest (Preston County Children) 

Arts and Crafts Booths Open - Community Building Basement 
Exhibits in Memorial North Building (4-H, FFA, Agricultural, 
Educational, Homemakers, and Arts and Crafts/Hobbies) 
Entertainment Tent - FREE 

Coronation of Oueen Ceres LXVII and King Buckwheat LXVII 
Bingo 

Entertainment Tent - FREE 

SCHOOL DAY PARADE 

Great Lakes Timber Show (Free Show) - Carnival Grounds 

Entertainment Tent - FREE 

Lamb Dressing Contest (Cow Palace) 

Great Lakes Timber Show (Free Show) - Carnival Grounds 
Beef Showmanship Contest 

Country Music Show - LUKE BRYAN (Craig Civic Center) 
Great Lakes Timber Show (Free Show) - Carnival Grounds 
View Fireworks from Central Preston 
Middle School Bleachers (Rain Date 9/27) 


CF our shop in all its Fall Glory! ft? 

• Fresh Floral & Silk Arrangements * 

• Fall Wreaths 

• Souvenir Bags of Buckwheat 

• Buckwheat Pak 8i Hillbilly Snax Pak 

• Gifts for Every Occasion 8i More! ^ 

Rt. 7 in Terra Alta, WV • 304-789-6000 

Open Mon.-Fn. 9 to 5 and Sat. 10 to 1 










Where i 
Savings Ready 
Add Up! 



Oakland - 301-387-0398 
Accident • 301-746-8770 
304-789-6966 

Professional Moving C Storage Services Available 




.. . , , David W. Hansford, lutcf 

Nationwide Age nt 

On Your Side HanstOfd Insurance Agency 

Nationwide Insurance and Financial 


Hansford Insurance Agency 

3 Locations to Serve You 

1202 Slate Ave , Terra Alta. WV • 304-789-2491 
513 East Oak St . Oakland. MD • 301-334-3999 
101 chestnut SI., earsona, WV • 304-4/tt-3641 


Get Ready For Winter Driving 

Let us give your car a thorough checkup! 

Luke's Auto Clinic 

“Everything Automotive" 

( 304 ) 789-6906 

or ( 304 ) /oy-otMu terra Atu, w V 

WV STATE INSPECTION STATION 


All-You-Cati-Eat 

BUCKWHEAT CAKES 
CONTEST 



Saturday, Sept. 27 

(following the parade) 

Contestants will have 10 minutes to 
eat the most Buckwheat Cakes! 

$10 Entry Fee 

Sign up in advance at 

Preston County Inn 

Since 13V 

Line Food, Spirits and Lodging 

112 West Main St., kingwood 
304-329-2220 



Kingwood 


SAVE-A-LOT 


Great Foodie Great PricesL 

Buckwheat Flour & Pork Sausage Available 

Jet. Rt. 7 & 26 in Kingwood 

Open Weekdays 9 to 8 and Sunday 12 to 6 


rr 





FORD/MERCURY 


Rt. 7 W, Kingwood, WV • (304)-329-3673 

www.scottford.net 



Clear Mountain 

. Bank 


Member FDIC 


Part of our community 
for more than 100 years. 


Oakland 

12599 Garrett Highway 
(301) 533-2173 


Terra Alta 

1101 E. State Avenue 
(304)789-2436 
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AURORA/EGLON 


MAPLE SPRING 

CHURCH OF THE 
BRETHREN 

The annual all-you-can- 
eat buckwheat cake and 
sausage dinner is slated for 
Saturday, Oct 4, from 3 to 
8 p.m. at Maple Spring 
Church of the Brethren The 
public is invited to attend. 
Donation cost is $7 for 
adults, $4 for children ages 
12 and under, with pre¬ 
schoolers eating for free. 
Proceeds will benefit the 
Family Life Center building 
committee. 

SUNDAY SING AT 

BETHEL UNITED 

The annual sing will be 
held this Sunday, Sept. 28, 
beginning at 1:15 p.m. at 
Bethel United Methodist 
Church. Horse Shoe Run 


The congregation invites the 
public to enjoy an afternoon 
of gospel music 

BARN DANCE 

The 5th annual barn 
dance is slated for Sunday, 
Oct 5, at Brookside Farm 
from 2 to 6 p.m. Admission 
is $10, which includes food, 
fresh-pressed cider, and an 
opportunity to listen and 
dance to two bands Cider 
will also be available for 
purchase. 

MEET THE 
CANDIDATE 

There will a "meet the 
candidate" meeting held on 
Thursday, Oct. 16, at the 
Aurora fire hall at 7 pm. 
There will an introduction 
of each candidate, followed 
by a question and answer 
session The public is in¬ 


vited 

BIRTHS 

Stephen and Morgan 
Edwards, Oakland, an¬ 
nounce the birth of twins, 
Kane Richard and Peyton 
Grace, on Aug 27 at 
Garrett County Memorial 
Hospital. Grandparents of 
the twins are Richard and 
bonnie Edwards and Don¬ 
ald and Sharon Rode- 
heaver. all of Oakland 
Great-grandparents are 
Richard and Kay Edwards, 
Oakland, AND Joe and 
Clara Spaid, Eglon. Great- 
great-grandparents are 
Harry Edwards, Clara 
Weeks, Ruth Wilson, and 
Silas Kirk. 

Kane Richard weighed 4 
lbs. 12 oz. and Peyton 
Grace weighed 4 lbs. 4 oz. 
The twins and the family 
arc all doing well. 

Hancell and Mildred 
Teets, Aurora, were notified 


of the birth of a new great- 
granddaughter on Sept. 17. 
Andrew and Jill Lutz, Rich¬ 
mond, Va., are new parents 
of Charlotte Ann, weighing 
7 lbs. 7 oz. and 19 inches 
long She was born at ap¬ 
proximately II p.m that 
night The following day 
was Jill's birthday. Char¬ 
lotte joins an older sister, 
Claire Locket Lutz. Judy 
and Ron Kepple, Shep- 
herdstown, are the maternal 
grandparents. 

DEATHS 

Weekend visitors with 
Hancell and Mildred Teets 
were Janice and Richard 
Owens, Winston-Salem, 
N.C. Mildred, Janice, and 
Mildred's sister Alma Sny¬ 
der attended funeral services 
for their cousin, Martha 
Schadewalb, 56, of Moore, 
who died on Thursday, 
Sept. 18. The funeral was 
held in Lead Mine, W.Va., 


and burial was held at 
Shaffertown Martha was 
the daughter of Delbert Sell. 

WEST MARVA 
DISTRICT CHURCH 
West Marva District 
Church of the Brethren held 
its annual conference at the 
Moorefield Church of the 
Brethren with a number of 
members attending from 
both Maple Spring Church 
of the Brethren and Brook- 
side During the Saturday 
morning service, the Rev. J 
Rogers Fike was recognized 
for his contribution to the 
ministry throughout the 
district and was named dis¬ 
trict executive minister 
Emeritus. Named as 2009 
moderator is J. Michael 
Fike, Morgantown, for¬ 
merly of Eglon. This Sep¬ 
tember 19-20 conference 
elected district officers, han¬ 
dled other items of business, 
and provided worship op¬ 


portunities such as an ap¬ 
pearance by the Bridgewater 
College Chorale at the Fri¬ 
day night session 

BIRTHDAY CARD 
SHOWER 

Peggy Adams Hauser, 
Stemple Ridge, will observe 
her birthday on Sunday, 
Oct. 5. Family are asked to 
send cards to her, as she is 
not up to a large celebra¬ 
tion She has been receiving 
treatment that has made her 
ill and weak Her address is 
Rt. 1 Box 120, Aurora, WV 
26705. 

CEOS MEET 
Five were present for the 
September 16 meeting of 
the Aurora Community 
Education and Outreach 
Service at the Aurora Com¬ 
munity Building Dean 
Sisler conducted devotions, 
and Wilda Harsh discussed 
"Does Your Birth Order 
Really Matter?" Harsh 
stated, "Yes, it is felt that 


being the eldest, the middle, 
or the baby may impact 
your personal development 
and possibly define your 
personality." 

Backpacks for foster chil¬ 
dren were completed and 
taken to Kingwood HHR 
for distribution. The club 
received an offer to select a 
volunteer to ride on a float 
at the Buckwheat Festival 
Because of being busy and 
lack of attendance, none 
volunteered to go The 
Aurora CEOS will fill or¬ 
ders for 8 to 10 children 
through the Santa Tree. 
Preston County CEOS are 
planning an October trip to 
Parkersburg and Blenner- 
hasset Island 

The health motivator 
showed exercises pertaining 
to relieving stress. The next 
meeting is slated for Tues¬ 
day, Oct. 21, at 7 p.m in 
the community building, 
where Pat Stemple will be 






presenting the lesson topic, 
and Opal Myers will pro¬ 
vide devotions 

PERSONAL 
Peggy Arnold, wife of 
Dari Arnold, has been 
transferred to Courtland 
Acres Nursing Home, 
where she is now a resident 
near her Parsons home. She 
continues to recover from 
injuries received in August 
Frances Snyder is recov¬ 
ering and receiving therapy 
at an Oakland facility for 
injuries received in a fall at 
home 

Connie Fint, Pat Fint, 
and Betty Fint were week¬ 
end visitors in Tinton Falls, 
N.J., with the Betty's daugh¬ 
ter Carla Fint, who also 
took them on a tour of New 
York They visited Pat's 
son, who is a chef and ar¬ 
ranged for an introduction 
to chef David Martin They 
returned to Aurora Sunday 
night. 

\ - L 
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loin us in Kingwood, WV. for the 

67th Annual Preston County* 
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Buckwheat Festival 


Eckert, Inc. 


See us for a Full Line of Building Supplies 
Plumbing - Heating - Electrical Supplies 
Plain and Treated Lumber 
Makita Tools 

(304) 329-0627 

Albright Rd., Kingwood, WV 


Benjamin » 

Moored 








September 25-26 


SATURDAY, SEPTEMBER 27 


\3 


I 


Cranesville Stone 




LET US "ROCK" YOUR WORLD 

^ • Crushed Limestone 

& Sandstone Products 
Topsoil 

1-800-216-6516 

or 304-789-6516 

\ 

Delivery Available for All Size Loads 




Surveyor and Associates, Inc, 

119 East High Street, 
Kingwood, WV 

surveyor@labs.net 

Phone (304) 329-2325 


7:45 a.m. 
8:00 a m. to 9:00 p.m. 

9:00 a m. 
10:00 a.m. 
10:00 a.m. to 9:00 p.m. 
10:00 a.m. to 10:00 p.m. 

10:30 a.m. 
11:00 a.m. 
11:00 a.m. to 10:00 p.m. 

12:00 Noon 
2.00 p.m. 
2:00 p.m. 
3:00 p.m. 
3:00 p.m. 
4:00 p.m. 
4:00 p.m. 
4:30 p.m. 

4:30 p.m. 
6:00 p.m. 
7:00 p.m. 
8:00 p.m. 
9:00 p.m. 


Youth Ag Olympics Contest - Cow Palace 
Buckwheat Cakes & Sausage Dinners - Community Building 
Adult Ag Olympics Contest - Cow Palace 
Cartoon Headquarters Children's Show, Craig Civic Center 
Arts and Crafts Booths Open - Community Building Basement 
Exhibits in Memorial North Building (4-H, FFA, Agricultural, 
Educational, Homemakers, and Arts and Crafts/Hobbies) 

Pet Show (Cow Palace Arena) 

Entertainment Tent - FREE 
Bingo 

FARMER’S DAY PARADE 

Entertainment Tent - FREE 

Horse Pull - Preston High School *7 -V 

Cartoon Headquarters Children's Show, Craig Civic Center 

Ladies and Shepherds Lead 

Lumberjack Show - CPMS Football Field 

Great Lakes Timber Show (Free Show) - Carnival Grounds 

Presentation of Youth Awards and 

Trophies (Cow Palace) „ 

Entertainment Tent - FREE - 

Youth Livestock Sale (Cow Palace)'* 

Great Lakes Timber Show (Free Show) - Carnival Grounds 

Tug Of War (Competition between local Fire Depts ) CPMS Football Field 

Great Lakes Timber Show (Free Show) - Carnival Grounds 


Home Monumental Works 

All Types of 
Monuments and 
Markers 

Vases & Cemetery 
Lettering 

608 W. State Avenue, Terra Alta, WV 
(304) 789-6053 If no answer. 789-2303 
Ronald & Juanita Kelly, Owners 


Convenience Wears Many Faces At... 

Si mKGC? 

In Oakland, MD & Terra Alta, WV! 

OPEN DAILY 
5 A.M. UNTIL MIDNIGHT 

Oakland Terra Alta 

301-334-3266 304-789-5950 


SUNDAY, SEPTEMBER 28 


MHBR #107 


WV010383 


TOWN & COUNTRY 
HOMES 

"Manufactured Housing Experts" 
Route 7 East, Kingwood, \W 

804-329-2407 

www.town-n-countryhomes.com 


8:00 a.m. to 6:00 p.m. 
10:00 a.m. to 12:00 Noon 
10:00 a.m. to 1:00 p.m. 
10:00 a.m. to 4:00 p.m. 
10:00 a.m. to 4:00 p.m. 

1:00 p.m. 
1:00 p.m. 
1:00 p.m. to 4:00 p.m. 

3:00 p.m. 
4:00 p.m. 
4:30 p.m. 


Buckwheat Cakes & Sausage Dinners - Community Building 
Registration: Buckwheat Festival Car Show (Firemen’s Field) 
Car Show - Festival Fairgrounds 

Arts and Crafts Booths Open - Community Building Basement 
Exhibits in Memorial North Building (4-H, FFA, Agricultural, 
Educational, Homemakers, and Arts and Crafts/Hobbies) 
Veterans Celebration - CPMS Football Field 
Entertainment Tent - FREE 
Bingo 

Entertainment Tent - FREE 

Drawing for Muzzleloading Rifle & Flintlock Muzzleloading Rifle 
Drawing for Car - 2008 Dodge Durango 4x4 


rr 


SHAFFEI 




GMC TRUCK 




Rt. 7 W, Kingwood, WV • (304)-329-3673 
www.scottford.net 


Furniture and Appliances, Inc. 

Welcome to the 

Preston County Buckwheat Festival. 

204 West Main Street, Kingwood, WV 

304-329-0777 or 329-0778 


SENIOR PORTRAITS 
ARE MORE FUN... 

when you select from u variety of poses. 

New and exciting 
posing and lighting. 
Indoor and outdoor 
portraits... 


Full color exterior and interior home photos 
at your fingertips... 

www.clutterrealty.com 

Visit us online to see our complete listings of Alpine Lake, 
Terra Alta, and surrounding area. 


Alpine Lake Resort 

Just 20 Miles trom Deep Creek Lake 


Jessica Sisler 

Why pay a lot when 
just a few miles away is 
a certified professional 
photographer with the 
best prices anywhere? 


v 




Mil 


Shane Holyaril 


Call today for an appointment 

( 304 ) 329-1682 

Jan f s Studios 

of Photography 

*, i < Last Main Street - P.u. Boa /SO 
Kingwood, WV 26537 


Enjoy vacationing or owning property at 
Alpine Lake Resort & Conference Center 
Alpine Lake is a 24 hour security guard 
protected community with homeowners' 
fees Amenities include a lake for boating, 
fishing, a beach, a boat house, picnic area, 
cross country skiing, 18 hole golf course, 
tennis, basketball court and a motel. 

The main lodge is complete with 
conference rooms, 2 bars, a restaurant, and 
an indoor heated pool 

Clutter Realty continues to have a nice 
selection of building lots and homes in 
Alpine Lake Resort We have lots with lake 
views, mountain views and secluded lots as well If you are looking for a quiet place to get away 
from it all, a second home in Alpine Lake is waiting for you 

Whether planning a weekend getaway, vacation, or family reunion, we can help you Come 
and stay in one of our 32 overnight (2 night minimum) & weekly rentals The rentals are pneed from 
$90 for a sleep 6 to $335 for a sleep 29 locale d at the entrance 

\W7 to Alpine Lake Resort 


{motelL 


MOTEL 


Rt. 26 South • Kingwood. wv (304) 329-1145 


70 Guest Rooms • Affordable Room Rates 
FREE HBO, ESPN. CNN & Extended Cable 
Family-Style Home-Cooked Meals Restaurant 
and Becky's Lounge 

Just 30 Minutes from Morgantown • Grafton - Oakland MD 


T 


% 


Write or call for a FREE Full Color Listing 
of our sales and/or rentals. 

Check out our website at www.dutterrealty oom 

Name_ 




Address. 


rnoiiB. 


REALTY 

BROKER 


Tom Clutter. Broker 

m CLUTTER REALTY 

IH Rt. 2 - loi 100 R-3 

T.rr. ill. WV 9K7IM 

( 304 ) 789-6933 

www dutterrealty com 




ROSE j£?< 
TRELLIS 

Gifts & Crafts 
Collect ildcs^ 

21)2 Hast Alder St.. Oak land 

301-533-4445 

25% Off McCall's 
Ca.vimf of tiif Mo.vni 

Apple Spice 

Wax Tarts Si Burners, Flags, 

Garden Flags, Biles, and Much More! 

wmi.rou'trdlis.ni’t 

.Open Slon.-Fh. 10 5 Sat. IO-4. A .Sim. 1 I S 


m 
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SHS Girls Blanked By Miners , 
Edged By Knights , Top Trojans 


It was a 1-2 week for the 
Southern High School girls’ 
varsity soccer team, as the 
Rams were shut out 5-0 by 
visiting Mountain Ridge last 
Thursday, were edged 4-3 in 
overtime by Preston on 
Monday, also on the SHS 
athletic field, and then 
bounced back for a 4-0 de¬ 
feat of host Hampshire 
Tuesday evening. 

The results left the Rams 
with a 4-3 record 

Southern trailed Moun¬ 
tain Ridge 1-0 at intermis¬ 
sion of last Thursday’s 
match, but the Miners 
erupted for four goals in the 
second half to record the 
convincing victory. Three of 
their second-half scores 
came in a span of less than 
four minutes. 

Finishing with a hat trick 
for the Miners was Stepha¬ 
nie Fazenbaker, who had 
the only goal of the first 
half, scored via a direct kick 
with 8:23 remaining before 
iulci mission. 

Fazenbaker struck again 
about 11 minutes into the 
second half, this time off an 
assist by Quincy Hegeman, 
and she got her hat trick just 
'/i minute later with an un- 
1 assisted goal, to give her 
team a commanding 3-0 
advantage at the 28 30 
mark. 

About three minutes 
l iter, Ashleigh Colmer 
scored an unassisted goal to 
j m ike it 4-0, and tacking on 
* an insuiance goal with 11 
minutes to play was Janelle 
; Walbert, also unassisted 

The Rams were out-shot 
by a 19-10 margin, and also 

Mtn. Ridge 1 4 • 5 

Southern 0 0-0 

First Half 

MR - Stephanie Fazen- 
i baker direct kick. 8:23. 

Second Half 

MR - Fazenbaker assisted 
by Quincy Hegeman, 29:02. 

MR - Fazenbaker break¬ 
away unassisted. 28:30. 

MR - Ashley Colmer unas¬ 
sisted. 25:20 

MR - Janelle Walbert un¬ 
assisted. chip-in. 11:00. 


trailed in corner kicks, 6-3. 

Destinee Fulk recorded 
eight saves in goal for 
Southern, and heather 
Shipe finished with eight for 
the Miners, while her team¬ 
mate Taylor Cutter pro¬ 
vided two saves. 

The Ram jayvee squad 
was also topped in the first 
match, 4-1. 

In Monday’s OT loss to 
Preston, the Rams saw 
leads of 1-0 at intermission, 
2-1, and 3-2 taken away, 
with Preston’s Gwen Brand 
doing all of the damage, at 
least in terms of goals 
scored. 

Brand scored all four of 
the Knights’ goals, includ¬ 
ing the match-winner with 
just 1:52 to play in the extra 
period She went into the 
overtime with a hat trick 
already under her belt, hav¬ 
ing scored all three goals in 
the second half of regulation 
play 

Sophomore striker Claire 
Wilkinson put the Rams on 
top and scored the only goal 
of the fust half, taking a 
pass from Lora Ashby and 
hitting the back of the net 
with 5:06 to play in the half 

Brand tied the score at 1- 
1 at the 32:22 mark of the 
second half 

Gina Stuck put Southern 
back on top, scoring off an 
assist by Joanna Guy at the 
20:09 mark, only to have 
Brand knot the score at 2-2 
just over 10 minutes later 
with another unassisted 
goal. 

Preston 03 1-4 

Southern 1 2 0-3 

First Half 

S - Claire Wilkinson as¬ 
sisted by Lora Ashby, 5:06. 

Second Half 

P - Gwen Brand unas¬ 
sisted, 32:22. 

S - Gina Stuck assisted by 
Joanna Guy. 20:09 

P - Brand unassisted, 
9:51. 

S - Ashby assisted by Wil¬ 
kinson, 3:01. 

P - Brand unassisted, 
2 : 00 . 

First Overtime 

P - Brand unassisted. 



DESPITE A STRONG EFFORT by Southern High girls’ goalkeeper Destinee 
Fulk, pictured above in mid-goal kick, the Rams were edged Monday evening in 
overtime by Preston High School, 4-3. Also identifiable in the photo is Southern 
defender Holly Logsdon (second from left). Pictured below, moving in on the 
“floating” ball, is Ram junior forward Kelsey Lear. Photos by John McEwen. 


Ashby gave the Rams 
their third lead of the eve¬ 
ning, scoring off a feed from 
Wilkinson with just 3:01 to 
play, but Brand scored her 
third goal of the evening at 
about the two-minute mark 
to send the contest into 
overtime. 

The statistics were about 
as close as the score, as each 
side took 16 shots on goal, 
while the Knights finished 
with a 5-2 lead in corner 
kicks 

Fulk finished with a 
dozen saves for the Rams, 
and Preston's Jordan Piter 
had 13. 

Wilkinson recorded a 
pair of goals in the Rams’ 4- 
0 shutout of Hampshire on 
Tuesday. 

The Trojans put the first 
goal on the board at the 
9:00 mark of the first half, 
but they did so in the wrong 
goal, giving the Rams a 1-0 
advantage. 

Morgan Anderson dou¬ 
bled Southern’s lead with 
an unassisted goal 11 min 
utes into the second half 

Wilkinson followed with 
a pair of goals in the final 
minutes, the first scored 

Southern 1 3-4 

Hampshire 0 0-0 

First Half 

S - Own goal by Hamp¬ 
shire, 11:00. 

Second Half 

S - Morgan Anderson un¬ 
assisted. 29:00 

S - Claire Wilkinson unas¬ 
sisted. 5:00 

S - Wilkinson assisted by 
Joanna Guy, 3:00 
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1 SEPTEMBER 15 thru OCTOBER 18 

1 www.stihlusa.com 






September 15 thru October 18 you’ll save BIG 

on that new 

STIHL chainsaw 



All Stihl Saws includes 

our exclusive MCSS Value Pack 


Coupon Book 

Free Chain 
* (MCSS Brand) 

Free Black Team 
Stihl Cap 




✓Cham 


AND THAT’S NOT ALL... 

DURING SAWDUST DAYS Sept. 15 - Oct. ih 



m mm nrar 
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sp’ita... 

MILL m,ll Creek Saw Shop # 

1 rnrci/ Rt - 50 Bctwhn Burlington A Junction, WV 

lUVlXft 304-280-9115*1 -800-488-0465 



Steelers Edged 
By Patriots In 
CA YFL Game 

The Division I Northern 
Steelers of the Cumberland 
Area Youth Football 
League were edged by the 
visiting Patriots, 14-12, this 
past weekend 

Travis Bush hauled in a 
seven-yard touchdown pass 
from Devin Shreve in the 
first quarter to give the Pa¬ 
triots a 6-0 advantage. The 
conversion kick was no 
good 

The Steelers tied it at 6-6 
in the second quarter when 
Aaron Broadwater con¬ 
nected with Jeremy Bender 
on a 20-yard touchdown 
pass. The kick for the two 
extra points failed, leaving 
the score knotted at half¬ 
time. 

Caiman McKenzie 
scored on a 21-yard run for 
the Patriots in the third pe¬ 
riod, and Delante Stewart 
would score what would be 


the winning points by con¬ 
verting on the two-point 
conversion kick, making it 
14-6 

The Steelers had a 
chance to tie the score in the 
fourth stanza when Bender 
scored his second touch¬ 
down of the afternoon, this 
time on a 62-yard run, how¬ 
ever, the kick for the two- 
point conversion was no 
good. 

Nick Ruff, Craig Funk, 
and Shawn Snyder led the 
Steeler defensive effort. 

The Division 11 Steelers 
were on the winning end of 
another two-point game, as 
they nipped the Division II 
Patriots, 8-6. 

Scott Morris put the Pa¬ 
triots on top with a 14-yard 
return of a Steeler fumble 
for a touchdown in the first 
quarter 

After a scoreless second 
period, Steeler Brady Ben¬ 
ton returned an interception 
65 yards to tie the score, 
and Justin Derato kicked 
the conversion to give the 


Steelers the two-point win 

Leading the Steeler de 
fensive unit were Zac Hare 
with two interceptions, and 
leading tacklers Brody 
Monahan and Tristen De 
Valk. 

The Steelers will host 
Bishop Walsh this Sunday, 
with the Division I game- 
slated to kick off at 2 pm, 
and the Division II clash set 
to begin at 3:30. 

Oakland 6 0 0 0 *6 
Ridgeley 0 8 6 0-14 


CAmrishManar 

lustaumnt Sc! lounge 



Every Tuesday 

5:00 - 9:50 p.m. 

850 Memorial Drive, Oakland 

301-334-6499 


On average, a cord of firewood 
has the same heating potential 
as 155 gallons of heating oil. 

155 gal. of heating oil = approx. $600. 

1 cord of wood is ahout a QUARTER OF THE COST of heating oiL. 


Keep your home warm 
this winter for less! 


FIREWOOD FOR SALE 


Sold in bulk or indivdual bundles 
Pick-Up or Delivery 7 Days A Week 


unassisted with about five 
minutes to play, and the 
next one recorded off a pass 
from Joanna Guy with 
about three minutes remain 
ing 

The Ram offense domi¬ 
nated possession of the ball 
and finished with a 30-7 
lead in shots, plus a 7-1 
margin in corner kicks. Fulk 
had seven saves in getting 
the shutout, and Ashlyn 
Haines was credited with 18 
saves for the Trojans, who 
fell to 0-11 

Southern will travel to 
Allegany this evening, host 
Northern next Tuesday, and 
entertain Bishop Walsh next 
Thursday. 


run). 

R - Brandon Wotring 3 run 
(Jesse Lewis run) 

R - Raymond McGehee 8 
run (Jacob Bowings run) 

R - Jesse Lewis 14 run 
(run failed). 

C-Team: Renegades de¬ 
feat Raiders 




r — 301 -334-5810-301-616-6576 

Green nc Open Mon. - Fri. 6am - 6pm; 

landscaping and Property Maintenance ® am " N° on • Sundays by appt. only 

-www.GreenThingsLLC.com 

MHIC - 96039 w ' Z* Located on Rt. 219, approx. 7 mi. South of Oakland 


U|KII. MMUr II. A Hill, |U t 

Snlurduy N a.m.- 12 pan. 


PEE WEE FOOTBALL 
KEYSER (25) 

NORTHERN (19) 

Maddawgs 0 7 6 6-19 

Mini- 

Tornados 13 6 6 0 -25 

First Quarter 

K - Mathew Liller 24 run 
(Brady Ours run). 

K - Liller 25 run (pass 
failed). 

Second Quarter 

N - Tyler Giles pass from 
Aaron Rodeheaver (Jake 
Vernon run) 

K - Garrett Crites 34 run 
(pass failed) 

Third Quarter 

K - Liller 79 run (pass 
failed) 

N - Austin Evans 35 run 
(run failed) 

Fourth Quarter 

N - Vernon run (run failed). 

C-Team: Northern de¬ 
feats Keyser. 

OAKLAND VIKINGS (37) 
WESTF.RNPORT GIANTS (6) 
Giants 6 0 0 0 -6 

Vikings 6 19 6 6 -37 

First Quarter 

V - Brian Kelly 25 run (run 
failed) 

G - Matthew Kyle 21 run 
(run failed). 

Second Quarter 

V - Caleb Hawk 30 run 
(Seth Kisner run). 

V - Corey Horner 20 run 
(run failed). 

V - Horner 34 run (run 
failed) 

Third Quarter 

Trenton Friends 45 run 
(run failed). 

Fourth Quarter 

V - Michael Welch 20 run 
(run failed) 

C-Team: Giants defeat 
Vikings 

OAK RENEGADES (62) 
CUMB RAIDERS (0) 

Raiders 0 0 0 0-0 

Reneg 14 28 0 20 -62 

First Quarter 

R - Payton Kennedy 1 run 
(Bryson Bittinger run) 

R • Broc Lohr 50 run 
(Tanner Myers run). 

R - Travis Newton 41 run 
(Clay Todd run). 

R - Newton 26 interception 
return (Austin Reckart run) 

K - Joshua Milan is a run 
(Reckart run) 

R - Todd 20 run (Reckart 


DIEHL’S ANNOUNCES. 

iWnfJiia /aVib) /S' 


I 


FACTORY ip 



8 ATTJKS 0 % 


APR 

for 72 Mos. 



REBATES 


TO 


(on select vehicles) 

“All Remaining ‘08 Ford Models MUST GO!” 

TEST 


ss.soo,,,, 


09 FLEX SEE 

AWD 


Stk # 1011 

Sterkng Gtey 3 5 L V6 CVD Du4 
AC Pant'wmc v*ta Root lmHw 
hmim) Soats Sony Au*o Sync 
Powor W/I/Sm* 1 r Alurwvjrr 


MSRP_ $37,405 

OtHf LeyaRy.12.000 

Diehl • Discount.SS71 

0 9 S Available 



Sale $34,91 7 




iMon 

ink #1013 

Brilliant &hn, 30 L Vo, Auto. 
Cnu»e. Tilt, fWer Window*. 

hnver Door Locks. iWcr 
Moor roof, Svm. Rear Spoiiei, 
Aluminum Wheels and more 


MSB* - S24.440 

Pk* IMaceuat...1541 

Factory RrK.tr-$2.5*0 

Diehl** THaroant—...$51.1 

or #S Avaitable 


— 



Sale $20,882 


‘08 FI50 S/C XL 4x4 

Stk #M)S2 

Bn** Rad 4 6 L V8 Mo. AC. 

Windows pmmt Door lock*. WWl 
TWaa. 3 73 Raat Aw Raoo T To» 

Pkg Fog Lamp* Chroma Bvmpm 
ano Mom 

MSRf...431.MO 

Factory Rebate......$7,000 

Ford Cr. Roam < a»h....l .*00 
Diehl i Dmoaat.$074 

Or l,S00 * I 9\ Available 



Sale $22,336 


‘08 4S* Expedition XLT 


• 14 

Itarh B’ue. 14 1 V»,ta4. A«o 
tael AC. fem WnIpm tamr 
Uma l«rkj. !’-•« w. Tfd Sw. 

dk, Ttaikt To» . 


MSRF--..437455 

F actary Rebate-$3,000 

Fordt r Hanoi Caah...$1,750 

Owner Loyalty Reb.$1,000 

DtehJ’e Discount._413*4 

0% Satiable 



Sale $28,210 


‘08 Focus 4 Hour 

Stk e*2Sl 

SAor Front 2 0 L DOMC Auto 
AC AMFMCQ TdWhoal 
Dual A'f Bap SnJa & Cutter 
Aw Bags T Glass and Mow 


MSRF-$10,240 

Factary Rebate.. ..$ 1.500 

Fard Credit Rebate..$500 

at 15## ♦ 19% Available 



Sale $14,240 


‘08 Ranger S/C XLT 4x4 


U 4*241 

V»ita Blue, 4.0L Vb, 5 
Spaed Manual. AC, Fog 
Larape. AM/FM/CD, AJuw 
Whocis. RWI Tim. Jump 
Santa. Cruise. Tilt 4 More* 


MSRP-- 

Pacta rv Iftuui 


.112.115 

M. 



Or t% Available 


Sale $18,364 




PRE-OWNED HEADQUARTERS 


QualityChecked 

Certified Pre-owned 



msrp 1 S 18,8851°^”;' *38,395 j 


*07 Ku$ion S 



«2H7K Red fire, 2 31., Auto, 
AC, PVV rm .Crime. Till, 
CD, 23k Mile A More! 


‘04 Mercury Mountaineer 

Premium 


«290R d.tLYS.Auto, 

I rather. Moon roof, DVD. 3rd 
Seot, PW/L, Power Seat, JtK 
_ A Mutt’ _ 


* 14,998 * 17,497 



ash Alton or it 

GUARANTEED 

( lli:i)IT APPROVAL 


EVERYONE APPROVED 
Regardless Of Pre vious Cre dit 
Call Today ^^BSStT 
81)0-240-5135' 



•07 Ford Explorer 

XLT, Gold 

$22,508 

'07 Ford Explorrr 

XLT. Blue 

$21,247 

‘04 Ford Explorer 

Eddie Bauer, Dk < 'berry 

$19,969 

'95 Ford Explorer 

XLT 

$3,995 

99 Ford F-15U 

4x44, XLT S C 

$11,486 

*M Honda Rubicon 

4x4, ATV 

$4,999 

‘02 Ford Explorer 

XLT, 4x4 

$8,995 

‘07 Ford Focur 

ZX4. 

$12,995 


•95 Ford F-150 

XLT. 4x4 

$5,695 

‘02 (lodge Intrepid 

4 door 

$4,995 

‘91 Kawasaki Mojave 

ATV 

$1,999 

‘95 Ford E-250 
C argo Van 

4,498 

‘05 Ford Mustang 

GT, Convertible, 7K 

$26,986 

‘08 Ford Escape 

4x4. XLT 

$20,535 

•03 Chevy S-10 LS 
Ext. Cab. 4x4, 7.R2 

$10,878 

‘00 Ford Ranger 

S/C. 4x4 

$8,995 


‘01 Dodge Ram 

1500, Spt , 4x4 

$8,995 

■06 Ford Five 
Hundred 
SEL 

$11,964 

‘03 Ford Escape 

XLT, 4x4, Green 

$10,232 

‘00 Ford Explorer 

LTD, Vg 

$8,282 

‘07 Ford Focus 

2X4. SF. 

$12,995 

'00 Pontiac Or Am 
GT, 2 Door 

$6,295 

‘97 Pontiac Gr. Am 

SE, 4 door 

$2,998 


‘03 Ford Escape 

XLT, 4x4, Gold 

$8,989 

'01 Ford Mustang 

Coupe 

$5,295 

‘05 Chevy Equinox 
LS, AWD 

$11,987 

‘08 Chevy Cobalt 

LS, Coupe 

$13,889 

*99 Chevy Troilbloier 

■ 

$5,825 


•Tax, MVA Fees 
and licences not 
included. 

All Vehicles 
Maryland Inspected 
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Ticket Price - $ 1 0.00 Donation 
Available at Gregg’s Pharmacy* 
in Oakland and The Chamber of 
Commerce and Visitors 
Center in McHenry. ' 


roceeae to Benefit Cindy s Fun 


Northern Girls Score Total Of 
27 Goals In Pair Of Victories 


Coasting to two more 
victories this past week was 
the Northern High School 
girls' varsity soccer team, as 
the Huskies scored a total of 
27 goals in just two outings, 
embarrassing host Hamp¬ 
shire on Saturday, 16-0, in 
an Appalachian Mountain 
Athletic Conference match, 
and flattening Bishop Walsh 
on Monday, 11-1, also at 
the Cove. 

The Huskies are now 4 1 
overall and in the confer¬ 
ence. 

Saturday’s contest with 
winless Hampshire saw 
nine different Huskies score 
goals, with Adria Graham 
and Kaitlynn Fratz each 
earning hat tricks, and Gra¬ 
ham also recording four 

Northern 6 10-16 

Hampshire 0 0-0 

First Half 

N - Adria Graham assisted 
by Megan Wiley, 31:36. 

N - Kaitlynn Fratz assisted 
by Wiley, 30:54 

N - Sydney McFarland 
assisted by Graham, 23:45 

N - Graham unassisted, 
22:55. 

N - Fratz assisted by 
Jenny Shaffer. 13:00. 

N - Nikki Diehl unassisted. 
3:30 

Second Half 

N - Diehl assisted by Gra¬ 
ham. 37:59. 


- Shaffer unassisted. 

- Fratz unassisted. 
- Graham unassisted, 


N 

34:55. 

N 

32:50 
N 

32:24 

N - Megan Voelkel as¬ 
sisted by Graham, 31:38 
N - Voelkel unassisted, 
24:15. 

N - Megan Kinsinger unas¬ 
sisted, 21:43. 

N - Chelsi Kling assisted 
by Graham, 18:33. 

N - Kinsinger assisted by 
Chelsi Kling. 17:59. 

N - Amber Kling assisted 
by Kelsey Jones. 16:41 


assists. 

Graham scored the first 
of her three goals and the 
first of the match at the 
31:36 mark of the first half, 
taking a feed from Megan 
Wiley. 

Fratz followed with her 
first of three just 42 seconds 
later, scoring from about six 
yards out off another assist 
by Wiley. 

Freshman Sydney Mc¬ 
Farland made it 3-0 with a 
goal off a pass from Gra¬ 
ham with 23:45 left in the 
half, and Graham tacked on 
an unassisted goal about a 
minute later. 

A goal by Fratz off a feed 
by Jenny Shaffer and an 
unassisted score by Nikki 
Diehl from about 24 yards 
out gave the Huskies a com¬ 
manding 6-0 lead at inter¬ 
mission. 

After making several 
half-time adjustments, the 
Huskies resumed their scor¬ 
ing in the second half when 
Diehl finished oft' a Graham 
corner kick in the match’s 
43rd minute. 

Shaffer, Fratz, and Gra¬ 
ham added unassisted goals 
in the 46th, 47th, and 48th 
minutes, respectively, and 
less than a minute later, 
senior midfielder Meghan 
Voelkel scored off a pass 
from Graham to make it 11 - 
0. Voelkel scored her sec¬ 
ond goal of the evening un¬ 
assisted in the 55th minute. 

Senior midfielder Megan 
Kinsinger recorded the next 
goal in the 58th minute, 
unassisted, and sophomore 
Chelsi Kling got a goal off a 
pass from Graham in the 
62nd minute. 

Chelsi Kling then as¬ 
sisted Kinsinger on a goal 
less than a minute later be- 


Famlly of Dealerships Jam¬ 
mers, 7-0 

Monday, Sept. 22 
WKHJ Spirit defeated Cor¬ 
nerstone Family Medicine 
Blast. 2-1. 

Tuesday, Sept. 23 
Regional Eye Center Rang 
ers defeated Dental Health 
Group Blazers. 5-2. 

Wednesday, Sept. 24 
Cornerstone Family Medi¬ 
cine Blast defeated Markwood 
Family of Dealerships Jam¬ 
mers, 5-3 

UNDER 12 
Saturday, Sept. 20 

NuWay Interiors Mutiny 
defeated RPM Construction 
Qrew 3-2 

FCSI United defeated Wood 
Products Rapids. 2-1. 


Santa Fe Grille Revolution 
defeated Wilson Supply Fire, 3- 
2 

Tuesday, Sept. 23 

Wood Products Rapids de¬ 
feated Wilson Supply Fire. 6-1 
Wednesday, Sept. 24 

FCSI United defeated RPM 
Construction Crew, 6-1 
UNDER 10 

Wednesday, Sept. 17 

Railey Realty Thunder and 
Paintworks Tornadoes tied, 2-2 
Saturday, Sept. 20 

The Paintworks Tornadoes 
defeated Get ’N’ Go Hurri¬ 
canes, 4-3. 

Railey Realty Thunder de¬ 
feated OMLP Lions Club Light¬ 
ning, 6-0 

Ashby Engineering Tsuna¬ 
mis defeated Lindal Cedar 


Homes Cyclones. 2-1 

Tuesday, Sept. 23 
Lindal Cedar Homes Cy¬ 
clones and Railey Realty Thun¬ 
der no score reported 

Wednesday, Sept. 24 
OMLP Lions Club Lightning 
and The Paintworks Torna¬ 
does, 5-1 


TRACKSIDE 

CREAMERY 

Hand-dipped & soft serve 

ICE CREAM 


308 S. 2nd St„ Oakland 

OPEN DAILY 


“TAKE THAT!” seems to be the body language of Northern senior midfielder 
Kara Savage in the photo above, as she heads the ball directly into the face of a 
Bishop Walsh defender during an 11-1 rout of the Spartans by the Huskies on Mon¬ 
day at the Cove. Junior standout Adria Graham, who scored a hat trick in the lop¬ 
sided victory, is pictured below just prior to blasting the ball past the BW goal¬ 
keeper. Photos by Karlo Gesner. 


What is , 0 ^ ?????? 

1/ a if For more info: 

304 . 599.2341 

\X/e arc a very informal gathermg of 
people of all ages. From college 
students to seniors, families and 
singles, who simply share a desire to 
worship God with "no strings 
attached". 

Come and join us this weekend! 

Sunday mornings @ 9:15 

Garrett 8 Cinemas 


fore senior defender Amber 
Kling finished the scoring 
for the afternoon off a pass 
from senior defender Kelsey 

Bishop Walsh 0 1-1 

Northern 4 7-11 

First Half 

N - Adria Graham assisted 
by Kaitlynn Fratz. 25:30. 

n - Graham assisted by 
Fratz, 21:17 

N - Kaitlyn Walker assisted 
by graham. 16:02. 

N - Graham assisted by 
Jenny Shaffer, 3:49 

Second Half 

N - Fratz assisted by Gra¬ 
ham, 36:31. 

N Fratz assisted by Gra¬ 
ham, 35:19 

N - Graham assisted by 
Sydney McFarland. 27:11 

BW - Erin McGegee as¬ 
sisted by Morgan Evans. 

26:00. 

N - Fratz assisted by 
McFarland. 15:09. 

N - Graham assisted by 
Morgan brosmhan, 14:41 

N - Fratz assisted by 
Megan Wiley. 14 13. 

N - Kara Savage assisted 
by McFarland. 11:16. 


Call Me About 
Our Home and Auto 
Discounts! 


american 

insurance 

center 


Representing KRIIi Insurance 
and other line companies 

301 - 334-1159 

20110 Thayer Center 

Oakland 


Kendra T. Simpson. Agent 
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MUSIC 

DASH PLAQUES 

CwitM 

TREATS 

across from Roderick Furniture, Main St., Westernport 


Sept. 27, 2008 
5-9 p.m. 


Jones with 16 minutes re¬ 
maining. 

The Huskies outshot the 
Trojans by a lopsided 28-2 
margin and finished with a 
9-0 lead in corner kicks 
Northern's Justine Harvey 
had two saves in the shut¬ 
out, and Hampshire’s 
Ashlyn Haines recorded 12. 

"Our girls really con¬ 
nected on passes well to¬ 
day” said NHS coach Jeff 
Graham “It was an incredi¬ 
ble team effort. Adria and 
Kaitlynn played exception¬ 
ally well with three goals 
each, but the real story was 
that we had nine different 
players find the back of the 
net and two others earned 
assists Our senior midfield¬ 
ers are really beginning to 
step their game up." 

In the romp over Bishop 
Walsh on Monday, Kait¬ 
lynn Fratz scored five goals 
and had one assist, while 
Graham had four goals and 
four assists. 

Fratz gave the Huskies 
pass from Graham from 
about eight yards out in the 
match’s 15th minute. 

Fratz returned the favor 
and slid a pass through to 
Graham for the finish four 
minutes later 

Junior defender Kaitlyn 
Walker got her head on the 
end of a Graham corner 
kick to score in the 26th 
minute, and then Graham 
scored via a feed from 
Jenny Shaffer with about six 
mintues to play in the first 
half, giving the Huskies a 4- 
0 lead at intermission. 

Fratz wasted no time 
finding the back of the net 
in the second half, as she 
took passes from Graham 
and recorded two quick 
goals in the third and fourth 
minutes. 

Graham hit a power shot 
from about 16 yards out 
after receiving a through- 
ball from Sydney Mc¬ 
Farland in the game's 53rd 
minute, and McFarland got 
another assist in the 65th 
minute by giving Fratz a 
scoring shot from about 
eight yards out 

Graham recorded her 
last goal of the match in the 
55th minute by dribbling 
around the on-rushing 
keeper after receiving a nice 
through ball from freshmen 
midfielder Morgan Brosm 
han 

Thirty seconds later, 
Fratz completed her five- 
goal effort by scoring off a 
midfield ball from Megan 
Wiley 

Senior midfielder Kara 
Savage scored the Huskies' 
11th and final goal off a 
McFarland pass from about 
10 yards out. 

The Spartans’ lone goal 
was scored by Erin McGee 
oil a direct tree kick by 
Morgan Evans in the 54th 
their first goal off a slicing 
Continued on Page A-14 


MSA Rec League 
Scores Reported 

Recreational league play 
of the Mountaintop Soccer 
Association (MSA) contin¬ 
ued this week, with matches 
conducted in five age divi¬ 
sions. 

The scores for the Under 
15, Under 12, and Under 10 
divisions this past week 
were reported as follows: 

UNDER 15 
Saturday, Sept. 20 
Dental Health Group Blaz¬ 
ers defeated Cornerstone Fam¬ 
ily Medicine Blast. 2-1 

Regional Eye Center Rang¬ 
ers defeated the Markwood 


SENIOR 

Southern Boys' Soccer 

Wednesday, October 1 


at 5:30 p.m. 

Immediately before the 
Varsity game against Keyser 

Come join us as we 
salute our seniors as 
they approach the 
close of their last 
season as Rams. 


A moving and fun experience for all. 


From Ireland to Appalachia... 


eview 

Valley 

presents Wolf Creek Session 

in concert 

Saturday, September 2 7, ZOOS 


Food Vendors: 
Jearbryo’s 
Lakeside Creamery 


7-9pm 

Bring a blanket or a chair 
and enjoy the 
Appalachian sounds 
blended with 
traditional Celtic styles 

k Session 












































I 




\-14 IIIK Km BI.IC AN.OAKI VM).MARVLAM>-THrkSI)AY,SHPTKMBKR25.200» 


PREPARING TO PASS to a teammate in the photo above is Northern mid¬ 
fielder Carson Kamp in a match Tuesday evening that featured the Huskies and the 
Miners of Mountain Ridge, both of whom came into the contest undefeated. The 
Miners emerged with a 2-1 win. Pictured right is Zac Lipscomb, who scored the 
Huskies' lone goal. Photos by Karlo Gesner. 


Northern Boys Tie With Alco , 
Blank Trojans , Fall To Miners 


Gi'ing 1-1-1 this past 
week in Appalachian 
Mountain A hletic Confer- 
nce clashes was the North¬ 
ern High School hoys’ soc¬ 
cer team, which played to a 
scoreless tie at Allegany last 
hhii! i.r blanked visiting 
llamt'shire on Saturday, 4- 
,i:k 1 was edged 2-1 Tues¬ 
day night by visiting Moun¬ 
tain Ridge in a battle of lo¬ 
cal unbeaten squads. 

The results left the Hus¬ 
kies with an overall record 
of 4 I an 1 an AMAC 
mark of 2-1-1 

It was a ong night for 
both teams at Greenway 
Avenue Stadium last Thurs¬ 
day, with the Huskies and 
Allegany Campers going at 
it for 100 minutes, and nei¬ 
ther team g tting the ball 
into the net 

Tl Huskies did finish 

with a 14-6 advantage in 


shots, but Alco keeper Luke 
Tompkins had 10 saves, 
while Northern’s Travis 
McFarland recorded six 
saves. 

McFarland and the 
Husky defense had yet to be 
scored upon this season. 

Ihe junior varsity Hus¬ 
kies eked out a 1-0 victory 
in the first match, with 
Jaymcs Kelly getting the 
only goal of the contest. 

The Huskies shut-out 
streak continued against 
Hampshire on Saturday, 
and Zac Lipscomb had a 
foot in all four of the Hus¬ 
kies’ goals, as he finished 
with two assists in the first 
half and two goals in the 
second. 

Daniel Warnick ac- 
c unted f r Northern’s two 
)• als in the first half, both 
off assists by Lipscomb. 

Lipscomb made it 3-0 


lust over three minutes into 
the second half with his first 
unassisted goal, and then 
put the Huskies up 4-0 with 
an unassisted goal at the 
16:29 mark 

Northern allowed the 
Trojans only two shots on 
goal for the match, with 
McFarland stopping both of 
those Hampshire keeper 
Tim Allen had 10 saves. 

The Huskies finished 
with a 6-1 lead in corner 
kicks 

The Northern jayvccs 

also won, handing the jun¬ 
ior varsity Trojans a 3-0 
defeat Zach Beal, Will 
Thatcher, and Jaymes Kelly 

MOUNTAIN RIDGE (2) 
NORTHERN (1) 

Mtn. Ridge 1 1-2 

Northern 0 1-1 

First Half 

MR - Brian Legge assisted 
by Dave Hobel. 13:43. 

Second Half 

MR - Hobel unassisted, 
13:21. 

N - Zac Lipscomb unas¬ 
sisted. 10 04. 


ATTENTION 
Renal Dialysis Patients 


Ever Consider Your Therapy Options? 


Fresenius Medical Care 

of Bruceton Mills Offers: 

• Home Hemodialysis 

• Peritoneal 

• In-center Hemodialysis 

• Free Treatment Options Classes 

For more information, contact the 
i Ionic Therapy Coordinator to discuss 
your options at 1-304-379-2770. 


Come and explore Home Dialysis 


21 '! 


Mak ing Your Business Our Business 
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For 58 years, we have been serving the 
community with quality services and 
excellence. 

Whether you need a home, auto, or 
personal loan, we are here for you. 

Our friendly, helpful staff has one goal in 
mind: to give our customers the best 
service possible. 




i til 

•Checking/Savings/WEPCO Visa 
•Home/Business/Auto/ATV/Boat/Personal Loans 
•Four convenient locations & ATMs to serve you 
•Fmn Online Banking 

tnu ( hr members n( WF.ft () Federal Ck In L'm m 
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OFFICE 




204 North Branch Ave PO Box 157 • Bloomington, MD 21523 
301 3S9 3081 800 292 8139-Fax 301 3S9 3683 


OAKLAND I 2826 Garrett Highway PO Box 614 ■ Oakland, MD 21SS0 
OFFICE 301 334 1431 877 334 1431 Fax 301 334 I S44 

Drive Up 130 North 4th St Oakland, MD 21SS0 

KFVSFR US P 770 South PO Box 818-Keyter WV 26726 

■' am • JOS 866 788 ',305 Fax 304 788 S398 
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www wepcofcu com 
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OFFICE 


1 451 1 , id tester Road - LaVale. MD 21S02 

301729 0146 866 7290146 Fax 301 729 941S 


each had a goal for the Hus¬ 
kies, and Eric Moser and 
Brody Fike each contributed 
an assist. 

In Tuesday evening’s big 
match with Mountain 
Ridge, the visitors took a 2- 
0 lead with one goal in each 
half. The Huskies finally 
scored with 10:04 remaining 
in the match, but that would 
be the final goal of the 
night 

The Miners took a 1-0 
lead at the 13:43 mark of 
the first half when Brian 
Legge scored off a throw-in 
by David Hobel It was the 
first goal scored this season 
against the Husky defense 
and keeper Travis 
McFarland. 

The score remained 1-0 
until the 13:21 mark of the 
second half, when Hobel 


Rani Booters Edge Sentinels 
Before Shutting Out Trojans 


It was a good week on 
the soccer pitch for the 
Southern High boys’ var¬ 
sity, as the Rams edged vis¬ 
iting Fort Hill, 2-1, on Sat¬ 
urday and then blanked 
host Hampshire, 6-0, Tues¬ 
day evening. 

A.J. Storck had an assist 
and the winning goal for the 
Rams in their match against 
Fort Hill 

The first half was all de¬ 
fense, ending in a scoreless 
tie. The Sentinels took a 1-0 
advantage about four min¬ 
utes into the second half of 
action when Josh Borland 
scored off a direct kick 
Southern knotted the 
score at 1-1 in the 11th min¬ 
ute of the match when 
Jacob Bramande scored off 
a pass from Storck 

Then with less than eight 
minutes to play, Stork re¬ 
corded what would be the 
game-winner, putting the 
ball past the Sentinel keeper 
unassisted. 

The Rams were out¬ 
gunned in shots on goal by 
a 16-10 margin, but Kody 
Lewis turned away 15 of the 
Sentinels' attempts Daniel 
Johnson was credited with 
eight saves for Fort Hill 
The Southern junior var¬ 
sity was blanked 3-0 in the 
first match, with Andrew 
Amoruso recording two 
goals for the winners, and 
Tanner Leidy getting the 
third 

Leading the Rams' effort 
on Tuesday against Hamp¬ 
shire were Conor Forrester, 
who recorded two of South¬ 
ern's six goals, plus had an 
assist, and Andrew Mow¬ 
bray, who also finished with 
a pair of goals 

Chris Schad put the 
Rams up 1-0 at about the 
16:00 mark of the first half, 
scoring off an assist by 
Royce Warnick 

The score would remain 
1-0 until about 10 minutes 
into the second half when 
Mowbray scored the first of 
his goals, unassisted 

Forrester followed just 
about three minutes later 
with an unassisted goal, and 
scored again about four 
minutes after that via a feed 
by Kody Lewis, giving the 
Rams a 4-0 lead 

Mowbray made it 5-0 
with about 23 minutes to 
play, scoring off an assist by 
Andrew McCreedy 

Then MeCrcedy put his 
own point on the board 
a uii a icui i>j 

Forrester with about 13 
minutes remaining 


save. 

The 
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was awarded a penalty kick 
and made good on his shot. 

Just over three minutes 
later, Zac Lipscomb cut the 
Miners’ lead in half with an 
unassisted goal 

McFarland finished with 
11 saves, while keeper Josh 
Weimer had nine for Moun¬ 
tain Ridge 

The Northern junior var¬ 
sity played to a 1-1 tie in the 
first match, with Chris 
Ranker scoring early in the 
first half for the Mountain 
Ridge jayvees, and Zach 
Beal knotted the score later 
with a goal off an assist by 
Eric Moser. 

The Huskies will battle 
Frankfort this evening on 
the Falcons’ field, host Bish¬ 
op Walsh next Tuesday, 
and entertain Allegany next 
Thursday. 
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The Rams finished with 
an 18-13 edge in shots, and 
each team had six corner 
kicks. Lewis had nine saves 
in goal for Southern, while 
Tma Allen turned away 11 
shots for the Trojans, and 
Josh Vicery recorded one 


loss dropped the 


A BROKEN ARM does not seem to slow down Southern High sophomore 
Jake Bramande, pictured above blasting the ball in a match played Saturday 
against Fort Hill. A.J. Storck, who is pictured below stealing the ball from a Senti¬ 
nel, scored a goal and had an assist for the Rams, who sent the Sentinels back to 
Cumberland with a 2-1 defeat. Photos by John McEwen. 

Trojans to 1-7-3. 

The Rams, 3-3-1, are 
scheduled to play again this 
evening at home against a 
talented Mountain Ridge 
team. They will host Keyser 
next Wednesday. 

Northern Girls 

Continued from Page A-i3 
minute. 

The Huskies led in shots 
25-7 and held a 6-1 advan¬ 
tage on corner kicks. Husky 
keeper Justine Harvey 
logged six saves, and Spar¬ 
tan keeper Chaise Crossland 
had 14. 

"Our girls are discover¬ 
ing a nice rhythm to the 
game right now,” Coach 
Graham said. "They are 
battling for balls in the mid¬ 
field and really defending 
well at this point.” 

The Huskies also easily 
won the junior varsity, 
match over the BW Spar¬ 
tans by a score of 9-0. Tara 
Goff had two goals and 
three assists, Whitney Mur¬ 
phy scored two goals, and 
Karina Deniker and Rose¬ 
mary Rosser each had one 
goal and one assist. Haley 
Margroff added a goal off 
an assist from Kiersten But¬ 


ler, and Jocelyn Williams 
and Cara Stough each 
scored an unassisted goal. 

The Northern varsity 
will return to action tonight 
at Frankfort. The Huskies 




St! 

will travel to Greenway 
Avenue Stadium on Satur¬ 
day to face Fort Hill, play at 
southern next Tuesday, and 
host Allegany next Wednes¬ 
day. 
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Celebrate the Holidays at 
Pine Lodge Steakhouse & Smiley's Pizzeria! 


Make Tour Holiday Party Plans Now Sc Save! 

It’s time to plan your company or family holiday party! We’ve made planning your party easy by creating 
holiday menus to fit any size group, from 10 to 400, and every budget. Please visit our website at 
www.dclfun.com or call 301.387.0059 for Smiley’s and 301.387.6500 for Pine Lodge Steakhouse. 

Buy One Gift Card Sc Get One Free forjour Party Guests! 

Looking for the perfect gift for your party guests? For every gift card you purchase, we ll give you one free* 
when you book a holiday party at Smiley’s Pizzeria or Pine Lodge Steakhouse! 

•Restrictions apply please call for details 301-387-6500. 

The Perfect Stocking Stuffer that Lets Their Taste Buds Decide! 

What makes our gift card different than others? It’s three gifts in one! The DCLFUN gift card is accepted at 
Pine Lodge Steakhouse & Saloon. Smiley’s Pizzeria and Smiley’s Funzone! So your recipient’s taste buds can 

decide where to use their DCLFUN gift cards! 

New! Smiley's Tunzone Season Passes 

We’re delivering more smiles than ever before with our Miles of Smiles Season Pass! The season pass 
may be used every day from Memorial Day to Labor Day, 2009. Play and ride laser tag. go-carts, mini golf & 
bumper boats all summer long. Buy your season passes now for only $50 until December 24 before 
they go to ihe regular price! A perfect slocking stuffer! 

We Cater! 

If you’re planning your holiday party at home, in the office or other (acility. our event coordinators 
will work with you to create the perfect menu and bring it all to you. 
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Executive Chef. Adam Murray 
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RESERVATIONS ARE ALWAYS ACCEPTED AT PfN LOlHiF j 

‘VHOUSE A SALOON 
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301 . 387.6500 | wmw.pmelodgcsteakhouse. 
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Huskies Stay With Favored 
Tornados Until Fnd Of Third 


1NO iut«u ii.it.HlM 11 MM 

would have predicted that 
the score between the 
Northern High Huskies and 
the Golden Tornados of 
Keyset would have been 
tied at b-6 late in the third 
quarter of action last Friday 
at the Cove, but it was, as 
the out matched home team 
dug in and performed ex 
tremely well against what 
could be the most talented 
squad in the area 

However, it became a 
different ball game after the 
visitors took the lead for 
good at the 4 25 mark of the 
third and ultimately coasted 
to a 33-6 victory over the 
Huskies. 

The loss dropped Ninth- 
ern to 1-2 and kept the Tor¬ 
nados' record perfect at 4-0 

The Northern defensive 


unit neio tne explosive 
Keyser offense to just six 
points for more than 2‘/i 
quarters of action. In fact, 
the only six points of the 
first half did not come 
against the Husky defense, 
but via a 70-yard punt re¬ 
turn by Matt Wilmer with 
8:16 to play in the first quar¬ 
ter. The conversion kick 
was no good. 

The score would remain 
6-0 until early in the third 
stanza, when Northern's 
Dillon Miller scored on an 
eight-yard pass from Josh 
Duckworth. The PAT kick 
was blocked, leaving the 
score tied with 9:22 remain¬ 
ing in the period. 

The Tornados would 
take the lead for good about 
five minutes later, when 
Chris brown capped a drive 
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THOMAS TIRES & ACCESSORIES 


Rt 39. Oakland • 301-334-4547 



LOOKING TO PASS against the Golden Torna¬ 
dos of Keyser in the photo above left is Northern 
quarterback Josh Duckworth, who threw for a touch- 


K N 

1st D. Rush. 16 5 

1st D. Pass. 0 3 

1st D. Penalty 1 1 

Total 1st Dwn. 17 9 

Pass. Attempt 3 10 

Pass Comp 1 5 

Pass. Inter. 1 0 

Yds. Passing 3 89 

Rush-Nt Yds 44-320 38-71 
Punt-Ave. 2-37.5 6-40.4 
Fumh-Lost 1-0 3-2 

Penalt-Yds. 7-55 2-15 

Total Offense 323 126 


with a 10-yard TD carry. 
The run for the two extra 
points was stopped by the 
Husky defense. 

Brown would score again 
in the same period, this time 
on a 12-yard carry at the 
I 52 mark Wilmer ran suc¬ 
cessfully for the two-point 
conversion, giving the visi¬ 
tors a 20-6 lead going into 
the final quarter. 

Wilmer, who recorded 
157 yards rushing and an¬ 
other 118 return yards, went 
on to score two more touch¬ 
downs in the fourth quarter. 
The first was on a four-yard 
carry at the 9:50 mark, and 
the second came with 5.40 
left in the game via a 12- 


yard run. 

Keyser’s Jeremy Green 
picked up 95 yards on just 
eight carries. 

The Northern offensive 
unit was limited to just 71 
yards rushing; however, 
quarterback Josh 
Duckworth completed five 
of 10 passes for 89 yards, 
with Kyle Gillum receiving 
three passes for 56 yaids. 

Leading the Huskies de¬ 
fensively were Tyler Opel 
with 10 tackles and Gillum 
with nine. Wiley also had a 
pair of sacks, and Dustin 
Stough provided one 

“I don't think that our 
defense could have played a 
better half of football than 
they did in the first half, 
especially against such an 
excellent team," said North¬ 
ern coach Phil Carr “But 
we finally just hit a wall and 
ran out of gas, and things 
kind of snowballed from 
theie. Their size, speed, and 
number of players finally 
wore us down, but our kids 
played to the end, and we 
[coaches] were very proud 
of them ” 
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HOME IMPROVEMENTS, LLC 


Additions Alterations Garages 

MHIC 301-387-8040 MHBR 

69938 Call Today for your Free Estimate 4977 


20% OFF* ALL ITEMS 


• Picnic Tables • Swings • Lighthouses 

• Gliders • Deck Chairs • Bird Feeders 

Wood and Composite • Hickory Furniture 

Composite is available in several colors and color combinations 
to enhance your decor. Easy cleanup and maintenance free. 


Can emphasized that.the 
only points Keyser scored in 
the first half were on a spe¬ 
cial teams play, and not 
against the Husky defensive 
unit 

“We received the ball to 
start the game, and immedi¬ 
ately fumbled it away on the 
first play, giving them really 
good field position,” he 
said "But our kids dug in 
and didn't let them score 
Their coaches told us that 
no one, including Fort Hill, 
hit as hard as our kids were 
hitting them " 

The Huskies also lost a 
key player in senior tight 
end/defensive end Jared 
Rodeheaver, who went 
down early with a knee in¬ 
jury. 

The Huskies will need a 
duplicate effort this Friday 
night when they travel to 
Short Gap, W.Va., to take 
on Frankfort. The Falcons 
are 3-1, having lost only to 
state ranked Grafton 

KEYSER (33) 

NORTHERN (6) 

Keyser 6 0 14 13-33 

Northern 0 0 6 0-6 

First Quarter 

K - Matt Wilmer 70 punt 
return (kick failed), 8:16. 

Third Quarter 
N - Dillon Miller 8 pass 
to Josh Duckworth (kick 
blocked). 9:22 

K - Chris Brown 10 run 


"Applies to in-stock items only 



2 miles South of Oakland on Rt, 219 

317 429-6481 



(run failed). 4:25. 

K - Brown 12 run (Wilmer 
run), 1:52. 

Fourth Quarter 

K - Wilmer 4 run (run 
failed), 9:50. 

K - Wilmer 12 run (Patrell 
kick), 5:40 



CtrndskMonor 

lestoumnt & Lounge 


PERFECT FOR 
EVERY OCCASIONt 

Buy 10 Gift Certificates, 
in Any Amount, 


•30 Memorial Drive, Oakland 

301-134-6499 
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NEED A LIM0 
301-501-LIMO 

deepcreektimes.com/Umo 


www.garrettcollege.edu 


160) at linebacker positions. 

Carr said that his team is 
rather "banged up," but has 
no serious injuries right 
now. 

“Kyle Gillum missed a 
few days of practice this 
week, but should be ready 
to go," he said, “and Rode¬ 
heaver is also doing better, 
although he may not be 
ready to go both ways.” 

Friday’s kickoff at Frank¬ 
fort is scheduled for 7 p.m 

NHS Jayvees 

Top Chestnut 
Ridge, 22-14 

The junior varsity foot¬ 
ball team of Northern High 
School remained unde¬ 
feated Monday evening by 
handing host Chestnut 
Ridge (Pa.) a 22-14 defeat. 

Cody Rodeheaver put 
the Huskies on top 6-0 ir. 
the first quarter when he 
hauled in a nine-yard touch¬ 
down pass from Patrick 
Sines. The conversion run 
was no good. 

Chestnut Ridge tied the 
score later in the same quar¬ 
ter when Brad Hengst con¬ 
nected with Vince Little on 


Need a High School Diploma? 

FREE classes are available to help you meet that goal! 
Join us October 1 sl at 4:00PM for Intake/Assessment 
at the Southern Outreach Center. 

Come find out how this program can help you. 


a 12-yard TD pass The run 
for the two extra points was 
stopped by the Husky de¬ 
fense 

Chestnut Ridge took a 
14-8 lead early in the second 
period, with Hengst re¬ 
cording his second touch¬ 
down pass to Little, this one 
a five-yarder Hengst then 
ran successfully for the con¬ 
version. 

The Huskies tied the 
score at 14-14 just before 
halftime via a 42-yard 
touchdown pass from Sines 
to Rodeheaver, and a con¬ 
version run by Zach 
Meyers. 

The Huskies won the 
game in the fourth quarter 
when Meyers capped a 
drive with a three-yard 
touchdown run, and Alex 
Baker ran for the conver¬ 
sion 

The Huskies will play at 
Allegany on Monday. 


Please don't feed the bears! 


For more information call 301-334-8304. 

Garrett College, Adult Basic Education 
14 N. 8th Street 
Oakland, MD 21550 


down. The Huskies, who were heavy underdogs 
against the visitors, were in a 6-6 tie until late in the 
third period, but were ultimately defeated, 33-6. Above 
right, Northern defender Kyle Gillum puts a stick on 
the Keyser ball carrier. Photos by Karlo Gesner. 


“While wc don’t think 
they are quite as strong as 
Keyser, we will definitely 
have our hands full,” Carr 
said. 

The Falcons’ wing-T 
offense features a number of 
talented athletes, including 
junior quarterback James 
Jones (6-2, 195), and senior 
running backs Saige Shep¬ 
herd (6-0, i95j and Deiek 
Sisk (6-1, 175). 

“Jones likes to throw the 
ball, but he is also a good, 
versatile runner," said Carr 
"This will be the first game 
of the year for Shepherd; 
who has been out for both 
injury and disciplinary prob¬ 
lems. but he ran for about 
200 yards against us last 
year. And Sisk has been 
filling in admirably for 
Shepherd in the meantime " 

Opening the holes along 
the line for the backs are the 
likes of senior tackles Corey 
Fair (6-4, 285) and massive 
Bo Volmerhausen (6-4, 
320), and sophomore guard 
Tyler Richards (5-1 1, 255). 

"While they don't have 
the speed of Keyser, they 
certainly possess the same 
kind of power, so we are 
worried about them pound¬ 
ing us just like Keyser did 
until we are worn down," 
Carr said “So we hope lo 


be able to do more with our 
offense this week." 

The Frankfort 4-4 de¬ 
fense is led by Shepherd and 
junior Dalton Brown (5-8, 


When is your local country 
store also a gourmet market? 

When it's 


COUNTRY 



• J/rutin m • \ rtf urn/■ Iho/, O > /i/tr • fort! 







418 S. Main Street, Accident, MD 

(behind Annie's Kitchen, same entrance) 

301 -746-MEAT(6328) 

Monday - Thursday • 9 a.m. - 6 p.m. Friday • 9 a.m. - 7 p.m. 
Sunday 10 a.m. - 3 p.m. • Closed Saturday 

Garrett County Raised Certified 
Natural Black Angus Beef 

and also Free Range Certified Natural 
•Bison •Poultry •Lamb 
•Olive and Antipasto Bar 
From our real smokehouses: 

•Jerky *Baeon ‘Kielbasa • Sausage 
NEW AT GARRETT COUNTRY MARKET 
Hickory 'V 1 ^molted WOd Pacific Salmon 
_& Wild Rainbow Trout_ 

Visit our Mexican, Oriental and 
Italian Sections al Garrett Country 
Market! 


>AWAl T r ( oUNTV MO 



Coming Soon 


.. nr i i i 

ton u in find everything you need to prepdre u 
ndturdlly healthy .. .met meal. 
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Rams Escape With 14-12 Win 
Over Trojans; Improve To 1-2 


A safety midway through 
the third quarter would turn 
out to be the difference in 
Friday’s gridiron clash be¬ 
tween host Southern High 
School and Hampshire, as 
the Rams eked out a 14-12 
win over the Trojans for 
their first victory of the 2008 
season The result gave each' 


team a 1-2 record 

After a scoreless first 
quarter, the visitors put the 
first points of the night on 
the board, with Brent Wal¬ 
ter reaching pay dirt on a 
16-yard run at the 9:05 
mark of the second period. 
The run for the extra two 
points was stopped short by 


1st D. Rush. 
1st D. Pass 
1st D Penalty 
Total 1st Dwn. 
Pass. Attempt 
Pass Comp. 
Pass Inter. 
Yds. Passing 


H 

12 

0 

2 

14 

2 

1 

0 

-1 


s 

8 

0 

1 

9 

1 

0 

0 

0 


Deer Park Auto 

424 Edgewood Drive, Deer Park, MD 21550 

301 - 334-9321 

WE NOW DO 

MARYLAND INSPECTIONS 

Complete Mechanical Repair & 
Body Repair Service 
Foreign & Domestic Vehicles 

• Maryland State Inspections 

• Major & Minor Mechanical Repairs 

• Tune-Ups & Brake Jobs 

• Routine Maintenance 

• Computerized Diagnostics 

• Air Conditioning Service ©PEN 

• Custom Painting Monday - Friday 

• Touch Ups 8:00 am - 4:30 pm 

• Complete Body Repair Closed Weekends 

We Accept Used Car Warranties & Insurance Claims 


Rush-Nt. Yds. 37-184 41-171 
Fumb.-Lost 5-4 3-2 

Penalt.-Yds. 12-90 10-80 

Total Offense 183 171 

the Ram defense 

Travis Skewens, who 
would finish with 111 yards 
on 20 carries and both 
touchdowns for Southern, 
knotted the score at 6-6 
about two minutes before 
halftime when he capped a 
drive with a 23-yard TD 
run The conversion run 
was no good 

Southern would take the 
lead for good at the 6:02 
mark of the third period 
when Skeweris crashed into 
the end zone from the one. 
Again the run for the two- 
point conversion failed, 
leaving the Rams on top, 
12 - 6 . 

After the ensuing kickoff, 
the Trojans took possession 
on their own 27. But the 
stingy Ram defense held, 
and the Trojans faced a 
fourth-and-16 situation on 
their own 21. The snap 
sailed over the head of the 
punter and through the end 
zone, giving the Rams what 
would be a crucial two 
points with 5:52 left in the 
third quarter. 

The Trojans mounted 
their second scoring drive in 
the final period, which re¬ 


sulted in a one-yard touch¬ 
down run by Blake Saville. 
The two-point conversion 
run, which would have 
knotted the score, was 
stopped when Blake was 
tackled in the backfield 

Hampshire had a golden 
opportunity to win the 
game in the final three min¬ 
utes, as the Rams were 
forced to punt the ball on 
their next possession deep 
in their own territory. The 
Trojan defense blocked the 
punt and took possession on 
the Rams’ four-yard line. 

However, a pair of per¬ 
sonal fouls pushed the Tro¬ 
jans back to the 34-yard 
line. The Ram defense held, 
taking possession of the 
ball on their own 12, and 
the Southern offense ran out 
the clock to preserve the 
victory. 

Saville was the leading 
ground gainer for the Tro¬ 
jans, as he recorded 97 
yards on 14 carries. 

Total offense for each 
team was reflected by the 
final score, with the Trojans 
holding a 183-171 edge in 
yardage. 

Leading tacklers for 
Southern were J B Gnegy 
and Jeremy Sharpless. 

The task for the Rams 
this Friday evening will 
likely be considerably more 
difficult, as they must travel 
to Greenway Avenue Sta¬ 
dium in Cumberland to take 
on an always-talented Fort 
Hill squad 

The Sentinels are cur¬ 
rently 2-1 and coming off an 



TAKING THE HANDOFF from Southern High 
quarterback Ryan Sweitzer in the photo above is 
Travis Skeweris, who just a few plays after this one 
scored a touchdown for the Rams against Hampshire 


unusual encounter with 
Dunbar last week at Green¬ 
way, as the Dunbar players 
walked off the field in the 
second half and conceded a 
2-0 forfeit, even though the 
visitors were ahead on the 
scoreboard at the time. 

The Sentinals’ only loss 
was to Keyser, deemed by 
some coaches as “the team 
to beat” this season 
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<r J^kank bjcu, ^pCHsevs Sc Contributors 
HOLE SPONSERS 


Accident Garage 
Appraisal Associates 
Arrowhead Market 
Art Butler Auto Sales 
Ashby Engineering, LLC 
BB&T Mortgage 
Bill’s Marine Service 
Brian R. Boal, CPA 
C. Palmer Die Casting, Inc. 
Clear Mountain Bank 
Cork's Cars 

Joseph and Dawn Curry 
Deep Creek Dock Works, Inc. 
Deep Creek Marina 
Deep Creek Pharmacy 
Don Nemith Builders 
First Home Mortgage 
First United Bank & Trust 


Garrett Automotive 

Garrett County Memorial Hospital 

Garrett Medical Group, P.A. 

Garrett Orthopedic Physical 
Therapy & Rehabilitation, LLC 
In Memory of TOWNIE GRANT 
From His Family 
Green Acres Garden Center 
Heilig’s Plumbing Heating & Electrical 
Helbig Insurance Agency 
JDA Design Architects 
Jim’s Brick Paving, Inc. 

Dennis and Judy Kustra 
Lakeside Architecture, Inc. 

Lindal Cedar Homes 
Lohr Distributors, Inc. 

Mountain Surgical Associates 
New England Truss & Joist, Inc. 
Nuway Cleaners 


Oakland MRI Center, LLC 
The PaintWorks Store, Inc. 

Patriot Chrysler Dodge Jeep, Inc. 
PROCOM 

Proudfoot's Oakland Pharmacy 
Rodeheaver and Associates, P.C. 
Rubis Contracting, Inc. 

Rush Services 
Santa Fe Grille 

The Sewickley Spa @ Wisp Resort 
In Memory of DAVE SLAGLE 
From Dave Beard & Lowell Leitzel 
Stony Brook Homes, LLC 
Sweitzer Simson & Associates 
Uno’s Restaurant 
The Welding Rod 
The Winner’s Circle 
Vaughn Winters Gen. Contractors 
Yellowstone at Deep Creek Lake 


SILENT AUCTION CONTRIBUTORS 




Alpine Lake Resort (First United Insurance Group) 
Delano’s Flooring & Furniture 
Fitzwater Furniture 
Grand Central, Inc. 

JDA Design Architects 


1 




Oakland Auto Spa (Webb Distributors, LLC) 

Oakland Golf Club 

Pine Hill Golf Club (Bruce Baker) 

Simon Pearce 
Wisp Resort 


TEAM SPONSORS AS SOCIATE SPONSO RS & CONTRIBUTORS 


Heilig's Plumbing Heating & Electrical 
Garrett County Memorial Hosipital 
First United Insurance Group, LLC 
Team One 

NewPage Corporation 
Dusk to Dawn 
Jim Roberts 
Michael Shirey 


Dental Health Group 
Russell Eddy 
Garrettland Sales 
Get N'Go 
Honi Honi 

ING (First United Investment Services) 
Mark IV Office Suppty * . ■ 


Mountain Top Citgo 
Nuway Cleaners 
Rudy’s 

Susquehanna Bank 
Katherine Sweitzer 
WaTMart 
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in a 14-12 Southern victory last Friday evening. Re¬ 
turning the ball after a punt in the photo below is 
Southern’s Matt Slone. It was the first win in three 
starts for the Rams. Photos by John McEwen. 


The Fort Hill offensive 
unit is led by senior quarter¬ 
back Eric Howser (6-2, 
200), who has a strong arm 
and can also run the ball. 

Starting at fullback is 
senior Marcus Lashlev (6-3, 
210), while junior Kwam 
Kassim (5-9, 155) and sen¬ 
ior Johnathan Foster (5-11, 
175) provide great speed at 
the halfback position. 



Ouj^j^nding on the line 
are seniors Caleb Morris (6- 
2. 241) and Jordan Helmick 
(6-2, 212), who also anchors 
the Sentinel defense as a 
returning first-team All- 
Area and honorable men¬ 
tion all-state defensive end 
Top linebackers will be 
Lashley and sophomore 
Garrett Dolly (5-11, 179). 

Lashley will also handle 
the kicking duties. 

Friday’s kickoff at 
Greenway is scheduled for 7 


6 -12 
0 - 14 


run 


p.m. 

SOUTHERN (14) 
HAMPSHIRE (12) 

Hampshire 0 6 0 

Southern 0 6 8 

Second Quarter 

H - Brent Walter 16 
(run failed), 9:05. 

S - Travis Skeweris 23 run 
(run failed), 1:57. 

Third Quarter 

S - Skeweris 1 run (run 
failed), 6:02. 

S - Safety. Fumble snap in 
end zone, 5:52 

Fourth Quarter 

S - Blake Saville 1 run (run 
failed), 5:56. 


Real 
Estate 
Facts by. 



• •• 


BRICKS BEAT PAPER! 

Yes, there's been trouble in real estate paradise, 
and no matter the causes, the dramatic results have 
been experienced across the country. Before 
assuming that housing is a risky investment, please 
understand that owning a home offers countless 
adv antages over stocks and other securities. 

First, home ownership lets you put in a little 
money and get the whole house. Money in stocks only 
buys a very small piece of the company. 

You also benefit because the government "bribes" 
you into buying a home by offering scores of tax write¬ 
offs, like mortgage interest, property taxes, 
depreciation - you may even avoid capital gains taxes 

As homeowner, you’re also the sole shareholder! 
YOU control what to buy and what to pay. YOU 
choose how to increase value through improvements 
fry to exercise that kind of power at a company 
shareholders meeting ofthousands! 

Stocks incur risk because they may become 
worthless. That's extremely unlikely with your home. 
Even in the w orst periods, homes retain most of their 
value. Fluctuations over a couple years eventually 
balance. What you haven’t heard widely reported is 
that housing lost value in only ONI- year out of the last 
thirty-five. 

But the undeniable advantage of a home over a 
stock certificate? Quite simply, you can't live, dream, 
raise a family, and feel secure with only a piece ol 
paper over your heads! I (you are thinking ol buying or 
selling a home hut feel “out of touch" w ith real estate, 
give me a call today. 
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DIVING FOR A DIG in the above photo for the 
Southern Rams is freshman Alycia Horner, center, 
during Tuesday night's game against Fort Hill. Sur¬ 
rounding her and ready to respond are teammates. 

Southern Net Squad Gets By 
Trojans, But Falls To Sentinels 


from left, Torie Bosley, Kaycee Ackerman, Tiffany Mat¬ 
thews, and Shayna Sweitzer. Southern lost to Fort Hill 
3-1 on the Rams' home court. The Rams face Mtn. 
Ridge tonight. 


Having a .500 week on 
the volleyball court this 
week was the Southern 
High School varsity, which 
edged visiting Hampshire 
last Thursday, 3-2, but 
dropped a 3-1 contest to 
visiting Fort Hill on Tues¬ 
day. 

In the close win over 
Hampshire, Shayna Sweit¬ 
zer again led the Rams at¬ 
tack, as she made good on 
all 22 of her serves, and re¬ 
corded 13 points with six 
aces, slammed 20 kills, and 
dished out 10 assists 

The Rams won the first 
game, 25-19. The Trojans 
won the next two, 25-23 
and 25-22, but the Rams 
eked out a 26-24 win in the 
fourth game, and then won 
the deciding game, 16-14 

Also providing strong 
performances for the Rams 
were Alycia Horner with 16 
assists and seven kills, and 
Kaycee Ackerman with 11 
points, nine digs, four kills, 
and three aces 

The Southern jayvee 
squad also won a tight con¬ 
test, 2-1, in the first match, 
winning the first game, 28- 
26, dropping the second, 25- 
17, and winning the third, 
15-13. 

Lindsey Lipscomb re¬ 
corded seven points and 
four aces for Southern, and 
teammate Annie Graham 


Northern Girls Get First Net 
Win Between Pair Of Defeats 


The volleyball team of 
Northern High School 
picked up its first victory of 
the season this week, but it 
was sandwiched between a 
pair of losses 

The Huskies were swept 
by host Mountain Ridge last 
Thursday, 3-0, blanked host 
Bishop Walsh on Tuesday, 
3-0, and then fell to Alle¬ 
gany last night in Cumber¬ 
land, 3-1. 

The Huskies were swept 
by Mountain Ridge (2-2), 
falling by scores of 25-11, 
25-13, and 26-16 


Emma Bass, Alyssa 
Rounds, and Chelsie Glot- 
felty each recorded four 
points for the Huskies 

Kayla Ellsworth paced 
the Miners with 21 points, 
including seven aces, and 
three kills Jessica Miller 
provided 10 points with 
three aces, and Rachel 
Burkett was credited with 
nine points, four aces, and 
18 assists. 

The Northern junior var¬ 
sity team was topped in the 
opening match, 25-23 and 
25-14 



Occupational Therapy 


Occupational Therapy is your pathway to returning you to all 
your daily activities whether related to injury, illness or aging 



Holly Warn*. OTR/l, and patient. Nancy 


"We are pleased with her therapy, she is able to do things now 
she couldnl or wouldnl try to do herselt before (walking, dressing, 
kitchen activities) We really appreciate the one-on-one attention 
from her therapists in Occupational Therapy. Speech Therapy 
and Physical Therapy " 


Doug, eon of patient. Nancy 


• Pkxlcal I hrrapt • Occupational Ihccapc ■ Sparck tkrrapt • Aqaalic Ikrcapc 
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6500 Thayer Center, Oakland, Md 
www.garrettrehab.com 


Breanna Mallow re- Huskies. Taylor Llewellyn 
corded three aces for the led the jayvee Miners with 


14 points, 11 aces, and live 
assists Lindsey Leasure had 
nine points, five aces, and a 
pair of kills. 

In Tuesday’s match with 
Bishop Walsh, the Huskies 
recorded game victories of 
25-18, 25-19, and 28-26 

Jessica Baker finished 
with a dozen points with 
nine aces, plus 15 assists for 
Northern, while Rounds 
had 12 points with seven 
aces and four kills Chelsie 
Custer provided 10 kills and 
five points, and Hannah 
Sines recorded five kills, 
three aces, and four points. 

The Spartans were led by 
Anne Mathews with eight 
aces, and Kelly Larkin with 
seven points. 

The Northern junior var¬ 
sity was defeated, 25-18 and 
25-11, behind an 11-point, 
six-ace effort by Lauren 
Breighner. For the Huskies, 
Breanna Mallow had three 
points with one ace, and 
Miranda Bcasom contrib¬ 
uted two kills. 

Game scores were not 
received from the Huskies’ 
loss to Allegany last night. 

Jessica Baker led North¬ 


ern with 13 points, includ¬ 
ing two aces, while Hannah 
Sines finished with 11 
points with two aces and 
three kills. Kelsey Custer 
provided four kills, and Ka¬ 
tie Umbel scored six points. 

Jenna Mathews paced 
the Campers with a dozen 
points and nine kills Kelly 
Baker had eight points, 
eight kills, and four blocks. 


The win improved Alco's 
overall tecord to 2-4 

The Northern junior var¬ 
sity team was swept, 2-0. 
Maddie Whittemore had 
two aces, three points, and 
one kill for the Huskies. 
Leading the jayvee Campers 
was Miranda Shank with 15 
assists, six aces, and five 
kills. 

The Huskies, 1-6, are 


slated to host Meyersdale 
on Monday, entertain 
Mountain Ridge next Tues¬ 
day, and host Fort Hill next 
Thursday. 

Read Then Recycle 


/Wings 

of 

Challenge 

Pheasant Hunting 
at Its Best! 
301-746-8868 
Accident, MD • Minutes 
from Deep Creek Lake 


Hunting Retreat: Oct. - March 
Sporting Clays & Skeet & Double 
Wooble Trap: Year Round 
3-D Archery: Spring - Late Fall 



3-D Archery-30 Targets Walk Through 

Call for details: 301-895-5054 or 301-707-0081 


Directions From Interstate 68 going west Take exit 14A 219 South approx 4.5 
miles, turn nghl onto Bear Creek Road (road bears left along creek), follow for 2.3 
miles, lum right onto Everty Road (stays right and straight), follow 1 mile to top of hill, 
park as convenient and follow signs/arrows near Pavilion to 3-D Archery Range 


Hilltop Inn 
Restaurant 
A Lounge 

Route 40 

2 miles east of tirantssille 
301-895-5168 


Friday Specials 


All You Can Kat Fish Fry, 
includes choice of Potato or 
V'egetable & Salad Bar $10.29 
Fried Fish or Clams, 
includes choice of Potato or 
Vegetable and Salad $8.79 


Weekend Specials 


Roast Prime Rib, 
Chicken Cordon Bleu or 
StufTed Shrimp, includes 
choice of Potato or Vegetable 
_and Salad Bar_ 

Homemade l.asagna with 
Garlic Bread, includes 
Salad Bar 


I lours: 

Jura. - Thurs. 11 -7 
Fri. At Sut. 11 -8:30 
Sun. 11-6 


finished with seven points, 
three aces, and two kills. 

In Tuesday’s clash with 
Fort Hill, the Rams won the 
first game, 25-21, but the 
Sentinels took the next three 
and the match 25-?I 25- 
22, and 25-19. 

Sweitzer again led the 
Rams with 14 points, five 
assists, and 19 kills. Marissa 
Aronhalt provided 11 points 
and eight digs, while 
Horner finished with 11 
assists and six kills 

Pacing the Sentinels was 
Lindsey Fisher with 45 as¬ 
sists, 11 points with six 
aces, and eight digs Shari 
Beavers contributed 11 
points and seven kills, An¬ 
drea Armstrong finished 
with 17 kills, Nikki Absher 
had 11 kills, and Kathleen 
Wilts chipped in with nine 
points and seven kills. 

The Ram jayvee squad 
was also defeated, 25-17 
and 25-18 Lindsey Lips¬ 
comb led SHS' with 10 
points and three aces, and 
Courtney Koelker recorded 
11 points for the Sentinels. 

Coach Sue Newton's 3-2 
squad will be back in action 
this evening at Mountain 
Ridge, play in the Fort Hill 
Tournament this Saturday, 
travel to Bishop Walsh on 
Monday, and play at Alle¬ 
gany next Wednesday. 



n 



There's Always Something Blooming 

at our 

_NEW Location! 

114 S. Second Street 

As of Wed., Oct. I 

(Located between Marvin's 
and Proucllool's Oakland Pharmacy) 

301 - 334-9404 

« l/tt/> in tint/ tec tntr ncntfiy tn't'itn't/ 

Silks, Garlands and Wreaths, 
lust in time for Autumn Glory! 


Jan Florist 


Photo. Christopher Schwer 
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08 Jeep wrangler 
Unlimited X 4 Dr. 

3.81 V6, AT, PW, PL, Freedom 
Hard Top, Sat Radio # 0012 ? 

26,290 


09 Dodge 
Journey SXT 

3 51V6. pw. pi, cd. dlum 
wheels sporty! <90008 

flM 19,195 


08 Dodge 1500 
Quad 5LT Big Horn 

4 71 V8. AT, PW, PL, 

Trailer Tow. Sal Radio #80054 


s 19,195 


OS Dodge 
Nitro SLT 4x4 

3 51V6. outo, pw. pi, alum 
wheels. »enii7 

STYLISH $4 

SUV 


21350 


ft PATRIOT 

C,, "7,* LE " " DoaGE S Jeep 

Super Pre-Owned Vehicles 

from Patriot Chrysler Dodge leep 


08 Chrysler Sebring Toning, 15K —.$15,995 

08 Dodge Cotoer SXl 22K.—.$14,995 

08 Dodge Cofcer RT AWD. 22K .......$16,995 

08 Jeep Commander. 24K ..-.$16,995 

08 Jeep liberty Sport, 17K.$17.500 

08 Dodge 1500 Quad Big Horn 4x4. 21K. $20,500 

08 Jeep Commander. 24K.$16,590 

08 Chevy krpeda IS. 34K 30MPG.$15,900 

08 Dodge Avenger SE, 21K. $15,500 

08 SUQaru legocy Sedan,13K . $19,500 

07 Nissan Sentra S, 13K. $14,900 

07 VW Jetta 2.5, 31K. $15,900 

07 Dodge Durcngo SLT, 18K.$17,500 

07 Jeep Gr. Cherokee Laredo, 17K.$17.500 

07 Jeep Compass 4x4, 29K .. $15,995 

07 Jeep liberty Sport, 18K —.$14,500 

07 Dodge Mtro sxt 24K . $16,500 

07 Honda Accord IX, 34K . $17,500 





OB Chrysler 08 Jeep Grand 
Searing muring Cherokee Laredo 4x4 

2.4L 4cyl, pw. pi, MyGig radio, 3.71 V6. auto, pw pi, CD, alum 
alum wheels »boh)» wheels »moo« 


■" 17,050 r:r s 24,090 n .£££ t 18.790 


08 Jeep Compass 
Sport 4x4 

2.4L 4cyt, auto, air a loaded 
fun vehicle. #8oua 

HOI MD I 

THt LIT FOR DNIT 



07 Hyunda Banfra, 27K .. 

06 FYmtoc Torrent, 55K 
06 Ford Escape XLT 31K .. 

06 Dodge 1500 SIT TRX. 4. 

06 Dodge 1500 SLT 4x4. 27K. 
06 Ponttcic G6, 34K - 


_ $13900 

_ $11,490 

. $13,995 

13K _ $17,900 

. $16,900 

.. $14,500 


08 Jeep Liberty 

Sport #80105 

3.71 V6, pw. pi, sky slider 
top! Trailer tow, alum wheels 

s 20,990 


06 Toyota 4 Rurver SRS. 28K . $22,900 

05 Dodge Grand Caravan SXl 36K.$10,500 

05 Dodge Caravan SXT, 43K...$9,500 

05 Dodge Dakota Quad SU 4x4, 59K.$15,500 

04 Chrysler T&C Toutag Ptatlmm Series, 80K . $8,995 

04 Wa Sorento EX 4x4, 55K .. $13,900 

04 Chrysler ftacfftaa AIM), 53K . $11,900 


FIVE STAR 

&&&&& 



PATRIOT 

i-lil.l'i H 1.8-L'Lf-l-l. i .1 - 


www.patriotmotors.us 

2499 Maryland Highway • Oakland, MD 21550 

301 -334-2137 • 866-696-6727 

Horn: Monday-Thursday 8 00 A M • 7 00 PM Friday 8 00 A M 6 00 PM 
'MUuiu4y 0-ww A.iv. kww r in. 


04 Ford Freest® SES, 61K .. 

04 VW Toueg AWD . 

03 Ford F 150 Ext Ccto 4 x4, 79K ..... 

02 Jeep Uberty limited, 82K. 

02 Dodge 1500 Quad IT 4x4, 39K 

Pncei do not mciode to*es togs. documentation 
fees Often end 9/30(08 


$7,900 
$19,500 
$12,900 
... $8,500 
$9,995 


Prc«s nrM* «• (ftsrouffls and am«r ate aronmnt do not inch** UMt tag* 4ocu*«<MMion Hn Often and *3008 Dm* not raspers** lor lypm *f»on md amesons Photos lor Hhisfrafv* imrpOMS 

only Cornua 4 m* lor con*** teuns on »a often Pncrs mi<"te •• '«txum and nr i*nt*vr t »nannng avatar* 10 ml quakh ad customers Mot a> cusioman *4 4 ua»N Of* rates and terns ».*<af* 


IN BED LINERS 


Youi silk and 
fresh flower experts! 

SERVING YOU CONTINUOUSLY FOR ALL YOUR FLORAL NEEDS WHILE WE MOVE! 


wt roriaMEMariiim »# as LOWASq 

s 399 1 
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Rams Host Broad ford Invitational; 

Girls Finish Third, Boys Seventh 


The Southern Kunnin' 
Rams hosted the Broadford 
Invitational Tuesday eve¬ 
ning. with the girls' varsity 
placing third in a seven- 
team field. 

The University girls 
came out strong, winning 
the meet with 28 points. 
Preston placed second with 
39 points, Southern took 
third w'ith 84 points, 
followed by Tucker County 
with 1 lt> points, Fort Hill 

CROSSCOUNTRY 
SOUTHERN HIGH 
GIRLS' VARSITY 
University 28, Preston 
39, Southern 84, Tucker 
County 116, Foil Hill 127, 
Mountain Ridge 141, Alle¬ 
gany Inc. 

1. Amanda Twigg, FH 20:27 

2. J. Van Der Sloot, U 20:56 

3. Ari Kasprowicz, P 21:04 

4. Karli Ridenour. P 21:07 

5. Sarah Martinelli, U 21:57 

6. Alison Kimble, U 21:57 

7. Julia Palidino, U 22:00 

8. Lydia Martinelli, U 22:08 

9. Ashley Shultz, P 22:15 

10. Andrea Jones. P 22:18 
12. K. Hollingsworth, S 22:30 

15. Jennifer Cosner, S 22:46 

16. Lindsey Smith, S 22:46 
20 Ashley Gordon, S 23:52 
21. Felicia Beeman, S 24:14 

BOYS' VARSITY 
Mountain Ridge 55, Pres¬ 
ton 61, University 69, Alle¬ 
gany 110, Fort Hill 111, 
Tucker County 119, South¬ 
ern 125 

1. Craig Pritt, P 

2. Josh Shuck, MR 

3. Jack Butler. U 

4. Adam Frohnapfel, U 
5 David Rhoades, T 

6. Wesley McKinney. P 

7. C. Upperman, MR 

8. Jack Meekins, FH 

9. Robbie Taylor, A 

10. Clint Bowman, P 
15 Cooper Thomas, S 
19. Josh Arnold, S 

JUNIOR VARSITY 
COMBINED 

1. Tony Parker, P 
2 Wyatt McBee, S 
3. Tyler Humanick U 
4 Sam Spanovich. U 

5. William Six. S 

6. Alex Stevens, MR 

7 Justin Hersh. MR 

8 E. Rodeheaver. S 

9 N. McCormack. U 
10. Kurtis Wolfe. P 
22 Mike Upole, S 


17:26 

4 TOO 

17:40 

17:48 

17:58 

18:15 

18:19 

18:30 

18:37 

18:38 

19:12 

19:29 


19:32 

19:51 

20:43 

20:56 

21:07 

21:15 

21:22 

21:27 

21:33 

21:57 

23:34 


with 127 points, Mountain 
Ridge with 141 points, and 
Allegany, incomplete. 

Krista Hollingsworth led 
the lady Rams with a 12th 
place finish in a time of 
22:30, followed by Jennifer 
Cosner in 13th and Lindsey 
Smith in 16th, both with a 
time of 22:46. Ashley 
Gordon finished in 20th 
(23:52); Felicia Beeman in 
21st (24:14), Katie Gindles- 
berger, 26th; and Kim 
Stephens, 33rd 

Fort Hill's Amanda 
Twigg won the girls' race, 
finishing with a time of 
20:27. Jennifer Van Der 
Sloot of University took 
second in 20:56, followed 
by Ari Kasprowicz of Pres¬ 
ton in 21:04. 

The Mountain Ridge 
boys' team won the varsity 
race with 55 points. Preston 
boys took second with 61 
points, Univetsity with 69 
points, Allegany with 110 
points. Fort Hill with 111 
points. Tucker County with 
119 points, and Southern 
placing 7th with 125 points. 

The top finisher for the 
Southern boys was Cooper 
Thomas, coming in 15th 
with a time of 19:12. Josh 
Arnold placed 19th (19:29); 
Seth Lewis, 29th (20:05); 
Mike Skipper, 30th (20:07); 
Willard Ashby, 39th; and 
Jared Arnold. 40th 

Winning the boys' race 
was Craig Pritt of Preston, 
recording a time of 17:26, 
followed by Josh Shuck of 
Mountain Ridge in 17:32, 
and Jack Butler of Univer¬ 
sity in 17:40. 

The coed junior varsity 
race had three Southern 
boys finishing in the top 10. 
Wyatt McBee took second 
place for the JV boys team 
with a time of 19:51. Wil¬ 
liam Six came in fifth place, 
recording a 21:07 finish, 
and Evan Rodeheaver was 
eighth in 21:27. 

Kaitlyn Swift was the top 



Women Golfers 
Cone hide Season 

Last Thursday was the 
final day of scheduled play 
for the Oakland Women's 
Golf Association this sea¬ 
son. The game was Flight 
Play. 

First Bight winners were 
Bobbie Seward, low gross, 
and Annis Colaw, low net. 


Fran Bell recorded low 
gross in the second flight, 
while Becky Glotfelty won 
low net 

In the third flight, Sue 
Bredel won low gross, and 
Sandy Bello recorded low 
net. 

Fourth flight winners 
were Pam Trydahl, low 
gross, and Kathy Refosco, 
low net. 


AND THEY'RE OFF! Cross country teams from 
seven area schools competed in the annual Broadford 
Invitational held on Southern's home course at Broad¬ 
ford Park on Tuesday. The Lady Rams took third over¬ 
all, while the boys finished seventh. Bottom left are 


NO HUNTING OR TRESPASSING 

on lands owned in or near 

WISP RESORT 

WISP RESORT DEVELOPMENT, INC 
DC DEVELOPMENT LLC 


We extend a compassionate helping hand. 


the Rams' top female finishers, from left, Lindsey 
Smith placing 16th, Jennifer Cosner, 15th, and Krista 
Hollingsworth, finishing 12th. Cooper Thomas, pic¬ 
tured below right center, was the top runner for the 
Southern boys' team, placing 15th. (See story for de¬ 
tails). 




ASSISTED LIVING llc 


253 Aiken Miller Rd. Accident MD 
www.cherryhillal.com 


301-746-8082 


_ Personal Injury 

Family law 

Property 

Criminal 

law Offices of s“ 


f r/eu( IJC//1/LC 


the JV Rams 
placing 37th 


Trailers! Trailers! Trailers! 


ATV Trailers, Utility Trailers of all sizes!! 
IIORSE AND LIVESTOCK* 

DUMP TRAILERS & ENCLOSED TRAILERS! 

We service what we sell! : 

GARRETT AUTOMOTIVE LLC | 

301 - 387-6148 ! 

[Trailers!_^Trailers! Trailers! \ 


finisher for 
girls' team, 

(26:16). 

The varsity Rams also 
participated in the 2008 
Mountaintop Combo at 
Preston High School on 
Saturday Twenty teams 
competed, with the SHS 
girls' team placing 13th and 
the hoys' team finishing 
16th 

Top finishers for the 
Southern girls were 
Hollingsworth placing 52nd 
(22:59), Smith, 57th (23:20), 
and Cosner, 65th (23:33). 

For the boys, Lewis took 
62nd (19 18), Arnold was 
66th (19:30), and Thomas 
placed 82nd (19:58) 

T he Runmn' Rams' next 
race is the Appalachian 



Hcc|dent 

ImmFg l] 


LIFETIME ^^CHRY8L£^JEE^DODGE 




% PLUS $4,000 

ECASH 

BACK! 


'08 Caliber SXT 


#8168 



$15,995 


^ IN STOCK ^ 

IN STOCK ^ 

'08 Gr. Cherokee 
Laredo 

'08 Town & Country 
LX _ 


* v 

wmm gf 


$23,799* 

$20,999* 


* Sh dsslsr for detail* Ts*. title and tags ewtra Trade will effect selling price. Dlecounte/rebetee very by model 
Must finance through Chrysler Financial to qualified buyers 

■ So* dooK* for a copy of Imiton warranty and details Non Transferable Not available on SBT. diesel vehicles. 
Sprinter. Ram Chassis Cob. and certain fleet vohiclos 

Chrysler and Jeep are registered t rede marts of DaimlerChrysler Corporation DamlerChryster foctory trained technicians 


Pre-Owned Autos 

07 Chevrolet Equinox $15,995 

06 Dodge Ram 1500 Quad Cab SI 5,995 
06 Jeep Commander Sp 7-pass. $15,995 
06 Chrysler Sebring $ 9,995 

05 Jeep Gl Cherokee Ltd., NAV $18,995 
05 Jeep Gl Cherokee Ltd, NAV $15,995 
05 Dodge Grand Caravan SE-F $11,995 
05 Ford Fotus SE .- $10,995 

05 Chrysler 300 Ltd. SI 7,995 

04 Jeep Gt Cherokee Laredo $11,995 
04 Subaru Baja, Leather $15,995 

04 Jeep Gl Cherokee Ltd. $12,995 
04 Dodge Ram 1500 Quad Cab $14,995 
04 Jeep Gl Cherokee Overland $16,995 
04 Dodge Durango SIT $13,995 

03 Jeep Gl Cherokee Ltd. -fctg S 9,995 
03 Dodge Ram ! 500 S10.99S 

03 Jeep Gl Cherokee Overland $15,995 


aa 

* 


03 Dodge Ram 1500 Quad 
02 Jeep Gl Cherokee 
02 Dodge Gl Caravan 
02 Font Explorer XLT 
01 Dodge Ram 1500 Quad 5LT 
01 Dodge Ram 3500 Quad 
00 Dodge Ram 1500 5LT 
98 Dodge Ram 2500 

Progra m V ehic 

08 Chrysler Town & Country 
08 Dodge Avenger, moonroof 
07 Jeep Wrangler Sport, 4 dL 
07 Jeep Compass 
07 Chrysler Sebring 
07 Dodge Caliber 
07 Chrysler Town & Country 
07 Jeep Gl Cher Laredo 
07 Dodge Caravan 
05 Jeep Wrangler Rocky Mtn 
05 Dodge Ram 2500 Quad 



SI 3,995 
$ 7,995 
$ 5,995 
$ 6,995 
$ 7,995 
$13,995 
$ 6,995 
$ 9,995 

les 

S24.993 

$15,995 

$22,995 

$15,995 

$15,995 

$13,995 

$16,995 

$16,995 

$13,995 

$15,995 

$21,995 


• • I • >1 * I rll l« • . II* 
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yirse. •««, true «#••« wyi «*••«. # imr. , 4 f <nrvf9h. i vMiuem W6MTJ 

113 S. Main St.. Accident MD 

OPEN: M, TU, TH, FR - 8 to 7 301-746*8181 □□□□□a 


WfD -8 to 6, SAT - 8 to I 


301-895-3230 
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Mountain Athletic Confer¬ 
ence Meet, hosted by 
Frankfort High School, 
scheduled for next Thurs¬ 
day, Oct. 2 

SHS Golfers 
Stop Tucker 
For 23rd Win 

The golf team of South¬ 
ern High School upped its 
season record to 23-8 yester¬ 
day by defeating visiting 
Tucker County on the Oak¬ 
land course, 177-193 

Tyler Ewing led the 
Rams by carding a 42, while 
Reece Duncan finished with 
a 44 and Billy Gindlesber- 
ger shot a 45. 

Leading the Mountain 
Lions was Ethan Slau- 
baugh. who was the low 
medalist with a 41. Zach 
Evans and Matthew Patrick 
each finished with a 49. 

The Rams will conclude 
their regular season next 
week with a match against 
Northern; however, a day 
and time for that contest 
had not been set as of this 
morning. 


‘ ‘ wj? ; *... * - - 






Admitted in 

.Maryland & I Vest Virginia 


301 334 3522 

Three South Third Street Oakland AID 21550 

angelablythea verizon.net 




Happy T v BirtMay 
Sissy 

Love You Always 

Mommy & Duddy, 
Nun-Nun, Puw-Puw, 
Qrundma Bonnie, 

& Poppy Ford 



Happy 2^ 

B»r+K<lay 

Goar Hoad 

C Walls or SavagaD 

September 26 

IP*) 

Mama, Daddy <& lex; 


Ask 

Sheila 


ra j 


Happy HOth Birthday! 
CARD SIIOWTR! f n() ^l 
Peggy llouscr 

Please send cards to: 

A Rl. I. Box 120 
3 Aurora. HA 26705 
Trum. your Jonuly 


V 



Decorating Dilemma? 

Sheila offers helpful advice. 


Dear Readers 

With Autumn Glory fast 
approaching, stop by our new 
location in Oakland for your 
fall decorating needs 1 

We have fall wreaths, 
florals, and awesome 
candles In fall colors sure to 
make your room pop And if 
you plan on hitting all those 
craft and antique shows, pick 
up one of our new fall 
handbags in many different 
styles and patterns, 

Expecting Autumn Glory 
guests 7 lt‘s not too late to 
order new bedding for those 
Autumn Glory guests And as 
always, it's ON SALE for 
20% OFF regular price 

Beginning this week, we 
have rugs ON SALE for 

65% OFF regular pnees 
Sizes vary from small accent 
rugs to 7'x5\ 



Our little Angel 
Alyssa Kay will be 
a year old 
September 25, 
2008 

We Love You. 

Dan Dan, Peg & Buff 



at DECORATOR S NOOK 


Schedule *n in-home looolnlment 




or vitH m *1 

119 S. Second Si . Oakland 
301-387 2355 



ILEBRATE UTS 


Cong/iotuPaUonfi 

Sc c Wla&eA/ < c£Le4AM& 

50th Wedding Anniversary! 

Open House Celebration 

Sunday. Sept. 28, 2008, from 1 to 4 p.m. 

Pleasant Valley Community Center 

No gifts please, your presence is your BilLiQ US, 

a i nn eumi/CDI 8865 Garrett Highway 

CARD SHOWER! Oakland. MD 21550 



Carly Ann Lawson 

celebrated her first birthday 
on September 21, 2008. A 
Raggedy Ann and Andy 
themed birthday party was 
held Saturday, September 
20, at the Bridgeport City 
Park in Bridgeport, WV. 
Carly is the daughter of 
Aaron and Brenda L-awson 
£ jj of Oakland and has an older 
sister, Hanna. Carly’s 
paternal grandparents are 


James and Judy l.awson ot Bridgeport, W V. Her 
maternal grandparents are John and Gloria Westfall of 
Bridgeport, WV, and Mitchell Dunham of Grafton,WV. 
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GARRETT COUNTIANS SHOW THEIR STUFF - 
The three local athletes who finished the entire Tri-To- 
Win SavageMan Triathlon are pictured. Shown above 
is Jen Sober of Deep Creek Lake, who achieved one of 
the best times of the day, coming in 8th overall in the 
female long course division, finishing in 6 hours, 12 
minutes 36 seconds. She is shown above running 
alongside Don Wilkinson, who completed the entire 
event last year but who was kept from competing this 
year because of a back injury. He assisted several 


Oakland Teams 
Split In Recent 
League Action 

In other recent CAYFL 
action, the Division I Oak¬ 
land Rams were topped by 
the Ridgeley Rams, 14-6, 
and the Division II Oakland 
Rams rolled to a 23-0 vic¬ 
tory. 

In the Division I contest, 
Oakland took a 6-0 lead via 
a 50-yard touchdown run by 
Brendon Crosby. 

Ridgeley took the lead 
for good in the second quar¬ 
ter when Marcellus Hocka- 
day scored on a four-yard 
carry, and Cole Smith 
booted the two-point con¬ 
version. 

Hockaday added some 
insurance poitns in the third 
period with an eight-yard 
TD run. The conversion 
kick was no good 

Crosby finished with 82 
yards on 10 carries for Oak¬ 
land, while Hockaday 
amassed 86 yards on a 
dozen attempts. 

Garrett Campbell led the 
Oakland defense with six 
tackles, and Hockaday had 
six for Ridgeley, while his 


teammate Randy Riley led 
with seven tackles 

In the Division II match¬ 
up. Landon Todd gave the 
Rams a 6-0 lead with a 21- 
vard touchdown run, and- 
Matt Mayles made it 8-0 
with a successful two-point 
conversion kick. 

A touchdown run by 
Lucas Ritchie in the third 
quarter, followed by an¬ 
other Mayles kick, put Oak¬ 
land on top, 16-0. 

Reese Haskiell scored 
Oakland’s third and final 
TD of the day, via an 18- 
yard carry in the fourth 
quarter. Running for the 
extra point was Reese 
Haskiell. 

Matthew Shaffer had six 
tackles, including one sack 
for Oakland Other defen¬ 
sive standouts were Tristan 
Nazelrod, Haskiell, Ritchie, 
Jordan Dixon, and Jeff Ed¬ 
dington. 

OAKLAND RAMS (23) 
RIDGELEY RAMS (0) 

Oakland 8 0 8 7 -23 
Ridgeley 0 0 0 0 -0 

0 - Landon Todd 21 run 
(Matt Mayles kick). 

0 - Lucas Ritchie run 
(Mayles kick). 

O Reese Haskiell 18 run 
(Haskiell run). 



Pharmacy Notes 



GREGG S Pharmacy 

/pSjTN 20 N. Third St., 
Oakland, md 21550 


301 - 334-2197 


Ernest J. Gregg, Jr„ PD. - Owner 

Computerized RX Service Patient Counseling 
"Your Health Is Our Business" 


Hours Mon -Fri 8 30 a m til 9 00 p m 
Sat 8 30 a m til 9 00 p m • Sun & Holidays 6 p m, til 9 p m 


Raynaud's Olsease Occurs Ourlng Cold Temperatures 

Raynaud’s disease occurs when the body reacts 
abnormally to cold temperatures or stress, resulting in cold 
sensations in the hands and feel The body naturally decreases 
blood supply to the extremities during exposure to cold 
temperatures in order to maintain the core body temperature A 
person who develops Raynaud's experiences an increase in this 
response Vasospasm, or a constriction of blood vessels, 
occurs in the arteries of the fingers and toes and leads to 
decreased blood flow during an attack Emotional stress also 
may induce a Raynaud s attack Women, as well as persons 
living in colder climates are more likely to be affected by this 
condition Although skin color may change with an attack, 
altered skin appearance is temporary 

Although mild symptoms of Raynaud s may be alleviated 
through preventive measures, prescription medications are 
available tor more severe symptoms Calcium channel blockers, 
such as nifedpme and amlodipme. work to open up blood 
vessels and increase circulation to the hands and feet Alpha 

hlnrlrprs <mrh as nramsin anrt fin»a7oein mavi h. nroerrihpH 

This last group of medications work to reduce constriction of 
blood vessels 



local athletes in their training, and is shown as he 
supports Sober in her run. Shown below is Joel Getty, 
contemplating the race to come. He is a 1996 graduate 
of Southern High School and son of Dr. Albert and 
Gail Getty; now a resident of Port Trevorton, Pa. His 
time was 7:47:37. Pictured above right, flashing a 
stressed smile, is ’97 SHS grad Matt Sincell, New York 
City, who is a native of Mtn. Lake Park and the son of 
Don and Suzanne Sincell. He finished the race in 6 
hours, 56 minutes, 24 seconds. Photos by Karlo Ges- 
ner. 



BOUNDS IMPRESSES IN AQUA VELO - Garrett 
Countian Russell Bounds participated in the Aqua 
Veto portion of the SavageMan, meaning he did both 
the swimming and the biking, and placed third overall 
in the men's division, and second in his age group 
(40-79). Photo by Karlo Gesner. 



THE SHORT COURSE of a 1.5-mile swim, a 40- 
kilometer bike ride, and a 10-kilometer run (short??) 
was undertaken by Garrett Countian Andrea Devens, a 
'96 graduate of Southern High and resident of 
McHenry. Her finishing time was 3:28:17. She is pic¬ 
tured as she keeps up the pace. 



GOSNELL, O’BRIEN, AND O’BRIEN TAKE SECOND - The relay team of Julie 
O'Brien, Jeff Gosnell, and Brian O'Brien came in second in the co-ed relay for the 
long coursff oMhe SavageMan Triathlon on Sunday. For mailing purposes, the 
team is listed in the final results as being from McDonald, Pa., but all three mem¬ 
bers are actually Garrett Countians. Taking first place in the co-ed relay was an¬ 
other local team, with members Jonathon Moon, Jarron Hawkins, and Krista 
Hollingsworth. This trio’s impressive, winning time was 4:51:15. 


’ = &ftoAAf/ 

Pine Grove Church of the BrethroT 

TO GOD BE THE GLORY! 

6, 7, and 8, puwv 7:00 - 8:30 p./m y 

MONDAY - Heav en's Mountain Band with a blend of southern 


gospel and blucgrass. also The Oak Park Praise Team 
iQk TUESDAY - The Stoner Family with talent the 

whole family will enjoy, also Brenda Harvey, 
WEDNESDAY - The Crellin Trie (formerly The Crellin Quartet) 
from the Crellin Assembly of God, 
also Andy Lewis and Stephanie Stephens 

Come help us praise the Creator for the glorious season! 

A Free will offering will be taken to support our singers 


* 

* 

§ 



land Sang Run Rd. 


Event Slated 

Continued from Page A-l 

important health can. infoi- 
mation to area businesses," 
said Charlie Ross, chamber 
president/CEO. "With the 
growing importance of of¬ 
fering health care to em¬ 
ployees, we urge area busi¬ 
ness owners to attend to 
learn more about how they 
can take advantage of the 
Health Insurance Partner¬ 
ship for small businesses." 

Seating for the Sept. 29 
presentation is limited. 
Business owners interested 
in attending the event are 
ask to RSVP by contacting 
Reckner at 301-387-4386, 
ext 12, or karenfo garrett- 



chamber.com. the partnership is available 

More information about online at dhmh state md.us. 


Last night I dreamed I ate a five-pound 
marshmallow. When I wofee up, my 
pillow was gone! 


€T\ 


,4dSf 


Lou DiCarlo 

“The Stained Glass Man" 

/.• 2 I A I St.. Mtn lako Park, Maryland 

301-334-8222 







MOUNTAINEER 

FAMILY (ARE CENTER 

Look Who \s Back ... 

Mountaineer Family Care 
Center is pleased to announce the 
return of Mary Ann Whitehair, 

APRN, to Preston County. 

Mary Ann will be providing medical care to patients in our 
new Terra Alta office, opening October 9, 2008. Her ten years of 
experience as a nurse practitioner are a welcome addition to our 
medical staff. 

Mary Ann is currently accepting new patients for 
the Terra Alta office, located on Rt. 7, just east of town. 

Please call 304-789-6964 to schedule an appointment. 

» .n 



Dr. Shelton 
Smith 



Bro. Sam 

t N 
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WESTERN MARYLAND’S ANNUAL 

SWORD OF THE LO R, 
CONFERENCE 

September 29-30,2008 

Mountain Lake Independent Baptist Church 

1005 Broadford Road 
Oakland, MD 21550 
301-334-3234 
Website: www. mlibc.org 

Preaching Schedule: 

Mon. - 7:00 p.m.- Dr. Smith /Bro. Davison 
Tues.—10:00 a.m. - Dr Smith/Bro. Davison Dennis 
Preachers Luncheon after Tues. morning service j >ear hcnnan 
7:00 p.m. - Dr Smith /Bro. Davison Host Pastor 
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get up to 


% off 
MSRP 

on our ’08 summer collection 


COME IN TODAY TO A PARTICIPATING DEALER FOR DETAILS 
AND SEE WHICH STYLE FITS YOU BEST 

grabadodgc.com 
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BIKES. BIKES, AND MORE BIKES - The “tran- bike course. The challenging three-sport event was held 
sition area” for the switch from swimming to biking is Sunday in Garrett and Allegany counties, beginning and 
pictured above, with bikers preparing in all their own ending at Deep Creek Lake State Park. All photos by 
ways to tackle the 55+ miles of the SavageMan Triathlon Karto Gesner. 


Dodge Caliber SE 

‘ 1,500 

combined cash allowance** 


THE PITFALLS OF THE WESTERNPORT WALL are 
terribly difficult to avoid, as evidenced in this photo of a 
fallen athlete being aided back to her feet (and wheels). 
This particular portion of the triathlon Is infamous for its 


GOSNELL SCALES THE WESTERNPORT WALL - Garrett Countian Jeff Gosnell is 
pictured above as he pushes himself up and over the dreaded Western port Wall, the steepest 
section of the SavageMan bike course. Kellyann Green is shown below as she readies to 
leap on her bike for her contribution to her relay team. Her teammates were Melissa Walch 
and Nicole Walch (mother and daughter), who made an impressive 2nd-place finish in 
the all-female relay category. The women's time was 6:58:28. Photos by Karlo Gesner. 


ATHLETES OF ALL WALKS OF LIFE took part in Sunday's demanding triathlon, 
the proceeds of which benefited the Joanna M. Nicolay Melanoma Foundation. Garrett 
County athlete Steve Green is shown above as he makes his way along the bike 
route. Green was part of a relay team from High Mtn. Sports, competing alongside Bill 
Meagher and Bill Knell. They finished in 7th place with a time of 5:51:47. The mayor 
of Washington, D C , Adrian Fenty, is shown below as he crosses the finish line with 
a time of 6:30:25. Photos by Karlo Gesner. 


sheer, nearly vertical pitch. Each athlete who is able to 
bike up the wall without falling is rewarded with a brick, 
to be placed at the top of the road and etched with the 
athlete’s name. 




1 jvs.yj'st.n 


% off 

MSRP' 


Dodge Ram 1500 ST Quad Cab® 4x2 


Dodge Grand Caravan SE 

*4500 

in combined cash allowance* 






* y. 
























































IMKREPtBLICA^.OAKLAN 


D. MARYLAND - THURSDAY. SEPTEMBER 25. 2008 B-l 


Teresa Gottwig, Fort Bragg. Lifeguard students are re- 
The Pauline Yommer quired to have strong swim- 
family had the most mem- ming skills and should be 
bers in attendance, 15. able to complete a 300 yard 

Brian Resh, Mantua, won continuous swim using a 
the horseshoe pitch Andy combination of front crawl 
Simms, Concord, Ohio, won and breast stroke, and be 
the 50-50 raffle, and Da- able to perform an under- 
vid Gottwig won the guess water retrieval technique 
cake. Participants must be present 

The next Yommer-Resh for all classroom and pool 
reunion will be held in the times. 

Grantsville Park on Satur- The classes will be held 
day, Aug. 15, 2009. on Thursday, Oct. 2, 6 to 

cqi I Rprl PrncQ 9 P m - Frida y- 0ct 3 - 6 to 

rou, lAtJU UlUbb 9 p m . Saturday, Oct. 4, 9 

To Hold Lifeguard a m. to 5 p.m.; Sunday, Oct. 

Certification Class 6ct. 7, 6 to 9 p.m.’; and fil 

Frostburg State Univer- day, Oct. 10, 6 to 9 p.m. 
sity's Activities for Life, in Registration and payment 
conjunction with the West- deadline is Sept. 29. Refunds 
ern Potomac Chapter of the will not be given after the 
American Red Cross, will start of the course, 
offer a lifeguard certification For information about 
class from Oct. 2 to Oct. 10 prerequisites or to register, 
in the FSU Cordts Physical persons may contact Amy 
Education Center pool. The Nazelrod at 301 687-7934 
class will be instructed by or anazelrod@frostburg- 
Dr. Troy Strieby. edu. 


AGAPE Launches jjg- whcther churchcd or 

First “Gathering Of This group is supported 

Women” Meeting 

The first “Gathering of Maryland. Fahrner has 
Women, which is open to worked with women, both 
women of all faiths, ages in her career and in her 
and backgrounds, is sched- church, for over 30 years, 
uled for Sept. 27 at St. Mat- leading women's retreats, 
thew’s Episcopal Church in pas toral care, fellowship ac- 
Oakland at 10 a.m. tivities, and, more recently, 

The primary focus of as a chaplain at WMHS 
the new ecumenical group, Braddock campus (Sacred 
called AGAPE, according Heart Hospital). She cur- 
to the founder, the Rev. Pam re ntly serves as a deacon 
Fahrner of Oakland, will at St. John’s Episcopal 
be to "celebrate women’s Church in Deer Park, is on 
gifts and empower worn- the Commission for Women 
cn to greet their families, Q f Garrett County, and is a 
workplaces, churches, and volunteer chaplain at Gar- 
community with a renewed re tt Memorial Hospital in 
sense of purpose and self- Oakland, 
worth.” Women will meet quar- 

AGAPE stands for Ac- terly and study both famous 
knowledge (women's sig- an d everyday women who 
mficant ministering to fami- have overcome obstacles 
lies, friends, churches and i n their lives, said Fahrner. 
community); Gather (quar- “Although the group will be 
terly gatherings to establish intentionally pro-women, it 
friendships and networking will not be anti-men," she 
among women of different explained, 
churches); Affirm (equip Complimentary child 
women to return to their care and beverages will be 
homes, churches and com- provided. Women are asked 
munity with confidence, to bring nuts, fruit, bread or 
knowledge, and respect for sweets to share at the mau- 
their talents); Persevere gural session of fellowship 
(establish a community of More details will be dis- 
support and fellowship cussed at the first meeting 
among Garrett County worn- For more information, per- 
en); and Ecumenical (open sons may call Fahrner at 
to all women of the commu- 301 -387-6313. 


St. Peter’s Social Hall 

Corner of 4th and Oak St. 301-334-2202 

Doors open at 5:30 p.m. Games start at 6:30 p.m. 


need certification or recer- ees, established to advance est girl was Melena Gottwig, 
tification may contact Ju- professionalism and rep- 9 months, Fort Bragg, 
lie Yoder, Garrett College resent a collective voice to The longest-married cou- 
Coniinuing Eduiauoii <uul communicate on local, state, pic wcic Coiltuii and Esther 
Workforce Division director, and national levels. Resh, Mantua, Ohio, and 

at 301-387-3101 to enroll. Vnmmpr the newest married were 

More information about the 1 UII1II1CI -IVCM1 Ronnie and Colleen Filicky, 

class will also be provided Reunion Held four years, Stoystown, Pa. 
at the GCEMA’s October The descendents of Wl , Traveling the farthest to 
meetina , descendents ot wu- {he reunion were David and 

meeting. j iam anc j Mamie Yommer 

The association has and £ ar i and Ona Resh held 
planned an informational t jieir annua i family reunion 
briefing or presentation for on Aug. 16 at Grantsville 
each regular monthly meet- p ar k Approximately 90 peo- 
ing on the first Wednesday p [ e attended the event, 
of each month throughout The children participated 
the year. in a candy throw, and several 

All area contractors and family members were recog- 
their employees associated nized during the event. They 
with electrical, plumbing are as follows: 
and HVAC work are in¬ 
vited to attend the GCEMA 
meetings 

The GCEMA is a non¬ 
profit, member-driven or¬ 
ganization for electrical, 

-plumbing and HVAC con¬ 
tractors and their employ- 


500 Jackpot 


Mystery number ‘Winner take all ‘Refreshments 
NO admission under 18 . 


Tf byM.KetthNester.Sr.BC-HIS 1 

J K«tti Nesw, S».. BC-WS Cetf>y Arnold. HIS 

OF SUDDEN CONCERN 

Hearing loss of any type should be it AUDIBEL, we believe that any type of 
investigated, and sudden hearing lass may hearing impairment is a serious problem that 
be a temporary reaction to exposure to loud deserves professional rare from o hearing 
noise However a sudden loss of hearing may specialist A hearing loss moles it more difficult 
also be an early warning of impending to meet people ond enjoy social gatherings It 
strobe This new piece of information comes can also affect o person’s job A hearing loss 
from researchers who followed nearly 1.500 con act os a barrier between the impaired and 
adult patients with episodes of sudden other people Is o hearing impairment 
hearing loss These patients were also noted diminishing the enjoyment of your life’ 
to be significantly more likely to have Perhaps it’s lime foe a hearing evaluation 
hypertension (high blood pressure), PS On the basts of the research mentioned 
diabetes ond elevated cholesterol levels obove, sudden hearing loss should be followed 
Over the five years following their iniltol up with o comprehensive medical evaluation 
episodes of sudden hearing loss. 8% of the and routine follow-ups 
patients suffered a stroke Twelve percent of AUDIBEL 

strokes occurred within three months, 31X OffceaTQr WftamsCtwapnocPc 

occurred in the first year ond 51X by the end W 7 OeUml Ave • 'farter UW P»K W2156C 
of the second year Mj«^UD[BE^_^>6^8^235 


Wm? ffimm Wax? (8Xm? 
<SS Srzkpc 

— • Sealy • Ashley 

k a • Berkline • Flexsteel 

• Lay-Z-Boy 
• Benchcraft 
• Broyhill 

•Free Delivery 
12 Months Same As Cash 


203 Main St. 
Westernport, MD 

Open Mon., Wed., Fri. 10-8; 

Tues. & Thurs. 10-5; Sat. 10-4 
Closed Sunday 

301-359-945t-www.roderickoutlet.com 


THOUSAND ACRES 


Home sites available starting in the $l40s 
Opening Summer 2009 

Contact us at 301 616 9866 or email us: salcs^tadinc.ncf 


BINGO 


VII major crc-dit cards accepted 


www nudibel com 
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GC Foundation Awards Scholarships 





MEGAN BAUMAN 


AMBER COU1.BOURNE BRANDON CUSTER 


The following students 
ha\e received Garrett Col¬ 
lege Foundation scholar¬ 
ships for the current aca¬ 
demic year 

Susan Abe of Oakland 
received the Knights of Co¬ 
lumbus Oakland Council 
#1771 Scholarship Abe is a 
graduate of Northwestern 
High School, West Salem, 
Ohio, She is majoring in 
business management. 

Megan Bauman of Oak¬ 
land received the Ann Dil- 












JUL1A BOSLEY 


BRITTANY BOYCE 


DANIELLE 

BRENNEMAN 


MICHAEL 

DUCKWORTH 


EMILY DURHAM 


KASIE FRATZ 


GESSE GLOTFELTY 


STEFANY GLOTFELTY 


gard Scholarship. Bauman 
is a 2008 graduate of South¬ 
ern High School. She is the 
daughter of Cassaundra 
Corby, and is majoring in 
elementary education. 

Amanda Beitzel of 
Grantsville received the 
Wilma A. Calhoun Scholar¬ 
ship Beitzel is a 2008 
graduate of Northern High 
School. She is the daughter 
of Steven and Jenny Beitzel, 
and is majoring in general 
studies. 

Matthew Bernard of 
Oakland received the 
Garrett College Board of 
Trustees Scholarship. A 
2008 graduate of Southern 
High School, he is the son 
of Michael and Elaine Ber¬ 
nard, and is majoring in 
computer repair and net¬ 
work technology 

Julia Bosley of Oakland 
received the Bill Crawford 
Memorial Scholarship A 
2005 graduate of Southern 
High School, she is the 
daughter of Craig and Mar¬ 
sha Bosley She is majoring 
in juvenile justice. 

Brittany Boyce of Swan- 
ton received the Garrett 
College Board of Trustees 
Scholarship and the Civic 
Club of Oakland Helen 
Baumgartner Memorial 
Scholarship. She is a 2008 
graduate of Southern High 
School The daughter of 
Frederick and Tambra Fulk, 
she is majoring in general 
studies 

Michael Brady of 
McHenry received the Dr 
Bruce Jenkins Memorial 
Scholarship and the Junior 
Woman’s Civic Club Schol¬ 
arship He is a 2008 gradu¬ 
ate of Northern Garrett 
High School. He is the son 
of George and Kimberly 
Brady, and is majoring in 
teacher education/physical 
education and health 

Danielle Brenneman of 
Accident received the Deep 
Creek Lions Scholarship A 
2008 graduate of Northern 
High School, she is the 
daughter of Terry and Deb¬ 
orah Brenneman She is 
majoring in secondary edu¬ 
cation. 

Samantha Briggs of Oak¬ 
land received the Oakland 
Rotary Scholarship A 2008 
graduate of Southern High 
School, she is the daughter 
of Peter and Bobbi Jo 
Briggs She is majoring in 
general studies 

Amber Coulbourne of 
Hurlock received the Ros- 
coe G. Bartlett Scientific 
Scholarship and the Josh 
l ee I ike Scholarship Coul¬ 
bourne is a 2008 graduate of 
Wye River Upper School in 


CAROL GROVES 

majoring in natural re¬ 
sources and wildlife tech¬ 
nology 

Brandon Custer of Swan- 


VINCENT HARMAN 

ton received the Roscoe G. 
Bartlett Scientific Scholar¬ 
ship. A 2006 graduate of 
Southern High School, he is 
the son of Glen and Lois 
Custer He is majoring in 


MEGGAN HUMBERSON 

natural resources and wild¬ 
life technology 

Alyssa Dick of Oakland 
received the Amy Mildred 
Sharpless Scholarship A 
2008 graduate of Southern 


CATLIN JONES 

High School, she is the 
daughter of Samuel and 
Tina Dick. She is majoring 
in teacher education/ 
physical education and 
health. 


ASHLEY KINZEY 

Michael Duckworth of 
Oakland received the Oak¬ 
land/Mountain Lake Park 
Lions: Bill Ravenscroft Me¬ 
morial Scholarship. He is a 
2008 graduate of Southern 


DMITRY KUBIN 

Garrett High School He is 
the son of Gary and Barbara 
Duckworth, and is majoring 
in general studies. 

Emily Durham of Oak¬ 
land received the Amy Mil- 


MATTHEW MASON 

dred Sharpless Scholarship 
A 2008 graduate of South¬ 
ern High School, she is the 
daughter of Paul and Billie 
Sue Durham. She is major- 
Continued on Page B-3 


^United, 

Countr 


No One Knows The Country 
Like We Do. 

Rt. 219 North • Humberson Center, 
McHenry, MD 21541 A 

y 301-387-8300 ra -,™ 

- 800-457-6777 




PM# 370 Friendsville 
0*686/1/0 $714,900 

* Recently Remodeled Home on 3 33 Acres 

• Hardwood Floors, Granite Counters & More 

• "Formelte type properly with Roll Fenced 
Posture 

* Large 30 *40 Barn Building & Sloroge 
Shed 


PH #358 McHenry 
GA6498876 $649,900 
' Premier Brand New Constructed' custom 
home 

1 Beautiful 3200 sq ft insulated log finish 
home 

Views of Deep Creek Lake and surrounding 
woodlonds 

Vocation Rental Potential 1 A True Musi See 1 


PH#3S6 Deep Creek lake 

GA6427534 $575,000 

* New Construction post ond beam Grand 
Chalet with 4 BR, 3 5 BA, goroge 

* Conveniently locoted to Deep Creek Loke 
ond Wisp Ski and Golf Resort 

* Bonus, 100' home theater, Plasma TV 
integrated phone, wireless Internet security 
system and other odded features, 

"Smart Home Technology 


PH#390 727+ Acres, Oakland, MD 
GA6630247 $889,000 

• Lorge form that crops are still formed on i conle 
still grate 

• Tremendous views pond streom A mil ol woods 
& fields 

• Eosly traversable euellenl hunting 

• Definite investment opportunity 


Lots & Land 


Mi 

Phone Home #359 - 2+/- Acres, Buffalo Run River Frontage. Attention 
water and lishing enthusiasts: Here is o beautiful wooded property bordering Buffalo Run 
trout stream! Plenty of orea to build outside the flood plain Rood frontage for ease of 
yeor-round access ond minutes to town ond conveniences No HOA or restrictions! 

GA6877703. $78,900 

Phone Home #364 - .85 Acre, Deerfield Estates - Nice wooded building lot, 
perk approved and reody for you to build your dream home Mobile homes are excepted. 
Approx 15 minutes from Deep Creek Lake & Wisp Resort. GA5389205 $24,900 

Phone Home #392 - 3 Acres, Accident, MD Enjoy fresh mountain air on this 
beautiful 3 acre lot on Morlin Savage Rd Conveniently located between Oakland and 
Accident for country living with eosy access to shopping, entertoinment, ond all the 
omenitles of a four seoson resort! Approved for a 4 bedroom septic ond no HOA 

restrictions GA6812288. $85,000 

Phone Home #395- 1.01 Ac, Accident, MD. Enjoy this county rood frontage 
lot along Bumble Bee Rd Property is fairly level, primarily wooded ond just minutes from 
the Wisp Ski and Golf Resort and shores of Deep Creek Lake No HOA 

GA6827809. $49,900 

Phone Home #369 • 25 Acres, New Germany Road. Sanctuary type pristine 
woodlonds 25 acres bordering Sovoge River State Forest Panoramic mountoin views, 
excellent recreational and hunting property, fairly level, eosy access. 

GA6453062. $159,900 

Phone Home #399 -1.04 Acres, McHenry - Lot 11 Sunset Ridge, public water 
ond sewer available Located within easy occess to all of the Deep Creek Loke areo 
omenities and minutes fo Wisp Ski ond Golf Resort Start building your dream, year- 
round or vacation home today GA6849820. $92,900 


PM#371 Deep Creek Lake Area 

GA476I468 $494,900 

' Mountain Chalet 
' large, Free Flowing Stream 
' Close to Wisp Ski Resort 
1 Absolutely Incredible Property! 


PM#347 Deep Creek lake 
GA63928SI RIDUCED $649,000 

1 Great Loke views ond Loke access' 

1 Established vacation rental 
1 Recently upgroded 3 floors, Grand Chalet 


PM# 348 Burlington, WV 

MI6557950 $139,900 
1 Cedar cobin shell ready lor your personal 
touch 

’ 10 private, wooded acres 
1 Streom and beautiful views 


PM #391 Friendsville, MD 
GA6809303 $114,900 
1 3 bdrm, 2 bath, open floor plon 
1 Nice yard, fruit trees landscoping 
1 Easy occess, privote & convenient 


Opportunities 


v ■ v 


PM#387 (ranesville Area 
GA606508 RIDUCED $49,900 

' Has a full bosement, well and septic 
’ Slate Forest oreo 

' Level opproi 1 oert lot w/country rood 
frontoge 


PM#371 Deep (reek lake Area 

GA6840439 $179,000 

1 Two full ones 

1 3 bedroom Ranch home with 24x24 

goroge 

1 Minutes from Swollow Falls State Park 


PM #374 McHenry 
GA6I664B2 $395,000 
’ Beautiful loke ond ski slope views 
’ Pork like lake front with o boat dock 1 
' Minutes from Wisp Ski Resort dining 
shopping ond oil orea activities' 


PH #346 Friendsville, MD 
GA6490788 RIDUCED $129,900 

1 Cuilom trotted Slone Country Home 
’ Meticulously mointomed l mony recent upgrodes 
1 2 Story detached goroge 
1 10 minutes from Deep Creek Loke l Wisp Resort 


daughter of William and 
Jane Coulbourne, and is 


PM#347 Deep Croak lake 
GA5493206 Just Reduced! $595,000 

• Large level lakefront with boat dock 

• Beautiful lake view ond ski slope views 

• McHenry orta ond close to Wisp Ski Resort 


f . I M • . I • • e 
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FEATURING PHONE HOME 

For immediate information on any of 
our listings 24/7, just dial 301-387-3383 
and enter the code next to the listing. 


Phone Home #378 • Accident, Rt. 219. Near 35 acre parcel with approx 
1400 of road frontage on State Hwy Rt 219. Commercial, privote residential or 
residential subdivision oil potential uses for this property Phone ond electric at site, 

public water on apposite side of Rt 219 GA6764531. $449,000 

Phone Home #342 • Deep Creek lake Area - Apartment Building - 
Excellent potential income producing property, this four unit apartment building has 2 
one-bedroom apartments and 2 three-bedroom opartments. located less than 1/4 
mile from Garrett College ond minutes from Deep Creek Loke and Wisp Ski Resort. 

aportments are rarely ever vacant GA6664711 . $235,000 

Phone Home #360 - Incredible commercial treasure awaits! 2 
buildings on level one-acre commercial zoned parcel Pole building has approx 12 ft 
ceilings and 3 overheod doors Block building has separote boys, office, bath, 
heating system, ait lines, commercial wiring and electric, and is diverse as lo 
its potential use Gate and fence con remain or owner will remove 

GA6065040 . REDUCED $224,900 

Phone Home #349 - Deer Pork, MD. 5 unit apartment building on 1 
acre just minutes from town. Great investment opportunity 4 3-bedroom ond 
1 2-bedroom opartments all currently rented through government ossisted housing, 

solid rentals GA&194258 . $250,000 

Phone Home #377 - Deep Creek lake • Towering Oaks Marina 
locoted along a populor tourist orea ol Deep Creek Loke, o busy four season resort 
orea Property includes 179 42 ft of lakefront, 14 dock slips ond two cottages that hove 
been recently remodeled Beautiful lake views and ski slope views ond just minutes 

from oil areo otlroctions ond activities GA6377466 . $1,900,000 

Phono Noma #326 - "Commercial" opportunity awaits. 6 acres with Rt 
219 state highway frontoge dose to busy exit 14A-B of 1-68 Surveyed, perk tested, 
views, level to moderate sloping terrain Electricity ond public water available 
r.iucoiT) ocmiren<?oo news 



MATTHEW BERNARD 



MICHAEL BRADY 



SAMANTHA BRIGGS 































































































JOSEPH McCROSKEY 

GC Scholarships 

Continued from Page B-2 
ing in secondary education 
Kasie Fratz of Accident 
received the Hazel Fratz 
Wright Scholarship She is a 
2008 graduate of Northern 
High School. She is the 
daughter of Steven and 
Tracy Fratz, and is major¬ 
ing in general studies. 

Gesse Glotfelty of 
McHenry received the 
Garrett College Board of 
Trustees Scholarship. A 
2008 graduate of Northern 
High School, he is the son 
of Warren and Adrienne 
Glotfelty He is majoring in 
business management. 


ROBERT MORGAN 

Stefany Glotfelty of 
Swanton received the 
Wilma A Calhoun Scholar¬ 
ship and the Gloria J. 
Mackey Scholarship. Glot¬ 
felty is a 2008 graduate of 
Southern High School. She 
is the daughter of Lori Glot¬ 
felty. 

Carol Groves of Acci¬ 
dent received the Bill Craw¬ 
ford Memorial Scholarship 
and the Gloria J Mackey 
Scholarship. A graduate of 
Northern High School, she 
is the daughter of Floyd and 
Mary Yoder. 

Vincent Harman of 
Swanton received the New- 
Page Scholarship and the 
Amy Mildred Sharpless 


ASHLEE MYERS 


NICOLE OPEL 


Cimaglia Foot Care 

Dr. Cathy Cimaglia, Podiatrist, is pleased to serve the 
Oakland community in all their foot care needs. 

•Heel Pain ‘Warts 

•Ingrown Toenails •Diabetic Fool Care 

• Nerve Pain * Diabetic Shoes 

69 Wolf Acres Drive, Oakland, Md 
(behind old Treasure Island) 
301-334-3647 


Johnson Memorial Company 


Since 1905 

Buy Direct from the Manufacturer & Save 

Largest selection in the area. 

Our quality and workmanship can't he beat. 

('.all for directions 

1 - 800 - 562-1296 

20 Salisbury Street Meyers dale, PA 15552 


ANDREA STEYER 

Scholarship A 2008 gradu¬ 
ate of Southern High 
School, he is the son of Jo¬ 
seph and Bobbi Harman 

Meggan Humberson of 
Accident received the 
American Association or 
University Women Scholar¬ 
ship and the Garrett College 
Student Government Asso¬ 
ciation Scholarship. Hum¬ 
berson is a 2008 graduate of 
Northern Garrett High 
School She is the daughter 
of Tracy Humberson, and is 
majoring in general studies. 

Catlin Jones of Oakland 
received the Amy Mildred 
Sharpless Scholarship and 
the Sylvan Manufacturing: 
Lawrence W Gregory Sr. 
Memorial Scholarship A 
2008 graduate of Southern 
High School, she is the 
daughter of Johnny and 
Kimberly Jones. She is ma¬ 
joring in general studies 

Ashley Kinzey of Grants- 
ville received the James H. 
and Gladys "Happy" Nor- 
deck Memorial Scholarship, 
the Fred Carroll Memorial 
Scholarship, and the Garrett 
College Board of Trustees 
Scholarship A 2008 gradu 
ate of Northern High 
School, she is the daughter 
of John and Vickie Kinzey. 
She is majoring in general 
studies 

Dmitry Kubin of Oak¬ 


MELODIE STOLBOM 

land received the Garrett 
College Board of Trustees 
Scholarship and the Aza 
and Louise Stanton Art 
Scholarship The son of 
Sergey Saveliev and Natalie 
Kubin, he is majoring in 
general studies. 

Matthew Mason of 
Fiostburg received the Mi¬ 
chael Vaughn Vilez Sea 
Cadet Memorial Scholar¬ 
ship. A 2008 graduate of 
Northern High School, he is 
the son of David and 
Katrina Mason He is ma¬ 
joring in general studies. 

Joseph McCroskey of 
Oakland received the Amy 
Mildred Sharpless Scholar¬ 
ship. He is a 2008 graduate 
of Southern High School 
He is the son of James and 
Deborah McCroskey, and is 
majoring in general studies 

Robert Morgan of Oak¬ 
land received the Roscoe G. 
Bartlett Scientific Scholar¬ 
ship A 2007 graduate of 
Southern High School, he is 
the son of Robert and 
Teresa Morgan He is ma¬ 
joring in natural resources 
and wildlife technology. 

Ashlee Myers of Oak¬ 
land received the Bill Craw¬ 
ford Memorial Scholarship 
and the Garrett College 
Board of Trustees Scholar¬ 
ship She is a 2008 graduate 
of Southern High School. 


ADULT BASIC EDUCATION 


Do you need a high school diploma? 

Classes are free of charge to persons 16 or 
older, and will be on-going through May 2009. 
Walk-in students are welcome at any of the 
following locations: 


Southern Outreach Center 

Mon/Wed/Fri Begins 9/8 

Monday Begins 9/22 

Northern Outreach Center 

Tuesday Begins 9/16 


12:00-3:15pm 
6:00-9:15pm 


6:00-9:1 5pm 


Garrett College 

Mon/Wed Begins 9/15 5:30-8:45pm 

Kitzmiller Elementary School 

Tuesday Begins 9/16 6:00-9:15pm 

Swan Meadow School 

Tuesday Begins 10/7 6:00-9:15pm 
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FOR MORE INFORMATION CALL: 
PATRICIA BAER AT 301.334.8304 


JAMIE RAYNOR 


ADAM REXROAD 


TABITHA RINGER 


LINDSEY THAYER 

She is the daughter of Traci 
Gouran, and is majoring in 
social and behavioral sci¬ 
ences. 

Nicole Opel of Accident 
received the Garrett College 
Bodid of Tiusiccs Scholar¬ 
ship. A 2008 graduate of 
Northern High School, she 
is the daughter of Gerald 
and Barbara Opel She is 
majoring in general studies 

Jamie Rayner of Lona- 
coning received the Michael 
Vaughn Vitez Sea Cadet 
Memorial Scholarship She 
is a 2008 graduate of North¬ 
ern High School. She is the 
daughter of David and Lisa 
Rayner, and is majoring in 
general studies 

Adam Rexroad of Swan¬ 
ton received the Roscoe G. 
Bartlett Scientific Scholar¬ 
ship. A 2007 graduate of 
Southern High School, he is 
the son of Kenneth and 
Susan Rexroad He is ma¬ 
joring in mathematics and 
science. 

Tabitha Ringer of Oak¬ 
land received the Deep 
Creek Lake Lions Scholar- 


EL1ZABETH WHITE 

ship. A 2008 graduate of 
Southern High School, she 
is the daughter of Dora Sha- 
han. 

Joel Rush of Oakland 
received the Daniel Edward 
Offui Ill Achievement 
Award Scholarship. He is a 
2008 graduate of Southern 
High School He is the son 
of Bradley and Reba Rush, 
and is majoring in computer 
information technology: E- 
commerce, network admini¬ 
stration, and computer re¬ 
pair/ network technology. 

Andrea Steyer of Oak¬ 
land received the Garrett 
College Board of Trustees 
Scholarship and the Railey 
Realty: Skip Bernard Me¬ 
morial Scholarship. A 2008 
graduate of Southern High 
School, she is the daughter 
of Randall and Linda 
Steyer. She is majoring in 
general studies. 

Melodie Stolbom of Oak¬ 
land received ihe Oakland 
Rotary Scholarship She is a 
2008 graduate of Southern 
High School, and the 
daughter of David and 


ASHLEY WILHELM 

Cheryl Stolbom. 

Lindsey Thayer of Oak¬ 
land received the Civic Club 
of Oakland: Patience W 
Grant Memorial Scholar¬ 
ship A 2008 graduate of 
Southern High School, she 
is the daughter of Thomas 
and Amy Thayer. 

Elizabeth White of Kitz¬ 
miller received the Deep 
Creek Lake Lions: Stewart 
Jackson Memorial Scholar¬ 
ship She is a 2008 graduate 
of Southern High School 
The daughter of William 
and Teresa White, she is 
majoring in general studies. 

Ashley Wilhelm of Frost- 
burg received the NewPage 
Scholarship. She is a 2008 
graduate of Northern High 


BRIAN WILLIAMS 

School. The daughter of 
Ronald and Belinda 
Wilhelm, she is majoring in 
general studies. 

Brian Williams of Acci¬ 
dent received the Jeffrey 
Kirk Roszell Scholarship 
Williams is a 2008 graduate 
of Northern High School. 
He is the son of Robert and 
Crystal Williams, and is 
majoring in business ad¬ 
ministration. 

The GC Foundation 
Scholarship Committee, 
working closely with Mary 
Peoples, Garrett College 
financial aid office adminis¬ 
trator, awarded over 60 
scholarships, totaling 
$32,000. 


SUBARU 
Parts & Service 

PM Inspections - All Models 

301 - 387-6148 


JOEL RUSH 


eras 


j Auk#a*‘ 

rtlmk' 


IF YOU THINK A SCHEDULED VISIT IS 
INCONVENIENT. TRY AN UNSCHEDULED ONE 


Garrett Automotive Co. 

18582 Garrett Highway 
McHenry 

301 - 387-6148 


800-LET-NAPA 

.. .. .. * tv 4 4 .,f -xr~ 

n vi . v. vutueat i.ium 


AUTOCAD 


mm 


NAPA supports ASE certification of all technicians 
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APOSTOLIC 

Apostolic Church of Oakland 

Rev. Aaron Phillips, Pastor SS 10 
am; Wor. 11 am; Bible Study Wed, 7 
pm 

New Beginnings Fellowship 

Church Oakland Pastor Russell 
and Jeanne Liller Sunday 10 am 8 

6 pm; Wed 7 pm 2nd 8 4th week; 
youth serv. Call 301-334-9638 for 
directions 

ASSEMBLY OF GOD 
Cornerstone Assembly of 

God, US 219, Boynton, Pa., Pastor 
Thomas Twigg, 814-662-4235. SS 
9:30 am; Wor 10 30 am; Sun eve 
ser 6 pm; Wed fam night 8 Bible 
study 7 pm. 

Crellin Assembly of God, Rev 

Pete Miller, Pastor, SS 9:45 am; 
Wor 10:45 am and 6 pm; Prayer 
meet Mon 7 pm; Prayer and Bible 
study. Missionettes and Royal 
Rangers, PowerSource Youth 
Minist , Wed 7 pm. 

Glendale Assembly of God 
Church David P Goldizen. Pastor 
SS 10 am; evening Wor 6 pm; 
Thurs. evening wor. 7 pm. 

Good Tidings Assembly of 
God, Location Rd . St George. WV 
Iris V. Skipper. Pastor. SS 10 am; 
Wor 7 pm & Fri. 7:30 pm; Cottage 
Prayer Meet Tues. 7:30 pm 

Hiway Assembly of God, Rt. 
38 Kitzmiller. 304-693-7249 Rev 
John Friend. Pastor. SS 10 am; 
Sun eve ser 6 pm; Wed night ser 

7 pm 

Kitzmiller Assembly of God 

Rev Lee R Robertson. Pastor SS 

10 am Wor. 11 am; Eve Wor 7 
pm; Prayer 8 Praise ser Wed 7 

pm 

Lakeside Assembly of God 

Rev Robert W Collene Sr.. Pastor. 
SS 9 30 am Wor 10:30 am; 
Evang ser Sun. 6:30 pm; Bible 
Study Wed 7 pm. 

Maple Grove Assembly of 

God Horse Shoe Run, WV., Rev 
Shaun Roberts Pastor SS 9:30 
am; Fam Wor 10:30 am and 6:30 
pm. Wed Bible study 6:30 pm, 
Choir 7:30 pm. 

Maranatha Assembly of God, 

176 Springs Rd , Grantsville, 301- 
895 5300 Pastor John J. Munley 
SS 9:30 am: Sun. Worship 10:30 
am & 6 pm. 

Mt. Top Christian Assembly 

2655 Md Hwy Oakland SS 9:30 
am: Wor and Children's Church 
10:30 am; Evening worship 6 pm, 
Wed Bible Study 7 pm Rev 
William E Helton. 

Rocky Drean Assembly of 
God, Bray School Rd Rev William 
C. Skipper. Pastor SS 9:45 am. 
Wor 10:45 am & 7 pm; Wed ser 7 
pm 

Terra Alta Assembly of God 

Rev Robert Travis, Pastor. SS 10 
am; Wor & Child s Church 11 am; 
Evang ser 7 pm; Adult Bible Study 
& Youth ser Wed 7 pm 

Walnut Bottom Assembly of 

God Rev George Tichinel SS 10 
am; evening Wor 6 pm and Wed 7 
pm. 

BAPTIST 

Deep Creek Baptist Church. 

Dr Ben J Lahay Pastor SS 9:45 
am: Wor ser 11 am and 6 pm; Bible 
Study & Prayer Wed. 6 pm 
www deepcreekbc.com 

Ferndale Baptist Church Rt 

219,3mi N of Oakland. Child's SS 

9 am. Wor ser 10am. 

Harvest Baptist Church off Rt 

495, Jennings Rd Alan Birkby, 
Pastor phone. 301-895-5556. SS 
9:30 am; Wor and children's 

church. 10:30am 

Little Meadows Baptist 

Church, Grantsville Pastor 
Michael Lashbaugh. 301-895- 
4200 SS9 30am Wor 10:45am8 

6 pm; Bible study by Darlene 
Mealy. Wed 7 pm 

Mtn. Lake Independent 
Baptist Church 1005 Broadford 
Rd Dennis L Leatherman. Pastor; 
www mlibc org SS 9:45 am; Wor 
ser 10 45am87pm8Wed 7pm 
New Testament Baptist 
Church 710 Dung Hill Rd., 
Grantsville. 301-895-4001. Tony 
Wilburn, Pastor SS 10am; Worship 

11 am and 7 pm. Wed Eve Bible 
study 7:30 pm 

Pleasant View Baptist 

Church 2 mi S of Oakland, Rt 
219 Wally Weeks, Pastor Mark 
Weeks. Wor Pastor. 301 -334-8515 
Sun Wor 10 15am, Bible Study 9 
am; Family Minist Wed 6 pm 

Rush Baptist Church 1985 
Old Morgantown Rd West, near 


Friendsville Rev Ray Perkins. 
Pastor. SS 9:45 am; Wor 11 am 
Victory Baptist Church. 3 
miles W of Oakland, Rt 39, near 
Crellin. SS 10 am; Wor. 11 am & 7 
pm & Wed. 7 pm 

BRETHREN 

Asher Glade Church of the 
Brethren, Rt 42. N. of Friendsville 
Edwin Moore. Pastor 1-724-425- 
9792. SS 10 am, Wor. 11 am. 

Bear Creek Church of the 

Brethren, Brethren Church Rd , 
Accident Pastor Kevin Staggs SS 
9:30am; Wor. 10:30am 

Bethesda Church of the 

Brethren, Fit 495, Grantsville. SS 
9:30am; Wor. ser 10:30am 

Brookside Church of the 
Brethren, Rt. 50. Aurora, W.Va 
Rev Scott Rush, Pastor SS 10 am; 
Wor. 11 am 

Cherry Grove Church of the 
Brethren, 3992 Chestnut Ridge 
Rd , Grantsville, Tom Wegman, 
Pastor, 814-662-9311 SS 9:30 am; 
Wor. ser. 10:30 am. 

Fairview Church of the 
Brethren, 4 mi off Rt 50. David C 
Moon, Pastor. SS 10 am; Wor 11 
am. 

Gortner Union Church of the 
Brethren-Mennonite. Rev Steven 
Sauder, Pastor SS 9:30 am; Wor 
ser. 10:30 am. 

Grace Brethren Church. 3 mi. 

S of Accident on Bumble Bee Rd 
SS 10 am; Wor. 11 am 

Laughlln Church of the 
Brethren, Amish Rd., Grantsville 
SS9:30am; Wor. 10:30am 

Laurel Glen Church of the 
Brethren, Old Mill Rd , Cranes- 
ville. Berma and Carol Yerkey, 
Pastors. SS 10 am; Wor. 11 am. 

Maple Grove Church of the 
Brethren Maple Grove Rd. 
Worship 10:30 am 

Maple Spring Church of the 
Brethren SS 10 am; Wor. 10:45 
am. 

Markleysburg Church of the 
Brethren Mam St, Markleysburg, 
Pa.. 724-329-8155. SS 10 am; 
Worship 11 am. 

Mt Grove Church of the 
Brethren Rev Curtis Ketterman. 

Pastor Wor ser 10:30 am. 

Oak Grove Church of the 
Brethren, Sang Run Rd Pastor 
Philip Matthews 301-334-1248; 
church 301-387-7502 SS 10 am; 
Wor 11 am. 

Oak Park Church of the 

Brethren 110 Church Lane. 
Oakland, Rev Mel Menker, Pastor, 
301-334-2243 SS 9:30 am; Wor 
8:15 am, 9:30 am. & 10:45 am 
Pine Grove Church of the 
Brethren, Swallow Falls. Don 
Matthews. Pastor. SS 10 am; Wor 
11 am. 

Locuat Grove Church of the 
Brethren, Bismarck Rd , Mt 
Storm Revival 9/21-9-26 Wor ser 
11 am, 7 pm. 

CHURCH OF CHRIST 
Oakland Church of Christ. 
1300 Memorial Dr., Oakland. 301- 
334-1501 SS 9:30 am; Wor 10:30 
am & 6 pm & Wed. 7 pm 
EPISCOPAL 

Emmanuel Episcopal 

Church. 301 S Mineral St . 
Keyser WV 304-788-4475 The 
Rev Joe Mackov, Rector Holy 
Euch. 8 sermon 10 am Sun ; Wed 
Healing ser 10:30 am 

St. John’s Episcopal Church. 
Rev Chip Lee, Rt 135, Deer Pk 
SS&Holy Euch. 9 am 

St. Matthew's Episcopal, 2nd 
8 Liberty St., Oakland "Church of 
Presidents " Holy Euch Sun 8 & 
10:45 am Rev. Chip Lee. Rector 
St. Michael's Episcopal 
Church. 107 McDonald St.. 
Kingwood, WV Rev Alan Jenks. 
Vicar Holy Euch ser 10 am 
EVANGELICAL FREE 
Faith Evangelical Free 
Church, 1009 MD Hwy Mtn Lake 
Pk., 301-334-4172.SS 9:30-10:30 
am; Wor ser 10:45 am; Pioneer 
Club during sch yr Wed Jr. & Sr. 
High 6:45-8 pm at the church. 
Wed pr. meeting 7 p.m 

GOSPEL CHURCH 
Full Gospel Church Blaine 
WV. Rev George Tichinel Pastor. 
SS 10 am; Sun Night ser 6 pm; 
Wed Bible study 6:30 pm 

Independent Full Gospel 
Revival Center Loch Lynn Hts 
SS 10 am, Wor ser. 6 pm; Wed 
Wor ser 6:30pm. 

Savage River Full Gospel 
Church, Rev Charles Braithwaite 
Pastor SS 10 am; Sun ser 6:30 
pm; Wed ser 7 pm 

CHURCH OF GOD 
Bayard Church of God, 
Bayard, WV Rev William Me 
Callister, Pastor SS 10 am, Wor 
ser 11 am; Sun & Wed ser 6:30 
pm; Prayer meet Thurs 6 pm. 

The Church of God of 
Prophecy 25 Back Street, Deer 
Park 301-533-3227, John 
Osborne , Pastor SS 10am; morn. 


Boswellia May Help Osteoarthritis 


l 


Boswellia is a gum resin extracted from the 
Boswellia serrata tree This tree is found in the 
mountains of India The gum has been used for 
many years in traditional Indian medicine. 
Boswellia is also known as Indian frankincense. 
It has been used traditionally to treat many 
conditions, including arthritis, liver disease, and 
intestinal disorders. The active components 
ofboswellia are boswellic acids which have anti- 
inflamatory activity. 

The anti-inflammatory activity ofboswellia 
may prove useful in the treatment of 
inflammatory conditions such as arthritis, 
asthma, and inflammatory bowel disease. One 
recent study evaluated the safety and efficacy 
of a particular boswellia extract, 5-Loxin®, in the 
treatment of osteoarthritis of the knee Seventy 
individuals received 5-Loxin® or placebo for 90 
days. Those that received 5-Loxin® had 
significantly lower pain and significantly higher 
functionality at the end of the study. No side 
effects were reported during the study. 
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Climbing to Heaven 



A t the bottom of the 
mountain the path is 
only slightly inclined, 
polka-dotted with wildflowers and 
carpeted in velvet moss. As you 
ascend, the terrain is more 
challenging, abundant with 
boulders made slippery by 
mountain streams. Breathing is 
more difficult, it is tempting to 
turn hack.... hut the mountaintop 
beckons, daring you to continue. 

Finally, you can see the summit 
in the distance. The nearly 
vertical rock face is daunting; it 
will test your faith in your gear 
and your guide. You might pray 
that both will pass the test. 

Your heart pounds with 
exhaustion and exhilaration as you 
finally reach the top. Conquering 
the challenge, you thank God you 
made it! It feels as if you have 
climbed all the way to heaven. 

This week begin your climb 
toward heaven at your house of 
worship. With God as your guide 
your steps are secure. 
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Sunday 

Proverbs 

3.1-35 

Monday Tuesday Wednesday 

Proverbs Ecclesiastes Job , 

4.1-27 2.1-3.15 34.1-37 

Thursday 
,„ Job 
35.1-16 

Friday 

Job 

36.1-33 

Saturday 

Psalm 

85 

Scriptures Selected by The American Bible Society 

CoDvnqht 2008. Keister-Williams NewsDaoer Services. P, 0. Box 8187. Charlottesville. VA 22906. www.kwnews com 










Let Go and Let God 

Are there worries or concerns in our life that 
are making us tense? If so, we should release 
them into God's are and let Him handle them. 
Imagine that our cares are like helium balloons 
which we are struggling to hold onto. Just let go 
of them and let them rise up to heaven and go out 
of sight. Trust God to take care of them. Now of 
course, there may be some things which we 
have to do our- 
selves in order to 
fulfill an obligation, 
but even then, we 
don't need to 
worry about such 
things. Just do itl 
and be done with! 
it. Also, we should 
realize that God 
may not handle 
the worry or 
concern in the way 
that we thought 
He would. Again, 
we don’t need to 
worry about this. 

We have to learn to let go of our cares and con¬ 
cerns and literally release them into God's 
hands. Most of the things we worry about are 
illusory in the first place, i.e., they are things we 
really can't control anyway. So, we should stop 
worrying, and fix or change the things in our life 
that we can change, and give the rest of them to 
God. He can handle them. 

Anxiety in the heart of man causes depression, 
but a good word makes it glad. 

New K.J.V. Proverbs 12:25 



LITTLE SANDY'S 

Restaurant ■ Car Wash - Mobile Gas 
Rt 219 and Sand Flat Rd. 301-387-9850 

TEAM ONE 

"Specialists in Transportation’ 

12899 Garrett Hwy , Oakland 301-334-9494 

FIRST UNITED BANK & TRUST 

Oakland - Friendsville - Deep Creek Lake 
Mid Towns Plaza - Grantsville 

O.C. CLUSS LUMBER CO. 

Lumber and Builders' Supplies 
12 N Golf Course Rd , Oakland 301-334-3258 

DEEP CREEK PHARMACY 

Your Care is Our Care" 

McHenry Plaza. Rt. 219 N 301 387-5300 

HUMBERSON HOMES INC. 

Quality Homes since 1976 

2S254 Gaff*! Mu,, McHenry, M0 301 -3874976 huiMnon com 

NUWAY CLEANERS 

Dry Cleaning - Shirt Laundry - Alterations 

111 East Center St, Oakland 301 -334-2695 

PATRIOT 

Chrysler - Dodge - Jeep 

2499 Md Hwy . Oakland 301-334-2137 

wor, 11 am, eve wor. 7 pm, Wed 
eve ser 7 pm 

Fresh Fire Church of God Rt 

2198 Rt 50,301-334-6500 Tom & 

Sandy McGinnis, pastors SS 10 
am; Sun Wor 11 am & 7 pm 
Prayer serv Tues , 7 pm 

Gorman Church of God. at 
7301 GW Hwy , Oakland 301- 
334-4110 William Rhodes, pastor 
SS 10 am; Church ser 11 am. 

Eve ser 6 pm; Tues Bible study 7 
pm 

Jennings Church of God. 

Rev George Plants, Pastor SS 10 
am; Preach 6 pm. Sat Prayer 
meet 6 pm; Wed Bible study 6 
pm. 

Laurel Run Church 

Friendsville, SS 10 am. Wor ser 
10:45 am; Wed prayer & Bible 
study 7:00 pm 301-746 5320 Lay 
Pastor Craig Bolyard 

Loch Lynn Church of God 
Revs Ivan and Cindy Ackerman. 

Pastors SS 9:45 am; Wor 10:50 
am and 6 pm; Wed service 7 pm 
Sand Spring Church of God. 

Fearer Rd . Friendsville, 301 -746 
5675, Nevin Umbel Int Pastor SS 
9 am; Wor ser 10:15 am; Bible 
Study Wed 7 pm; Womens 
Minist 1st Wed 10 am Choir 
practice Wed 6 pm 

INDEPENDENT 
Creation for Christ Min.. 301 
334 3133 Rt 219 S Glenes 
Dumire, Pastor Sun Wor 7 30 pm; 

Wed prayer meet 7:30 pm 

Crossroads every Sunday at 
Garrett 8 Cinemas. 9:15 am 
Interactive worship Children s 
Church is available for nursery 
through age 10 Dave Marsh 
pastor 304 599 2341 

First Christian Church 
Friendsville Galen Beitzel, Evang 
oo loam, Wui o^/oin. 1 1 am. 

Freedom Chapel Bear Creek 
Rd near Friendsville Pastor Phil 


THOMAS TIRES 

Tires. Batteries & Accessories 
Rt. 39. Oakland 301 -334-4547 

RIGIDPLY RAFTERS 

Bool & Floor Trusses - Building Packages 
1283 Joni Miller Rd Oakland. MD 301-334-3977 

BILLY BENDER 
CHEVROLET-GEO INC. 

Mam Street. Grantsville 301 -895-5115 

GARRETT AUTOMOTIVE 

Full Service Foreign. Domestic 6 Diesel Cars 
Rt. 219, Deep Creek Lake 301-387-6148 

PETERS FUEL CORPORATION 

Wholesale Petroleum Distribution 
8 W. Liberty St.. Oakland 
301 -334-2509 • 800-346-2509 

JAN FLORIST 

" Your home deserves 
heBest and We Have It’ 

233 E Alder St., Oakland 301 -334-9404 

GLASS UNLIMITED 

For All Your Glass Needs 


M&S STONE QUARRIES INC. 

Ouames ol Quality Building Stones S Flagstone" 
7181 Nat l. Pike, Grantsville 
301-895-5151 


ser. 10:30 am 

Maple Glen Mennonlte 
Church. Grantsville. Pastor Phil 
Moser SS9:30am; Wor 10:30am 

Meadow Mountain Men¬ 
nonlte Church, Rt 495 near Dry 
Run & Glendale Rd. Duane 
Frederick, Pastor. SS 9:30 am; 
Wor ser 10:30 am. 

Oak Grove Mennonite Pastor 
Tim Fetterly On Zehner Rd , 3 mi. 
W. of Grantsville by Rt. 40. SS 9:30 
am; Wor ser. 10:30am 

Red Run Mennonite Church 
Meyersdale Rd., 301-264-3039 
Rev Carlos Reyes, Pastor Wor. 
10:30 am; SS 9:30 am. 

NAZARENE 

Church of the Nazarene, Rev. 
Art Evans, study 301-334-2251. 
207 S 8th St. Oakland SS 9:45 
am, Wor. 10:45am: Sun. eve ser 6 
pm; prayer, praise & study Wed 7 
pm. 

Kingwood Nazarene Church, 

125 Wellsley St.. Kingwood. WV 
SS 9:45 am; wor. 11 am; Sun. eve 
serv 6 pm; Caravan (Sept.-May) & 
Bible study Wed 7 pm 

PENTECOSTAL 

Calvary Tabernacle. Acci¬ 
dent. Rev Larry Wallbrown, Pastor 
SS, 10 am, Evang Ser., 6 pm & 
Wed. 7:30 pm 

Friendsville United Pente¬ 
costal Church. Rev Marshall 


Bittinger, Pastor SS 10am; Evang 
DAVID A. BURDOCK FUNERAL HOME PA ser 6 pm; Mid-week Wed 7pm 

21 N 2nd St. Oakland 301-334-3388 Pentecostal Holiness, 

Corinth, WV Revs Paul and 
SHIRER'S TIN SHOP Cathy Snyder, Pastors SS 10 

Heating - Air Condition - Accessories 3m, worship 8:30 am,11 am & 6 

117 E Oak St., Oakland 301-334-3320 pm; Adult Bible s,ud V & Y° u,h 

serv Wed. 7 pm. 

UNFINISHED BUSINESS Presbyterian 

Quality wood furniture First United Presbyterian 

Custom picture framing Church. Terra Alta Louise 

114 S 2nd St., Oakland 301 -533-4495Corbett, Pastor Wor. ser 8:30 

am;SS 10:30 am 

APPALACHIAN RAILWAY Storm Presbyterian 

ccowirce Church, Rev Paul A Smith, 304- 

5>tHVIL,tb 693 7546 Wor ser 9 am; SS 10 


Mountain Lake Park 


301-334-3900 


Mtn Lake Park. Md 

EMMAUS ROAD 
CHRISTIAN STORE 

Serving All i bur Chnstian Needs 

50 Glotfelty Drive, Oakland 301-387-8858 

PROUDFOOT'S OAKLAND PHARMACY 

106 S. Second Street, Oakland. MD 
301-334-3913 


Smith. 301 746-5172. SS 10 am, 
Wor ser 11:15 am; Bible study 
Tues eve 6 pm 

Grace Bible Church, 28099 
Garrett Hwy . Accident Larry 
Glotfelty. Pastor, 301-746-8635 
SS 10 am; Wor ser 11 am & 7:00 
pm; Prayer Meet & Bible study 
Wed 7:30 pm 

House of Love 104 E Center 
St., Oakland Pat & Libby Malone, 
301-707-0272 Gath Sun 10 am, 
home mtg. Thurs. 7 pm. 

Mercy Chapel, Pastor Day- 
mond Schmuck, 902 Mill Run Rd , 
5 mi N of Friendsville. Wor ser 
Sun. 10:30 am. Bible study 

New Life Christian Church 
Roger Kitzmiller, Pastor 3 mi N of 
Oakland, off Rt 219 on Nest Lick 
Acres Rd SS 10 am; Wor ser 11 
am; Prayer Meet. 7 pm Wed 

Sang Run Christian Center. 
Sang Run Rd , Joe Spiker, Pastor. 
301 387-6142 SS10 am, wor 11 
am. Bible study every 3rd Wed. 7 
pm. 

St. John's Christian Church 

Grantsville Pastor Jerry Rogers, 
301 895 5256 SS 9 am, Coffee 
time 10am. Wor ser 10:30am 
St. Paul's Wilhelm Church. 
531 Rock Station Rd Meyersdale. 
PA Pastor Tommy Holliday. 814- 
662 4555 Wor 9 am; SS 10 am 
Western Md. Christian 
Center. Mike Robinson, Pastor 
827 1st Ave„ Friendsville 301- 
746-5715 Sun Fellowship & 
Children s C L U B house 10 am; 
Eve Wor Sun 6 pm. Disc 8 
Youth) 13-18) Wed 7 pm 

World Lighthouse Worship 
Center Grantsville Dewayne 
Johnson Pastor, 301 895-3868 
Sun wor 10 am & 6 pm, Tues 
w/youth A teens 7 pm Nursery 
avail. 

JEHOVAH'S WITNESSES 
Kingdom Hall of Jehovah's 


Witnesses. 325 Weber Rd.. 
Oakland 301-334-8301, Delmus 
Evans presiding Sun. 10 am 
Public lecture, 10:50 am 
Watchtower study; Tues. 7:30 pm 
Bible study; Thurs 7:30 pm 
Ministry School; 8:25 pm Service 
meeting. 

LATTER-DAY SAINTS 
The Church of Jesus Christ 
of Latter-Day Saints 1022 John 
Dr , Oakland Contact Gary 
Galloway, home 304-259-5565; 
office 301-334-9552 Sacrament 
meet 10am 

LUTHERAN 

Accident Evangelical 
Lutheran Parish Roland E Naim 
III, Pastor St. John's. Cove Wor 
8:30 am: SS 9 30 am, Grace, 
Friendsville. SS 9 am; Wor 9:45 
am; St. Paul's Accident, SS 9:30 
am; Wor. 11 am 

Bittinger Lutheran Parish, 

Randolf Richardson. Pastor 301- 
245-4202 St. John's Meadow 
Mt Wor 8 30 am. Emmanuel 
Bittinger, Wor 10am,SS8:45am; 
Zion Jennings. Wor 11 30am 
Christ Lutheran Church 180 
Mam St . Grantsville David E. 
Fetter, Pastor Wor ser 11 am; 
Holy Euch 7/20 88/17 

EvangellcalLutheranChurch 
2706 Greenville Rd Meyersdale 
Pa David E Fetter, Pastor Wor 
ser 9:45 am; SS 8:45 am, Holy 
Euch 7/1388/10 

St. John's Lutheran Church 
104 Union St Salisbury. Pa David 
E Fetter, Pastor Wor ser 8:30am; 
SS 11 am (May only). Holy Euch 
7/688/3 

St. John's Evangelical 
Lutheran Church. (LCMS). 1065 
Cove Rd, Accident 301-746- 

6466 Tmrl wnr Q am AS A Rlhla 

cl. 10am 

St. John's Lutheran Church, 

Red House Rev Marjorie E 


Lauver. Pastor, phone 301-334- 
4778 SS9:45 am; Wor ser 11 am 

St. Paul's Lutheran Aurora. 
WV Rev Marjorie E Lauver, 
Pastor Wor ser 9:30 am; SS 8:45 
tun. 

St. Mark's Lutheran Church, 

6 S Second St , Oakland. 301- 
334-2668 Rev Dr. C Scott Robin¬ 
son. pastor SS 8:45 am; Wor ser 
10 a m; Wed Adult forum 6 15 
pm, Evening Wor 7 pm. 

Shepherd of the Hills 
Lutheran Church, 19741 Garrett 
Hwy . (at Garrett 8 Cinemas). 301- 
387-0400. Rev. Donald R 
Thomas Wor ser 9:30 am; SS 
10:45 am 

Zion Lutheran Church 
(LCMS), Accident Rev Keith M 
Clow. Pastor SS 8 Bible Class 
9:30am; Wor ser 10:30am. 

Christ Luthern Church. 180 
Main St Grantsville Wor ser 9 45 
am . Holy Euch 9/21 810/19 

Evangelical Lutheran 
Church 2706 Greenville Rd , 
Meyersdale Wor ser 8 30 am, SS 
9:30 am, Holy Euch 9/14 810/12 

St. John's Luthern Church, 
104 Union St.. Salisbury, PA . Wor 
ser 11:00 am, SS 9:45 am, Holy 
Euch 9/7810/5 

MENNONITE 

Cherry Glade Mennonite 
Church, 4 mi E. of Accident on 
Accident-Bittinger Rd Barry 
Maust. Pastor; Titus Beitzel and 
Danny Tice. Assoc Pastors SS 
9:30 am; Wor ser 10:30 am 
Anthony Lehman, Youth Pastor 
SS9:30am;Wor ser 10 30am. 

Glade Mennonite Church 
Accident-Bittinger Rd 8 Rock 
Lodge Rd Phone 301-245 4285 
Pastor Brent Siegnst SS 9:30 am; 
Wor 10 30am 

kaortner Union Lhurch ol the 
Brethren-Mennonite. Rev Steven 

Sauder. Pastor SS 9 30 am, Wor 


301-334-1888 a m 

REFORMED 

Grace Reformed Church 

Pastor Robert Bonser, 301-334- 
5635, meets at St. Matthews 
Episcopal Church at S 2nd and 
Liberty Sts , Oakland for 9; 15 am 
worship 

ROMAN CATHOLIC 
St. Anne's Catholic Church, 

Rt. 40, Grantsville Mass Sun. 
9:30 am 

St. Peter the Apostle 
Catholic Church, Oakland Rev 
Donald J Parson. Phone: 301- 
334-2202. Oakland: Sat. 5:30 
pm; Sun . 8 8 11:30 am Lake 
Mass, Courtyard of Uno's Rest 
aurant,McHenry; Sun ,9:30am 
SEVENTH-DAY ADVENTIST 
Mountaintop Seventh-Day 
Adventist Church. Between 
DCL 8 Oakland. Geoff Starr, 
Pastor. 301 387-9532 Sat Sab 
Sch 9:30am; Wor. Hr 11 am 
UNITARIAN UN I VERS ALIST 
UU Fellowship of Greater 
Cumberland 211 S Lee St., 
Cumberland Church sch 8 serv 
10:45 am Sun. 

UNITED BRETHREN 
Crellin United Brethren in 
Christ, Ed Calhoun, Pastor, 301- 
334-1870. SS 9:45 am; Wor ser 
10:50 am and 6 pm; Youth Gr. 6 
pm Sun, prayer meet 8 Bible 
study 7pm Wednesday 

Underwood United 
Brethren Church Marshall 
Woods, Pastor, 301-334-5777 
Wor ser 9 am; SS 10:15 am, 
Sun Eve ser 6:30 pm; Thurs 
Bible Study. 7 pm 

UNITED CHURCH 
OF CHRIST 

St. John's United Church of 
Christ, Salisbury. Pa Wanda 
Lester, Pastor. 814-662-4281 
Wor Serv 9:30a m . 

Trinity United Church of 
Christ New Germany Wanda 
Lester. Pastor 814-662-4281 
Wor. 11am 

UNITED METHODIST 
The United Methodlat 
Church, Garrett Highland 
Charge. Rev Joe Robinette, 

Paolnr Phnna mi.nri OOOO 

Crellin Wor ser 10 am; SS 
10 45 am, White Church Wor 


ser 11 am; SS 10 am; Deer Park 
Wor ser 9 am; SS 9:45 am; Kurtz 
Chapel: Sun. Wor. ser. 8am. 

Aurora United Methodist 
Charge. John Foy, Pastor. 
Amboy: Sun. 9:45 am 1st 8 3rd 
Sun.; 8:30 am 2nd 8 4th Sun 
Aurora: Wor. 11 amlst, 2nd, 3rd 
Sun.; 9:45 4th Sun Bethel: 9:45 
am 2nd Sun.; 11 am 4th Sun 
Stemple Ridge: 8:30 am 1st 8 
3rd Sun. 

Bethel United Methodist 

Church, Mtn Lake Park Rev. 
Richard Hogg Jr., 301-334-4488 
Church SS 9:30 am to 10:30 am; 
Wor ser 10:45 am w/Nursery 
(Infant to 5 years) 

Bloomington United Meth¬ 
odist Charge Rev Donald 
Nelson, Pastor. Mt. Zion Wor. 8:50 
am followed by SS. Bible study 
6:30 pm Tues Chestnut Grove: 
Wor. 9:45 am; prayer meet. Mon 
6:30 pm Bloomington SS 10 am, 
Wor 11 am; prayer meet. Wed 
7:30 pm. 

Cranesvllle United Methodist 

Charge. Alan J. Granofsky. Faith 
Church: 304-789-2332 Wor 10 
am; SS 11 am; Bible study Wed 
7:30 pm Lake Ford: Wor. 11:15 am; 
SS10:15am 

Deep Creek United Methodist 
Ministries: Rev R Samuel 
Wachter, Pastor, 301-387-6832 
Hoyes Church. Hoyes Rd., Wor. 9 
am; SS 10 am; Bible study Tu. 1 
pm; UMW 7 pm 1st Th; Children's 
adv 2nd Tu 4 pm Paradise 
Church, Sand Flat Rd. Wor. 10 am; 
SS11am 

Friendsville United Methodist 

Charge. Rev Sarah Snyder. 
Pastor, phone 301-746-5251. Sun 
Morn Wor ser Blooming Rose 9 
am. SS 10 am; Selbysport 10 am. 
SS 9 am, Friendsville 11 am; SS 
10am 

Mt. Storm/Bayard Charge. 

Rev Mary Radford. Pastor. Bayard 
SS 10 am; Wor ser 11:30 am. Mt. 
Storm. Wor 9:45 am; SS9am. 
Grantsville United Methodist 

Charge. Rev William Durst. Pastor, 
301-895-5201 or 301-746-7049 
Jennings: Wor 9:30 am; SS 10:30 
am; Women's meet 7 pm 2nd 
Mon St. Paul's: Grantsville Wor 
10:30 am; SS 9:30 am; UMW, 7:30 
pm 3rd Wed State Line Wor 8 
am; SS 9 am; Womens meet 3rd 
Mon. 7 pm 

Kitzmiller Mt. Bethel United 

Methodist. Rev Joyce Anderson. 
Pastor Wor 9:30 am. SS 10:30 am, 
Bible Study 8 Prayer meet Wed 7 
pm. 

McHenry United Methodist 
Church Rev Dr Earnest Watkins. 
Pastor Mosser 8 Bumblebee Rds 
Parsonage, 301-387-9059 Wor. 11 
am; SS 9:45 am Choir practice 
Wed 7 pm w/child care Fellowship 
dinners monthly Call for dates of 
youth ministry events 

Northeast Garrett United 
Methodist Charge. Rev Daniell 
Agnew, Pastor, 301-689-9835 
Emmanuel: Pocahontas Rd 8 Rt 
40 Worship 9:30am. SS 10:30am; 
UMYF 1st Sun at 6 pm; UMW 2nd 
Wed at 7 pm. UMM 7 30 am 2nd 
Saturday at the Casselman Mt 
Zion, Route 40 8 Longstretch SS 
9 45 am; Wor ser 11 am; UMW, 1st 
Wed at 7 pm 

Otterbeln United Methodist. 

Swanton Rev Joyce Anderson, 
Pastor SS 9:45 am, Wor ser 11 
am; Bible study 8 prayer meet 7 
pm Thursday 

St. Paul s United Methodist 
Church, 4th 8 Oak Sts . Oakland 
Rev T Patrick Kerr, Pastor Wor ser 
8:30 and 10:45 am; Childrens SS 
9:15am;Adult SS9:30am 

Terra Alta First United 
Methodist Church. 303 W State 
Ave Rev Michael Daniels. Pastor 
SS9:45am: Wor 11 am 

Terra Alta Wesleyan Church. 
Rev Steve White Pastor SSIOam, 
Worship ser 11 am 8 6 pm. Bible 
study Wed 7 pm 

Trinity United Methodist 
Church. 3rd 8 State Sts . Terra 
Alta. WV Joanne Granofsky, 
Pastor SS 10 am; Wor 11 am; Eve 
Bible studv 7 Dm Wed Bible studv 
7 pm. 
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Fishburne will make the ‘Scene’ as new CSI 


By Jay Bobbin 

C/ap?it 


Q: Is it true that Laurence 
Fishburne has been hired to 
join the cast of “CSI: Crime 
Scene Investigation"? -Mar¬ 
tha Jackson, Baltimore 

A: He has. The actor will 
stall his role on the show in 
the ninth episode of the CBS 
show’s new season, which be¬ 
gins Oct. 9 - making it likely 
that Fishburne won't appear 
until January, since many series 
go into repeats in December. 

His character is said to be 
an ex-pathologist who has 
something in his DNA that’s 
common to serial killers, giv¬ 
ing him special insight into the 
sorts of felons the CSI team 
seeks. 

Q: Is there a way to pur¬ 
chase a recording of the 
opening ceremony of the 
Summer Olympics in Bei¬ 
jing? -George Coleman, 
Chattanooga, Tenn. 

A. A two-volume set of the 
international spectacle is avail¬ 
able to order at either www. 
nbcdvd.com or w ww.nbcuni- 
vcrsalstore.com. Also available 
are separate releases offering a 
general overview of the Games 
and a profile of swimmer Mi¬ 
chael Phelps. 

Q: Why isn’t Tori Spell¬ 
ing on tlie new “90210”? I’d 
heard that she was going to 
be. -Sue Kramer, Chicago 

A: Everything was going in 
that direction, to the extent that 
The CW had announced her as 
a cast member by midsummer. 
Then Spelling discovered that 
- for whatever reason - she 
would be paid significantly less 
than "Beverly Hills. 90210" 
returnees Jennie Garth and 
Shannen Doherty, so she opted 
out of the revival. Spelling 
hasn’t been hurting for a televi¬ 
sion presence lately, though; 



Laurence Fishburne 


the reality show she's been 
doing with actor husband Dean 
McDermott has scored great 
ratings for Oxygen. 

Q: I need the addrevses to 
write to Animal Planet and 
Lifetime. Can you help? -Pat 
Tay lor, Oklahoma City 

A: Animal Planet is at 7700 
Wisconsin Ave.. Bethcsda, MD 
20814. Lifetime can be reached 
at 309 W. 49lh St.. New York. 
NY 10019. 

Q: Will there be another 
“Bachelor" or "Bachelorette” 
this fall? -Jeannie Texter, 
Wray, Colo. 

A: Not in the fall, but a new 
edition of “The Bachelor" is 
slated to begin in January on 
ABC. The show's 13th season 
will follow the tradition estab¬ 
lished by "The Bachelorette," 
which usually makes someone 
who’s been rejected on "The 
Bachelor" the person in charge. 
Single father Jason Mesnick. 
who was cut loose by DeAnna 
Pappas in the most recent 
"Bachelorette" round, will be 
the next “Bachelor” who de 
cides who gets the final rose 
from a field of 25 women. 


Send questions of general interest 
via e-mail to tvpipelinet” tribune, 
com. Writers must include their 
names, cities and states. Personal 
replies cannot be sent. 


iHtytime Programs 


DAYTIME 

MORNING 

7:00 B:2lOCSJTbe Early Show 
CICDGood Morning America 
O' 6 O 25 GJ 11 (3 12 Today 
fl(22 Madeline (Mon-Wed) 
Horseland (Thu-Fri) 

CO 53 Paid Program (Mon-Thu) 
Movie Reviews & Previews (Fri) 
00 13 WordWorld 
03 36 Martha Speaks 
6-9 Changing Your World 
09 The Balancing Act 
2) Liberty s Kids (Mon-Tue) 
Modern Marvels Wedi The 
Most (Thu i Save Our History 
(Fri) 

09 SportsCenter (Tue-Fri) 

© The FSN Final Score 
03 JAG 

63 The Fairly OddParents 
63 Movie (Mon) "The Bridge 
on the River Kwai" (Thu) The 
Flight ot the Phoenix- 
60 ffl (E S3 63 3D Paid Pro¬ 
gram 

60 The Wiggles 
6B Third Watch 

60 Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fri) 

62 Sister. Sister 
© Ben 10 

(0 Angel 

CD Malcolm in the Middle 
09 Paid Program (Mon, Wed-Fri) 
Make Money on eBay (Tue) 

CD Monster Jam 
TO Engel s Outdoor Experience 
(Mon) We Live Outdoors (Tue) 
Ultimate Hunting (Wed) Bass 
Pro Shop s King ot Bucks (Thu) 
Fly Fishing the World (Fri) 
ffl M'A'S'H (Mon-Thu) Star 
Trek (Fri) 

63 While You Were Out 
7:25 60 This is Emily Yeung 
7:30 Qi22)CB 2) ffl 33 63 (0 

Paid Program 

(Qr53)Trollz (Mon-Wed) Sabri¬ 
na's Secret Life (Thu-Fri) 

09 13 Martha Speaks 
(0(34 Curious George 
09 Believer's Voice of Victory 
63 Get Married 

63 Hands on History (Mon-Tue) 
63 SportsCenter (Mon) 

60 The FSN Final Score 
63 The Fairly OddParents 
60 Life Today With James Ro¬ 
bison 

60 Hlgglytown Heroes 
60 Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fri) 

62 Sister. Sister 
© Johnny Test 

CD Malcolm in the Middle 
60 Wild Game Nation (Moni 
The Hunter s Journal (Tue) The 
Next Generation (Wed) Roger 
Raglin Outdoors Thu! Trout 
Unlimited On the Rise (Fri) 

09 M‘A*S*H (Mon-Thu) 

8.00 0(22 CD CB 60 Paid Pro¬ 
gram 

OOCU Paid Program Mon-Thu) 
RE/MAX Select Realty Home 
Show (Fri) 

OOttCurious George 
G)'34;Sid the Science Kid 
09 The Beverly Hillbillies 

63 Desperate Housewives 
(Mon Wed-Fri) Desperate 
Housewives: Sorting Out the 
Dirty Laundry (Tue) 

63 How the Earth Was Made 
(Mon) Alaska: Dangerous Ter 
rttory (Tue) Kennedys: The 
Curse ot Power (Wed) The Real 
Tomb Hunters: Snakes. Curses 
and Boobv Traps (Thu) Street 
Gangs: A Secret History (Fri) 

63 SportsCenter (Tue-Fri) 

03 The FSN Final Score 
09 Monk 

63 SpongeBob SquarePanta 
6D Movie (Fri) "Eddie- 
60 Joyce Meyer 
60 Little Einsteins 
63 Crossing Jordan (Mon-Tue, 
Thu-Fri) Crlss Angel Mlndfreak 
(Wed) 

60 Saved by the Bell (Mon-Thu) 
Saved by the Bell The College 
Years (Fri) 

62 Sabrina, the Teenage Witch 

CD Skunk Ful 

CB The Outer Limits (Mon) 

Jake 2.0 (Tue) Kindred The Em¬ 
braced (Wed) Stephen King s 
Kingdom Hospital (Thu) Tne 
X Files (Fri) 

CD Charmed 

fTl TKes R*rrvl* Mar Qhrvw 

CD NASCAR Victory Lane (Mon) 
This Week in NASCAR (Tue) 


Unique Whips (Wed) American 
Thunder (Thu) Pinks — All Out 

(Fri) 

CD Outdoor America (Mon) Jim 
Shockey s Hunting Adventure 
(Tue) Step Outside (Wed) Big 
Game Profiles (Thu) The Catch: 
Costa Rica (Fri) 

63 Night Court 
63 Movie (Mon) "Turner & 
Hooch" (Tue) "Loveless in Los 
Angeles (Wed) "Meatballs Part 
II" (Thui Relative Strangers" 
(Fri) "Fifty Pills" 

(2 A Wedding Story 
CD The Waltons 
8:15 6D Movie (Tue) "Hatarl!" 

(Wedi Donovan s Reef” 

8:25 60 Lou and Lou: Safety 
Patrol 

8:30 0(22)© CD CB 60 Paid 
Program 

CD 53iThis Is Your Day 
(Di 13 Sid the Science Kid 
(0138 (Super Why! 

63 The Beverly Hillbillies 
63 Dora the Explorer 
60 P90X: The Proof (Mon) Paid 
Program (Tue-Fri) 

60 Mickey Mouse Clubhouse 
60 Saved by the Bell (Mon-Thu) 
Saved by the Bell: The College 
Years (Fri) 

62 Sabrina, the Teenage Witch 
CE Robot Boy 

CD The Bernie Mac Show 
C2 American Thunder (Thu) 

611 Ultimate Outdoors (Mon) 
Game Trails (Tue Inside USA 
Shooting (Wed) track and Trail 
Adventures (Thui Outfitter 
Journal (Fri) 

63 Cheers (Mon-Tue) 3rd Rock 
From the Sun (Wed-Fri) 

60 New Dating Story 
8:55 60 Happy Monster Band 
9:00 B 2 Pittsburgh Today Live 
Cl!4jLive With Regis and Kelly 
(Mon, Wed-Fri) Dancing With the 
Stars (Tue) 

tl(5)Live With Regis and Kelly 
Oil CD H (3 12 Today 
O 122)60 60 Paid Program 
0(53)Life Today With James 
Robison 

ffl! t3 Super Why! 

(DlMiCllfford the Big Red Dog 
63 Bewitched 

63 The Golden Girls (Mon-Thu) 
How to Look Good Naked (Fri) 
63 SportsCenter 

62 Walker. Texas Ranger 
60 Newsroom 

63 Backyardigans 

60 How It's Made (Mon, Wed- 
Fri) Crime Scene University 
(Tue) 

60 Handy Manny 

63 The Sopranos (Mon-Tue. 

Thu-Fri) Cnss Angel Mlndfreak 

(Wed) 

60 The Fresh Prince of Bel-Air 

(Mon-Tue) 

60 Movie (Wed) ’ Metro'' (Thu) 
Beverly Hills Ninja ' (Fri) "Ma¬ 
jor League: Back io the Minors" 

62 Step by Step 

C0 Baby Looney Tunes 
CB America's Newsroom 
CB The Outer Limits (Mon) 

Jake 2.0 (Tue) Kindred: The Em¬ 
braced (Wed i Stephen King's 
Kingdom Hospital (Thu) The 
X-Files (Fri) 

CD Married With Children 
CD Charmed 
CD Spin City 

CB Seconds From Disaster 
CD MSNBC News Live 
C2 Wind Tunnel With Dsve De 
Spain (Mon) Big Shots: Titans 
at the Tee (Tuei Llvln the Low 
Lite (Wed) Pinks (Thu) Wrecked 
(Fri) 

61) Outfitters Almsnac (Mon) 
Roger Raglin Outdoors (Tue) 
Journal or the American Trophy 
Hunter (Wedi Huntln the World: 
Southern Style (Thu) Hunting 
the Country (Fri) 

63 Sanford and Son 
60 A Baby Story 
(0 The Waltons 

9:30 Kl 22)60 60 Paid Program 
C')| 53iGeorge Lopez 
66) 13 Clifford the Big Red Dog 
(I) Ji Sesame Street 
63 I Dream of Jeannie 
63 The Golden Girls (Mon-Thu) 
63 Go. Diego. Go! 

60 How It's Msde (Mon Wed 
Fri) 

60 My Friends Tlgger A Pooh 
63 Crlss Angel Mlndfrssk 

(Wed) 

iTl Tha Fraah Prlnra nl Beal Air 

(Mon-Tu«) 

62 Living the Life 


CD A Pup Named Scooby-Doo 
CD Married.. With Children 
CD Spin City 

CD SuperCars Exposed (Wed) 
Pinks — All Outtakes (Thu) 
Wrecked (Fri) 

63 Paid Program (Mon-Tue. 
Thu-Fri) Houses For $300 (Wed) 
63 Sanford and Son 
60 A Baby Story 
10:00 Ot2)Guiding Light 
Cl:4jRachael Ray (Mon. Wed- 
Fri) 

t$!$)The Martha Stewart Show 
GlIJLive With Regis and Kelly 
0(22)Judge Hatchett 
(0i53)The Morning Show With 
Mike & Juliet 

(D(tt)The Ellen DeGeneres 
Show 

ffl(12)Today 
(Qit):Sesame Street 
© Matlock 
63 Frasier 

60 The Universe (Mon) Tougher 
In Alaska (Tue) Weird U.S. 

(Wed) Cities of the Underworld 
(Thu) Gangland (Fri) 

S3 ESPN First Take 

63 SportsCenter 

60 Paid Program 

62 Movie (Mon) "Along Came 

Polly (Tue) "Beethoven s 2nd" 

(Wed) “The Marksman" 

62 Walker, Texas Ranger (Thu- 
Fri) 

63 The Wonder Pets! 

60 Movie (Thu) "Romancing the 
Stone" (Fri) "WarGames" 

60 Cash Cab 
60 Imagination Movers 
63 American Justice (Mon-Tue, 
Thu-Fn) Criss Angel Mindtreak 
(Wed) 

60 Movie (Mon) Bad News 
Bears" (Tue) "Kingpin" 

62 The 700 Club 
CD Movie (Mon) "Pinocchio 
3000" (Tue) "The Land Before 
Time: Invasion ot the Tlnysau- 
ruses" (Fri) "Hoodwinked!" 

CD Tweety's High Flying Ad¬ 
venture (Wed) Aloha, Scooby- 
Doo (Thu) 

CB The Outer Limits (Mon) 

Jake 2.0 (Tue) Kindred: The Em¬ 
braced (Wed) Stephen King's 
Kingdom Hospital (Thu) The 
X-Files (Fri) 

CD Married. With Children 
CB ER 

CD Movie (Mon) "LonqTlme 
Dead" (Tue) "Halloween: Resur¬ 
rection” (Wed) "The Clearing" 
(Thu) “The Order" (Fri) "Secret 
Window 


CB Rescue Warriors: A Band 
ot Brothers (Mon) Rescue War- 


ue) F 
n (Wi 

r Out 


Res 

ed) 

Ult 


rlors: Breaking Point (Tue 
cue Warriors: Drill Down 
Rescue Warriors: Never 
(Thui Rescue Warriors: Saving 

Lives (Fri) 

CD MSNBC News Live 


CD Pinks — All Out (Mon) 
Barrett-Jackson 2008: The Auc¬ 
tions (Tue) Super Bikes! (Wed) 
Wrecked r hui SPEED Test 
Drive (Fri) 

6D Archer's Choice (Mon) Hunt¬ 
er's Specialties (Tuei Paid Pro¬ 
gram IWedl American Gun Dog 
(Thu) Western Extreme (Fri) 

63 The Jeffersons 

60 Kate & Allie 

63 The Daily Show With Jon 

Stewart 


60 Bringing Home Baby 
(0 Little House on the Prairie 
10:15 60 Mad Men (Wed) 

10:30 0(22)Judge Hatchett 
(0)38lDragon Tales 
63 Frasier 
0) Paid Program 
63 Dora the Explorer 
60 Cash Cab: After Dark 
60 Movie (Mon) "The Tigger 
Movie" 


60 Charlie & Lola Fall Special 
(Tue) Charlie & Lola (Wed-Fri) 
63 Criss Angel Mlndfreak 

(Wed) 

CD Married. With Children 
CD Super Bikes! (Wed) 
Wrecked (Thu) MotorWeek (Fri) 
CD Houses For $300 (Mon-Tue) 
Paid Program (Wed-Fri) 

63 Good Times 
60 Kate & Allie 
63 The Colbert Report 
60 Bringing Home Baby 
10:45 60 Mad Men (Mon) 

11:00 f)(2)Q(5)The Price Is 
Right 

OUlThe View 

OdlThe Ellen DeGeneres 

Show 


Ol22iCristina's Court 
Cl(25)ffl Paid Program 
Q(53)The 700 Club 
OltfJThe Doctors 
Q(t2)Rachael Ray 
ffl(13jMister Rogers Neighbor¬ 
hood 

(0(34)WordWorld 

ffl In the Heat ot the Night 

© Will & Grace 


60 The Universe (Mon) Tougher 
in Alaska (Tue) Weird U.S. 

(Wed) Cities of the Underworld 
(Thu) Gangland (Fri) 

© SportsCenter 
60 2Xtreem Motorcycle TV 
(Mon) Beach Volleyball (Tue) 
FLW Outdoors (Wedi Billiards 
(Thu) Poker Superstars Invita¬ 
tional Tournament II (Fri) 

62 Wings (Thu) 

© Movie (Fri) "Casino" 

© Nl Hao. Kai Ian 


60 Futureweapons 
60 Doodlebops (Tue-Fri) 
63 Cold Case Files 


60 The King of Queens (Wed- 

Thu) Yes. Dear (Fri) 

© Gilmore Girls 


CB Happening Now 
CB The Outer Limits (Mon) 

Jake 2.0 (Tue) Kindred: The Em¬ 
braced (Wed) Stephen King's 
Kingdom Hospital (Thu) The 
X-Files (Fri) 

CD Married.. With Children 

CD Las Vegas 

CB More Animal Oddities (Mon) 
Air Emergency (Tue) King Tut s 
Final Secrets (Wedi Big, Big 
ger. Biggest Thu) Big Cats: The 
Bark Side (Fn) 

CD MSNBC News Live 
63 American Gun Dog (Mon) 

RV TV (Tue) Dead Down Wind's 
American Archer (Wedi Out 
door America (Thu) Pheasants 
Forever (Fri) 

63 Good Times (Mon) Extreme 
Makeover: Home Edition (Tue 
Fri) 

60 Dhorma A Greg 
63 Comedy Central Presents 
(Mon, Wed, Fri) Jamie Foxx's 
Laftapalooza 07 (Tue) Tomp¬ 
kins Square (Thu) 

60 Jon A Kate Plus 8 
© Little House on the Prairie 
11:15 60 Movie (Wedi "Missing in 
Action 2 The Beginning " 

11:25 © This la Daniel Cook 
(Tue-Fri) 

11:30 tAl22)Crlstina'B Court 
f |:28iCB Paid Program 
(S' 13 Dragon Tales 
(DiltiCalllou (Mon) Thomas 
A Friends (Tue) Wunderklnd 
Little Amadeus (Wedi Mlffy and 
Friends (Thu) Peep and the Big 
Wide World (Fri) 

© Will A Grace 
© Baseball a Golden Age 
(Mon) 

© Movie (Thu) "The Game" 

© Yo Gabba Gabba! 

kid Hrggiylown Heroes i lue-Frq 



© Everybody Loves Raymond 

(Wed-Thu) Yes, Dear (Fri) 

CD The Mr. Men Show (Mon, 
Wed-Thu) 

CD Married... With Children 
63 Paid Program (Mon-Wed) 
Houses For $300 (Thu-Fri) 

© Leave It to Beaver (Mon) 

© Dharma A Greg 
63 Warren Hutcherson (Mon) 
Jim Breuer: Hardcore (Wed) 
Comedy Central Presents (Thu) 
Richard Lewis: Magical Misery 
Tour(Fri) 

© Little People, Big World 
11:45 60 Movie (Mon) “Hatari!” 

(Tue) "The Magnificent Seven" 
11:55 © Lou and Lou: Safety 
Patrol 

AFTERNOON 

12:00 0(21015)0(6 
(I 25 ID 11 ©12 News 
OtCCh. 4 Action News at 
Noon 

Ql22)Maury 
0(51)Judge Alex 
OTTBarney A Friends 
(I) 36 Tavis Smiley 
© Nash Bridges 
© Desperate Housewives: 
Sorting Out the Dirty Laundry 
(Mom Besperate Housewives 
(Tue-Fri) 

© The Universe (Mom Tougher 
in Alaska (Tue) Conspiracy? 
(Wedi Cities of the Underworld 
(Thui Gangland (Fri) 

© ESPN First Take 
63 SportsCenter 
© College Football (Mon) Mike 
Tomlin Press Conference (Tue) 
Pro Football Report 08 (Wed) 
English Premier League Soccer 
(Thu) Spotlight (Fri) 

© Movie (Mon) “50 First 
Dates" (Tue) "Honey" (Wed) 
"Attack Force" 

© Your World Today 
© Dora the Explorer 
© Verminators (Mon) Smash 
Lab (Tue) Fight Quest (Wed) I 
Shouldn't Be Alive (Thu) Ex¬ 
treme Engineering (Fri) 

© Movie (Mon) "Confessions 
of a Teenage Drama Queen" 
(Tue) “The Cheetah Girls: One 
World" (Wed) Eddie s Million 
Dollar Cook-Off" (Thu) "Hallow- 
eentown" (Fri) "Halloweentown 
II: Kalabar s Revenge" 

© Cold Case Files (Mon, W6d- 
Fri) The First 48 flbe) 

© Home Improvement (Mon- 
Tue. Frii Everybody Loves Ray¬ 
mond (Wed) Friends (Thu) 

© Full House 

CD Scooby-Doo. Where Are 

You! 

CB The Outer Limits (Mon) 

Jake 2.0 (Tuei Kindred: The Em¬ 
braced (Wed) Stephen King's 
Kingdom Hospital (Thu) The 
X-Files (Fri) 

CD Married... With Children 

CD Las Vegas 

© Spin City (Mon) King of the 
Hill (Tue-Wed) That 70s Show 
(Thu) Malcolm in the Middle 

(Fri) 

CB UFOs: Seeing Is Believing 
(Mon i Seconds From Disaster 
(Tue Engineering Connections 
(Thu Chimps: The Dark Side 

(Fri) 

© MSNBC News Live 
© Racing Across America 
(Mon) AMA Racing (Tue) Inside 
Grand Prix (Wed) NASCAR 
Racing (Thu-Fn) 

63 American Birdhunter (Mon) 
Get in the Game (Tuei Maxi¬ 
mum Archery (Wed) Memories 
in the Field (Thu) Big Game 
Profiles (Fri) 

63 Gunsmoke (Moni Extreme 
Makeover: Home Edition (Tue- 
Fri) 

60 Hope A Faith 
© Dana Gould (Mon) Lounge 
Lizards (Tue) Tracy Morgan: 
One MIc (Thu) 

© What Not to Wear 
© Touched by an Angel 
12:30 O 2 QiSlThe Young and 
the Restless 
O 4 Access Hollywood 
OltiQttllFamily Feud 
(li25)Paid Program 
0:53 Judge Alex 
ffllttlThe Andy Griffith Show 
fflllllOnQ Magazine 
© Penn State Football Story 
(Wed) SportsBeat Rewind (Fri) 
© Go. Diego. Go! 

© Movie (Thu) "WarGames" 
(Fri) "The Lost World" 

© Home Improvement (Mon- 
Tue. Fri) Seinfeld (Wed) Friends 
(Thu) 

© Full House 

© What's New Scooby-Doo? 
© Married... With Children 
© Spin City (Mon) King of the 
Hill (Tue-Wed) That '70s Show 
(Thu) Malcolm in the Middle 
(Fri) 

© Formula One Racing (Wed) 
6D Waterfowler TV (Mom Jour¬ 
nal of the American Trophy 
Hunter (Tue) Paid Program 
(Wed) Hunting With Keith War¬ 
ren (Thu) Tracks Across Africa 
(Fri) 

© Hope A Faith (Mon-Wed, Fri) 
John Edward Cross Country 

(Thu) 

63 Comic Remix (Mon, Fri) 
Comedy Central Presents (Tue) 
Paula Poundstone (Wed) 

12:35 ©iMiChartie Rose 
1:00 041All My Children 
11 6 Today 
til 22 iJerry Springer 
(): 25 iffli 12 Days ot our Lives 
©I 51 iDtvorce Court 
Gl> HiWho Wants to Be a Mil¬ 
lionaire 

(61! niCharlie Rose 
© WGN Midday News 
© Movie (Mon) "Abducted: A 
Father's Love" (Turn Mother 
Knows Best" (Wed) “A Decent 
Proposal" (Thu) "Cheaters’ 
Club" (Fri) "Guarding Tees" 

© Modem Marvels 
63 SportsCenter 
© Pitt Football Press Confer¬ 
ence ( t Marshall Football 
Tnriav (Wad) Snfthall 1*0 iFrit 
© Newsroom 
© Backyardigans 


© Verminators (Mon) Smash 
Lab (Tue) Fight Quest (Wed) I 
Shouldn't Be Alive (Thu) Ex¬ 
treme Engineering (Fn) 

© CSI: Miami (Mon, Wed-Fri) 
The First 48 (Tue) 

© Home Improvement (Mon- 
Tue, Fri) Tyler Perry's House of 
Payne (Wed-Thu) 

© Sister. Sister 
© Tom A Jerry 
© The Live Desk 
© The Outer Limits (Mon) 

Jake 2.0 (Tue) Kindred: The Em¬ 
braced (Wed) Stephen King's 
Kingdom Hospital (Thu) The 
X-Files (Fri) 

© Married... With Children 
© Without a Trace 
© That '70s Show (Mon) King 
of the Hill (Tue. Thu-Fri) Spin 
City (Wed) 

© Critical Situation (Tue) Ex¬ 
plorer (Wed) Shanghai Super 
Tower (Thu) Elephants: The 
Dark Side (Fri) 

© MSNBC News Live 
© MntnGP Baring (Tue) 

63 In Pursuit With Greg Miller 
(Mon) Higher Ground (Tue) 
Buckmasters (Wed) Whitetail 
Freaks (Thu) Rocky's Geared 
Up (Fri) 

© Gunsmoke (Mon) The Bev¬ 
erly Hillbillies (Tue-Fri) 

© Rich Bride, Poor Bride 
(Mon) Chain Gang Girls (Tue) 
How to Marry a Prince (Wed) 
Hope A Faith (Fri) 

© MADtv 

© What Not to Wear 
© 7th Heaven 

1:15 © Movie (Wed) "Code of 
Silence' 

1:30 O(0O(5)The Bold and 
the Beautiful 
ffl(53jDivorce Court 
©lit(Family Feud 
© Penn State Football Press 
Conference (Tue) Marshall Mag¬ 
azine (Wed) Street Heaters (Fri) 
ffl Max A Ruby (Mon, Wed, Fri) 
Wow! Wow! Wubbzy! (Tue. Thu) 
© The Suite Life of Zack A 
Cody (Fri) 

© Home Improvement (Mon- 
Tue. Fri) Tyler Perry's House of 
Payne (Wed-Thu) 

© Sister. Sister 
© Married... With Children 
© That '70s Show (Mon) King 
of the Hill (Tue, Thu-Fri) Spin 
City (Wed) 

© Monterey Historic Automo¬ 
bile Races (Mon) 

6D Eastman's Hunting TV (Mon) 
Ted Nugent s Spirit of the Wild 
(Tue) Muzzy s Bad to the Bone 
Bowhunting (Wed) Summits 
High Places (Thu) Born to Hunt 
(Fn) 

© The Beverly Hillbillies (Tue- 

Fri) 

© John Edward Cross Coun¬ 
try (Thu) 

ffl Movie (Fri) "Only You" 

1:33 (0i38)Last of the Summer 
Wine 

1 35 © The Suite Life of Zack A 
Cody (Tue-Thu) 

1:40 ffl The Suite Life of Zack A 
Cody (Mon) 

2:00 0(2lQlS)As the World 
Turns 

QHlOns Life to Live 
(16 : Days of our Lives 
IJ 22 The Steve Wilkos Show 
I] 25 The Martha Stewarl 
Show 

O’53 Judge Joe Brown 
(D! tl Today 
63; 12)The Doctors 
(:) 13 Beads. Baubles, and 
Jewels (Mon) Cook's Country 
From America s Test Kitchen 
(Tue) Sewing With Nancy (Wed) 
Best of the Joy of Painting 
(Thu) Zonya's Health Bites (Fri) 
63 Homicide: Life on the Street 
ffl How the Earth Was Made 
(Mon) Alaska: Dangerous Ter¬ 
ritory (Tue) Kennedys: The 
Curse of Power (Wed) The Real 
Tomb Hunters: Snakes. Curses 
and Booby Traps (Thu) Street 
Gangs: A Secret History (Fri) 

© Best ot Mike and Mike in 
the Morning (Mon-Tue, Thu-Fri) 
NFL Films Presents (Wed) 

63 NFL Primetime (Tue) Sports- 
Center (Wed-Fri) 

© WVU Football Press Confer¬ 
ence i Tue) Youth Football in 
Steelers Country (Wed) Mike 
Tomlin Press Conference (Thu) 
Bad Boy of Fitness (Fn) 

© Monk 

© SpongeBob SquarePanta 
60 A Haunting (Mon-Wed, Fri) A 
Haunting in Connecticut (Thu) 
60 The Suite Life of Zack A 
Cody (Tue-Fri) 

63 Crossing Jordan (Mon-Tue. 
Thu-Fn) Criss Angel Mlndfreak 

(Wed) 

© Just Shoot Me (Mon-Tue) 
Tyler Perry s House ot Payne 
(Wed-Thu) Everybody Loves 
Raymond (Fn) 

ffl Sabrina, the Teenage Witch 
© Johnny Test 
© The Outer Limits (Mon) 

Jake 2.0 (Tue) Kindred: The Em¬ 
braced (Wed) Stephen King s 
Kingdom Hospital (Thu) The 
X-Files (Fri) 

© Married With Children 
© Law A Order 
© Malcolm in the Middle 
(3 Dog Whisperer 
© MSNBC News Live 
© IHRA Nitro Jam Drag Rac¬ 
ing (Mom MotoGP Racing (Tue) 
NASCAR Racing (Fri) 

61) QDMA Quality Whitetail* 

TV (Mon) Dream Season (Tue) 
Bow Madness Wed) Whistling 
Wings (Thui Macmillan River 
Adventures (Fri) 

63 Bonanza (Moni Gunamoks 
(Tue-Fri) 

ffl Rich Bride, Poor Bride 
(Mon) What's Eating Victoria 
Beckham (Wed) 

63 The Dally Show With Jon 
Stewart 

ffl A Baby Story 
ffl 7th Heaven 

2:04 ©iMlKeeping Up Appear- 

2:05 ffl The Suite Life of Zack A 
Cody (Mon) 


2:30 0(53: Judge Joe Brown 
(DllllSit and Be Fit (Mon, Wed, 
Fri | Knitting Daily (Tue) Cultivat¬ 
ing Life (Thu) 

© 1st and 10 (Mon, Thu-Fri) 

UEFA Champions League Soc¬ 
cer (Tue-Wed) 

© Outside the Lines First Re¬ 
port (Mon) 

© MSN WVU Game Replay 
(Tue) Hlghmark High School 
Practice Show (Wed) Inside the 
Big East (Fri) 

ffl The Fairly OddParents 
60 Movie (Tue) "Ouigley Down 
Under" (Fn) "King Kong" 

60 The Suite Life of Zack A 
Cody 

© Just Shoot Me (Mon-Tue) 

MLB Pregame (Wed-Thu) Ev¬ 
erybody Loves Raymond (Fri) 

© Sabrina, the Teenage Witch 
© Johnny Test 
© Married... With Children 
© Malcolm in the Middle 
63 Gold Prospecting (Mon) 
Obsession Revealed (Tue) 
Munaiei Buck* (Wed) Enuvi * 
Outdoor Experience (Thu) The 
Wild Outdoors (Fri) 
ffl John Edward Cross Coun¬ 
try (Thu) 

ffl The Colbert Report 
ffl A Baby Story 
2:35 (Q(SI)AsTime Goes By 
3:00 0l2)0(.t)0(25!fflll2)Dr. 
Phil 

OdlGeneral Hospital 
OfflGuidlng Light 
Ol 22iThe Tyra Banks Show 
OC52)Jerry Springer 
(DttDDays of our Lives 
(D[13lReading Rainbow 
ffl The Cosby Show 
ffl Wife Swap 

© 2008 World Series of Poker 
(Mon. Thu) UEFA Champions 
League Highlights (Fri) 
ffl College Football Live (Mon) 
Outside the Lines First Report 
(Tue-Fri) 

© Poker Superstars Invitation¬ 
al Tournament II (Mon) Beach 
Volleyball (Wed) Rodeo (Thu) 
Best Damn Top 50 Special (Fri) 
© Law A Order: Criminal In¬ 
tent 

ffl U-Pick 

60 Movie (Thu) "Commando" 

60 A Haunting (Mon-Wed, Fri) 
ffl Cory In the House (Mon. Fri) 
Life With Derek (Tue) Studio 
DC: Almost Live (Wed) Phineas 
and Ferb (Thu) 

63 The Sopranos (Mon-Tue. 
Thu-Fru Crlss Angel Mindtreak 
(Wed) 

© Yes. Dear (Mon-Tue) MLB 
Baseball (Wed-Thu) Friends 
(Fri) 

© 8 Simple Rules 
© George of the Jungle (Mon. 
Wed) Camp Lazio (Tue) Johnny 
Test (Thu) Courage the Cow¬ 
ardly Dog (Fri) 

© Studio B With Shepard 
Smith 

ffl The Outer Limits (Mon) 

Jake 2.0 (Tue) Kindred: The Em¬ 
braced (Wed) Stephen King's 
Kingdom Hospital (Thu) The 
X-Files (Fri) 

© Married... With Children 
© Law A Order 
© That '70s Show 
(3 Is It Real? 

© MSNBC News Live 
© Dream Car Garage (Mon) My 
Classic CarJTue) Two Quys Ga¬ 
rage (Wed) Truck U (Thu) 

63 Gold Fever (Mon) Jim 
Zumbo Outdoors (Tue) Bass 
Pro Shop's Kina ol Bucks 
(Wed) Wildlife Obsession (Thu) 
American Hunter (Fri) 
ffl Bonanza 

60 Rich Bride. Poor Bride 
(Moni Women on Death Row 3 
(Tuei Chris A Adrianne Do Rus¬ 
sia (Wed) 
ffl MADtv 

ffl Bringing Home Baby 
ffl Little House on the Prairie 
3:05 (0:38lAre You Being 
Served? 

3:15 60 Movie (Mon) "The Shoo- 
tlst" 

3:30 fflilllWordGiri 
ffl The Cosby Show 
ffl NFL Live (Mon) College 
Football Live (Tue-Fri) 

© Inside Notre Dame Football 
(Tue) 

ffl U-PIck 

60 Movie (Wed) "Black Dog" 

60 Cory In the House (Mon, Fri) 
Life With Derek (Tue) That s So 
Raven (Wed) Phineas and Ferb 

(Thu) 

63 Criss Angel Mlndfreak 

(Wed) 

© Yes. Dear (Mon-Tue) Sein¬ 
feld (Fri) 

© 8 Simple Rules 
ffl George of the Jungle (Mon, 
Wed) Camp Lazio (Tue) Skunk 
Ful (Thu) Courage the Cow¬ 
ardly Oog (Fri) 

© Married With Children 
© That '70s Show (Mon-Tue. 

Fri) King of the Hill (Wed-Thu) 

© Truck U (Mon-Thu) NASCAR 
Racing (Fri) 

63 Elk Chronicles (Tue) Gettln' 
Close (Wed) Ultimate Hu 
(Thu) North 
(Fri) 

60 Movie (Thu) "Peggy Sue Got 

Married" 

ffl MADtv 

ffl Bringing Home Baby 
3:38 U) 3* All Creatures Great 
and Small 
4:00 Oi2 News 
Cl 4 Cl 25 ffl 12 Oprah Win¬ 
frey 

Q(5 : Judge Joe Brown 

n<l!(Dit1)Judge Judy 

O' 22 The Bonnie Hunt Show 

ffllSIlMaury 

ffll Q) Arthur 

ffl Backer 

ffl Wit* Swap 

ffl The Universe (Mon) Tougher 
In Alaska (Tue) Weird U.S. 

(Wed) Cities ol the Underworld 

\ \’ • ’/ 

© Outside the Lines First Re 
port (Mon, Thu-Fri) 


■luntlng 
i American Whitetail 


ffl NFL Primetime (Mon) NFL 
Live (Tue-Fri) 

© Baseball's Golden Age 
(Mon) Beyond the Glory (Tue, 
Thu) Poker Superstars Invita¬ 
tional Tournament II (Wed) In¬ 
ternational Fight League (Fri) 

© Law A Order: Criminal In¬ 
tent 

© The Situation Room 
ffl U-Pick 
© The FBI Files 
© Phineas and Ferb (Mon) 
Studio DC: Almost Live (Tue) 
Hannah Montana (Wed) the 
Emperor s New School (Thu) 

The Suite Life ot Zack A Cody 
(Fri) 

63 American Justice (Mon-Tue, 
Thu-Fri) Crlss Angel Mindtreak 

(Wed) 

© The King ot Queens (Mon- 
Tue. Fri) 

© What I Like About You 
© Courage the Cowardly Dog 
(Mon) The Marvelous Misad¬ 
ventures of Flapjack (Tue) 

Chop Soekv Chooks iWeiil 
Skunk Fu! (Thu-Fn) 

© Your World With Neil Cavuto 
ffl The X-Files (Mon-Tue) Kin¬ 
dred: The Embraced (Wed) Ste¬ 
phen King s Kingdom Hospital 
(Thu) 

ffl Movie (Fri) “Reign of Fire" 

© Married... With Children 
ffl Charmed 

© King of the Hill (Mon. Wed- 
Fri) The Bernie Mac Show (Tue) 
© The Real Roswell (Mon) 

The Eternal Mummy tue) the 
Devil s Playground (Wed) Na¬ 
ked Science (Thu) Dog Whis¬ 
perer (Fri) 

© MSNBC News Live 
© Chop Cut Rebuild (Mon-Thu) 
63 Aura 360 Ventures (Mon) 

Truth About Hunting (tue) 
American Rifleman (Wed) 

Game Trails (Thu) Primos'Truth 
About Whitetalls (Fri) 

© Hogan's Heroes 
© Rich Bride. Poor Bride 
(Mon) 

© Movie (Fn) "Look Who s 
Talking" 

ffl Take Home Chet 
© Little House on the Prairie 
4:30 a 5 (3 4 CD tl Judge 
Judy 

ffl!13)(0l3t)Cyt>erchase 
ffl Funniest Pets A People 
© College Football Live (Mon, 

Thu-Fri) 

ffl Jim Rome Is Burning (Tue- 
Fri) 

© Amazing Sports Stories 

(Mon) 

ffl U-PIck 

© Phineas and Ferb (Mon) 
That's So Raven (Tue) Hannah 
Montana (Wed) The Emperor's 
New School (Thu) The Suite 
Life of Zack A Cody (Fri) 

63 Criss Angel Mindtreak 
(Wed) 

© The King ot Queens (Mon- 
Tue) MLB Pregame (Fri) 

© What I Like About You 
© Courage the Cowardly Dog 
(Mon) The Marvelous Misad¬ 
ventures of Flapjack (Tue) 

Chop Socky Chooks (Wed) 
Chowder (Thu) Skunk Ful (Fri) 
ffl Married... With Children 
© King of the Hill (Mon, Fri) 

The Bernie Mac Show (Wed- 
Thu) 

© Movie (Tue) "Spider-Man 2” 
© On the Edge (Mon-Thu) NA¬ 
SCAR Live (Fn) 

63 Browning's the Best There 
Is (Tuei Shooting USA (Wed) 
Limbsaver s Addicted to the 
Outdoors (Thu) We Live Out¬ 
doors (Fri) 

© Hogan's Heroes 
63 Movie (Mon) "Loveless in 
Los Angeles ' (Tue) "Meatballs 
Part It” (Wed) "Relative Strang 
ers" (Thu) “Fifty Pills " (Fri) "Out 
Cold' 

ffl Take Home Chef 
4:45 © UEFA Champions 
League Postgame (Tue-Wed) 
5:00 012)0(4)0(4! 

11 25 m 11 (H t2 News 

615 iNewaChannel 5 at 5 

fll22)Friends 

C‘) 53:Deal or No Deal 

(QllllFetch! With Ruff Huffman 

(0i 34 WordGirl 

ffl America's Funniest Home 

Videos 

ffl Still Standing 
© The Universe (Mon) Tougher 
in Alaska (Tue) Weird U.S. 

(Wed) Cities of the Underworld 
(Thu) Gangland (Fri) 

© NASCAR Now 
ffl Around the Horn 
© Beyond the Glory (Mon) 
Poker Superstars Invitational 
Tournament II (Tue) Interna¬ 
tional Fight League (Wed) Best 
Damn Top 50 Special (Thu) Pro 
Football Preview (Fn) 

© NCIS 

ffl SpongeBob SquarePants 
ffl Movie (Tue) "The Alamo " 
^Thu) "Terminator 2: Judgment 

© Cash Cab 

© The Replacements (Mon) 
Cory In the House (Tue, Thu) 
The Suite Life ot Zack A Cody 
(Wed) Wizards of Waverly Place 

(Fri) 

63 Cold Case Files 
© Everybody Loves Raymond 
(Mon-Tue) MLB Baseball (Fri) 

© Gilmore Girls 
© Chowder (Mon, Wed-Thu) 
Johnny Test (Tue) The Marvel 
ou* Misadventures of Flap|ack 
(Fri) 

© America's Election HQ 
© Star Trek: Enterprise (Mon- 

Thu) 

ffl Married. With Children 
© Charmed 

© The Bernie Mac Show (Mon. 

Fri) 

© Movie (Wed) "The Transport¬ 
er 2" (Thu) "Mr. A Mrs Smith" 
CB Locked Up Abroad (Mon) 
Neanderthal Coda (Tue) Flight 
of the Jet Man (Wed) Ancient 

A - •-1-4 t. nww WMan*M4» 

(Fri) " 

© Hardball 


© Monster Jam (Mon-Thu) 
ARCA RE/MAX Series Racing 

(Fri) 

63 World of Trucks (Mon) Hunt¬ 
ing the Country (Tue) Sighting 
In With Shooting USA (Wed) 
Western Extreme (Thu) Real- 
tree Roadtrips (Fri) 
ffl The Beverly Hillbillies 
ffl Rich Bride, Poor Bride 
(Mon) Women Behind Bars 
(Tue) OMG! Sextuplets! (Wed) 
ffl Jon A Kate Plus 8 
ffl M-A*S-H 

5:30 0(5)014 )(Q( 12 (News 
O 22 That 70s Show 
Oi2SiAccess Hollywood 
(0(53)Deal or No Deal 
(Qlt3)Wishbone (Mon-Tue) BBC 
World News (Wea-Fri) 

(0l34)Rick Steves’ Europe 

(Mon-Tue) BBC World News 

(Wed-Fri) 

ffl Still Standing 

© Jim Rome Is Burning (Tue- 

Fri) 

ffl Pardon the Interruption 
ffl SpongeBob SquarePants 
60 Movie (Mon) "Ouigley Down 
Under" (Wed) "Road House" 

(Fri) “Star Trek: Nemesis" 

© Cash Cab 

© Studio DC: Almost Live 
(Mon) Cory in the House (Tue, 
Thu) The Suite Life of Zack A 
Cody (Wed) Wizards ot Waverly 
Place (Fri) 

© Everybody Loves Raymond 

(Mon-Tue) 

© Chowder (Mon, Wed-Thu) 

Johnny Test (Tue) The Marvel¬ 
ous Misadventures ot Flapjack 

(Fn) 

ffl Married... With Children 
© The Bernie Mac Show (Mon. 
Fn) 

63 Fisher s ATV World (Mon) 
Mossy Oak Classics (Tue) 

Guns A Ammo TV (Wed) Outfit¬ 
ter Journal (Thu) Guide To The 
Outdoors (Fri) 
ffl The Beverly Hillbillies 
ffl Movie (Thu) "Only You" 
ffl Jon A Kate Plus 6 
ffl M*A*S*H 

6:00 Bl2)Oi4lO(5lQl6) 

(1 25(0 12)News 
O 22 The Simpsons 
(0(53)Two and a Half Men 
Ol 13)(0(3t(The NewsHour 
With Jim Lehrer 
ffl 7th Heaven 
ffl Reba 

© The Universe (Mon) Tougher 
In Alaska (Tue) Conspiracy? 
(Wedi Cities ot the Underworld 
(Thu) Gangland (Fri) 

© Around the Horn 
ffl SportsCenter: Monday 
Night Kickoff (Mon) SportsCen¬ 
ter (Tue-Fri) 

© Spotlight (Mon. Wed) Amaz¬ 
ing Sports Stories (Tue) Mike 
Tomlin Show (Thu) BCS Break¬ 
down (Fri) 

© NCIS 

ffl Drake A Josh 
60 Cash Cab 

© The Suite Lite of Zack A 
Cody (Mon) Phineas and Ferb 
(Tue) Wizards of Waverly Place 
(Wed-Thu) Hannah Monlana 

(Fri) 

63 Cold Case Files (Mon. Wed- 
Fri) The First 48 (Tue) 

© Everybody Loves Raymond 

(Mon-Tue) 

© My Wife and Kids 
© The Marvelous Misadven¬ 
tures ot Flapjack (Mon, Thu) 
Total Drama Island (Tue) Skunk 
Fu! (Wed) Chowder (Fri) 

© Special Report 
ffl Stargate SG-1 (Mon-Thu) 
ffl Movie (Fri) "The Mummy 
Returns" 

© CSI: Crime Scene Investiga¬ 
tion 

© Law A Order 
© Movie (Mon) "Big Momma's 
House 2" 

© The Bernie Mac Show (Fri) 
ffl Bikers and Mobsters (Mon) 
National Geographic s Most 
Thrilling Moments iWed) Naked 
Science (Thu) DogTown (Fri) 

© Race for the White House 
With David Gregory 
© Unique Whips (Mon-Thu) 

63 Dirt Trax TV (Mon) Peters¬ 
en s Hunting ADVENTURES 
Television (Tue) Hunter's 
Specialties iWed) Bowhunter 
Magazine TV (Thu) Outdoor Ad¬ 
ventures (Fri) 

ffl The Andy Griffith Show 
© Rich Bride. Poor Bride 
(Mon) Women Behind Bars 
(Tue) F.L.I.P Mysteries: Women 
on the Case (Wed) 48 Hours 
(Fri) 

60 What Not to Wear 
ffl M*A*S’H 

6:30 a 4 1 ABC eWorld News 
With Charles Gibson 
tli 5)CBS Evening News With 
Katie Couric 

tl 4 f) 25 (D U G) 12 NBC 
Nightly News 
0’22)Family Guy 
©iSSiFrasier 
ffl Reba 

© Pardon the Interruption 
(Mon-Wed, Fri) High School 
Football (Thu) 

© Savran on SportsBeat 
ffl Drake A Josh 
© Cash Cab: After Dark 
© The Suite Lite of Zack A 
Cody (Mon) Phineas and Ferb 
(Tue) Wizards of Waverly Place 
(Wed-Thu) Hannah Monlana 
(Fri) 

© Friends (Mon-Tue) MLB 
Baseball (Wed-Thu) 

© My Wife and Kids 
© The Marvelous Misadven¬ 
tures of Flapjack (Mon. Thu) 
Total Drama Island (Tue) Skunk 
Fu! (Wed) Chowder (Fri) 
ffl The Bernie Mac Show (Fri) 
63 Off-Road Adventures (Mon) 
The Wild Outdoors (Tue) Inside 
USA Shooting (Wed) Summits 
High Places ;Thu) In-Fisherman 
(Fn) 

ffl The Andy Griffith Show 
63 RENO 9111 
ffl M-A*S*H 
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Your TV 




Channel 

Sudden Link 

Comcast 

Somerfield / QCOL, Inc. 

2 

KDKA Pittsburgh (CBS) 

KDKA-2 (CBS) 

KDKA Pittsburgh (CBS) 

3 

WGCT.TV—We re Garrett County Television 

(Info) 

TNT 

4 

WTAE Pittsburgh (ABC) 

WTAE-4 (ABC) 

WTAE Pittsburgh (ABC) 

5 

WDTV Weston (CBS) 

WCWB-22 WB 

ESPN 

6 

WJAC Johnstown iNBCi 

WJAC-6 (NBC) 

WJAC Johnstown (NBC) 

7 

WCWB The CW 

TV Guide 

CNN 

8 

WHAG Haqerstown (NBC) 

WGN 

WWCP Johnstown (FOX) 

9 

Trinity Broadcasting Network 

WWCP-8 (FOX) 

ABC FAM 

10 

WPGH Pittsburgh (FOX) 

WQPT36 (PBS) 

Spike TV 

11 

WPXI Pittsburgh (NBC) 

WPXI-11 (NBC) 

WPXI Pittsburgh (NBC) 

12 

WBOV Clarksburg (NBC) 

WNPA-19(UPN) 

TBS 

13 

WQED Pittsburgh (IND) 

WQED-13(PBS) 

WQED Pittsburgh (PBS} 

14 

WPCB Greensburq (IND) 

QVC 

Discovery Channel 

15 

Home Shopping Network 

WPCB-40 (IND) 

Disney Channel 

16 

WGPT Oakland (PBS) 

Headline News 

Arts & Entertainment 

17 

WPCS CW 

HBO 

PAX 

18 

The Weather Channel 

Trinity 

USA Network 

19 

TV Guide Channel 

Shop NBC 

ESPN2 

20 

Celebrity Shoppinq Network 

Hallmark 

CMT 

21 



Food Network 

22 

WGN (Chicaqo) (IND) 


WGPT Oakland (PBS) 

23 

Lifetime Television 

HSN 

WPCB (Wall, PA IND) 

24 

The History Channel 

EWTN 

Outdoor Channel 

25 

ESPN Classic 

CSPAN 

C-SPAN 

26 

ESPN2 

CSPAN 

Turner Classic Movies 

27 

ESPN (All Sports Network) 


The Learning Channel 

28 

Fox Sports Pittsburgh 

PIN 

Nickelodeon 

29 

USA 

Lifetime 

Lifetime Network 

30 

CNN (Cable News Network) 

Arts & Entertainment 

CNBC 

31 

CNN Headline News 


Local Information Chan 

32 

Great American Country 

CNN 

QVC Shopping Channel 

33 

Nickelodeon 

Fox News Channel 

Trinity Broadcasting 

34 

American Movie Classics 

TBS 

VH-1 

35 

The Discovery Channel 

ESPN 

Great American Country 

36 

Disnev 

ESPN2 

Fox Sports Pittsburgh 

37 

Arts & Entertainment 

Fox Sports Pittsburgh 

Game Show Network 

38 

TBS Superstation 

TNT 

Cartoon Network 

39 

ABC Family 

FX 

SciFi 

40 

Cartoon Network 

Animal Planet 

The Weather Channel 

41 

CNBC 

Disney 

History Channel 

42 

Fox News Channel 

Nickelodeon 

TV Land 

43 

Sci-Fi 

History 

WNPA (Johnstown UPN) 

44 

Spike TV 

MSNBC 

Home Shopping 

45 

TNT 

CNBC 

Outdoor Life Channel 

46 

FX 

Country Music TV 

Home & Garden 

47 

National Geoqraphic 

Food Network 

FX Network 

48 

* »ok t nr 

VH-1 

TV Guide Channel 

49 

Speed Channel 

MTV 

Speed Channel 

50 

Game Show Network 

Weather Channel 

FOX News Channel 

51 

The Outdoor Channel 

Comedy Central 


52 

TV Land 

Learninq Channel 


53 

SoapNet 

Discovery Channel 


54 

The Golf Channel 

Sci-Fi 


55 

WE Womens Entertainment 

USA 


56 

HGTV 

E! 


57 

Comedy Central 

Bravo 


58 

The Learning Channel 

HGTV 


59 


Oxygen 


60 


TV Land 


61 


Cartoon Network 


62 


Travel Channel 


63 


AMC 


64 


Court TV 


65 

MTV 

Inspiration 


66 

CMT 

Family Channel 


67 

VH-1 

PAXNET 


68 

Hallmark Channel 

Speed Channel 


69 

Animal Planet 

Outdoor Channel 


70 

Food Network 

Spike 

Golf (QCOL only) 

71 

C-SPAN 



98 


VH1 

WCWB Pittsburgh 22 

99 


Showtime 



SATURDAY AFTERNOON 


SEPTEMBER 27, 2008 



12:30 

1PM 

1:30 

2 PM 2:30 

3 PM 

3:30 4 PM 4:30 5 PM 5:30 

CBS 

e 2 
e i 

(2)Paid 

Program 

(5X12:00) 

ToBe 

Announced 

(2)Paid 
Program 
(5)To Be 
Announced 

(2)Bringlng 
Wall Street 
to Main 
Street 

1 

Links to Legends ! 

College 

Football 

Today 

(Live)X 

College Football Tennessee at Auburn (Live) 



WTAEO 


1(12:00) College Football PittsCurgh at Syracuse. (Live) 


NBC 1(12:00) PGA Tour Go! The Tour Championstvp - Third Round. From Atlanta 

g 6 1 1 In Stereo Live H 

0.5 

(D t 

ffi 12 


FOX© 53 |r 8W *" 

PBS (| 13 |jg* 
Garden 


One Lett Dance" (2003) Patrick Sea,re Dancers t* . The Hitchhiker a Guide to the Galaxy 


stage ^performance to saveltieir mentor s studio I 


[Friends (In 

I 


(In 
Stereo) X 


Desperate Housewives 

Ah, but Underneath" X 


Everyday 
Food s 


Wood- 


PBS© is 
WGN© 
LIFE® 
HIST® 
ESPN2© 
ESPN® 
FSPffi 
USA© 
CNN© 
NICK© 
AMC© 
TOC© 
DISN© 
AAE© 
TBS© 
FAM© 
TOON® 
FNC® 
SCIFI® 
SPIKE® 
TNT® 
FXffi 
NGEO© 


Smart a 
Funniest 
Pets 
Movie: 

Coord 


Everyday 
Food I 


Yankee 

Shop 


Complete- 

n,.;. 

_ 

Primal Grill [Julia s 
I Kitchen 

MLB Baseball Chicago Cubs at Milwaukee Brewers Miller Park 

(In Stereo Live) X 

' Her Sitter s keeper " (2006) Dahlia Salem. A 


Victory 
Garden I 
Comptote- 
Pepm 


College Football Arkansas at Texas. Colorado vs Florida State, Fresno State at UCLA or 
Wisconsin at Michigan. (Live) 


College Football Purdue at Notre Dame (In Stereo Live) I 


(2005. Science Fiction) Martin Freeman, Mos Pet. X 


UFC Wired With Joe 
Rogan 


I Home MLB Baseball Teams to Be Announced (In Stereo Live) X 


Two and a Whacked 
Halt Men njOut Sports 




Ask This 
Old House 


This Old 
House X 


Lidia's Italy Cook's Test I 

(In Stereoi C ountry Kitchen 


Gourmet 

(Sara's 

Meals 


Tartan TV 

I r Stereo 


|#oman mvest»gates the disappearance ot her aster 

woman pursues the killers ot her transsexual son X 

[Ship ot Gold X 

MonsterQuest Ghosts' 

X 

MonsterQuest iiant 

Killer Snakes I 

MonsterQuest China s 

Wildman" I 


(12 Ofj i College Football Teams to Be Announced (Uve) 


f 12:00) College Football Teams to Be Announced. (Live) 


(12:00) College Football Indiana (Pa.) at California (Pa.). (Live) 

Movie: ♦ • Blue Crush " (2002, 

Dr ama) K ale Bo sworth, X Confd 
iT00) {Your Money 


'A Girl Lika He 


[Tenth 
Inning t 

Me TheC 




(In Stereo) 


Cteuea 

Europe 


Outdoors 


Cubs A Sox All Access All-Time All-Chicago 

|(ln Stereo) X _ [Team (in Stereo) X 


y" (2006)A 


NASCAR 

Countdown 


Scoreboard 


Antiques R 

Mobile, AL 


New Tricks (In Stereo) X 


America s Funniest M 

Home Videos (In Stereo) 


Twelve Mile Road 12003) Tom Setteck A divorced 

termer's troubled daughter moves in wit h him X 
The Next Big Bang X ’The Universe The future 
of the universe. X 


NASCAR Racing '.ationwide Senes - Kansas Lottery 300 From Kansas City. 

Kan. (Uve) _ 


College Football Colorado vs Florida State or Wisconsin at Michigan (Live) 


[Hour 

’Scoreboard 


High School Football Beaver Fans at Akquwa 


Newsroom j_ 

(12 0C Worldwide Day of Play (In Stereo) 


ee American Wedding" (2003 1 Jason Biggs A 'House Skin Deep" (In 


couple prepares to marry, while a tnend pl ans a party 


Blown Away "(1994. Suspense) Jeff Bridges. Tommy Lee 
es A mad Irish bomberjjlots rev enge on has fo rmer pupil 
When We Lett - 


CNN: Special 

Investigations Unit 
Sponge- Sporq*. 

Bob Bob 


Stereo) X 


House Whac-A-Mole 
(In Stereo) X 


• * 

Jones _ 

When We Left Earth 


[Contd 

‘NASA , 

Missions J_ 

[Movie:** Gotta kick Wizards 

It Up" 12002)1 Contd [Place 


Sponge- 

Bob 


Earth: When We Left Earth 

The NASA Missions! Jhe NASA Missions n 
Wizards- J* 1 * 4 ”**' ’wizards- Wizards- 
Place [Place Place Place 

Movie: *♦** The Godfather" (1972, Drama) Marion Brando, Al Pacino, James Caan. A 

[mafi a patriarch tries to hold his empire toge ther X Confd_ 

|fc*Fft*nde(ln I Sex and ~[Sex and [Seinfetdiin Seinfeld (Tn[Th* King ol 
Stereo) X [the City! | t he City t< | S tereo) n Stereo) 1 [Queens! 


Sponge- Sponge- 

Bob _[Bob _ 

Dirty H#nry''(1971) Harry Callahan uses 
unorthodox methods to capture a snper 
When We Left Earth: 

The NASA Missions 8 
Wizards- Wizards 

Place Place 

Cold Case Files a 


Movie ** Yours, Mine i Ours 

||200S Comedy) Dennis Quad Confd 


of a Cheerleader" (1994) KeWe Martin A 

[girl's lealousy toward a classmate lead s to trage dy I 
George of 


[George of 

[Allen Force [the Jungle [the Jungle 
America s Election HQ 

IMovie: Tl 


[lures | 
Weekend Live 


Flatfack 


Samurai Girt Heaven begins samurai training 
following a brutal attack on her family (Part 1 of 3) X 


Chowder Chowder 


Legion ol the Deed" (2005) Courtney Clonch An 


. -- ,—,- MMPWP _ . (2006) Ro 

[Contd [Egyptian pnesless and mum mies nee from a tomb [Iraqi unleashes a legendary creature 


Xtreme 4x4 CSI: Crime Scene 
(In St ereo) Investigation H e-.us t 

Raising the ‘Raising the Par I Will 
Bar X. I'm 


^Carter" 
The Real 
Roswell 
'ToBe 


[2005)X 

f [The 


|**i 

fd^jKInn* 


CSI Crime Scene 
Inveetlgatton [in Stereo) 
Raising the Bar Richie 


Confd Kinnear, Elizabeth 


Richer"! ______ _ 

TnvfnctW# "^2006 Biography) Mark WahfcergiOreg 


Sponge- 

Bob 


College Football Lehigh 
at Princeton (Uve) 


House Finding Judas 
(In Stereo) X _ 

This Week In Politics 


iCarly 

Stereo)I 


ICerty 

Dance clips 


Magnum Force" (1973) Dirty Harry 
investigates gangland-style murders 
When W* Lett Earth: [Mege-Tsunamls X 
The NASA Missions 6 


Wizards- [Wizards- 
Plece Place 
Cold Case Files The 

Bedroom Basher X 


The King of 
Queens X 


Wlzards- 
Ptace 
CSI 


Stereo)X 


Wizards- 
, Place_ 

RecoT (In 


ee'n Phenomenon " 1996 Drama) 
John Travolta. Kyra Sedgwick X 


Samurai Girt Heaven schemes to distract her father 
so she can obtain important information (Part 2 of 3) 


Pokemon Ranger and the Temple ol the Sea «<-r and i aM 

h elp a Ranger protect the M anaphy egg Irom a pir ate 


A merle* s Election HQ 


♦ "Mentlcoea" (2005) Robert Beltran A vengeful I "Start Lee s 


CSI Crime Scene 

Mon (In Stereo) 


CSI Crime Scene 
InveettgeMon (in Ste reo) 


Jml Edit 

RP! 


[B4 

1* 


Boys 

)7, Science I 


Courage- 

°°9 

Fox News 
Watch 


ee "l/.S. Mer*hefs''ii996 Cnme Drama) Tommy Lee Jones 
Sam Gera rd gets caught up m another fugitive case X 


(2007, Science Fiction) A man 
battles supernatural creatures c ontrolled by a wizard 
CSI: Crime Scene [CSI: Crime Scene 
Inveetlga tt on (In Stereo) |lnvoe M g«Hon (in Stereo ) 


MSNBC © Announced 

cocen tr\ NASCAR Racing Sprmi 
brtttUUJ d up Practice 

0UT0fl®gf"^ ' 

TVL® 


Eternal Mummy 

T'hSC.H'-.r 

MSNBC Documentary 



WE© 

CON® 

tlc© 

nAulii 


Monterey 
Hitt 

The Next 
Generation 
(Movie •• See No Evl, Hear No 

\M" 11989] Richard Pryor Confd ■ 
the 

.Locator 
’Scrub* in 
iSlererjj I 

'What Not 

to Wear 8 


Tut s Treasures 
MSNBC Documentary 

■I 


The story of footbalf s Vince Papale X 
Naked Science Dino 

Meteor 

MSNBC Documentary 


Priem Awerds IN) 
Ancient Asteroid 
MSNBC Documentary 


♦ * i "Con Air" ( 1997) Nicolas Cage 
Vicious convicts hijack their flightJI 
*' ''EM* MoWe"(2006), Fred WMard A hopeless 
romantic faces many obstacles m her courtsfvp I 


Naked Science Solar 
Storm" Solar s torm 

MSNBC Documentary 


National Geographic s 
[Most Thrilling Moments 
[to Be Announced 


KONI Challenge Series Salt Lake City From Monster Jam From 
Tooele, Uta h___ Houston (N)_ 

Off-Roed [Outdoor [American [Rocky* [Trophy '■ 
Adventure*[Experience [Gun Dog [Geared Up [Hunter 


OMG' Sextuplets' ft 
Scrubs l In [**' 


*•* *■ 

training of the United States Aral astronauts 


Star Mazda Series 
Racing Mosport 
Inside USA RV TV 

Shooting | | Adventu res [Experience [Gun Dog 

'The Might stuff"Tl983, Docudrama[ Sam Shepard Scott Gtenn. Ed Hams. The 


The Baby 

Stereo)X 


Borrower* / In [The 

[Stereo 


__3)1 

M (2001. Comedy) Bruce Wiie, My Bob Thorriion 
(Ster eo) X [A negated wife hooks up with two quirky bank robbers X 
Flip rtf sat Home Med* Stmpte Tsk* Home Teke Home 

■ renovate and resell | Anything for the Fan 

rnr-iorvwi hu* «.«rw*T t, 


Baby Borrowerj The Baby Borrower* 
soil Toddkers We re Beck' 

*• Potlce Academy 




Family 


IConfd jhelps a women eocuaed of murdering her boss X 


[The Baby 

J" I Stereo) X 

^ffe. Comer 


Born to 
Hunt 


Hogan s 


On the 
Edge 

Wild Gam* 
Nation 

s 


Borrowers (In 


i Orvv is, i. . . . 

lekam stands accused ol murdering her lover X 


academy opens Its door* to some motley mi*«s X 
Backyard Nation a Property Ledtl*' 

a 1940s house X 


Dodge ’eri 
Drive (N) 
Pheeeanti 
Forever 
Hogan's 


Baby Bo 

Teens The Break Up 

Comtdy) A poke* John Pmette I m 


Cormc pe rtorms 
Spaced Cut 
collection x 


nrvia 'uJu 

|Martm A sleuth«tnend meets a myelenout end. X 


SATURDAY MORNING 


6 AM 6:30 7 AM 7:30 8 AM 8:30 9 AM 9:30 10 AM 10:30 11AM 


CRC I(2)News :Ni '(5)Outdoor- 
_ (5)Wlld smanWith 

« 2 America Buck 

B 5 "WM McNeely 

_ Retuge' X | _ 

INewelN) 

WTAEO 


(5lCake The 
disorganiza¬ 
tion bug 
(sblkes. (In 
Stereo) (El) 


(5)Hor**la- 
nd A New 


menf (In 
Stereo) (El) 


Good Morning America 

(N)X 


NBC 
O 6 

0 25 

© S 

© 12 


)(6)Pald 
(8)Gardener 
(11 (News 
(12)Outdoo- 
rsman 


MNT O 22 
FOX© 53 
PBS© 13 
PBS© 36 
WGN© 
LIFE© 
HIST© 
ESPN2© 
ESPN© 
FSP© 
USA© 
CNN© 


Bring Wall 

St_ 

Bring Wall 

a 

OnO 

Magazine 
Love of 
Quilting 
Paid 


(6)Paid («K8Kt2)Today (N) (In 

Program Stereo) X 

(8)P Allen |(11|News(N) 


fflTh* 

Early Show 
X 

(5)Dlno 
Squad a 

NewsiN) 


(5)Sushl (5)The 

Pack Stereo] 

Collect Em 
All, Jigsaw i 
Sushi' X 


5)Th* Earty Show iN) (In 


SEPTEMBER 27, 2008 

BEHEE 


Attack of 
the Bram-A 
Saurus X 


Prog ram X Program * 


Paid 
Program 
History IQ 

X)_ 

Whltetail 
[ Hunting X 


Gardens 

(f2|Woods 

A Waters 

Paid 
Program 
Colon 
Delox 
NOW on 
PBS1 
Kaye- 
Quiltir 
Paid 


Paid 

Projram_ 


Vietnam: 
The War 
Reatree 
Outdoors 


The Littles 

JMI_ 

Sabrinas 
Secret Life 
Wealth- 

Track_ 

Sewing 
With Nancy 
Paid 

Program X 


Paid 

Program 


Animal 

Explo ration 

Wild 

America X 
Washing 
ton Week 


Joy of 
Pair 


(6K8)ToBe 

Announced 

(12)My 

Friend 

Rabbit I In 

Stereo) (El) 

X 

Paid 

Program 

Dt-Gata 

Detenders 

Moneylrack 

(In Stereo) 


nting 


Adelante 
Chicago E 


Paid 


Heavy Metal A-10 

TankbustefX 


Fishing 

Show 


Get Wild 


[SportsCenter X 


SportsCenter *( 


NICK© 

AMC© 

TDCffl 

DISN© 

AAE© 

TBS© 

TAM® 


Golden [Sports 

Age _ | Stories 

Law A Order: Special 
Victims Unit (in Stereo) 
CNN; Special 
Investigations Unit 


As Told by 
Ginger * 


ChalkZone 

(In Stereo) 


Baseball 

Report 

Paid 

Pr ogram 


Knit A 
Crochet 
Paid 

Program X 


Paid 


|12)B*b*r 

(In Stereo) 
(El)* 


Bring Wall 
St 

Biker Mice 

From Mars 

Toth* 

Contrary 

Artworks 

This Week 

Paid 

Program X 


Paid 


The President* The 

nation’s founding tethers. 


Pro Hunter 
Journal X 


Redfish 
Cup 


SportsCenter X 


Pro Football Preview 

Houses For [P90X 
$300 


CNN Saturday Morning 


Jimmy 

Neutron 


[Jimmy 

Neutron 


OddPar- 

ents 


Mike 

Tomlin 
Paid 
Progr am 
HouseCatt 


OddPar- 

ents 


(6)Paid 
Program 
(8)Jane A 
the Dragon 
(Et)X 
’2/Decisio- 
n Makers 

Paid 

Program 


Sonic X (In 
Stereo)X 


McLaughlin 
Group * 


Woodsmith 

Shop* 


Paid 
Program X 


Paid 

Program 


(6)Pald 
Program 
(8)Zula 
Patrol 
(^(Saturd¬ 
ay Sporte 
Zone 

Paid 

Program 


Sonic X (In 

Stereo) I 


Rellgion- 

Ethlcs 

American 

Woodehop 

Paid 

Program X 


Paid 


The Presidents 

T 825-1849 X 


Fishing Bassmaster 
Classic Highlights 


SportfCentar (Live) X 


Inside the [Stealers 

Big East JYouth 
Psych X 


Saturday [Open 

Morn. House X 


Sponge- Sponge- 


Bob 


Bob 


That s So 
Raven I El) 

X 


(6Ht2)J.ne 

A the 

Dragon (El) 

18)3-2-1 

Penguins 

(In Stereo) 

(El) 

Paid 

Program 

Chaotic- 

Inv. _ 

QED Cooke 
X 


Wood- 


Paid 
Program! 


Paid 
Program 


(2)Su*hl 

Pack 

Collect 'Em 
All. Jigsaw 
Sushi*! 


Thati So 
Raven 

Sister Act 


(SKI IX^- 
ula Patrol 
(In Stereo) 
(El) X 
(8)Vegg.#T- 
ates (El) X 

Bring Wail 

St _ 

Teenage 

Mut_ 

ChefClass 

Roasting 


(2)Hom*to- ^(Hometo¬ 
wn High Q urn 
(5)Strawbe- 5iCare 
fry Bears 

Shortcaka Adventures 


Hannah 

Montana 

(EI)X 


Yankee 
Shop 

Paid 
Program X 


Paid 


Secret Access: Air 
Force O ne! 
SportsCenter (Uve) X 


(6X11X12)3- 

2-1 

Penguins 

(In Stereo) 

! EI 1 

3 iBattar (In 

stereo) (El) 

Paid 

Program 

Kirby 

Right 

Martin Van 


Woodcarv¬ 

ing 

Mid 

Program X 


The Surie 
Lite of Zack 
A Cody X 
(6X11X12)V- _ 

eggieTales 

(El) 

Friend 
Rabbit (In 

Stereo) (El) 


'(2)Hometl- 

m* 

(5)To Be 
Announced 


College 

Football 

PGA Tour 
Golf The 

Tour 

Champion¬ 
ship - Third 
Round. (In 
Stereo Live) 


Bring Wall 

8t 

Wins Club 

X 


Lidia s Italy 

(In Stereo) 


Ask This 
Old House 
Paid 

Program X 


George 
Lopez! 
This Wee 
in Baseball 
Ciao Italia 
(In Stereo) 


Garden 

Home 


Funniest 

Pets 


Cries In the Dark " (2006, Suspense) 
Eva LaRue. X 


The Hunt lor John Wllket Booth X 


College Gameday (Live)X 


Football 
Report Outdoors 
Monk Mr Monk Buys a 
House"X 


Back at the 
Barnyard 


The Mighty 

BIX 


Eastern Endless 
Golf_[Golf 

House Spin' (In Stereo) 
X 


Sponge- 

Bob 


Sponge- 

Bob 


College 

Football 


College 

Football 


College 
Football 
** Blue 
Cruth"Sl 


Newsroom 


Day of Pley 


Confd 


Paid 

Prog-am 

‘Doodle- 

bopsX 


♦ » Streets of Laredo'' (1949, Western) The 

Tenas Rangers reform a pair of undercover outlaw s 


Paid 

[Program 


Houses For 

$300 

Movie 

Confd 


Bunnytown 

(In Stereo) 


Paid 

Program 


The 
Wiggles 


Paid 

Program 


Johnny- 

Sprftes 


[Paid 

Program 


*** Bend ol the ft/ver" (1952 Western) A former 

outlaw leads seiners through the wilds of Oregon I 


Little 
Einsteins 


Houses For 

$300 
Tlgger A 
Pooh 


Biography Steve Martin Chronicling the life of 
comic-actor Steve Martin. 


Paid 

Program _ 

*«* "Hoo*"(199t, Fantasy) (PA) Dustin Hoffman, Robin Williams, Julia 
Roberts Lawyer turns into Peter Pan to save kids from Captain Hook, X 


Dirty Jobs Working with 

animals __ 

Mickey 
Mouse 

Sell This 
House!X 


Tlgger A 
Pooh 


Sell This 
House!X 


awyer 

Ste 


Dirty Jobs Mike works 
with a cave biologist 


**» "The Comancheroa"(l%l Western) Outlaws 
sell liquor and guns to a madman s Comanche army. 


Imag. 


We Mean 
Business 


Handy 

Manny! 


Sell This 
House! X 


Dirty Jobs A Texas 
advertising company. X 


Higglytown 
Heroes X 


Charlie A 
Lola! 


Flip This House Flipping 
It Green" Green project 


|Full House 'Full House" 

(inatereo) nmatereoi 


*'s “Jack”(1996 Fantasy) Robin Williams, Diane Lane, Jennifer 
Lopez A young victim ot accelerated aging enters the real world. X 


NASA 

Missions 


Gotta kick 
ffUp'X 


**** The 
Godfather 1 


Youra, 

Mine" 


Paid 
Program 


Paid 
Program 


TOON© 

FNC© 

SCIFI® 

SPIKE© 

TNT® 


The Mr. (Tom A Jerry 


Step by 

I*** 


Step by 

step a 


George ol 
the Jungle 


The O'Reilly Factor [Fox and Friend* Saturday 


Sabrlna- 

witcn 
Misadv of 
Flapjack 


Sebrlne- 

wnen 


Grounded 
tor Lite A 


Chowder 


Pokemon- 
j Battle 


Battle 


magicJack- 

Lcom 

'Paid 

P'ogiam 


Paid 

Program 


Paid 
Program 


Paid 
Program 


Ten Minute 
Trainer 


Paid 

Program 


P90X (In 

Stereo) 


[Paid 

[Program 
Houses For 


**’; Angel Eyes "(2001, Drama) A policewoman 


$300 _ 

Law A Order "White" 


Eliminate 

Debt 

Paid 

Program 


Grounded 
lor ute A 


Ben 10: 
Alien Force 
Bulls and 

Bears! 


Transform¬ 

ers 


Cavuto on 
Business 


Something Beneath" (2007, Horror) Kevin Sotbo 
A mysterious black slime terrorizes guests at a hotel. 

Road Houaa 2"(2006) Johnattion Schaech. A DEA 
agent tries to save Ns uncle s bar Irom drug runners. 


Law A Order Switch" (In 


Law A Order Sundown" 


** The Face on the Milk Carton" 

(lavs, Lirama) heme Martin 


(N)X 
Forbes X 


Robotboy 

m. 


Cashiri In 

X 


Ben 10: 
Alien Force 
Election 
HO 


"The Fallen Onei" (2005, Horror) 
Casper Van Dien, Knsten Milter 


Horse¬ 
power TV 


MuscleCar 

69 Firebird. 


Raising the Bar 

X 


Pilot 


Trucka! (In 

Stereo) X 


Raising the 
Bar! 


FX© 

eBay Paid 

Money Program 

The Practice 'An Early 

Frost' (In Stereo) X 

**'i "Goal! The Dream 

Stephen DiUane. A Mexicai 

ieglna" (2005, Drama) Kuno Becker, 
cook gets to play soccei m Britain. X 

*♦* "Coach Carter" (2005, Drama) A high-school 
basketball coach pushes his team to excel, X 

NGEO© 

MSNBC © 

eBay Paid 

Money Program 

Hair Club 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Be the Creature The 

worid ot the kangaroo 

Reptile 

Rulers 

Reptile 

Rulers 

Dog Whisperer Timid rat 
terrier 

The Real 
Roswell 

Headliner, $ Legend, Headliner, $ Legend, 

MSNBC News Live 

MSNBC New, Live 

MSNBC News Live 

‘MSNBC News Live 

ToBe 

Announced 

SPEED© 

eBay Paid 

Money | Program 

MolorWeek 

' Honda Fit" 

American 

Thunder 

Two Guy, 
Garage 

Chop Cut 
Rebuild (N) 

Gearz 

Hot Rod TV 

(In Stereo) 

Formula One Racing Sir* 
Grand Prtx Qualifying. Sing 

gapore 
fapore. (Live) 

NASCAR Racing: 

Nationwide Senes 

OUTDRffi 

Gold Fever 

rr.i. 

Maicn risn. 

In- 

Fisherman 

Offshore 

Adventure, 

Guide- 

Outdoor, 

Buckmas- 

ters 

Maximum 

Archery 

Outdoor 

Adventures 

Limbsev- 

ers 

'Gold Fever 

Gold 

Prospect 

TVL® 

Gunsmoke Stranger in 
Town”! 

Bonanza PaiuteWar I 

Green 

Acre, 

Green 

Acre* 

Leave It to 
Beaver X 

Leave It to 
Beaver X 

1 Love Lucy 

X 

1 Love Lucy 

X 

1 Love Lucy 
X 

1 Love Lucy 

X 

' See No 

Evil" 

WE© 

Paid Paid 

Program Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Body 

Bootcamp 

John Edward Croe, 
Country 

The 

Locator 

The 

Locator 

The 

Locator 

COM© 

P90X [Paid 

Program 

MADtv (In Stereo) X 

MADtv / In Stereo) X 

Dally Show 

Dally Show 

Daily Show 

Blue Collar 
TV! 

Blue Collar 
TV! 

Blue Collar 

TV 1 Food" 

Blue Collar 
TV! 

TLC© 

Paid Paid 

Program 'Program 

Paid Paid 

Program Program 

Designing Paid 

Space, Program 

Say Yea to 
the Dress 

Say Yt,to 

the Dress 

What Not to Wear Joy 

X 

Who Are You Wearing? 

"HoIIy Robinson Peete 

What Not 
to Wear X 

HALL© 

Little House on the 

Prairie X 

Little Houae on the 
Prairie My Ellen I 

Little Houee on the 

Prairie The Handyman 

Little House on th* 

Prairie The Wolves X 

«»« "The Parent Trap" (1998. Comedy) Lindsay Lohan. Dennis 
Quaid. Reunited twin girls try to get their parents back together. I 


SATURDAY EVENING 


SEPTEMBER 27, 2008 


7 PM 7:30 8 PM 8:30 9 PM 9:30 10 PM 10:30 11PM 11:30 


CBS 

G 2 

0 5 

WTAEO 

NBC 

O « 

025 

© s 

ffi® 

MNT Q 22 
FOX© 53 
PBS© <l 
PBS© 36 
WGN© 
LIFE© 
HIST© 
ESPN2© 
ESPN© 
FSPffi 
USA© 
CNN© 
NICK© 
AMC© 
TDC© 
DISN© 
AAE© 
TBS© 
FAM© 
TOON© 
FNC® 
SCIFI© 
SPIKE© 
TNT© 


(2)Newt ! 

|5)Entertai- 
nment 
Tonight! 

Channel 4 

[Action 

News i N) 

(6)News 

(8)Wheel- 

Fortune 

(11) Jerom# 
Bettis 

(12) Jeopar- 

«iy 

TamilyGuy 

(In Stereo) 


(2)The 
Insider (N) 

(In Stereo) 


MDTV 

Cosmetic 


Inside 

Edition 

Weekend 

(6)Judge J. 

(8|F!fth Qtr 

(ftUeopar- 

dV 

(12)Wheel- 

Fortun* 

Family Guy 

(In Stereo) 


CSI: Miami "Inside Out" 
Horatio's son is missing 
after a deadly prison 
break (In Stereo) X 


Criminal Mlnda Lucky" 
Morgan questions his faith 
as the team pursues a 
cannibalistic senal killer. 
(In Stereo) X 


48 Hours Mystery 

(Season Premiere) (N) (In 
Stereo)X 


(2)N*ws X 

|5)New*Ch- 
annel 5 
Weekend 
Edition X 


College Football Illinois at Penn State or Virginia Tech at Nebraska. (In Stereo Uve) X 


Heroes The Second Coming. The Butterfly Effect 
The identity of the shooter is revealed (In Stereo) I 


(In 
S tereo) X 


The Lawrence Welk 

Show “ V 

(6:58) America s 


♦ ♦ ; Guarding Tess' r (1994) An ambitious Secret 
Service man tends a termer first lady. 


Cops (In 

Stereo) (P A) 

Keeping Up 


AaTIm* 
Goes By I 


Cop* Wild 
Chases I 

Being 

Served 


America s Most Wanted: 
America Fights Back M_ 


As Tim* 


Ballroom Chall enge I _ 

MLB Baseball Cleveland Indians at Chicago White 
Stereo Live) X 


Keeping Up {Summer 
Win* 


Yes. 


Law A Order Special 
Victims Unit Trials ’ 
Detectives re-examine a 
rape case. (In Stereo) X 


|6X8X12)N*. 

ws Ml 
(U)News 


That'70s 
Show X 


That 70* 
Show ! 


Channel f 1 

News 
New Red 
Green 


Goes By S Minister 
“—— ■ siting to, 'Being 


Paid 

Pro gram 

Excellent 

Adventures 


nes Ward 
Show 
(5)To Be 
Announced 

ChTT 
Action 

News at 11 



(2)The [(2)CSI NY 


Monk Mr Monk Meets 
the Candidate" (Part 1 ot 
2) X 


Saturday Night Uvt (N) (In Stereo) X 


Paid 
Program 

MADtv Albania s Got 
Talenf' (N) (In Stereo) X 


Carrier The USS Nimitz 
makes its Anal transit X 


God! 


eltular Field. (In 


Happy 
Hour 
Scoreboard 


Trial 

female 


*♦ "Grac/e's Choice" (2004) Anne Heche A teen 
lights to adopt her three younger br others X 

Modern Marvels The |Sup*rClty: New York How Manhattan Island has 
Pig"! _ | evolved since being discovered in 1609 X 


Served 


WGN News at Nine (Nl 

(In Stereo) X 


To the Manor Born : 25th 
Annivereary 2007 X 

'Scrub* "His 


by Fire" (2008, Drama) Brooke Bums A 
i firefighter tries to become a smokejumper X 


Story" X 


The Vicar 
ot D lbtey X 


Scrubs My 

Karma" X 


Army Wives 

X 


Payback" 


How the Earth We* Mad* Geological history. X 


College Football Mississcpi State at LSU (Live!! 


College Football Alabama at Georgia (Live) X 


Show 


Talkshow 
With Spike 


One on 

On* * 


Paid 


irTrtk 

'In Stereo) 

12)Poker 
Dark 

(11)Cops (In 
Stereo) 


My Wife 
and Kids ! 
Sex and 
the City ! 


That's Amor*: Italian-American 

Favorite* Archival performances. X 


RENO 911! 

X 


Intema- 


Austln City 


Medium "No One f 
Watch Over Me" X 


Three fp Tango 

|1999| Matthew Peny X 


Super City: New York X 


(In 
Slereoj X 


NHRA Drag Racing: O'Reilly Mid-South Nationals 
Q ualifying. Memphis, Term. X __ 


SportsCenter (Live) X 


(6 00) College Football Lehigh at Pnnceton (Lwe) 


House Words and 
Deeds (In Stereo) 1 


Lou Dobbs This Week 


iCarly /Win ICarly 
a Date I r iHearf Art 


Mow* ♦« Magnum 


Raging Nature 

Destructive tornadoes / 

[Wizards- 


Wizards 

Place 


Place 


House One Day, One 
Room" (In Stereoi X 


CNN: Special 


Unit 


My Family s Got GUTS 


Mike 

_Tomlin 

Houe* Resignation' (In 
Stereo) X 


Tonight (Live) 


[Inside- 
Pirates 

'Houe* The Jerk' 
Stereo) X 


The FSN 
[Final Score 

(In 


Larry King Uve Newsroom 


ICarly IN) 
B 


IB 

J* 


**'-. 'The Enforcer" (1976) Clint Eastwood Dirty 


Force" 1 1973) Cool'd Harry and partner hunt rocket-armed radicals 


Drake A George [George 
JoshX Lopez! [LopezX 

*♦ 7 "Sudden Impact" (1983) Clmt Eastwood Dirty 


Dv/v CaaIKwII Dreuieui 

rro rOOIDflll rfGView 


"Human Error" (In 
Stereo) X 


CNN: Special 


Unit 


College Football Final 

(Live)! 


f m 1 I 


Lew A Order: Special 
Victims Unit Cold a 
Larry King Live 


Destroyed 


CSI: Miami Grand Pns 
(In Stere o) IS! 

Movie 


eol! _ 

Phenomenon 

[£19 96. Dram a)! Confd 

Csmnrsi AiH MfiAvon ha 


Deatroyed ]Dei 

_Jn Seconds [In Seconds 

«* . Spy kids 3: Gama Over" 


Raging Nature Swarms 

ot insects 

Suite Lite 

Deck 1 (2003, Adventure) Anto nio Banderas 


Harry meets a n artist with her own cod e oi justice 


CSI Miami Bait’ 


(In 


CSI Miam, 

“Complceltone" 


'(2006, Comedy: Robin Williams .'of 1 
motional (amity t 


Danieis A dyefunclwnel ti 


Samurai Girl Heaven has doubts about Karen s 
[ loyalt y; Ch eryl is k idn apped (Part 3 ot 3) X 

[TaIwI TaHI 'Ta 


Total Total 

Drama [Drama 

Fox Report 


Total [Total 

Drama {Drama 

The O'Reilly Factor 


y goes on vacation X 


Man vs. Wild "Baja 

Desert X _ 

Phlneas 'ZackA 
and Ferb 8 |Cody 
The Soprano* Live Free 
or Die" [in Stereo) X 

♦e'rf 

man must harxfle 



HowK's 

Made! 

U.nnah 

nannan 
Montana 3 
The Soprano* Rival and 
scandal; new venture X 


ISports- 

) Center! 
The FSN 
Final Score 
House 
Skin Deep" 


Saturday 

ej.-Kl 


by the Oozen "(2003. Comedy) Steve Martin, A 

s the 


Family Family Home 

Matters u Matters « Improve 

"Th* Dead Poo!" (1968) "Dirty” Harry 
teces off against a psychotic fi lm butt 
Raging Nature Swarms [Destroyed 
ot insects. Jn Seconds 

Replace¬ 
ments 
CSI: Miami 
]ln Stereo) 


the 

X 


CSJ: Miami Bart (In 
Stereo) X 


That's So TCoryln 
X Raven !J [House 

■ (Ini 

"Flubber" 


Samurai Girt Heaven has doubts about Karen s 
loyalty; Cheryl is kidnapped (P art 3 ot 31! 

N*ruto(N) "[NarutofNi 


chaos sunounding ha 12 children X 

Freeh 


Special Programming 


FX© 

NGEO© 

MSNBC© 


Monster Ark" (2008, Science Fiction) An 
archaeologist investigates a stvp ina remote desert. 
CSI: Crime Scene 
Investigation Harvest 
Movie •* Con Air" 

(1997, Action)!Contd 


Ben 10: [Samurai 

Alien Force Jack 


CSI Crime Scene 
Investigation sie-», 

** "Doo m"(2005. Science Fiction) The Rock 
Soldiers battle mutants at a research facility on Mars 


Geraldo at Large In 

__ Stereo) X 

Riddle ol the Sphlni" (2008) Dina Meyer A man 
and hs daughter solve seven puzzles ot a sphinx 

CSI Crime Scent --- 

(In Stereo) 


" (2006) A millionaire helps 


three nerdyjialstorm a baseball team X detectives join tore** in a kidnapping case X 


Explorer Elephant 
Ram" _ 

MSNBC Documentary 


SPEED© p‘ n , 

<*J™® Outdoor, 


TVL® 

WE© 

COM® 

TIC© 

nAui.uk) 


Scrubs (In 

Stereo)! 


Perform- 


Getlnttie 

Game 

Scrub, My 

Catalyst X 


More Animal Oddities 


MSNBC Documentary 


The Ultimate Fighter i In 
Stereo) B 

. Biker Boyi" (2003. Action) Preme 
man joins the world ol Hegel motorcycle 


Prince 
Adult Serirn 


Freeh 

[Prince 


Freeh 

Prince 


«. Flubber' (1997. 

Comedy) Robm Williams 
Freeh [Freeh 
Prince Prince 


Jml Edit. [Beltway [Geraldo at Large (in 

Rpt _ [Boys [Stereo) X _ 

*♦ Tala of the Mummy" (1996) An archaeologisfs 


gra nddaughter 

TNA IMPACT! 


unleashes an ancient curse X 


ee* , 'RU»flHe(ir'(1998, Actionl Jackie Chan Two 


UFO* Seeing Is Believing People describe their 
erx ounters with the unexplained 

MSNBC Documentary 1 MSNBC Documentary 


World ot Outlaws WiHtams Grove From Mechamcsburg Pa 


Th* Baby Borrowers (In 

Ste reo) X 

RalphleMey Prim* Cut 

The comic perf orms X 

Making R Home: 


Western 
Extreme 
Th* Cosby 
Show a 
The 

Locator 


In Pursuit 

Th* Coeby 

Show!_ 

Th* 

Locator 


Larry th* C*M* Guy: 


Track and 
Trail 

The Coeby 

Show! 

The 

[Locator £N 


Flip That iOver 


Reglln 

Otdr, 


Outfitters 

_ Hunting Almanac 

Th* Coeby ^Th* Cosby {The Cosby 
Show 8 Show 8 [Show 8 

The John Edward Croe* 

Locator Country The Light" (N) 


In Stereo)! 


A young 
racing. X 


The Line- 

UJL 


The Shield "Genocide" 

X__ 

More Animal Oddities 


Riddle ot 
the Sphinx 

CSI Crime 

True Li**" (1994) A man lives the 
double file ot a spy and a family man _ 
Prism 

Awards 


NIpfTuck Joyce and 

Sharon Monroe X 


UFOs Seeing Is Believing 


MSNBC 


IHRA Nltro Jam Drag 
Racing Martin 


MSNBC Documentary 


Llvlri th* 
Low Life 
of th* 
'ortd 


ILowU 

ps 


Dodge Test 
Drive 


Larry the Cable Guy 


Morning Constttuttone (2006 Comedy) Larry th* Cable Guy 


HMlth Inanectnr 

able Guy Premier*. I 


Property Ladder n 

Hairy Situation" X 


Trading Space* 

Competitive Sisters (N) 


[Green, burg jhoi m 

iHft (ft, Vm*, rftjv CVI" i w, Uuotarwi T Aftwr PniriWftir# " ^finai lane Sevmniir A woman 

|An agent probes me death at an executive X |tnes to solve a murder mysiery ounng her vacation 


Jim Zumbo 
Outdoors Outdoor, 

Th* Coeby The Coeby [Th* Coeby 
Show 8 Show XJ Show 8 
John Edward Croe* [The 

Locator 


Bucks 


Country 

te’i 'WM* 


Documen- 

_ 

Unique 
Whip* 
Whittling 
Wings 

TheCc 


Th*Coeby Th* Cosby 
Show 8 Show ! 
The John 

Lecelof lEdemd 
Cotter Comedy Tour Rides Again ' (20941 Comics 


Bi Engvel, Jett Foxworthyend olh er s perto rm 
Flip That |Over [Property Ladder A 


Houe* 


Trading 

| Hairy Situation X [Spaces 

•hot" 12005 Mystery) KetkelTexas 
|Memn A swum s mono meets a mysienuus eno, JA inengei 


< 




















































































































































































































































































































































































































































































































































































































































































6 AM 

6:30 

7 AM 

7:30 


SUNDAY MORNING 


SEPTEMBER 28, 2008 


9:30 10 AM 10:30 11 AM 11:30 12 PM 


CBS 

0 £ 

0 i 

(2)Hayes- 

Fraaland 

(S)Anlmal 

(2)Sunday j(2)Cake |(2)Horsela- 

Business Ot-DIS- hd 

Page ganized'X (S)Harvest 

(5)Sushi (S)Oino Time 

PackX | Squad X j Ministries 

|2)To Be 
Announced 
(5)W!nga ot 
Faith 

(2)Sunday 

Edition 

CBS News Sunday Morning (N) (In 

Stereo)X 

Face the 
Nation N 

(In Stereo) 

K 

(2)Paid (2)McDona- 

Program Ida 

(S)To Be [Steelers 
Announced [Kick-Off 

NFL Today 

Host James 

Brown 

(Live)X 

Emperor 

New 

(6X8X1 ^Pa¬ 
id Program 
(ll)NBC 
Primetime 
Preview (In 
Stereo) X 

WTAEO 

(5:30) Ch. 4 Action News Good Morning America 

(N) <N)X 

News(N) 

This Week With George 
Stephanopoulos ;N) (In 

Stereo) X 

Jennifer 

Teen Kids 
News (In 

Stereo) (El) 

NBC 

O i 

0 25 

© 8 

© '! 

(6)Region's 

Bus. 

(8)Feldick 
hi (Mass 
(12)Evangel 
Outrch 

(6)Gospel 

III 

(8)Wall 

Street Jrnl 
(ll)Oiscov- 

ftllWoods 

(6)Ministrie- 

(8)Bible 

(tl)News 

(12IUpper- 

Church 

^(Contem¬ 

porary 

Retirement 

(^(Evange¬ 

listic 

Outreach 

(6M8)Today 
(N) (In 
Stereo) X 

(12)Decisio- 
n Makers 

(12)Faith 

Seeds With 
Tim 

Shuttles- 

worth 

(6H8)Meet the Press (N) 

£ 

(12)Today (N) (In Stereo) 
£ 

(6 (Paid 
8)Chrls 
Matthews 
(11 (Busine¬ 
ss 

(12)Press 

(6)R. 

Schuller 
(S)Eastern 
Golt with 
Todd 
(11 (Meet 
Press 

(6)Van Impe 

Pres 

(8)Pald 

Prog. 

(12)Chris 

Matthews 

Show 

(6X»X")P»- 

id Program 
(!2)Life of 
Victory 

MNTQ 22 

FOX© 53 

Bring Wall 

St 

Paid Bring Wail 

Program 1 St 

Paid [Paid 

Program [Program 

Paid 

Program_ 

Believer s 

Voice 

Paid 
Program 
Life Today 

Bring Wall 

St_ 

Bring Wall 
St 

Paid 

Program 

‘Bung Wall 

St 

Paid 

Program 

Bring Wall 
St 

Paid 

Program 

Camp 
Stories " 

Our World [Bring Wall 
With |St 

Paid [BringWall (The Coral 

Program St Ridge Hour 

Fox News Sunday With 
Chris Wallace |in Stereo) 

Paid 

Program 

Fox NFL 
Sunday X 

PBSffi 13 

Sesame Street The 

Amazing Alphabet Race 

Big Comty 
Couch 

Mama- 

Movies 

Mister 

Rogers 

Bob the 
Builder X 

Thomas A 

Friends X 

Make Way 
for Noddy 

Zula Patrol 

(In Stereo) 

Animalia 

(In Stereo) 

Nova Monster of the 

Milky Way" (to Stereo) X 

Neighbor¬ 

hoods 

PBS© 36 

Bob the 
Builder ■ 

Zula Patrol 

(In Stereo) 

To the 
Contrary 

Your 

Business 

Amazing 

Facts 

K. Price 

'History’s 

Business 

State Circle 

Maya A 

Miguel X 

Mama- 

Movies 

Animalia 

(In Stereo) 

Wishbone 

(In Stereo) 

Wild 

Chronicles 

Second- 

Health 

Religion- 

Ethics 

Lassies 

Pet Vet X 

WGN© 

Tomor¬ 

rows 

Feed the 
Children X 

Paid 

Program X 

Key of 

David :x 

Paid 

Program X 

Jimmy Swaggart (In 

Stereo) X 

Feed the 
Children a; 

Paid 

Program £ 

Whacked 
Out Sports 

Whacked 
Out Sports 

»* "Mr 
Baseball ' 

LIFE© 

Paid 

Program 

Celebrity 

Ab Secrets 

Dr Frederic 

Hour ol Power 8! 

Paid 

Program 

neann 
Comer X 

Will A 

Grace X 

Will A 

Grace X 

** Armed and Innocent' 1 1994, 
Drama) Gerald McRaney. X 

HIST© 

History's 

Lost 

History's 

Lost 

Great 

Scientists 

Mail Call X 

Band ol Brothers (In Stereo) X 

Band ot Brothers (in 

Stereo) X 

Band ot Brothers Winters leads a 
dangerous mission on a Dutch dike X 

ESPN2 ffi 

Pro Hunter 
Journal X 

Territories 
Wild X 

Driven to (Under Wild 
HuntX Skies X 

Whitetail 

Hunting t: 

Territories 

Wild (N) X 

Reatree 

Outdoors 

Driven to 

HuntX 

NASCAR Now (Live) 

NHRA Race 

Day(N)X 

NHRA Drag Racing: 

Sportsman Senes 

ESPN© 

Sports- (College Football Final X NFL 

Center X Matchup X 

SportsCente 

Paid 

Program 

r (Uve) X 

Outside the 

Lines (Live) 

Sports 

Reporters 

SportsCenter (Live) X 

NFL Countdown (Live) X 

FSP© 

Paid Paid iPaid Paid 

Program Program Program J Program 

All 

Outdoors 

Trails N 

Traditions 

Highmark 

HS Practice 

Pro Football Preview 

FLW Outdoors Columbia, 
S.C (N) 

2 Xtreem 

USA© 

Law A Order: Special P90X Changing Ed Young Joel 

Victims Unit Chansma : [ Your World Television Osteen X 

*» "The Guru” (2002, Romance- 

Comedy) Heather Graham. X 

*' Head Over Heels”( 2001) A New Yorker thinks 
her attractive neighbor has murdered. X 

CNN© 

CNN: Special [ CNN Sunday Morning House Call 

Investigations Unit 

CNN Sunday Morning X 

Reliable Sources X 

Late Edition With Wolf Blitzer X 

NICK© 

Rocket All Grown [Jimmy 

Power! (UpX Neutron 

Tak and OddPar- OddPar- Sponge- 
Power ents ients Bob 

Sponge- 

Bob 

Back at the 
Barnyard 

The Mighty 

BIX 

Tak and 
Power 

Sponge- 

Bob 

Sponge- 

Bob 

AMC© 

Movie: »»t "Murder, Inc."(1960, 

Crime Drama) Stuart Whitman. Cont d 

ttt'i • Dirty Harry " (1971) Harry Callahan uses 
unorthodox methods to capture a sniper. 

Mad Men A Night to 

Remember" X 

**'i Magnum force"(1973) Clint Eastwood. 

''Duty'' Harry investigates gangtand-styte murders 

TDCffi 

Paid 

Program 

P90X: The 'Paid 

Proof _program 

Bunnytown The 

[Wiggles 

Paid Fast Cash Paid MythBustars Breakstep 

Program Program ] Bridge" I 

MythBusters High- 
tension cables. X 

MythBusters Pirates 2'" 
X 

MythBus¬ 
ters :: 

DISN© 

Doodle- 
bops X 

Johnny- 

Sprites 

Little [Tigger A 

Einsteins Pooh 

TiggerA 
Pooh 

Mickey 

Mouse 

Imag. 

Movers 

Handy 
Manny X 

Higglytown 
Heroes X 

Charlie A 
LolaX 

Spy Kids 

3: Gm" 

AAEffi 

Paid 

Program 

Paid Biography Shania 

Program Twain" X 

Biography Kenny 

Chesney"X 

Private Sessions Singer/ 
songwriter Jewel. X 

The Sopranos Live Free 

or Die” (In Stereo) X 

The Sopranos Rival and 
scandal; new venture X 

*t'j The 
X-Files"S: 

TBSffi 

** ' Rubber "(1997. Comedy) (PA) A scatterbrained 
professor invents a miraculous substance. X 

** "Yours. Mine A Ours "(2005) The mamage of 

two widowed parents creates one large family. X 

**': ' TheGoon/ea"(1985 Adventure)Sean Astm. JoshBrokn. 

Young misfits find a 17th-century pirate's treasure map. X 

FAN© 

Paid 

Program 

Pi Id lS!#p by <SH»p by 

Program Step < 'StepS 

Sabrlna- 

Witch 

Sabrina- I Full House (Full House 

Witch |(ln Stereo) |(ln Stereo) 

Mv Wife 

and Kids X 

Mv Wit. 
and Kids X 

“Th+ Qnoki+"rXY\0 fVamat 

Denras Quaid, Rachel Griffiths. £ 

TOON© 

The Mr. 

Men Show 

Tom A Jerry 

Chowder 

Mtsadv of Scooby-Ooo in Arabian Nights 
Flapjack 

BakuganX 

T ransform* 
ers 

Ben 10: 

Alien Force 

George of 
the Jungle 

FNCffi 

Jrnl Edit. 

Rpt 

Beltway I Fox and Friends Sunday 

Boys . 

America s E 

lection HO 

Election 

HQ 

SCIFIffi 

Paid 

Program 

Paid Paid 

Program Program 

Paid fastCasi 

Program j (In Stereo) 

P90X Houses For 

_$300 

Paid Paid 

Program , Program 

Paid 

Program 

Legend ol Earthsea A young wizard must save his 

mystical land, (in Stereo) (Part 1 of 2) X 

Legend ol Earthsea Ged tries to 

restore peace to Earthsea. X 

SPIKE© 

'Paid 

Program 

'Paid 

Program 

Trucks! (In 

Stereo)I 

Trucks! (In 

Stereo)X 

Horse¬ 
power TV 

norse- 
power TV 

Horse¬ 
power TV 

MuscleCar 

69 Firebird 

Trucks! (In 

Stereo)X 

TNT© 

Movie Ballistic Ecks 
vs. Sever "(2002) Confd 

♦ ♦♦ Jackie Brown" '1997, Cnme Drama) Pam Grier. Samuel L. Jackson. 
Premiere A fearless Night attendant gets in trouble with Die law. X 

*♦* "Kill Bill: Vol. t”(2003. Action) Uma Thurman 
An assassin seeks vengeance against her attackers 

"Kill 

Bill: Vol. 2" 

-v—. Paid (Paid The Practice Payback The Practice The Thin 

r*U3 Program Program (In Stereo) X [Line" (In Stereo) X 

. ' The Master ot Disguise " (2002) A 

many disguises to rescue his kidnapped 

man dons 
parents. X 

. The New Guy" (2002) A prisoner 
shows a teenager how to act cool. X 

wren rn Paid eBay Paid Paid Paid 

NUtUlK Program Program Money Program Program Program 

Whale 

Hunts 

Fainting 

Goats 

Reptile 

Wild 

Reptile 

Wild 

Dog Whisperer Jennifer 
Lee PryoTs dogs. 

DogTown 

New Lives 

ucuor m (Headliners A Legends Hardball (Your MSNBC News Live MSNBC News Live 

MbNsL © Weekend [Business 

MSNBC News Live 

MSNBC News Live 

ToBa 

Announced 

CD ,, n _ Paid Paid Hot Rod TV 'Formula One Racing Singapore Grand Prix Singapore (Lure) 

srfctutt) p r0 g ram Program [(In Stereo) [ 

Perform¬ 

ance 

NASCAR In 
a Hurry (N) 

NASCAR RaceDay (live) 

mrmcm The Catch: Match Fish Reel in the Trout Fly Fishing In- 

UUIUHOJ Costa Rica Outdoors Unlimited the World Fisherman 

We Uve 
Outdoors 

Memories 
m the Field 

Big Game 
Profiles 

American 

Archer 

Hunting 

With 

Hunters 

Specialties 

Archers 

Choice 

_ Gunsmoke Death Tram Bonanza Enter Mark Bonanza Julia Bulette 

|l [Twain X |Story X 

Leave It to 
Beaver E 

Leave It to 
Beaver X 

1 Love Lucy 

£ 

1 Love Lucy 

£ 

Beverty 

Hillbillies 

Beverly 

Hillbillies 

Hogans 

Heroes 

^ffi j program 
COM® p?5r,m 

Paid Paid 

Program | Program 

Paid Paid Houses For 

Program [Program [$300 

Paid 

Program 

Paid 

Program 

Bridezillas Vanessa A 

Dona" 

Platinum 

Weddings 

Platinum 

Uia/4/4ir>/ec 

yveouinos 

Wedding 

Cakes 

Paid MADtv (In Stereo) X MADtv A spoof of "TRL". 

Program ( (infamous commercial. X 

MADtv Jordan Peele m 
"Pimp My Bride." X 

«t'j Bandits" (2001. Comedy) Bruce WilHs. Billy Bob Thornton, 

A neglected wife hooks up with two quirky bank robbers. X 

TIC© Prc^ram 

Paid [Hip Hop Paid Paid 

Program : Abs Program Program 

Tan Minute 
Trainer 

Clean Sweep Hot Rod. 
Cold Clutter" X 

Clean Sweep Clothes Flip That (Over 

litter a bedroom. X House | Designed 

Trading 

Soaces 

HALL© 

World 

Impact 

Spoken Odyssey Network M'A'fcH X 

Word ( Presents 

M'A'S'H 

“Pilot" X 

M’A'S'HX 

M'A'S'H I 

Killer Wave (2007, Suspense) Angus Madadyen, T 
Two engineers must save Boston from a huge tidal wa 

wnSkewtt. 

re X 


SEPTEMBER 28, 2008 I 


7 PM 7:30 8 PM 8:30 9 PM 9:30 10 PM 10:30 11 PM 11:30 12 AM 12:30 1 AM 


SUNDAY EVENING 


CBS 

0 2 

0 5 


60 Minute* (Season 
Premiere) (Nt (In Stereo) 
X 


Extreme Makeover: 
WTAEO Home Edition jackson 
| Family, Parti” (N)X 


The Amazing Race 13 

Bees Are Much Calmer 
Than All This 1 ' 1 Eleven 
teams begin their lotimey 
around the world (N) X 

Extreme Makeover: 
Home Edition Jackson 
. Part 2" (N) X 


NBC 

o « 

o* 

0 t 

© <2 


Football Night in 

America MR. highlights 
(In Stereo Live) X 


Family. Pi 


Cold Case Glory Days 
The 1973 death ot a 
football player may be 
linked to a steroid cover- 
up. (N) X 

Desperate Housewives 

You're Gonna Love 
Tomorrow" (N) X 


The Unit Sacrifice 
(Season Premiere) Jonas 
and the team must 
unravel an assassination 
plot. (N) (In Stereo) X 
Brothers 6 Sisters 
Glass Houses' (Season 
Premiere) (In Stereo) X 


(2MewsX 

(5)NewsCh 


* 

annel 5 
Weekend 

Edition E 

CM 

Action 

News at 11 


NFL Football Philadelphia Eagles at Chicago Bears. Soldier Field. (In Stereo Live) X 


(5)At the 
Movies 1 


CM 

Sports 


6X8INews 

(N)X 
(IIKUINe- 
ws (N) 


MNTQ22 


FOX © 53 


PBS© 13 


PBS© 3i 


WGN® 


LIFE® 

HIST© 


ESPN2© 


ESPN© 


FSPffi 


USA© 


CNN© 


Children s Institute Telethon 


NFL TheOTdn The King ot the Family Guy American Channel 11 

Football [ Stereo Live) S impsons |HIII(N) X (N a Dad( N)X [ News 

Biz Kk#jln [Nature (In S'- Masterpiece Mystery! The Shadow m 

1 St0f< 


Design 
Squad a: | Stereo) X 


Will 6 
Grace E 


o> 2) X _the North (N) (m Ster eo) a 

Mv^fprv 4 Th< 


Nature (In Stereo) (Part i Mystery! (in Stereo) (Part Masterpiece Mystery! The Shadow in 
o< 2)I | 1ot2)X _ the North (N) (i n Stereo) X 


WKRP in WKRP In Newhart s 


Newhart - (Honey- (Honey- 
mooners mooners 


Dead atl 7" (2008) Barbara Niven Teenagers try to (Army Wives Leavmgthe 

cover up a n acci dental death and a murder X _|Tnbe S _ 

Sandhogs wc-,i cf-; 

Beneath' X 


The Universe Beyond the Big Bang The formation 
|ot galaxies. X 


WGN 
at Nine a 


Willi 
Grace X 


Black and 
Gold Extra 


Geocache 

(In Stereo) 


Paid 
Program 


(In 

Stereo)X 

Travels to 
the Edge 


Halt i Halt 

(In Stereo) 


VanImpe 
Pres 


Burt Wolf 
Travels 


NHRA Drag Racing 0 ReiNy Mid-South Nationals - Fmal Eliminations. 
Memphis, Term. X 


Instant 
Replay Jf 
Army Wives Loyalties 

X _ 

Sandhogs(N) I 

NASCAR Now I Live) 


the Smoke" (In Stereo) X 


Mystery! The Ruby in 
in Stereo) F 


Bewitched Bewitched 

X Jl 


Grey's Anatomy Let the 

Truth Sting (In Stereo) X 

Shockwave a 


SportsCenter Sharp Season Recap Baseball Tonight .- 


Poker _ 

SportsCenter (Live) X 


(2)The 
Insider iln 

Stereo) X 

(5)To Be 
Announced 


(N) 
[In Stereo) 
X 


Legal" 

Cases” (In Stereo) X 


M- 

sman 

(11) Law/ 
OrdSVU 

(12) CSI: 


Haiti Halt 

(In Stereo) 


Two and a 
Halt Men X 


(6)Cops A 
father and 
son tight 

(8)Eastem 
Golf with 
Todd 
Sadowski 


House ot 
Payne 


Bring Wall 
St 


Globe Trekker 

Southwest Australia'' X 


BBC World 
News « 


I Dream ot 
Jeannie X 


The Desert 
Speaks x 


I Dream ot 
Jeannie X 


Army 

Tnbe X 


Leaving the 


(S)Extra (N) 

(In Stereo) 
X 


Entertain¬ 

ment 

Tonight X 


(6)Monk 


rogram 

(11) Cops 

(12) lnside 
Edition 
Weekend 


House of 
Payne 


Paid 
Program 


Sound- 

stage a 


In the Lite 

(In Stereo) 


Home 

Videos 


Army 
Wives a 


Series of (2008 World Series ot 

P oker Las Vegas 


The Universe Beyond the Big Bang 
The formation ot galaxies. X 


Best Damn Top 50 
Special 


House Sex Kills (In 
Stereo)X 


(Golden 

.*9* 


i S p 

Stc 


Sports 

Stories 

In 


Newsroom 


NICK© 


AMC© 


TH20 (In 

I Stereo) X 


House Clueless 
Stereo) X _ 

'CNN Special 
[investigations Unit 
iCarty (In [Zoey 101 

|Stereo) X |(ln Stere o) | Improve. 


Elite XC: Champions of 
MwCegelN) 


House Sate (In Stereo) 
X 


Larry King Live 


Home 


Drake A 

Josh X 

**♦'> "Mystic River"(2003. Cnme Drama) Sean Penn, Tim Robbins, Kevm 
Bacon A detective probes the mu rder ot his tnend’s daugh ter X 


Home 

Improve 


TDCffi 

DtSN© 

A1E© 

TBS© 


Planet Earth Pole to 
Pole Seasonal effects X 


Destroyed ! Destroyed Planet Earth Fresh 
[In Seconds Jin Seconds [Water X 
[Hannah 'Hannah 'SuiteLite- [Suite Life- 
Montana 8 Montana a Deck Deck 
CSI Miami Vry CSI Miami Witness to 
Under (In Stereo) X Murder (In Stereo) X 
[Movie: ** 'W(2006) "SfkrvAr*'(2001, Comedy)(PA) Animated A 


Spotlight 

N]_ 


The FSN i Poker Superstars 
Final Score (Invitational II 


House All In'' (In Stereo) [House j 
Lie" (In Stereo) 


X 

Newsroom 


George George 
l [ Lopez X _[Loptz X 

Mad Men Six Month 
Leave (N)X 


CNN: Special 
Investigations Unit 
[Family [Family 
Matters a Matters a 

Mad Men Six Month 

Leav e"X 

'di™ 


Planet Earth Deserts 'Planet Earth Jungles 
Rarely seen desert lile X [jungle animals X 
t* Confessions ol a Teenage 'Zack i [zacki (Hannah 

Drama Quean , -i .mdsay Lohan. JCody Cody |Montana a 


CSI: Miami Someone 
tries to kill Catleigh, X 


CSI: Miami CSI: My 

Nanny" (In Stereo) X 


The Cleaner Rebecca 
X 


Shrek "12001. Comedy) (PA) 


Golden 

*9* 


2008 World Series ot 
Poker i- 


SportsCenter (Live) X 


Sports 

Stories 


The FSN 
Final Score 


» "Head Over Heels"( 2001, ■ 

Romance-Comedy) Monica Potter X 


Larry King Live 


Home 


(Home 

Improve 


Breaking Bad and the 

Bags m the River X 


Planet Earth Fresh 

Water" X_ 

That's So ICory in the 
Raven I |H ouse X 

CSI Mlemi Witness to 
Murder" (In Stereo) X 


Newsroom 

The Cosby 
Show 8 
Mad Men :t 

Planet 
Earth 8 
Replace¬ 
ments 
CSI: Miami 
(In Stereo) 


**'■> "Bed Hews Bears (2005, Comedy) A former 


FAUtn ** ’ Esther ot Ihe Bride Part 11" (1995 Comedy) Sieve Martin 
rawtu ; Dual pregnancies play havoc with an anxious family man 8 

♦ * j You've Got Atatr (1998, Romance-Comedy) T 

Two bitter business rivals conduct an online love affair 

om Hanks. 

X 

Joel 

Osteen 8 

Feed the 
Children 

TOON© Sjjr[2002)CortT 

♦ Monster Houxe "(20061 Animated Youths 

discover that a home is alive and means them harm. 

Family Guy 

(to Stereo) 

American 
Dad a 

Family Guy 

(In Stereo) 

i! 

Metaloca- 

lypse 

Awesome 

Show 

FNCffi | FmB *** 

The Strategy Room Hannity s America 

Garaldo at Large (in 

Stereo)X 

The Strategy Room 

Red Eye 


SPIKE© 


[time traveler alters the history oI evolution 
CSI Crime Seen# |CSI: Crime Scene 

Investigation " •« - Investigation 
[Movie: *e« "True Uei"1tt» 


dusters c 


CSI: Crime Scene CSI: Crime Scene 
Investigation [In Stereo) Investigation (In Stereo) 
The Fugitive (1993 Suspense) Hamson Ford An 


Enemy kingdoms fan forces against deadly dragons 
CSI: Crime Scene [CSI: Crime Scene 


Investigation Investigation 


».*' j The Fugitive [ 1993. Suspense) Hamson Ford An 


:**» Rush Hour''(1998, Action) Jackie Chan Two 
'detectives jom forces in a kidnapping oas>- 8 

♦ B*g Momma t House 2 ’’ (2006) An FBI agent 

reposes bis disguise, posing as a heavy nanny £ 

Sons ot Anerchy Patch 
Over 

The Shield Genocide 
£ 

That '70s 
Show 8 

uren rr i Ultimate Factories 

M0E0 ® 1 Corvette Corvette 

Incredible Islands 

Dubai' 

World $ Toughest Fixes 

Nuclear Turbine (N) 

World s Toughest Fixes 

Boeing 76T (N) 

Incredible Islands 

"Dubai 

World's Toughest Flxaa 

Nuclear Turbine" 

Toughest 

Fixes 

MSNBC CD Documentary 

MSNBC Documentary 

MSNBC Documentary 

MSNBC Documentary 

MSNBC Documentary 

MSNBC Documentary 

Documen¬ 

tary 

SPEED © SPEED Reporf 

NASCAR Victory Una 

From Kansas City, Kan 

Wind Tunnel With Dave 
Despain (Live) 

Pinks - All Out 

Commerce, Ga 

Wreckad 

Wrecked 

Wreckad 

Wrecked 

101 Cars- 
jDrive 

ouTDRffi ^ h * w ’ [cSIlr 

Hunting ; Game 
Adventure Trails 

Realtree 

Roadtrlps 

Amer- 

Whltetall 

Jackie Buthmen Show 

Elk 

Chronicles 

Huntln, 
World 

Hunting 

Adventure 

Realtree 

Roadtrlps 

Mathews 

TV 

«w, 'Movie S later Act 2 

TVLffi [Baclt "Contd 

Th« Coiby Th«Co*by 
Show k |Sbow B 

The Cosby 
Show u 

The Coaby 
Show n 

The Cosby [The Cosby 
Show « Show 8 

The Cosby 
Show 8 

The Coaby 
Show a 

The Cosby 
Show 8 

The Coaby 
Show 8 

The Cosby 
Show 8 

uic m Amazing Wedding 

" E ® [Cakes « 

Bridezillas Vanessa A 

Doha 

Bridezillas Dona s beach 
wedding is rained out (N) 

Amazing Wedding 

Cekee Ni 8 

Amazing Wedding 

Cakes 8 

Bridezillas Dona s beach 
wedding is rained out 

Wedding 

Cakes 

rnu a . Movie •• Blue Coder Comedy Tour Rides Again (2004) Comes 

uuwor [Cont d [Bid Engvan left r rwotthy and others perform 

Brian Regan The 
Epitome ot Hyperbole X 

South Perk 

You Got ' 

South Put 

Futurama Futurama 

(In Stereo) |(ln Stereo) 

Brian 

Regan 

Tircn Wh »'Not to Wear What Not to Wear Kelly r Wfiat Not to Wear 

"■YkiJ ^ntenor designer 8 ^ismair.hed shirts 8 j'Katherine 8 

Whet Not to Wear 

Fashion-show producer 

Whet Not to Wear Kelty 
Mismatched starts X 

What Not to Meet 

Katherine X 

What Not 
to Wear X 





neetuU | mudent m Lo» T 8 [Monte Cartr, Murders V |Stereo)X |Attar" (to Stereoi X |lt accused ol kllllnfl the mayor ot CNcagn X 

Murder 8 


Zola Lavltt 
Presents a 
The 

Oblongs X 

Strategy 

Room 

Tales- 

Darkside 

CSI Cnme 

Sen 

Hi "KM 
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SUNDAY AFTERNOON SEPTEMBER 28, 2008 


EH 


1:30 

2 PM 

2:30 

3 PM 

3:30 

4 PM 

4:30 

5 PM 

5:30 

6 PM 

6:30 

CBS 

0 l 

0 c 

(12:00) NFL 
Today Host 
James 
Brown 
(Live)X 

iNFL Football Cleveland Browns at Cincinnati Bengals Paul Brown Stadium 
(Live)£ 

(2)NFL 

Postgame 

(Live) X 

(5)To Be 
Announced 

;(2)To Be 
Announced 

(2)Mountain Biking Jeep 

King ol Ihe World Pro 
ChampionsWps Mountain 
Creek. N.J. X 

(2)CBS 
Evening 
News With 
Russ 
Mitchell 8 

(2)News (Ni 

(In Stereo) 

X 

Wild News 

Sun 

WTAEO 

The 

Replace¬ 
ments 8 

NASCAR Countdown 

(Live) 

L -- 

NASCAR Racing Sprint Cup - Camping Work) RV 400 From Kansas Speedway in Kansas City, Kan 
(Live) 

Newt IN) 

NBC 

0 6 

Q 25 

ffi 8 

ffi it 

(6X8X12)Pa- 
id Program 
(ll)Sports 
Stars of 
Tomorrow 
Top young 
talent. 

(6K«X12)Pa- 
id Program 
Jl 1 )Bea1 Ihe 

Contestants 

golt. 

PGA Tour Golf The Tour Championship - Final Round From Atlanta (In Stereo Live) £ 

|6X8H12)Ne- 

ws:N)X 

11 (News 

(N) 

NBC 

Nightly 

News(N) 

(In Stereo) 

X 

MNTQ 22 

FOX © 53 

Movie Camp Stories '1 1997, Cheers (in Cheers (In 

1 Comedy-Drama) Elliott Gould. Cont d | Stereo) £ | Stereo) £ 

Judge Joe 
Brown E 

Judge Joe 
Brown 1 

irolina. Green 
oLive)X 

Desperate Housewives 

| "Ah, but Underneath £ 

'Scrubs (In TMZ (N) (In Stereo) X 

I Stereo) X [ 

Perfectly 

You 

Fox NFL 
Sunday X 

NFL Football Regional Coverage - Anz at N Y Jets. Atlanta at Ca 
|Bay at Tampa Bay, Minn, at Tenn. or S.F. at New Orleans. (In Stere 

NFL Football Washington Redskins at Dallas Cowboys. Texas Stadium. (In 
| Stereo Live) X | 

PBSffi 13 

Neighbor¬ 

hoods 

Excellent 

Adventures 

Rodet 
Shalom 
:e Welk 

1 With Music” 

Black 

Horizons 

MolorWeek 

(In Stereo) 

Foreign 
Exchange 
Marlin Yan 

The Jewish Americans ' 

|Worst ot Times ' (In Stereo 

rhe Best ot Times, the 

[Test Steves 

Kitchen [Europe 

Strange Per 
with Dave A 
Antiques Rc 

Providence, 

insylvanla 

Dave 

Explore PA 

(In Stereo) 

From the 

Top 

PBS© 36 

Animal 

Attractions 

The Lawrenr 
Show Say II 

Mexico: 

Plate 

Chef Paul- 
[Cook 

radshow 

RIX 

Flight 

Center 

Minds 

Behind 

WGN© 

[Movie: ♦* "Mr Saseba//"( 1992, 

I Comedy) Tom Selleck. X Cont'd 

MLB Baseball: Chicago Cubs at Milwaukee Brewers. Miller Park. (In Stereo 

(Live) £ 

Coach (In 

Stereo)X 

(Coach (In 

[Stereo]X 

The Cosby 

Show 8 

The Cosby 
Show X 

LIFE® 

[Movie: 

iCont'd 

i A Daughter 's Conviction " (2006) A young woman 

|musl prove that her mother is innocent of murder. £ 

1 * . "Devi/rn the flesh" (1997) Rose McGowan. A 

|disgruntled teenage girl goes on a killing spree. X 

! Unthinkable" (2007, Suspense) A policewoman j 

1 plays a cat-and-mouse game with a killer. £ i 

HIST© 

[(12:16) Band ot Brothers 

[(In Stereo) X 

Band of Brothers (In Stereo) £ 

Band of Brothers (In Stereo) £ 

(Band of Brothers (In 

[Stereo) X 

Band of Brothers (1 n Stereo) £ 

ESPN2 ffi 

| Dog Show Oklahoma City (N) 

2008 National School 
Scrabble Championship 

WNBA Basketball Confei 
Teams TBA. II necessary. 

ence Final Game 3 - 
Live) X 

[WNBA Basketball Conference Final Game 3-• 
[Teams TBA. If necessary, (Live) X 

ESPN© 

(11:00) NFL 

Countdown 

College Football Final X 

PWBA Bowling 2006 
USBC U.S. Open. X 

Billiards: Int'l Challenge 

of Champions 

Billiards: lot i Challenge 

ot Champions 

Billiards: Int'l Challenge 
of Champions 

Baseball Tonight (Live) 

X 

FSPffi 

Penn St 
Story 

Inside the 1 Softball 

Big East [360 (Nj 

Bad Boy ot 

Fitness (N) 

The Weekly 

Update 

JCollege Football: Prame View AAM at Morehouse 

International Fight 

League Uncasville. Conn. 

USA© 

]»» Along Came Polly" (2004) Ben Stiller A jilted 
[newlywed finds solace with another woman. X 

* » How to Lose a Guy In 10 Days (2003) Kate Hudson A 
| writer bets she can seduce a man and then drive him away. X 

J*. "50 First Dates"(2004) Adam Sandler A man 
•alls for a woman who has short-term memory loss. 1 

CNN© 

Late 

Edition 

Fareed Zakaria GPS 

[CNN: Special 
Investigations Unit 

Your Money 

Newsroom 

Newsroom 

Lou Dobbs This Week 1 

NICK© 

AMC© 

Sponge- 
i Bob 

Movie: 

Confd 

Adventures of Jimmy 
Neutron: Boy Genius 

Back at the 
[Barnyard 

Back at the 
Barnyard 

Zoey 101 (In Stereo) X 

Sponge- 

Bob 

Sponge- 

Bob 

Sponge- Sponge- 
Bob Bob 

Neds 

School j 

Drake A 

Josh X | 

• » The Enforcer" (1976) Clint Eastwood Dirty 
Hairy and partner hunt rocket-armed radicals. 


*• TheC 

"Duty Harry 


**' 2 ‘Sudden Impact (1983) Clint Eastwood Dirty 
Harry meets an artist with her own code of justice. 

lead Pool" 11988) Clint Eastwood j 

faces oft against a psychotic film butt. 1 

TDCffi 

MythBus¬ 
ters X 

MythBusters Deadly 

[Straw" X 

MythBusters Trail 

Blazers £ 

MythBusters Superhero 

|Hour" X 

MythBusters 

[Confederate weapon. X 

Destroyed 

in Seconds 

Destroyed 
in Seconds 

Destroyed 
in Seconds 

Destroyed 
in Seconds 

DISN© 

Movie:.* "Spy Kids 

[ 3: Game Over " Cont d | 

Hannah 

Montana 8 

Hannah 

Montana £ , 

Hannah 

Montana 8; 

[Hannah 

Montana 8 

Hannah 

.Montana X 

Hannah 
Montana 8 

Hannah 
Montana X 

Hannah 
Montana - 

Hannah 
Montana X 

Hannah 
Montana ,8 

Hannah 
Montana X 

AAEffi 

Movie: "The X-File s" (1998) FBI agents Mulder and 

[Scully probe the existence of aliens. X Confd 

*** "Batman" (1989, Action) Jack Nicholson, Michael Keaton 

The Caped Crusader vows to nd Gotham City of the Joker £ 

CSI: Miami Recoil" (to 
Stereo)X 

CSI: Miami "Grand Pnx" 

(In Stereo) X 

TBSffi 

TBS MLB 

On Deck 

MLB Baseball Tearns to Be Announced. (Live) X 

* * ’ i ' Cheaper by the Dozen " (2003) A man must 

| handle the chaos surrounding his 12 children. X 

.* "RV” (2006. Comedy) 
Robin Williams. X 

FAkiffi 

Movie: ... "The Rookie” 12002 

| Drama) Dennis Ouaid X Confd 

1 Robin Hood Prince of Thieves" 1 1<W1 Advanturel Kevin Cndner 

Morgan Freeman. The legehdary outlaw rallies villagers against tyranny £ 

♦ ♦♦ “finr An vrrnnan* phycVnanl 

is detained in a South Carolina town. 1 

TOON© 

George ol 

[the Jungle 

George ol 

the Jungle j 

George ot 

the Jungle 

George of 

the Jungle 

George of 

the Jungle 

Johnny 

TestX 

Johnny 

Test X 

Johnny 

TestX 1 

Johnny 

Test X 

Johnny 

Test X 

... "Spider-Man" (2002, Action) 

Tobey Maguire, Willem Dafoe. 

FNCffi 

|(12:0G| America s Election HQ 

Bulls and 
Bears X 

Cavuto on 
Business 

Forbes X 

Castlin' to 

X 

America s Election HO 

Fox News Sunday With 
Chris Wallace (In Stereo) 1 

SCIFIffi 

Legend ot 

Earthsea X 

*♦ : Dragonheart'9%) Dennis Ouaid Adragon 

and his former loe unite to vanquish an evil king. 

* * * Merlin "(1998. Adventure) Sam Neill. Miranda Richardson, James Earl Jones. A medieval sorcerer 1 

battles evil and seeks love. ( 

SPIKE© 

Xtreme 4x4 

(In Stereo) 

Disorderly Conduct. 

Video on Patrol £ 

CSI: Crime Scene 

Investigation (In Stereo) | 

CSI: Crime Scene 

Investigation (to Stereo) 

CSI: Crime Scene 

Investigation (In Stereo) 1 

CSI: Crime Scene 
Investigation Snakes ' 

CSI: Crime Scene | 

Investigation (In Stereo) 1 

TNT ffi 

Movie: ... "Kill Bill: Vol. 2"[2 004, Action) Uma Thurman. An i 

assassin confronts her former boss and his gang. X Confd 

*. Doom "(2005, Science Fiction) The Rock, 

Soldiers battle mutants at a research facility on Mars 

*** True Lies" ( 1994) Arnold Schwarzenegger. A 
man lives the double life of a spy and a family man. 

FX© 

II...!-. 

Movie 

Confd 

* Stealing Harvard" (2002) Jason Lee A man 

turns to cnme to raise tuition money tor his niece. X | 

*'; "Date Movie"(2006). Fred Willard A hopeless 

romantic faces many obstacles in her courtship. X 

*' "The Benchwarmers" 12006) A millionaire helps 
three nerdy pals form a baseball team. X 

NGEOffi 

(12:00) 

DogTown 

Titanic The Final Secret 

Ghost Ships of the 

Black Sea 

Search tor Noah's Ark 

Flight of the Jet Man 

Neanderthal Code Scienlisls use DNA lo discover 
more about humans closest relatives. 

MSNBC© 

To Be 
Announced 

MSNBC Documentary 

MSNBC Documentary 

MSNBC Documentary 

MSNBC Documentary 

MSNBC Documentary 

Meet Ihe Press X 

SPEED© 

NASCAR 

RaceDay 

Wrecked 

My Classic 
Car 

Two Guys 
Garage :(N) 

TruckU 

MotoGP Racing 25Gcc 

Japan Japan. 

MotoGP Raci 

Championshi 

ing: World 
) - Japan. 

AMA Racing Supersport 
- Laguna Seca. 

AMA Racing: Superbike 
- Laguna Seca. (Live) 

0UTDR ffi 

King ot 
Bucks 

The Next 
Generation 

Outdoor 

America 

Whitetail 

Freaks 

OOMA 

Quality 

Adventures 

Abroad 

Higher 

Ground 

Petersen s 

Hunting 

Macmillan 
River Adv. 

Hunters 

Journal 

Tracks- 

Alrica 

Whitetalls 1 

3owhunter 1 

TVLffi 

Hogan s 
Heroes 

Hogan s 
Heroes 

Hogan s 
Heroes 

Sanford 
and Son X 

Sanford 
and Son X 

Sanford 
and Son X 

Sanford 

and Son X 

See No Evil. Hear No Evil"i 1989) A deaf man and | 

his Wind employee become involved in murder. 

*♦ Sister Act 2: Back 

In the Habit" ( 1993) 

WE ffi 

Wedding 

Cakes 

Bridezillas Cehnda A 
Megan" 

Bridezillas "Megan A 
Carlos' 

Bridezillas Carlos A 

Jennifer' 

Bridezillas Jennifers 
Vanessa" 

Amazing Wedding 

Cakes X 

Amazing Wedding 

Cakes X 

COM© 

Scrubs 'In 

Stereo)X 

Scrubs Mv | 

Office" I | 

»* Police Academy "(1984. Comedy) A police 

academy opens its doors to some motley misfits. X 

**' i "Turner A Hooch" (1989) A fastidious 

policeman is teamed with a slobbering canine. 

t’; "Larryth 
Inspector" 2 

* Cable Guy: Health 

006) Larry the Cable Guy. 

TLCffi 

Trading 

Spaces 

Dateline: Real Life 

Mysteries Senal killer X [ 

Dateline: Real Life 

Mysteries X 

Dateline: Real Life 
Mysteries X 

Dateline: Real Life 
Mysteries X 

Dateline: Real Life 
Mysteries X 

Dateline: Real Lite 
Mysteries tragedy X 

HALL© 

Movie 

Confd 

Perry Mason The Case ot Ihe Reckless Romeo \ 

(1992, Mystery) Raymond Burr Barbara Hale X 

**Vi Matlock: The Mayor" (1988) An aging hippie 
is accused ot killing the mayor ot Chicago. X 

Murder 101: College Can Be Murder” (2007. j 

Mystery) Dick Van Dyke. Barry Van Dyke X 1 


SEPTEMBER 29, 2008 | 


MONDAY EVENING 



7 PM 

7:30 

8 PM 

8:30 

9 PM 

9:30 

10 PM 

10:30 

11PM 

11:30 

12 AM 

12:30 

1 AM | 

CBS 

0 2 

0 c 

(2)E verting 
News 

(SlEntertain 

The Insider 

(N) (In 
Stereo) X 

The Big 
Bang 

Theory 

Rebound 

relationship. 

How 1 Met 
Your 

Mother (N) 

(to Stereo) 

X 

Two and a 
Half Men 

Alan lends 
Charlie 
money X 

Worst 

Week The 

Bird" Sam's 
plan 

backfires X 

CSI: Miami “Won't Get 
Fueled Again" A sadistic 
crime nng takes 
advantage of high gas 
pnees (N) (In Stereo) X 

(2)News (N) 

(In Stereo) 

X 

|5)News (N) 

X 

Late Show With David 
Letterman Julia Louis- 
Dreytus; Michael Cera. 

(N) (In Stereo) X 

The Late Late Show 

With Craig Ferguson 

Melina Kanakaredes: 

Gina Carano; Amy 
Macdonald, (to Stereo) X 

WTAEO 

Black A Gold Primetime 

NFL Football Baltimore Ravens at Pittsburgh Steelers From 

Heinz Field in Pittsburgh. (Live) 

Ch.4 

Action 

News at 11 

Nightline 

(N)X 

Jimmy Kimmel Live (to 

Stereo)X 

Oprah ! 

Winfrey X 

NBC 

O 6 

0.5 

(D 6 
ffi '2 

(6)Entertai- 
nment 
Tonight X 
ISlWheel ot 
Fortune (8 
(11H12)Jeo- 
pardy! X 

(6)Be a 

Millionaire 

(8)Jeopardy 

(11)(12)Wh- 

eel-Fortune 

Chuck Chuck Versus the 
First Date (Season 
Premiere) Chuck must 
stop a menacing 
operative. (N) (In Stereo) 

X 

Heroes One ot Us, One 
ot Them'" (N) (In Stereo) 

X 

Lite Find Your Happy 
Place" (Season Premiere) 
Detectives race to find a 
senal killer. (N) (In Stereo) 
X 

(6K8K12)Ne- 

WSlNl.B 

(11 (News 

(N) 

The Tonight Show With 
Jay Leno Russell Crowe: 
Robert Wagner; Lang 

Lang (N) (to Stereo) X 

Late Night With Conan 

O'Brien Bill Maher; 

Simon Pegg; the Watson 
Twins, (N) (In Stereo) X 

MNTQ 22 

The 

Simpsons 

Family Guy 

(In Stereo) 

Celebrity Expose 

Michael Jackson, X 

Celebrity Expose 

Madonna. X 

TMZ (N) (In | 

Stereo)X 

Frasier (In 

Stereo) X 

Law A Order. Criminal 
Intent'Seizure X 

Paid 

Program 

Paid 

Program 

The Bernie 

Mac Show 

FOX © 53 

Two and a 
Half Men 8 

Seinfeld 'n 

Stereo) X 

Terminator: The Sarah 
Connor Chronicles X 

Prison Break Blow Out 
(N) (In Stereo) X 

Channel 11 News on 

FOX 53 at 10 (N) 

Seinfeld 

"The Truth" 

Scrubs(to 

Stereo)X 

Scrubs (In 

Stereo) X 

Paid 

Program 

Paid 

Program 

PBSffi 13 

Business 

Rpt. 

OnQ 

Magazine 

Antiques Roadshow 

1 Mobile, Al X 

American Experience Reagan An Amencan Crusade Ronald 
Reagan s nse to president (In Stereo) (Part 2 ot 2) X 

Charlie Rose (N) (to 

] Stereo) X 

OnQ 

Magazine 

Nature X 

PBS© 36 

Business 

Rpt. 

Direct 

Connection 

Antiques Roadshow 

Mobile. AL" X 

American Experience Reagan An Amencan Crusade Ronald 
Reagan's rise to president (to Stereo) (Part 2 of 2) X 

Direct 

Connection 

BBC World 

News 8 

The Desert 

Speaks X 

Dragon- 

flyTVX 

WGN® 

7th Heaven ruth or 
Dare" (to Stereo) X 

America s Funniest 

Home Videos X _[ 

America s Funniest 
Home Videos X 

WGN News at Nine (N) 

(In Stereo) X 

Scrubs (In 

Stereo)X 

Scrubs M 

T.C.W X 

Corner Gas 

(In Stereo) 

Becker 

"The Job" 

Home 

Videos 

LIFE® 

Still 

Standing u 

Still 

Standing 8 

Army Wives Loyalties 

X 

Amber s Story '(2006. Drama) The kidnapping of 
two girts leads lo the Amber Alert system X 

Will A 

Grace X 

Will A 

Grace X 

Frasier 

Deathtrap" 

Frasier (In 

Stereo) X 

The Golden 

Girls X 

HIST© 

Modern Marvels Silver 

Mines' £ 

Modern Marvels Soft 
Dnnks'(N)X 

Ancient Ink History of tattooing; ink-decorated 
woman. X 

Modern Marvels High 

Tech Sex"X 

Modem Marvels Soft 

Dnnks" X 

Ancient Ink 

X 

ESPN2© 

< 

Boxing: 2004 Candelo 
vs Sanchez 

Billiards: Int'l Challenge 
ot Champions 

Billiards: Int'l Challenge 
of Champions 

Billiards: Int i Challenge 
ot Champions 

E:60 

'NASCAR Now 8 

NFL Films 

Presents 8 


ESPN© 


FSPffi 
USA© 
CNN© 
NICK© 
AMC© 
TDCffi 
DISN© 
AAEffi 
TBS© 
FAMffi 
TOON© 
FNCffi 
SCIFIffi 
SPIKE© 
TNT© 
FX© 
NGE0© 
MSNBC© 
SPEED© 
OUTDRffi 
TVLffi 
WE© 
COM© 
TIC© 
HALL (i) 


Savranon College Football Spent League 
SportsBeat: 

Law i Order: Special 
Victims Unit Blast a 
Lou Dobbs Tonight (it 


>ey101 (ICarty In 
(In Stereo) |Stereo) X 

Movie Quigley Down 


How It 's I How lt's| 

Made x MadeX 

•Zacki j Hannah 

Cody (Montana X 

[CSI: Miami Golden 
| Parachute" (In Stereo) X 


House Hunting (In 
Stereo) X 

CNN Election Center 


Cornell at Mansfield ] SportsBeat The FSN 

_J_L*te Night .Final Score 

WWE Monday Night Raw l in Stereo Live) X 


Sponge- ISponge- 
Bob_[Bob 


Larry King Live X 


Home 

Improve 


Home 

Improve. 


Monday Night Countdown (Live) X r NFL Football Baltimore Ravens at Pittsburgh Steelers Heinz Field (Live) ISportfCenttf (Live) X 


Primetime 


Best Damn Sports Show 
Period (Live) X 


House The Mistake" (In 
Stereo) X _ 


Anderson Cooper 360 X 


George 

LopezX 


George 

LopezX 


Family 
Matters X 


*»': The Alamo" (2004, War) Dennis Ouaid, Billy Bob Thornton. Jason Patnc 


Under ■ ir a Cont d Outnumbered Texans tight to secede from Mexico 8 


Machines of Malice 

[ Ancient Machines 

The Cheetah Girls: One World' 

(20081 Adnenne BaHon jin Stereo) Xj 
[intervention Brooke X 


Scandals of the Ancient 
World (N) 


Seinfeld 8 

That 70s 
Show a; 
Robotboy 


Selnleld 8 family Guy [Family Guy 

( In Stereo) | (In Stereo) 


Wizards- 

Place 


Scandals of the Ancient 
World 

Life With 
Derek X 


Wizards- 

Place 


Intervention Edwin and Paranormal 
Bettina X State ( N)X 

Family Guy !My Name Is 


Family Guy 

(In Stereo) 


(In St ereo) 

.Gena 


Earl x 


Skunk Fu! 

_ |(ln Ste reo) 

The Fok Report With 
Shepard Smith 8 

Loat Soktary (In Stereo) 

■ 

CSI: Crime Scene 
Investigation i in Stereo) 
Law A Order 

Stereo) X 

Movie: Big Momma s 
House 2" I2006i Contd 
Dog Whisperer Surgery 
to remove a leash 
Hardball a 


Hope Floats"[\9% Romance) Sandra Bullock. 

Rowlands A newly divorced woman finds love in her hometown ,X 


Pinks 


Pass Time 


ij-i- 

Aura 360 Ventures 


George of [Ben 10: 
the Jungle [Alien Force 
the O Reilly Factor b 


Johnny 
Test X 


Johnny 
Test x 


Family 
Matters X 


The FSN 'Best Damn* 
Final Score (Period (Live 

>ports Show 

X 

Law A Order: Criminal 

Intent The Good Child" 

Monk a 

Larry King Live 

Anderson 
Cooper 360 

Home Home 

Improve. Improve. 

George 
Lopez 8 


.**'; The Magnmcemh 

man in bla ck recruits hired j 

How It's 
Made 8 
Zack i 
Cody 


jns to defend Mexican villagers X 


(How Its 
Made X 

'Hannah 

Montana 


(Machines ot Malice 

Ancient Ma chines_ 

[That's So [Cory In the 
[Raven [House!_ 


Paranormal Paranormal Paranormal (Intervention Brooke 
State X State X State X 


My Name Is Seinfeld i In Set and 
Earl it JSlereqj 8 the City Xj 
America s Funniest The 700 Club X 
Home Videos (In Stereo ) 

Chowder T Ben 10 


Ancient 

World 
Replace¬ 
ments 
[interven¬ 
tion X 


Set and 
the CltyJE^ 


**>■1 "Kingpin" (1996) 
Woody Harrelson X 


Hannity A Colmes x 

Lost (In Stereo) X 


On the Record With 
Greta Van Sustaren « 


Family Guy [Family Guy 

(In Stereo) | (in Stereo) 

The O Reilly Facto' 


Samurai Girl (Part t of 6) 
U M 

Robot [Venture 

Chicken_[Bros. 

Hannity A Colmes 


Lost Raised by Another 
(In Stereo) X 
CSI: NY Commuted 
Sente nces' (In Stereo) X 

Law A Order Betrayal 

(to St ereo) X _ . _ 

<<> Spider-Man 2" (2004, Action) Tobey Maguire. Kirsten Ounst James Franco Peter 


... "First Blood"{1982) Sylvester Stallone. A 
Viet nam ve t is hounded by a brutal small-town sheriff 

The Closer ■ Raising the Bar 


Lost Whatever the Case Gurren [Gurran 

May Be (in Stereo) X Lagann (N) [Lagann (N) 
CSI 1 NY Dancing With 
the Fishes' (In Ste reo) X 


Bump X 


land Locks (N) X 


Bonea Brennan and 
Booth travel to London. X 


MO Gelat" (1986, 
Adventure] Premiere 
CSI: NY Commuted 
Sentences ' (In Stereo) X 


Without a Trace Res 

ipsa (In Stereo) X 


Paid 
Prog ram 
Home 
Movies 8 
On the 
Record 


Rlpley- 
Belleve 
Star Trak: 
Voyagar X 
Raising the 
Bar X 


Parker lights a man who has mechanical tentacles 


CIA Secret Experiments 

Countdown With Keith 
Olbermann 


This Week In NASCAR 


Fisher s 
A TV World 
The Coaby 
Show * 


Andy (Andy 

G jjoaL /s.imiiu 

riTTitn urmttn 

Amazing Wedding 

Cakes X__ [Cakat 

Scruba (In Scrube (to |Dally Show 

Stereo] X Stereo] X 

Little LHtte 


Dirt Tra« 
TV 

The Cosby 
Show 8 


no \ 


The Colbert 
Report 8 


Locked Up Abroad 
“Lima" (N) _ 

The Rachel Maddow 
Show 


Big Shots Titans at the 
Tee 

Ofl-Road [World ot 
Adventures [Trucks 
Exlreme Makeover 
Home Edition 

BrtdoztNaa "Vanessa A 
Dona" 


Futurama 

(to Stereo) 

Jon A Kate 
Plus 81 I 


South Park 

Damia n 

Jon A Half 


Final Report Heaven s 
Gat e (N) 

Countdown With Keith 
Olbermann 


Barrett-Jackson 2008 
The Auctions 
Muzzy s Jim Zumbo 
Bow. [O utdoors 
Eitrame Makeover 
Home Edition (In Stereo) 
Bridezlllai Dona s beach 
wedding is rained out 
Futurama Futurama 
(in Stereo) (in Stereo) 
Jon A Kate Jon A Kate 
Plus 8 X Plus 8 X 


[e'5 "Halloween Resurrection i?002l Collegians 

[spend the nuhl in Michael Myers childhood home 


CIA Secret Experiment' 

The Rachel Maddow 
Show 


Pinks 


Locked Up Abroad 

"Lima" 

Hardball X 

tfku Uiuk Ik 


[Pass Time This Week In NASCAR 


Adventures [Fisher s Aura 360 Ventures 
Abroad ATV World 


Little Little Kids by the Dozen 

[People People [Parent soil3childre n X 

( Medieval Crimes ! I 'Legenda” (In Stereo'I jbtackmaikng private mvastigato (in Stereo) I | TnaN A TrtxKationt X (Sleracil. 


Extreme Makeover 
Home Edition (In Stereo) 
Amazing Wedding 

CakesX _ 

Dally Show The £olbart 
[Report X 
KM* by the Dozen 
Parents ol 13 children I 

•i .4.. Ai,. UI..I. 


Extreme Makeover 
Home Edition (to Stereo) 
Amazing Wedding 

Cakes X_ 

Axil ot Evil Comedy 
To ur Comica 
Jon A Kata 
Plus 8 


Jon A Kata 
Ptua 8 X 




Final 
Report 
White 
House 
Big Shots 

Dirt Trax 
TV 

The Cosby 
Show 8 
Bridezillas 


Dally Show 


Jon A Kata 
Plus 8 X 

T....- 
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7PM 

7:30 


C'Eve:, ng 

The Insider 

NCIS Agent Afloat” 

The Mentalist Red Hair 

News 

|(N) (In 

[DiNozzo investigates a 

; and Silver Tape The 

(SlEntertair 

i Stereo) X 

'Navy lieutenants 

'team investigates the 



[apparent suicide (N) (In 

[murder of a young 



[Stereo) X 

[waitress (In Stereo) X ! 

'inside 

[Entertain¬ 

Opportunity Knocks 

’Dancing WHh the Stars ! 

Edition 3 

ment 

] Laut Family (N) (In 

(In Stereo Live) K 


Tonight! 

ISt*reo)X 


(6lEntertai- 

(6)Be a 

The Biggest Loser: Families The contestants go on 

nment 

Millionaire 

'a tnp to the Grand Canyon (N) (In Stereo) X 

Tonight 8 

tl)Jeopardy 



5 Whet ol 

I (1 f K12)Wh- 



Fortune X 

eel-Fortune 



(11)(12K#o- 



pardy! < 




'The 

Family Guy 

Street Street 

Jill (N) (In Jill Fori 

Simpson* 

(In Stereo) 

Patrol n [Patrol " 

'Stereo) I |Meyers, Fla. 

T wo and a 

Seinfeld In 

House Adverse Event 

fringe Deadly explosion 

Hall Met 3 Stereo) X 

iN) (In Stereo) X_ _ 

tat a construction site. X 


Business 

Hpt 

Business 
Rpt. 


OnQ 

Magazine 


Outdoors 

Maryland 


7th Heaven Hush to Nash Bridges Genesis Nash Bridges High 

j Judgment"(InStereo)I |(mStereo)& _ Impact"(InStereo)!] 


Still Still Rebar Reba - Wife Swap Ghani 
Standing tt Standing 3. .Slereo « Stereo) X .Stallone (In Stereo)! 

11 r ■ * « - -— ' ** - J ** — ** I 


TUESDAY EVENING 


CBS 

o 

o 

WTAEO 

NBC 

O 

0.5 

ffi ■ 

© '7 

if 72 

FOX © 53 
PBS© 13 
“BS© 36 
WGN© 
LIFE® 
HIST® 
ESPN2® 
ESPN© 
FSP® 
USA® 
CNN© 
NICK© 
AMC© 
TOC© 
OISN© 
AiE© 
TBS© 
FAM© 
TOON© 
FNC© 
SCIFI® 
SPIKE© 


SEPTEMBER 30, 2008 


10 PM 

10:30 11PM 

11:30 

12 AM | 12:30 | 1AM 


Without a Trace 22 X j(2)News (N) I Late Show With David 

42" An up-and-coming (In Stereo) Letterman Kate Walsh 
1 Josette Sheeran; the 

(5)New> (N) Virgins (N) (In Stereo) X 

X ■■ 


executive is abducted 
alter a rooltop party (N) 

In Stereo) X 

Halt Their Size; The 
People Magazine Weight 
Loss Challe nge (N) X 
Law A Order Special 
Victims Unit 
Confession' A teenager 
admits his pedophilic 
urge. (N) (In Stereo) X 


Ch.4 

Action 

News a t 11 

jlWXUjN* 

ws(N)X 

(11 (News 

(N) 


Frasier (In 

Stereo)X 


Nova Early efforts to g 
'America into space '. 


'Nova Early efforts to get 
America in to space X 


. Stereo) X 


PO.V Critical Condition |N) (In 
Stereo)X 


TMZ (N) (In 
Stereo)X 

Channel 11 News or 

FOX 53 at t O IN) _ 

Rx tor 
| Change X 

F 


Ancient Discoveries 

Nemi Ships'' X 


iRxtor 

[Change X 


WGN News at Nine (N) 

(In Sleteo) X _ 

How to Look Good 

Naked Bathing suit. X 


Sandhogs I 


Modern Marvels Miners Modern Marvels 

[ dig tor rough diamonds. "Dangerou s Roads ' X_ 

NFL Live Football College Football Rior 's Atlantic at Middle Tennessee Stale (Live) I 
[i LiveJ_X |Uw ____ 

E60 \ 2008 World Series ct 2008 World Series ot Baseball Tonight L ve 

Poker Las Vegas _ Pokor Las Vegas X __ 

Savran on High School Football: Plum at Franklin Regional. (Spotlight [The FSN 

SportsBeat | [Final Score 


Law A Order; Special 
Victims Unit Raw" X 


Law A Order Special House Deception (In 
Victims Unit Rippeo' X j Stereo) X 


House Failure to 
Communicate" (In Stereo) 


Nightlme 

(N) X 


J 


The Late Late Show 
With Craig Ferguson 

Tim Daly. Anna Fnel, 
Alice Cooper (N) (In 
Stereo) X 

Jimmy Klmmel Uve(N) 1 Oprah 

(In Stereo) X Winfrey X 


The Tonight Show With 
Jay Leno Ellen 
DeGerteres; Jerry 
OConnell (N) (In Stereo) 
X 


Law A Order; Criminal 
Intent Yesterday " I 
Seinfeld r ~~ 

The Dog" 


Scrubs (in 

Stereo) X 


Charlie Rose (N) (In 

Stereo) X 


Travels to 

the Edge 


Scrubs My 

Kingdom" 


Will A 

Grace X 


Rudy 


Scrubs (In 

Stereo) X 


Will A 

Grace X 


Corner Gas 

(In Stereo) 


Alaska s Bermuda 

Triangle X 


Madden 

Nation 


Nation 


SportsCentar (Live) X 


Best Damn Top 50 

Special Great plays 


Law A Order: Special 

Victims Unit Venom' X 


Lou Dc tbs Tonight X CNN Election Center Larry King Live X Anderson Cooper 3601 


Drake A 
JoshX 


Sponge- 

Bob 


Home 

Improve. 


Zoev101 

(In Ste; -ol_ 

Movie; **': "The 
Alamo (2004) X Cont'd 
How It's How It's 
Made MadeX 

ZackA Hannah > "Eddie s Milhon Dollar Cook- 
Cody Montan a X (O ff"(2003 Com e dy] Ta ylor Ball. X 

1 48 Smoke: 


[Home 

Improve 


Sponge- 
Bob 

** "Road House"(1989, Action) Patrick Swayze, Kelly Lynch, i 
legendary bo uncer agrees to tame a notorious gin mill. X 


George 
[Lopez « 


George 
Lopez X 


Family 

Matters X 


Family 

Matters X 


Paid 
Program^ 


Scrubs 'My 

Blind Date 


OnQ 


BBC World 

News 3 


Frasier In 

Stereo) X 


Late Night With Conan 
O'Brien Julia Louis- 
Dreytus. Michael Cera. 
(N) (In Stereo) X 


Paid 

Program 


Paid 
Program 


Tavis 
Smiley X 


The Desert 
Speaks X 


(In 

Stereo)X 


(In 

Stereo) X 


Modern Marvels 

Dangerou s Roads X 

NASCAR" 


Now I 


Tonight X 


The FSN 

Final Score 


The Bernie 
Mac Show 
Paid 

Program 


Antiques 

Roadshow 


To Be 
Announced 


Home 

Videos 


The Golden 
Girls X 


Discover¬ 

ies 


2008 World Series of 

Poker Las Vegas. 


NFL Live 


Sports- 
Center X 


Best Damn Top 50 

Spsciil Great plays 


Law A Order: Criminal 

Intent Eosphoros" X 


Larry King Uve 


Home 


Dirty Jobs Texas snake 
farm. X 


Dirty Jobs Mineral mine [Dirty Jobs New York 

t nce plantation. X _ tannery . X 


♦ * B/eck Oog"(t998, Action) Patrick Swayze, 

Meat Loaf. A trucker drives a suspicious shipment. X 


Wlzards- 

Place 


Wizards- 
Place 


Life With 
Derek 


The First 48 X [The Cleaner Back to 

__ One"(N)X 


[The First 48 Fit of Rage, 

[Touch o Evtl' X Mean Streets 'X __ _ 

Seinf- ' r Seinfeld (In Family Guy Family Guy Family Guy Family Guy The Office The Office 

Ste-eo Stereo) X "PT V X_[(In Stereo (In Stereo) |(In Stere o) 1 Basketball | "Hot Girt" X 

Th»t'7fs That 70s ^Lincoln Heiohts he Greek See Vou Nevt America s Funniest 
Show Sho wX |New Wild Ones (N)j [ Time, Sisters’ 1 (In Stereo) [Home Video s iln Stereo) 


Robotboy 


Skunk Fu! 

[(In Stereo) 


The Fox Report With 

Shepar I Smith X 
Startr'k The Next 


George ot Ben 10: Johnny 

the Jungle Alie n Forc e TesIX 


Johnny 

Test! 


Chowder 


The O'Reilly Factor X Hannity A Colmes X 


Ben 10 

Petted day 


c 


On the Record With 
Grets Van Susteren - 


Star Trek: The Next ECW (Live) 

Gene- - on Stereo « Generelion (in Stereo, X_ 

CSI Cr me Scene CSI NY Buzztd N CSI: NY "YoungBtood" 
Inveeticatlon (In Stereo] Stereo) X _ (In Stereo) X 


TNT © 


Law A Order Jeopardy 
(In Stereo) X ■HI 


Law A Order Loco 
Parentis" (In Stereo) X 


Law A Order The Dead 

[Wives' Club” (in Stereol 


FX© 

I NGEOCD 
MSNBC O 

(SPEED© 

OUTDR® 

TVL© 

WE© 

COM© 

TLC© 

HALL© 


Movie: **« ‘Spider- 1**54 "The Transporter 2" (2005) Jason Statham A 

Man 2" (20C 4) Cont’d {former s okfier tries io sa ve a kidnapped boy. _ 

■ - 6.. Iding B 3reit r , . ’he Rea: 0-aqor 

-ore- on problems. [ Great W ar ol Chin a Emperor 

ardt x Countdown Y' ; th Ke : 'h 


Scare 
Tactics X 


Scan 

Tactics I 


CSI: NY Manhattan 
Manhunt 1 (In Stereo) X 


Law A Order (In Stereo) 
X 


The Shield Game Face 
(N)X 


Explorer Archaeologists 
unearth mummies. 


Olbermann 


The Rachel Maddow 

Show 

Uvin the [SuperCars 
Low Lite Ext 


Countdown With Keith 
Olbermann 


Pinks Pass Time Unique Whips Rente s 
_i_[caree r deciding choice 

JlmZumbo Spirit of the Dream Truth- 
Outdoors World ^Season _ Hunting 
Andy [Andy ^The Cosby [The Cosby Extreme Makeover: 
Griffith iGrtfmh [ShowX |ShowX Horn*Edition (in Stereo) 



Into the Unknown With 

Josh Bernstein (N) 


Dirty Jobs Texas snake 

farm. X 


ZackA 

Cody 


Montana 


That s So 
Raven 


The Cleaner House ot 

Pain” X 


Sex and 

the CHy X 


The 700 Club X 


Sex and 

theCItyX 


Family Guy 

(In Stereo) 


Family Guy 

(In Stereo) 


The 0 Reilly Factor 


Home 


Psych X 


Anderson 
Cooper 360 


George 
Lopez X 


Mad Men Six Month 
Leave”X 


Cory In the 
House X 


The First 48 Fit of Rage The First 

Mean Streets'X 48 « 

"Son of the Meek"(2005 

Comedy) Jamie Kennedy X 


Dirty Jobs 

X 


Replace¬ 

ments 


Lincoln Helohts The 

New Wild Ones” X 


D-Knl 

nODOl 

Chicken 


Venture 

Broe. 


Hannity A Colmes 


Mammoth" (2006) Tom Skemtf Authorities oaWe a 
woolly mammoth in small-town Louisiana 


CSI: NY Someone kills 
the host ot a poker game. 


Raising the Bar Bagels 

and Locks” X 


CSI: NY "Buzzkiir (In 
Stereo) X 


Sons ot Anarchy 


Without a Trace Honor 
Bound" (In Stereo) X 


The Shield X 


Building the Great Wall 

Great Wall ot China 


Women Behind Bars a Secret Lives ot Women 


Secret Lives ot Women 

X 


Best 

Extreme Makeover 
HomeEdltion (In Stereo) 


Super 
Bikes! I 
Browning- Eastmans 


The Rachel Maddow 
Show 
Pinks 


Scrubs My [Scrubs iln 
Hard Labor [Stereo) X 

Amazing Medical 
St ories 1 

Walker, Texas Ranger 

Jnsafe Speed” X 


Secret Lives ot Women 

Open Relabonsh<)S 


Daily Show "The Colbert’Futurama South Park Ron White: You Can't 

[ Repo rt X (In Stereo) [x _ Fix Stupid X 


My Shocking Story The Mystery Diagnoeie Baby 


Man With No Face X 


turns blue. X 


Walker Texas Ra^ge' 

Dfc. 1 a 3ound I 


Dr. G: Medical Examiner 

Body trapped in a vehicle 


** Mattock The Hunting Party" (1989) Atlanta 
aw/ei helps Named man on Roanoke island, N C X 


Hunting TV 


Pass Time 


Mossy Oak 
Classics 


Extreme Makeover 
Home Edition (In Stereo) 


Secret Lives of Women 

Four female sex addicts 


Daily Show 


The Colbert 
Report 3 


My Shocking Story The 

Man With No Face” X ■ 


Murder. She Wrote See 

You in Court, Baby .8 


The Real Dragon 
Emperor 


Hardball tt 


Unique 

career 


Truth- 

Huntmg 


Rentes 

choice. 


Hunters 

Journal 


Extrema 
Home Edition (In Stereo) 


Secret Lives ol Women 

X 


Ron White: You Can t 
Fix Stupid X 


Mystery Diagnosis Baby 
turns blue. X 


Murder. She Wrote 
Hannigan s Wake X 


Movies C 


On the 
Record 


SUr Trak: 
Voyager I 


Without a 
TracaS 

Thai 70s 
Show X 


Explorer 


White 

House 


Uvin the 
Low Lite 


Wildlife 

Obtettlon 


The Cotby 
Shows 


Secret 

Lives 


Daily Show 


Med 

Examiner 


Texet 

Ranger 


WEDNESDAY EVENING 


CBS 

e 2 

e 5) 

WTAEO 

NBC 

03) 

O ® 
CD » 

©12 

MNT Q 22 
FOX© 53 


8 PM 8:30 


PBS ® 13 I Rpt. 
PBS© 34 


WGN© 

LIFE© 


(2)Ev#nlng 

News IM Iln 
(5)Enterteln Stereo) X 


The Insider [The New Gary 

Adventures Unmarried 


Inside Entertain- 

Edition X men! 

Tonight X 
(6)Entertai- '(6lBe a 
nment Millionaire 

Tonight 
[8)Wheel of 
Fortune X 


of Old 
Christine 

(In Stereo) 


(11X12)Jeo- 
pardy!X 

The 


[New ground 
irules (N) (In 

[Ster eo) X 

Pushing Daisies 

Bzzzzzzzzz 1 " (Season 
Premiere) (In Stereo) X 
Knight Rider Journey to 
(he End ot the Knight" 
(8)Jeoperdy Mike tries to bnng down a 


(11X12)Wh- 

eel-Fortune 


drag racing gang (N) (In 
Stereo) X 


Criminal Minds The 

Angel Maker The team 
seeks a link between a 
dead killer and a new 
spate of cnmes. |N) X 
Private Practice A 
Family Thing” (Season 
Premiere) (In Stereo) X 


America s Got Talent 

(Season Finale) The final 
live contestants compete 
(In Stereo Live) X 


CSI: NY Page Turner” 
Deaths from radiation 
poisoning may be related 
to a library book. (N) (In 
Stereo)X 

Dirty Sexy Money The 

Birthday Present" (N) X 


(2)News (N) 

(In Stereo) 

a 


Late Show With David 

Letterman Tim Robbins: 
Sarah Chalke |N) (In 
(5)News (N) I Stereo) X 

t '"- * Nightline 

(N) X 


^^TOBER^^008| 


12 AM 


The Late Late Show 
With Craig Ferguson 

Jennifer Love Hewitt. Jim 
Parsons (N) (In Stereo) 
X 


Lipstick Jungle Chapter 
Nine Help 1 Nco tries to 
adjust to life as a widow. 
(N) (In Stereo) X 


Simpsons PTV' X 
Seinfeld (In 
Stereo)X 


Two and a 
Hall Men X 
Business 


Family Guy Twilight [Twilight 


OnQ 

[ Magazine 
Business 'Artworks 

Rpt _ [This We ek 

7th Heaven Red Tape 
In Stereo) X 


Zone [Zone 

Bones The Crank in the 
Shaft” (In Stereo) (PA) X 


Twilight 
Zone 
'Til Death 

(In Stereo) 


Ready 


Secrets ot the Dead 
E xecuted in Error (N) X | Digita l 
Secrets ot the Dead Whal Went Right 


Twilight 
Zone 
Do Not 
Disturb u 
Atchata- 

i!?lL 


TMZ' N) (In 
Slereo) X 


Frasier iln 

Stereo) X 


Channel 11 News on 
FOX 53 at 10 N 


Ch.4 

Action 

News at _n 
News IN) X 


Jimmy Kimmel Live (N) 

(In Slereo) X 


The Tonight Show With 

Jay Leno Greg Kinnear, 


Chelsea 
Stereo) X 


J_ 


(N) (In 


Law A Order Criminal 

Intent Maledctus X 


Seinfeld (In 

Stereo) 3^ 


Still 

_[ Standing X 

HIST® Y 4 *'" 1 


Still 

Standing X 


'Banks' 


pcpun era NFL Live TShootar- 
ESPN2 © [(Live) 3E ound 

" ^Baseball 

Tonight X 


Corner Gas 

(In Stereo) 

Corner Gas 

(In Stereo) 

Reba Bar 

brawl. X 

Reba Core 

Focus"X 

MonsterOuest Lake 
Monsters of the North" X 


Becker iln 

Stereo) X 


Stereo)X 


Becker In 

Slereo)X 


P.O.V. in the Family” (N) (In Stereo) 
X 


Apollo 8 Christmas at 
the Mo on i ln Stereo) X 


WGN News at Nine (N) 

(In Stereo) X 


Pioneers in Aviation: 

The Race to the Moon X 
Scrubs 


Scrubs :[ln 

Stereo) X 


love Nofes '(2007) Laura Leighton. A woman 

wa nts lo give her baby to he r interfil e best friend X 


MonsterOuest Super 

Rats X 


ESPN© 

FSP® 


Jurassic Fight Club ice 

Age Monsters IN) X 


ound | (Live) X _ 

Football College Football Louisiana Tech at Boise Stale (Live) X 

Live 


2008 World Series of 

Poker Las Vegas. 


Scrubs (In 

Stereo) X 


Paid 
Program 
Scrubs (In 

Stereo)X 


Charlie Rose (N) (In 

Stereo) X 


Will A 
Grace X 


My 
Dream Job" 


Will A 
Grace X 


Decoding the Peat The 

Abominable Snowman” 


2008 World Series ol 

Poker L as Vegas 


SportsCenter . ve: 3 


Savran on [High School Football Highlands at Mars 

Sport sBeat [ ______ 

Law A Order: Special : House [In Stereo) X 
Victims Unit (In Stereo) 

[Lou Dobbs Tonights [CNN Election Center 



Law A Order: Special 
Victims Unit [In Stereo i 
Larry King Live X 


SportsBeat The FSN j Best Damn Sports Show 
Late Night [ Final Score [Perio d (Live) X 
f Law A Order: Special [Law A Order. Special 
Victims Unit : In Stereo) V ictims Unit (In Stereo) 


jlCarty (in 

[Stereo) X 


Movie »* Road 
House" (198 9| X Cont’d 


Hannah 
Cody Montana]! 


Sponge- 

Bob 


; Sponge- 
Bob 


Home 

Improve. 


Home 

Improve. 


it "Commando” (1985, Action), Dan Hedaya A war 

vet battles an old foe to rescue his kidnapped child. 


MythBusters Concrete 

[ Glider X 


MythBusters The steam 

ot a water heater. X 


'(1998, Comedy) 


Debbie Reynolds. (In Stereo) I 


! CSI: Miami Wet Foot/ Bounty Dog the Bounty Hunter 

Dry Foot (in Stereo) X Hunte r jx _ 

TBS 63 K 30 * MLB Baseball Division Senes - Teams TBA. (Live) X 


Wizards- 

Place 


BBC World 
News tt 


Corner Gas 


(In Stereo) Stereo) X 


Frasier 

|Stereo) X | 


Opral 

Wlntr 


intrey .1 


Late Night With Conan 
O'Brien Robin Wnght 
Penn; Louis C.K. (N) (In 
Stereo) X 


Paid 

Program 

Paid 

Program 

OnQ 


The Desert 
Speaks 3 


The Bernie 
Mac Show 

Paid 
Program 
Nova (In 

Stereo) X 


Becker iln 


Fresler i In 

Stereo) X 


MonsterOuest Lake 
Monsters ot the North ” X 


NASCAR 

Now X 


Tonight X 


The FSN 


Open Your 
Ears 


Videos 
The Golden 
Girts X 


Monster- 
Qu estX 
NFL s Greatest Game 

Jan. 3,1999 [N)X 


NFL Live 


Sports- 
Center X 


Best Damn Sports Show 


Anderson Cooper 380 X 


George 
Lopez X 


j George 
|Lopez X 


’Family [Family 
Matters tt Matters I 


Final Score [Pe riod (Live) X 
Law A Order: Criminal 
Intent (I n Stereo) X_ 


Larry King Live 


Home 

Improve. 


{Home 

Improve. 


***Vj "Terminator 2: Judgment Day" (1991, Science Fiction) Arnold 
Schwarzenegger. Cyborgs battle tor a you th who holds the key lo the future. X 


Bounty 

Hunter 


Explosions Gone Wrong How It s How It's 

(N) __ MadeX M ade X 

Wizards- [Lite With ZackA -Hannah 

Place Derek Cody [Montana 
Criss Angel iCriss Angel'Criss Angel Mmdfreak 


MythBusters Concrete 
Glider" X 


Angel [Criss Angel 

Mindtreak Mindtreak Building implosion X 
MLB Baseball: Division Senes -• Teams TBA. (Live) X 


That s So 
Raven 
Bounty 
Hunter 


Cory In the 
House 3( 


In Plain 
Sight X 
Anderson 
Cooper 360 
George 
Lopez tt 


Com¬ 

mando" 


MythBus¬ 
ters X 


Replace¬ 

ments 


Dog the Bounty Hunter 

X 




[That 70s 
I Show X 


That 70s 
ShowX 


TOON© 


Robotboy 


America s Funniest 
Home Videos x 


America s Funniest 

Home Videos x_ 

iJohnnt 


FNC© 

SCIFI© 


Skunk Fu! George of Ben 10: Total 

(In Stereo) the Jungle Allen For ce [Drama 
[The Fox Report With "The O'Reiily Factor 1 "Hannity A Colmes X 


America s Funniest 
Ho me vio eos ti n biereo) 


Test 


,ny 


Shep ard Smith 3 
+ Ghost Hunters [In 

Stereo) X 


CSI: Crime Scant 

In Stereo) 


n (In Sti 

r Thef 


Ghost Hunters (In 

Stereo) X 


CSI: NY One Wedding 
and a Funeral” (In Stereo) 


Ghost Hunters i N) (In 

Stereo)X 


Law A Order "The Fire Law A Order All in the 

This Time" (In Stereo) X iFamdy" (In Stereo) X 


UFC Unleashed (N) (In 

Stereo) 


Law A Order Fluency 

(In Stereo) X 


I** 1 : Mr. A Mrs. Smith"(200S. Action) Brad Pitt. Angelina Joke, Vince Vaughn 

A nusband and wite are assassins lor rival organi zations 
Dog Whisperer Is It Real? Investigating Taboo Children in 


Hardball K. 


feral children (In Stereo) extreme situations. 


Pinks 



Countdown With Keith 

_ i Olbermann _ 

Pass Time [American [American 
[Thunder [Thunder_ 
Shooting 
Gallery 


The Rachel Maddow 
| Show _ 

[Pinks 


Chowder 


Ben 10 


On the Record With 
Greta Van Susteren X 


The 700 Club X 


Family Guy 

(In Stereo) 


Family Guy 

n Stereol 


The O'Reilly Factor 


Destination Truth (Ni (In 

Stereo) X 


The Ultimate Fighter (In 

Stereo) 


Ghost Hunters (In 

Stereo) I 


MANswera 

(In Stereo) 


MANswers 

(In Stereo) 


Greek See You Next [Paid 
lime,sisters (instereo: [ Program 


Robot 

Chicken 


Venture 

Bros. 


Hannity A Colmes 


Scare 
Tactics X 


Scare 
Tactics X 


»»'; "A Knight's Tale" (2001, Adventure) Heath Ledger, Mark 

Addy A peasant poses as a knight tor a shot at jousting glory X 


CSI: NY One Wedding 
land a Funeral" (In Stereo) 


Home 
Movies X 
On the 
Record 
Destination 
Truth! 


Sons ot Anarchy "Giving [Sona of Anarchy 

Back (N) 


World a Toughest Fixes It It Real? Investigating 

Stereo) 


Cowboys 


Shooting 
USA I 


ndy 

irlltith 


The Cosby [The Cosby 

Show B _Sh ow X 

20/20 Alive 8 


20/20 Who Will Gel 
|jessica's C hikP' X 

Scrubs (In 


Scrubs iln 

Stereo) X 


Pinks-All 
Outtakes 
[Guns A 
Ammo TV 
Extreme Makeover 


_ 

Countdown With Keith 
[Olbermann 
Wrecked [Wrecked 


Iteral children. (In Stereo) 


The Rachel Maddow 

Show _ 

Pinks [Pass Time 


Always 

Sunny 


Star Trek: 
Voyager 1. 


t»\ "A Knight's Tale" 

(2001) Heath Ledger X 


Always 


Taboo Children in 
extreme situations. 


Sons ot 
Anarcny 
Toughest 
Fixes 


Hardball I 


Sighting 


American i American 
[Thunder [Thunder 
{shooting {sighting 
[ USA! _ 

Extreme Makeover (Extreme Makeover Extreme Makeover 
Hom e Edition (In Stereo) [Horn* Edition (In Stereo) Home Edttton (In Stereo) Home Edition (In Stereo) 


American 

Rifleman 


{Cowboys 

J__ 


Shooting Step 
Gallery ^Outside 
Extreme Makeover 


Jon A Kate 
Plus 8 3 


Stereo) X 


Jon A Kate 
Plus 8 3 


Daily Show 

Jon A Kate 
Plus 8 


The Colbert 
Report 3 
Jon A Kale 
Plus 8 X 


20/20 Til Death Do Us 
Part” X 


Futurama 

(in Stereo) 


South Park 
X 


Walker. Texas Ra: 

'fllood Diamonds 


r 


Walker Texas Ranger 

| Reel Rangers’ X 


The {The 

Locator jLocator 
South Park 'Lewis 
3C {Black 

To Be Announced 


20/20 Alive”! 


'Daily Show 


Jon A Kate 


The Colbert 
Report! 


Jon A Kate 


Jon A Kate Plus 8 

"Cutting Room Floor 1 'X __ 

*»'r Matlock The Prisoner" (1989, Mysteryi Ben Murder. She Wrote "The 
partcpales in a murder teal run by noting inmates 1, Ramijy je we.s s 


[ Plus 8 [Plus 8 X 


20/20 Til Death Do Us 
Part" X 


South Park Lewis 
X Black 


Jon A Kate Plus 8 

"Cutting Room Floor X 


Murder, She Wrote 

Body to Die For 3 


White 

House 


American 
Rifleman 
The Cosby 
Show s 
The 

Loca tor 
Dally Show 


To Be 
Announced 


Texas 

Ranger 


THURSDAY EVENING 



in 

CBS 

i 0 i 

\ 0 

:2)Ever ng 
News 

'5)Entertaln 

WTAEO 

Inside 

Edit v 

NBC 

Q 5 

Cl 
© ; 

© '2 

(^Entertai¬ 
nment 
Tonight 3 
6)Whetlol 
Fortune u 
(11K12)Jeo- 
pardy! i 


OCTOBER 2, 2008 I 


' 


The Insider Survivor Gabon (Nl (In 


8:30 

9PM 

| 9:30 | 

110 PM | 

10:30 111PM | 11:30 | 

12 AM] 12:30 

1AM 


(N) (In I Stereo) X 


Vice Presidential Debate At Washington University 
in St Louis; Gwen (fill moderates (Live) X 


Entertain¬ 
ment 
Tonight k 
:6)Be a 
Millionaire 


Ugly Betty : ilmg forme Vice Presidential Debate Live) X 
Enemy" (N) (in Stereo) X 


{VP Debate 
Analysis 


-TrtiTi 


(2)NewsN) 

(In Stereo) 
X 

|(5)News -N) 
X 

Ico 

Action 

News at 11 


My Name Is My Name Is Vice Presidential Debate At Washington University 
Earl Joy ir | Earl Stole jin St. Louis; Gwen INI moderates. (Uve) X 


if 12 

FOX© *3 
PBS© 3 
PBS© 14 
WGN© 
LIFE® 
HIST© 
ESPN2® 
ESPN® 
FSP® 
USA© 
CNN© 
NICK© 
AMC© 
TOC© 
OISN© 
AAE© 
TBS© 
FAM© 
TOON© 
FNC© 
SCIFI© 
SPIKE© 
TNT© 
FX© 
NGEO© 
MSNBC © 
SPEED© 
OUTDR© 
TVLffl 
WE© 


HAU© 


Family Guy 
Simpson s l (ln Stereo) 
Two an la ‘Semleld 
Hall MeivS 
Business 
Rpt. 

Business 

m. 


anRV 

11)(12)Wh- [Flesh-eating [Making 

eel-Fortune toe amends 

infection, (In iwith Jerry 
Stereo) X [(InStereoj 

WrestleMania World 
Television Premiere 
Hole In the Wall (N) (in 

The Voice" [ Stereo) X _ 

Communities: 


(6H8K12)N* 
ws (N) X 
(IIINews 

(N) 


Magic s Biggest Secrets 'TMZ'Nt [In |Frasier 
Finally Revealed N)X |Stereo) “ Decoys X 
Vice Presidential Debate ve- a "channel 11 


News 


OnQ 

Magazine 

Your 

Business 


Vice Presidential Debate At Washington University 

Bethlehem i r Slereo) X [ in St. Louts, Gwen IM moderates (Live) 3 _ 

Nova . Vice Presidential Debate 

I Mystery Moon X_ |xt St. Louis, Gwen HM moderates (Liw) X 


t»* Cherish '(2W2| Rohm Tunney A woman WGN News at Nine :N| 
under ho use arrest attempt s to track down a Kilter X [ (in Stereo) 3 
[Reba (In T= ~' j 


Late Show With David 
Letterman Bill Hader: 
Lucinda Williams (N) (In 
Stereo) X 


The Late Late Show 
With Craig Ferguson 

Lauren Graham. Luke 
Dempsey (N) (In Stereo) 

X 


The Tonight Show With 

Jay Leno Dennis Miller 

(N) (In Stereo) X 


Jimmy Kimmel Live TV 

show host Bill Maher: 
singer Jennifer Hudson. 


Law A Order Criminel 
Intent Badge X 


The Pen" 


Scrubs (In 

Slereo) X 


Charlie Rose m 

Stereo) X 


7th Heaven It Taxes a 

Village (In Stereo) X 

Still Still Reba n [Reba (In 
Standing a Standing a j iereo|3 (Stereo ) a 
Modern Marvels i Secret Access: Air 

Force One a [Holl iday joins Wyatt Eaip lor the OK Corral showdown X 

: gh chool Foott ill - MLS Soccer San Jose Earthquakes at FC Dallas I EMIN) 

i Lad, o' jood Counsel (Mo., (U ve:_ [PizzaHutPark (Live) 

Baseball 'College Football -uth Florida (Live) X SportsCenter 

Tonight « 


Mission 
Ashes to Ice (in Stereo) 


Scrubs-In 

Stereo) X 


**♦ 'Unfaithful" 12002 Drama) Richard Gere. Diane Lane A 
housewife has an affair with a c harm ing st ra nger X __ 

»»• Tombstone (1993 Western) Kurl RusaeN, Val Kilmer Doc 


Scruba My 

Journey X 


Will A 
Grace X 


Tales of the 
GunX 


High School Football Penn Hills at Central Catholic (Live) 
House (In Slereo) X 


Houie (In Stereo) X 


Lou Dobbs Tonight n CNN Election Center 


H.S. 
[E dition 
House On Stereoi X 


SportsBeat‘The FSN 
Late N ight [Fina l Scor e 
Houm (In Stereo) X 


Squared 


Scruba « 

Stereo)X 

OnQ 


News 3 

Comer Gee 

[in Stereo) 


(in 
Stereo)! 


Oprah 

Wlntra 


Intrey X 


Late Night With Conan 
O’Brien Tom Arnold; Ben 
Folds (N) (In Stereo) X 


Paid 


Paid 


Tavis 
Smiley ! 

The Desert 
Speaks X 


(In 

St ereo)X 
Frasier In 

Stereo)! 


Secret Access Air 

Force One I 


NASCAR 

Now! 


Zoey 101 Drake A 

(In Stereo) Josh X_ 

Movie Terminator 2: 
Judgment Day" Confd 
'How Its 


Sponge- 

Bob 


Sponge- 

Bob 


'Larry King Live u 

Homo [Home 
Improve. Improve. 


Baseball 

Tonight X 


The Bernie 
Mec Show 


Paid 
Program 


Secret! ol 
the Dead X 


Song and 
Music » 


Home 

Videos 


The Golden 
Girls X 
"Tomb¬ 
stone"! 


NFL i Greatest Geme 

Dec. 21,1974 (N) 


NFL Live 

Mi- 


High School Football Penn HiHs at Central Catholic 


House iln Stereo) X 


Anderson Cooper 360 X 


JtSBSS. 


How It s 
Made " 
7acx 4 

Cody 

CSI Miami 


*♦ Star Trek: He masts' (2002, Science Fiction) Patrick Stewart, 

Brent Spiner Ca pt. Picard laces his Ro mula n-engineered done. 1, 

Destroyed Destroyed Destroyed Destroyed [impossible City (N| 
Made 3 in Seconds [in Seconds [in Seconds in Seconds { 

Hannah Halloweentown II: Kalabar's ‘Wizards- ^Wizards- 'Studio DC 

Montana X , Revenge" (2001) Debbie Reynolds. X | Place ( Place j 

■Just One [The First 48 X 'The First 48X Jacked: 

|k*s_[' Stereo) x | _ jm 

VLB Baseball iwsion Sene-. 


Family 

Matters X 


Family 

Matters X 


George 

Lopez X _____ _ 

»«'o "King Kong" (1976, Fantasy Jell Bridges, Jessica Lange 

Grodkv An oil mogul seeksjo exploit a monstrous ape in New Yo 


Law 6 Order Criminal 

Intent (In Stereo) X 

Burn 

Notice 3, 

Larry King Uve 

Anderson 
Cooper 360 

Home Home 

Improve. Improve. 

George 

Lopez a 


Sports¬ 
Center X 


Best 


[How It's 

Made X 

'ZackA 


How It s 
Made 3 

Hennah 
Montane s 1 Raven 


■Destroyed 1 

in Seconds 
'That s So 


'ork.X 


___ 

{Crime 360 'Killing Field' The First 48 X 
Auto Theft [Auto Theft [3 


Destroyed 
In Seconds 
Cory In the 
House X 


Destroyed 
In Seconds 
Replace¬ 
ments 
The First 
48 X 


Teams TBA (Live)X 


MLB Baseball Division Senes - Teams TBA (Live) X 


That 70s 

Show I_ 

Johnny 
Test X 


That 70s 
Show u 


Johnny 
Test a 


»» The Notebook ?IXA Romance) Ryan Gosling, Rachel McAdams, 
lames Gam er A man tells a sto ry lo a wo man ab o ut two lovers. I 
Chowder 


Misadv ol 
Flapjack 
The O Reilly Factor s 


The Fo« Report With 
Shepard Smith « 

■ • iQ' of Fire 

. 1 19' ■> i”.mans fight a draconian mn 

w '-cane CSI NY he 
investigation • Ste'eoi About Heroe 
Law A Order tana' 

[Emptor jin Stereo) 3 

Movie: •* Met Mrs 

Smith 2005: Contd 
Dog Whisperer 1 ill 

LaBeite »dog 

Hardball f 



Total [Johnny [total 
Drama [Test* Drama 
’vice Presidential Deb.v- 

1 Umversky. mSt Louis (Live)X 

— — 1 Th- III.——, Dml. " I, 


Total 
Drams 
On the 
Record 


The 700 Club k Whose 

_ Une? 

Family Guy I Family Guy Robot 
DaBoom [(In Stereo) 

The ORellty Factor 


Chicken 


Whose 

Une? 

Venture 

Bros, 


'Paid 
Program 
Home 
Movies X 


• ♦ The Mummy flefums''(2001. Adventure) Brendan Fraser. Rachel Weisz, 

John Hannah Two evil forces pursue the son of adventurer Rick O Connell X 
TNA IMPACT' 1.) (In Stereo)X ~ The Ultimate Fighter Jr 


tit The School ot Rock" 12 003, Comedy) Jack Black, Joan 
Cuaack. An unemployed guita rist popes as a t eacher X 
* • • Dodgeball A True Underdog Story /M i 'll s Always Sunny In 
Dodgebail teams compete for $50,000 m Las Vegas I Philadelphia N 



Hennlty A Colmes 


On the 
Record 


The rh/ng"(1982) A polar research 
station is invaded by an aken life form 


Married 

With 


Marnr 

With 


■hooi ot Rock" (2003, Comedy) Jack Black, Joan 
Cusack An unemployed guitansi poses as a teacher X 


American Le Mena 
Preview Petit Le Mena 
Outdoor American 
Experience 
Andy 
Griffith 
Movie it Only You" 

(1994) Co nfd _ 

'•"*>« 'Scrubs V, 


ndy 

irtfflth 


Factory Floor With 
Marshall Brain Ni 
Countdown With Keith 
Olbermann 
Pinks - All Out 


Whistling 


The Cotby 
Show « 


Elk 


Factory Floor With 
Marshall Brain (N.i 
The Rachel Maddow 

Show 

°lnks - All Out From 
Englis htow n NJ (N) 

Monster American 


Birdhunter Wings Chronicles Bucks {Hunter [Madness 


The Cotby 
Show a 


Naked Earth The science 
behind clima te cha nge 

Countdown With Keith 
Olbermann 
Wrecked IWradwd 

(N) 


It s Always Sunny in 


Factory Floor With 
Marshall Brain 
The Rachel I 
Show 


Married 

With 

Without e 
Trace X 


Secret Window" (2004) A stranger 
accuses a troubled author ofpteginsm 


Factory Floor WHh 
Marshall Brain 
Hardball X 


Bow 


Outftlter 
Journal X 


Eilreme Mekeover Enframe Makeover 
Home Edition (In Stereo) [H ome Edition (In Stereo 
French Kits" 11995 Romance Comedy) Meg Ryan An 
American woman crosses paths with a smarmy French ttvet 
Deity Show The iSiFr a Xirtureme 'South Perk [South Perk 


Pinks 

Pheasants 

Forever 


Elk 

Chronlctee 
Extreme Makeover 
Home Edition Iln Stereo) 


Pitt Time Pinks - All Out 


Jackie Bushmen Show 

Extreme Makeover 
Home Edttton (In Stereo) 




upper 
m Stereol 


Showdown 3 The Frm Snpwdown X |m>rtpul«dve ckem a eocueed ol Mkng mobeter X 


** 

American women 
S 

"Wing 3 [Silvermen 1 Report 

Street Customs 4 .r 1 American Chopper 

^atervu u 

<N .4.. M. W..e. 

Return ot Preston Giles' 


Thai 


3lu"(1995, Romance-Comedy) Meg Ryan An 

omen emeses paths wit h a smarmy Frantfi Intel \Lagoon" 
[Deity Show 'The Colbert' South Park '$ 3 0elly Show 

Dannrt ■ Ufmn I Cilu*rm*n 


Naked 

Earth 

White 
Houie 
Plnka - All 
Out 

Macmillan 
River Adv 
The Cotby 
Show 3 


Street Customs 

tiir.j.. At . at* 


Silverman 

Asanti Overheulln 
|* 

rmec—t e. : j - 


jGreaJJwain Robbe2 X 


MNT O 72 


FRIDAY EVENING 


OCTOBER 3, 2008 I 


7 PM 7:30 8 PM 8:30 9 PM 9:30 10 PM 10:30 11 PM 11:30 12 AM 12:30 1 AM 


CBS 

e 7 
e 


WTAEO 


NBC 

O 6 

O 75 

© I 

© 12 


FOX© 53 


PBS© 13 


PBS© 


WGN© 


LIFE® 

HIST© 

ESPN2© 

ESPN© 


FSP® 

USA® 


CNN© 


NICK© 
AMC© 
TDCffi 
DISN© 
AAE© 
TBS© 
FAM© 
TOON© 
FNC© 
SCIFI® 
SPIKE© 
TNT® 
FX© 
NGE0® 
MSNBC © 
SPEED© 
OUTDR© 
TVL© 
WE© 
COM© 
TLC© 

MALI© 


(2)Evening 

^Entertain 


Channel 4 
Action 

News iM) 


(S)Entertal- 
nment 
Tonight X 
(8)Wheel ol 
Fortune ■ 
(11Kt2)Jeo- 
perdy! X 


The 

Slmpeone 


Two and a 
Half Men a; 


Business 
Rpt. 


Business 

Bel 


The Insider 

(N) (In 

Stereo) I 


Ghost Whisperer 

FirestarteF Jim saves a 
professor. Eli. who has a 
near-death experience. 
(N) X 


Entertain¬ 

ment 

Tonight X 


(6)Bea 

Millionaire 

(8)Jeopardy 

(11)(12)Wh- 

eel-Fortune 


Americas Toughest 
Jobs Cleaning and 
(the Vincent 
Bridge. (N) (In 
Stereo)X 


Family Guy 

(In Stereo) 


Seinfeld (In 

Stereo)! 


OnQ 

Magazine 


State Circle 


7th Heaven T ime to 

Leave the Nest X 


Still Sl:li 

_XJl 

Modem Marvels 

Mackinac Bridge" X 

NFL Live jShootar- 

(Live) X [ound 


wap i 

Marie#" (Season 
Premiere) (In Stereo) I 


The Ex List "Pilot" A 
woman has a year to find 
her future husband from 
amongst her exes. (N) I 


Supernanny Quinn 
Family" (Season 
Premiere) (In Slereo) X 


Deal or No Deal A 

pharmacy technician 
competes (N) (In Stereol 
X 


WWE Friday Night SmackDown' Season 
Premiere) (N) (In Stereo) X 


NUMB3RS "High 
Exposure” Two rock 
climbers in possession of 
a large stolen diamond 
are killed. (N)X 


12 (News (N) 

In Stereo) 
X 

l5)News (N) 
X 


20/20 X 


Ch.4 

Action 

News at 11 


Lite Everything... All the 
Time” A man found dead 
at the bottom ot an empty 
pod. (N) (In Slereo) X 


<6K8H12)Ne- 
»s (N) 3 

11)News 


Are You Smarter Than a 

5th Grader? I in Stereo) | 


Washing¬ 
ton Week 


Healthcare 

Search 


NOWon 
PBS N) X 
Washing¬ 
ton Week 


Don't Forget the Lyric*' 

Mortgage broker <N( X 


Bill Moyers Journal (N) 

(In Stereo) X 


Bill Moyers Journal (N) 

(In Stereo) X 


*♦ i Final Destination (2000) Devon Sawa 
Dealti stalks the survivors d a doomed airtmer. I 


Modern Marvels 

■Bullets X ■ 


(In 
Stereo) X 


TMZ N) (In 
Stereo)! 


Frasier (In 

Stereoi X 


Channel 11 News on 
FOX 53 at 10 (NI 


In the Lite 

(In Stereo) 


Darr Mine 
Disaster 


Late Show With David 
Letterman Anne 
Hathaway; Barry 
Sonnentek). (N) (In 
Stereo)X 


Nightline 

(N|X 


The Late Late Show 
With Craig Ferguson 

Margaret Cho. (N) 
Stereo) X 


) (In 


Jimmy Kimmel Live (N) Oprah 

(In Stereo) X Wintrey 3 


The Tonight Show With 
Jay Leno (In Stereo) X 


Late Night With Conan 

O Brian Greg Kinnear; 
Nick Cave and the Bad 
Seeds. (N) (In Stereo) X 


Law A Order: Criminal 

Intent Faith (In Stereo) 


Seinfeld (In 

Stereo) X 


Scruba My 

Catalyst" X 


Paid 
Program 


Charlie Rose N) (In 
Stereo) X 


Scrubs (In 

Stereo) X 


Mystery! Death in Holy Orders Death 
ol an archdeacon. X 


WGN News at Nine IN) 

(In Stereo) X 


Saving Sarah Cam (2007, Drama) A cdummst 
becomes the legajguardian d live Amish children X 


Gangland Blood in the [Shockwave (N) X 


Tonight X 


[Streets' (N) X 

WNBA Basketball Finals Game 2--Teams TBA 

(Live) X __|_ 


[City Stem 


Scrub* (In 
Stereo) X 


Will A 
Grace X 


NOWon 
PBS (N) X 


Scruba In 

Stereo) X 


Will A 
Grace :■ 


Shockwave 3 


Savran on [In My Own 
SportaBMt Words N] 
Law A Order: Special 
Victims Unit (In Stereo) 


College Football Cincinnati at Marshal: (Lived 

Spotlight SportsBeat UnderttwLigttts — 
[Rewind [ 

‘House (In Stereo) X [House (In Stereo) T 


Lou Dobbs Tonight! 


CNN Election Center [Larry King Live 3 


SportsBeat [The FSN 
Late Night [Final Score 
Law A Order Special 
Victims Unit (In Stereo) 


(In Ste: 

wovw. 


101 

«L 


ICariy (In 

Slereo) X 


Sponge- 

Bob 


i:*e "Star Trek: 

Nemesis" 12002) Cont'd 


How It's How It's 

Made 3 Made! 

Zack A 'Studio DC 

[ Co** I 

CSI Miami Ashes lo 


Sponge- 

Bob 


Sponge- 

Bob 


[Sponge- 

Bob 


SportsCenter :Jve)X 
Pro Football Preview 

House (In Stereo) X 


Anderson Cooper 380 X 


George 
Lopez 3 


George 

LopezX 


in Clear and Present Danger ;i994 Suspense) Harrison Ford. Willem 
Datoe, Anne Archer CIA efuef combats Colombian drug cartels 


Home 

Improve 


Scandals ol ttts Ancient 

World 

Suite Life- [Phineas 
Deck [and Ferb 

CSI Miami Horatio must 


Ten Commandments ol the Matia Cnminal code of 

|conduct. (N) 


[Home 

{Improve 


Off Q (In 

Stereo) X 


BBC World 
News a 


Chapptflea 
Show x 


Frasier (In 
Stereo)! 


Paid 

Program 


The Bernie 
Mac Show 


Paid 
Program 


Paid 


Tavis 

Smiley X 


The Desert 
SpaaksX 


CnappeHe s 

Show X 


(in 

Stereoi X 


Modem Marvels Gangland 

"Bullets" X X 

NASCAR 2008 World Series of 

Now X Poker Las Vegas 


Baseball 

Tonight 3[ 


Making 

School 


RENO 911! 

I 


The Golden 

Girls X 


NFL Live 

(N) X 


Sports- 

Center X 


The FSN Best Damn Sports Show 
Final Scoro |Period (Live) X 

m John Grisham's The 
Rainmaker 


Larry King Live 


Anderso" 
Cooper 360 


Family "Family George 
Matters « Matters " Lopez “ 
** Braddock Missing In Action III" (1988 War) Chuck Noms. 
Braddock tnes to rescue his presumed-dead Vietnamese wife. ■ 


Hallowtantown High"(2004. 

Fantasy) Debbie Reynolds 1 


[CSI: Miami The Score 

Ik. 


__ ___ ... CSI: Miami Kul Switch' 

Ashes ' (In Stereo) X jhre a memb er of his t eam [(In Stereo) X_[jin Stereo] X 

MLB Baseball v MLB Baseball Division Series - Teams TBA. (Live) X 

Teams TB A. (Uve) X ____ 

That 70s r That 70s [That 70s [That 70s 

.Sho w! |Show X [Show §> 

‘The Secret 'Star Wars 1 Star Wars 

Saturdays Saturdays {Clo. |Clo 

The O Reilly Factor X Hannity A Colmes « 


ZackA 

Cody 


[How It's [Scandals ot the Ancient 

[Made X_ [World 
[Hannah [That s So TCory In the 
Montane « [Raven [House X 


Command¬ 

ment 

Replace¬ 

ments 


That 70s 
Show a 
Johnny 
Tos t! 

The Fos Report With 
Sheperd Smith 3 


That 70s 
Showjf 
Johnny 
Test X 


Jihow 3_ 
[The Secret 


How It s 
Made 3 
‘ZackA 

Cody ,-- - - 7T - _^. 

Criminal Minds A senal CSI: Miami Horatio must CSI: Miami 
[killer preys on the elderly tire a memb er ot his team I Kill Sw itch 

MLB Set and [Sexand 

Postgame [theCi ty! .theC HyX 
‘The 700 Club 3 ,TV “ yn ~ 


America s Funniest 
Home Videos In Slereo) 

‘Chowder Misadv of 'Mission Hill The 

Flapjack (In Stereol [Oblong* X [Hoop 


That 70s [That 70s Paid 


Show_# ShowX 
Stroker and]the 

Boondocks 


i: »* ': 'The Mummy Returns '(2001, 

Adventure) Brendan Fraser. Rachel Weisz X Cont d 
CSI Crime Scon* [CSI NY CMdsPiav in 


Investigation [In Stereoi 
Law A Order Sport of 
Kings" (In Stereo) X 

in Dodgeball A True Underdog Story . 4 

Dodgeball teams compete tor $50.000 in Las Vegas. 

Whisperar "Lotus 
and Joey'_ 

Countdown With Keith 
Olbermann 


On the Record With 
Greta Van Susteren ft 


| the O Ratify Factor Hannity A Colmea 


Stereo) X _ 

«♦ Poseidon'' (2006, Adventure 
luxury liner capsizes in the North Atlantic I 


Sanctuary Sanctuary tor All (Senes Premiere) (N) 

(In Stereo) X _ 

UFC Fight Night r vrr Rr-vmfieul Colo 'in Stereoi 


Sanctuary Sanctuary for Alt (In Stereo) ,* 


Married.. 

'With 


Dog Whisperer Lives 
Changed" 

Hardball 3 


• a "Poseidon" (2006, Adventure) Josh Lucas A 
[luxu ry liner capsizes m the N orth Atlantic X 


s': "Date Movie" 12006). Fred Willard A hopeless 
romantic faces many obstacles in her courtsht) 


ARC A RE/ Trackside At... (N) 
MAX Sariea 

Offshore 


Adventures 

Andy 

Griffith 


Spanish 

Andy 

Griffith 


Trout 
Unlimited 
Ths Cosby 
Show 3 


48 Hour* Family Secret' 

Adoption X _ 

Scrubs UytScrub* V) 

Manhood Pnncoss 
To Be Announced 


Dog Whisperer Feral dog 
ref uses to be caught 

Verdict WHh Dsn 
Abrams 

Amp 


DogTown Road to 
Recovery" (N) 

Countdown WHh Keith 


Always 

Sunny 
Dog Whisperer Lotus 
and Joey" ■ 


Always 

Sunny 


Olbermann 


MSNBC Documentary 


Married.. 

With 


Program 
Harvey 
Birdmn 
On the 
Record 
Stargate 
SG-1 8 
GameTrall- 
era TV 


t* Into the Blue "(2005) Four divers 


cross paths with drug smugglers X 

ee'i "Dog Ps<■ 

C omedy) Na tasha Hertetridge 


Dog Whisperar Fere 

refuses to be caught. 


Feral dog 


MSNBC Documentary 


NASCAR Racing SpnrH Cup 
Energy 500 Practice 

Fly Ftsl 




DogTown 


Ishlng 
the World 
The Colby 
Show 3 


48 Hours Twist of Fate 


(In Stereo) X 

'nallu QK/sm ll 


'Dslly Show 'The Colbert 

[Report X 
Whet Not to Wear 

... .. 

,n«!*■!, nanyt 


Match Flah 


In- 

Fiaherman 


NASCAR Racing. Sprint Trackald* At 

Cup Final Practice 


Extreme Makeover 
Home Edttton jin Stereo] 
Women Behind Bera 

Peggy and Sus an X 


Documen- 

«?y. _ 

ARCA RE/MAX Series Racing 

[Talladeg a From Talladega Ala 

[liv iReef In the [Outdoor 


Fisherman Outdoors Adventures 


Extreme Makeover: 


The Cosby 
Show 3 
48 Hours 


The Catch: [Steve [Offshors I Spanish 

Costa Rica [Gruber Adventures Fly 

Extreme Makeover Extreme Makeover 

Home EdHIon jteStereo) Home Edition [In Stereo. [Home Edition [In Slereo; 

Women Behind Bera X [john Edward Cross John Edwerd Cross 

Country _ Country The Light _ Adoption X 

South Park [South Park South Park South Park * Team 

¥ |l ' F at Camp" |3 America 

Whal Not to Wear A^XTlSay Yen to ‘SayYestc Whal Not 
year okl QF 4 8 the Dress the Dress lo Wears 

l.f ..... t tf..- ... W..t. - .... 

it *in*i, ■ waves* i s*a im* i te eiavi, a e»*e i ■■naei . a « mawtreiv aeweei r*s • i ass as ii u«'V| irj uiu, i, .RWri M * 1 i «*• •* ‘ *'•* I ■w «<• • i V* *• ”' 

Ona Riot. On* Rangar | One Riot, One Range' |AndyGrlflHh lawy«i|aited tor judges murder in LA | Ballad lor a Blue Lady [ Vurdar in F Sharp 3 ;Rengtf 


Chappelle s Chappelle s Futurama 
Show f Show 3 ■ Steraot 

What Not to Wear A > Say Yea to 

year-old CPA (N « , the Dreaa 

.. . . % * ^ . 


[Futurama 

11 In Stereo) 

Say Ves to 
the Dress 
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Everybody's 

Super Crossword lrish 


ACROSS 

1 Auctioneer"* 
item 

6 Column 
style 

11 Tiff 

15 Wallace or 
Ayres 

18 Revenue 

19 Ann —, Ml 

20 Weil- 
ventilated 

21 Have Dills 

22 Insit 
mobster" 5 

24 Irish 
singer? 

26 Fluffy 
female 

27 — contact 

28 Frighten 

30 Corduroy 
ndge 

31 Sean ol 
“Colors" 

33 Covered 
thickly 

36 In any way 

38 Furnish 

41 The Dating 
Game" 
producer 

42 Young 
follower? 

43 “Rigoletlo" 
composer 

44 Adams’ 
apparatus 

45 Home 
wreckers"’ 

49 "Make — 
ooubie 1 ' 

50 Last name 
in fashion 


52 Diva 
Leontyne 

63been 
had!" 

54 Baseball’s 
Bucky 

58 Evangelist 
Roberts 

57 Sag 

59 Bottled 
spirits? 

61 Box 

63 Kind of 
carpet 

64 Fit for a 
king 

65 Easy stride 

66 Irish 
explorer? 

70 "East ol 
Eden- 
character 

71 Dancer 
Gregory 

72 They may 
be wild 

73 Porthos’ pal 

75 Turn inside 
out 

76 Cremona 
craftsman 

78 Clarinetist 
Artie 

79 School 
founded in 
1440 

82 Always, to 
Auden 

83 Less 
available 

85 Bartlett bits 

87 Space — 

88 Ally Walker 
series 


90 Country 
gentleman 
92 — cotta 

94 Bruins' SCh. 

95 Compare 
se Castle 

feature 
97 Greek 
island 
99 Celtic 
cultists 

100 Sociable 
starling 

101 Blue nose 

102 Actress 
Oavis 

104 Rainbow 
shape 

105 Scholastic 
abbr 

108 Irish 

composer? 

110 Irish 
boxed 5 

116 Infamous 
Amin 

117 Chip Off 
Woody’s 
block 

118 Carve a 
canyon 

119 Ill-tempered 

120 Rock's — 
Zeppelin 

121 AMEX rival 

122 Impres¬ 
sionist 
painter 

123 Elbow 

DOWN 

1 Tackle a 
bone 

2 Lot size 


3 Cubic 

mess. 

4 Philips of 
UHF* 

5 Saca 

8 Knight’s 

wife 

7 Planet, for 
one 

8 McGwire 

slat 

9 Noun suffix 

10 Balkan area 

11 Bar food" 5 

12 Wharf 

13 Like 
potpourri 

14 Cobb and 
Hardin 

15 True-blue 

16 Tom of 
“Adam’s 
Rib“ 

17“Ybu — on 
My Mind" 
r«5 hit) 

16 Complete 
the cake 
23 Writer Rand 
25 Oscar or 
Tony 

29 Meyerbeer's 

Huguenots* 

31 Seal scnooi 

32 Author 
Ambler 

33 Sahara 
sight 

34 Turgenev’s 
birthplace 

35 O’Hare info 

37 Wire 

38 Fired up 


39 Jubilee 

40 Irish actor? 

41 Bite lor 
Bonzo 

42 Freighter or 
ferry 

44 Pool shot 

45 —Magnon 

48 Irish 

musician? 

47 European 
health 
resort 

48 — Patrick 
Harris 

51 Torrid 

52 Kelly's 
possum 

55 Candle 

67 Delhi wrap 

58 Shoots the 

breeze 

SO A la King? 

62 Curb 

83 ‘Git, 
Garfield!’ 

65 Bile 
producer 

87 Circus 
sound 

68 City in 
Pakistan 

69 Talk really 
big 

71 Dickens 
villain 

74 Veneration 

76 — code 

77 Sea. to 
Seurat 

79 Decks have 
four 

80 Grimm 
creature 


81 Tidy 

84 Extended 
metaphor 

85 College 
courtyard 

86 Amaze 

89 Tierra 
del — 

90 Multiplied 
2X2 

91 On the — 
tnve 

93 Signlffbant 

years 

95 Directional 
Suffix 

96 Industrialist 

97 —oil 

98 Unbandlig 

99 Crusoe's 

creator 

100 The A- 
Tesm" actor 

101 Skier Mahre 

103 Architectural 

features 

104 Aphrodite’s 
lover 

105 Evigan or 
Gumbel 

106 Unwind a 
rind 

107 Some 
109 Ashen 

111 Northwest¬ 
ern st. 

112 Marsh 

113 Author 
LeShan 

114 Joanne of 
■Red 
River- 

115 Sturm — 
Drang 



St/panSe 

^BUT TRUE 

By Samantha Weaver 



Moments 
in time 

The History channel 


• Those who study such things claim 
that a single teaspoon of ordinary soil 
contains more living creatures than all 
the humans on the planet. 

• Eleven years after Abraham Lin¬ 
coln. the 16th president of the United 
Stales, was assassinated, thieves 
attempted to steal the corpse and hold 

it for ransom. 

• It was Robert Wright, journalist, 
scholar and author of best-selling books 
about science, who made the follow ing 
sage observation: "Like a lawyer, the 
human brain wants victory, not truth; 
and. like a lawyer, it is sometimes more 
admirable for skill than virtue.” 

• In Sarasota. Fla., it is illegal to sing 
in a public place while wearing a 
swimsuit. 

• Hubble wrap was invented in 1957 
by Alfred Fielding and Marc C'ha- 
vannes. engineers who were trying to 
invent a new kind of textured plastic 
wallpaper. 

• A bird known as the Arctic lem 
makes the world's longest migration, 
flying 21.750 miles and traveling 
nearly from pole to pole. 

• If you're like most Americans, 
you've probably played with a NERK 
ball at some point in your life. You 
might not realize, though. Ihal NF.RF 
stands for Non-Expanding Recre¬ 
ational Foam. 

• It's heen reported that in the movie 
"The Silence of the Lambs." Hannibal 
Lcchlcr. the character played by Sir 
Anthony Hopkins, never blinks. 

• The monkfish, a species of angler¬ 
fish found primarily in ihc northwest¬ 
ern Atlantic Ocean, has an enormous 
head Really, really enormous. The 
monkfish s head is so large, in fact, that 
il makes up three-quarters of its body. 

**• 

Thought for the Day: "An author is 
a fool who, not content with boring 
those he lives with, insists on boring 
future generations." — Charles dc 
Montesquieu 


Solution to last week's 
Super Crossword 


• On Oct 1, 1924. future President 
James Earl Carter is bom in Plains. Ga. 
Cartcr w as the son of a peanut fanner and 
was the first president to be bom in a hos¬ 
pital Carter graduated from the Naval 
Academy in Annapolis. Md., in 1946 

• On Sept. 30, 1930, jazz trumpeter 
and singer Louis Armstrong arrives in 
New York to join Fletcher Hender¬ 
son's renowned jazz band. Among his 
hits were "Blueberry Hill" and "What 
a Wonderful World." Armstrong died 
in 1971 at age 69. 

• On Oct. 3, 1941,’The Maltese Fal¬ 
con," starring Humphrey Bogart as 
hard-boiled dcteclive Sam Spade, 
opens. Bogart joined the Navy during 
World War I and was injured in an 
attack. His upper lip was scarred and 
partially paralyzed, giving him the 
lough-guy poker face and slight lisp 
that characterized his acting. 

• On Oct. 4. 1957. the successful 
launch of the unmanned satellite Sput¬ 
nik I hy the Soviet Lnion shocks and 
frightens many Americans, who w onder 
how the Soviets could have gotten so far 
ahead of the United States. Eisenhower 
responded hy speeding up the U.S. 
space program, and the satellite Explor- 
crl was launched on Jan. 31. 1958. 

• On Oct. 2. 1962. Johnny Carson 
starts his new job as host of "The 
Tonight Show." where he would stay for 
almost 30 years In 1965. Carson insist¬ 
ed on delivering his monologue at 11:30 
instead of 11:15 because many stations 
ran news until 11:30 and didn't join 
"The Tonight Show " until Ihc half hour. 

• On Oct. 5. 1974, American David 
Kunst completes the first round-thc- 
world journey on loot, taking four 
years and 21 pairs of shoes to com¬ 
plete the l4.5(K)-milc journey across 
the I and masses of four continents. He 
left his hometown of Waseca. Minn , 
on June 20.1970. 

• On Sept. 29, 1982. the last of six 
people in Illinois dies from taking 
Tylenol capsules laced with poison. 
The Tylenol murders were never 
solved, but Ihc crisis led drug makers 
to develop tamper-proof packaging, 
which had been largely nonexistent 
before the Tylenol terrorist struck. 



Trivia Tast Answers 

Answers 

1. Steven Spielberg 

2. “Midnight Cowboy” 

3 Pink. "Get Ihc Party Started" 

4 28 

5. Blarney Castle. Cork. Ireland 

6. 1928. Herbert Hoover 

7. Aristotle 

8 Pendragon 

9. Joim Photographic Experts Group 
iu. A laic ol two Cities, Lhailcs 
Dickens 



1. TELEVISION: Who was execu¬ 
tive producer of the “Animaniacs” 
television cartoon show? 

2. MOVIES: Which Jon 

Voight/Dustin Hoffman film won Best 
Picture in 1969? 

3. MUSIC: Who sang the following 
pop lyrics: "Sendin' out the message 
to all of my friends, we'll be looking 
flashy in my Mercedes Benz"? 

4. GAMES: How many dominoes 
are in a standard set? 

5. GEOGRAPHY: Where is the 
Blarney Slone located? 

6. POLITICS: In what year did a 
Republican run for president on the 
slogan. "A chicken in every pot; a car 
in every garage." 

7. FAMOUS QUOTES: Who said. 
"The roots of education are bitter, but 
the fruit is sweet." 

8. MYTHOLOGY: According to 
some accounts, whai was the last 
name of the legendary King Arthur? 

9. COMPUTERS:'What does the 
acronym JPEG stand for? 

10. LITERATURE: In which novel 
docs the character of Madame Thdresc 
Defarge appear? 
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r^>. Paw’s 
K comer 

by Sam Mazzotta 
First Aid for Pets 

Q . I sometimes worry about 
. w hat I would do if my dog or 
two cats were badly injured — hit 
by a car or bitten by a wild animal 
from the woods out back. We live 
several miles from the nearest vet¬ 
erinary clinic. Other than stopping 
bleeding. I don't know much else 
about how I would help them. Do 
you have any suggestions on where I 
can find out about given emergency 
care? — Frank I,., via e-mail 

A .The American Red Cross, while 
.belter known for supplying 
information on people first aid. offers 
two pet books — "Dog First Aid" and 
"Cat First Aid." available online at 
www.redcross.org. The books give 
basic information on treating injured 
or ill pels immediately, and tell you 
how to slock a "pel first-aid kit" that 
should be kept w iihin easy reach. 

The organization a 141 often, a pet 
first-aid course at some of it, chapters 
nationwide Check the above Web site 
or contact the nearest Red Cross chap¬ 
ter for available classes. The book and 
course can be invaluable for recogniz¬ 
ing signs of illness or injury in your 
pets, and providing immediate care — 
including CPR — until you reach a 
veterinary clinic. 

While waiting for your first-aid 
books to arrive, it's a good idea to 
write the veterinary clinic's phone 
number in an easy-to-remember place 
(or put on speed dial I and to find out 
the clinic's hours and the veterinari¬ 
an's schedule. Ask the clinic how it 
handles after-hours emergencies — 
you may need to drive quickly to an 
alternative vet clinic. 

Knowing what to do in an emer¬ 
gency can provide tremendous peace 
of mind. 

Send your rips, questions and com¬ 
ments to Paws Corner, do King Fea¬ 
tures Weekly Service. PO Bov 
536475. Orlando. FL 32S53-647S, or 
e-mail them to pawscorner@ hot- 
mo Ucom 

C 20UC King Features S ynd. Im. 



Beer Bottle 

Q .l have an unopened bottle of 
• Coors beer with a paper 
label. M v dad told me it w as bought 
in 1950. I've been offered $25 for it. 
Should I take it? — Sieve, West 
Pueblo, Colo. 

A . I found your bottle referenced 
. in the second edition of War- 
man's Bottles Field Guide by 
Michael Polak. Polak believes your 
bottle is worth in the $110 to $150 
range. 


Q .l have a metal vase with a 
.rose design that I purchased 
at an estate sale. It is marked as 
being made by the Heint/ Art Met¬ 
al Shop. Can you tell me about this 
company? I can't seem to find II 
listed in any of my reference books. 
— (Unger, Pueblo, Colo. 

A .According to The Antique 
.Trader Antiques & Col¬ 
lectibles. edited by Kyle Husflocn 
and published by Krause. Otto Hcintz 
changed the name of his Arts Crafts 
Shop to Hcintz Art Metal Shop in 
1906 Many of the items crafted by 
his company featured a series of 
chemical patinas and plated finishes. 
The company closed at the height of 
the Great Depression in 1930. The 
vases and lamps crafted by the Hciniz 
Art Metal Shop are highly collectible, 
many selling well above the $500 
mark 


Just like C«U A Dogs 





•Another advantage ol thia house la how 
CLOSE it is to the golf course * 


| MtSTH II1QE6 By Dove Breqar | 


The Spats by Jeff Pickering 



Amber YVftVCS by Dave T. Phipps 



R.F.D. 


bv Mike Marland 



SO MOW'D LA DO IN 
The TffAcroR pull. 
Attmewir.Sim? 


I "TOOK A WRONG TURN AND 
, DRON/E Rl&UT IbfTDTME 
l DEMOLITION DERBV. 


NOT 

SO 

GOOD, 

Tinker. 









Jy»T4»T|« N'OhT fAL 
CAr*t TMf ATTACK 


" TmIN TMf r»ONT ^ 
VIIWJCAIIN IfcPcOPfP 
INW4AP 


*■ At »t tf ju*T A IkUM 
lo«Mfs*ow 1 mapc it Out 

-y TMf OThCAA WtAfN’T 

A \ _ IO LUCKY 


TMAft NfftMT* 
KWNTCP 
That ThiNO 


9-OlP on. tm|BC S 
SO*AfTMl«»G C*uT 

TKt•£ 8NP T » 
APP*CACHING 
TmC fMlP/ 


TMf POWI 
¥»|NT OU 


/vfjrrz fAi£NP C* roc ? 


HOCUS-FOCUS 


BV 

HENRY BOLTlNOFF 


Find at least tlx difference* trt details between panels 




v. •«ki*s.l#s i e a K I S S ) A ien u 8i Mann 

)ii 0 j«ilfo fti t.tctjQ r Auittim •!« MSufl c 

-nous *' ’*PP|Q VPS Z P«PP» «l Mil l 
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Social Security Disability State and Federal Disability 


Short/Long Term Disability 
(Private and ERISA) 


Long Term Care 
Life Insurance Claims 


The Disability Benefits Law Firm 

Elkind V Shed 

866-NEED-LTD « 866.633.3583 

www.disabilitybenefitslawfirm.com 

Oakland & Silver Spring Offices 




Premier In-Home Care Since 1987 

Tender Loving Home Care 

Dependable and Qualified 


IN HOME ASSISTANCE WITH DAILY ROUTINES 
MEAL PREP - LIGHT HOUSEKEEPING - PERSONAL CARE 
4-24 ‘Z0W2S - t to 7 'DA'lfS A TOSSX 

TENDER LOVING HOME CARE IS YOUR PROVIDER FOR. 

Health Watch 


TM 


PERSONAL MEDICAL RESPONSE SYSTEMS - CALL FOR DETAILS! 


State Licensed 
Bonded & Insured 


Toll Free: 


1-301-678-5080 

1-888-876-4967 


Braces 
As Low As 


*93 


/mo. 


Pa la isa 3 

- ORT HO DOM TICS 

it's time to smile 




Dr. Jaf kie Malsa, DMD.MS 

Braces for Chldrm & Adults 

friendly, Compaasronslr Stoff • Prtarnt Centered Twttnwnl • Affordsh u 'Lancing 
Options AwadaNc Most Insurance Plans Accepted • Major C redit Cards Aoceptrd 

C’all Today For Free Evaluation 


A 

U1 


(301) 689-9111 In.. 


IP -1 

AS Ukkl/Ui 


•ASIA, nnn 

151 Bithop Mirptiy Drive, Suite 
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Local Nazarene Church Celebrates I 
Denomination’s 100th Anniversary m 

The Oakland Church archivist. “Today, we are 


LEO BEACHY’S LEGACY TO BE DISCUSSED - The Grantsville Community 
Museum's annual fundraising dinner is scheduled for Saturday, Oct. 18, at 6:30 p.m. at 
the Grantsville Senior Center. David Solomon and Michael Bartlay from WQED will be 
the guest speakers.They will share details about their station's 2008 Mid-Atlantic Emmy 
Award winning program, Leo Beachy: A Legacy Nearly Lost. A DVD of the show, which 
aired on the Pittsburgh public TV station, will be available for purchase at the dinner. 
Proceeds will support the museum's effort to develop more negatives created by the late 
photographer in the early 1900s. Dinner tickets, which cost $20 per person, are available at 
the museum or at Beachy’s Pharmacy, Grantsville. Pictured above is a display of Beachy 
memorabilia. The winner of the museum's “Heirloom Quilt" raffle will also be drawn and 
announced at the dinner.The quilt, pictured below, was donated by Stonebow Inn and is 
currently displayed at Blue Moon Antiques. Both businesses are located in Grantsville. 

Oakland Eastern 
Star Mtg. Held 

The Oakland Chapter #67 
Order of the Eastern Star 
met on Sept. 16 at the Paul 
B. Naylor Masonic Hall. 

The meeting was called 
to order by Charee Reckner, 
Worthy Matron. Honored 
guests included Arthur Cod- 
dington Jr., Worthy Patron 
and Grand Warder of the 
Grand Chapter of Mary¬ 
land, Deputy Grand Lectur¬ 
ers Lois Robertson, Juanita 
Leese and Charee Reckner, 
and Grand Representatives 
Juanita Leese and Deborah 
Raynovich. 

The Worthy Matron’s 
opening message was “Lamp 
Lighting." The evening fea¬ 
tured an official visit from 
Robertson and a program 
titled “You are Our Sun¬ 
shine.” 

Initiation was held and 
new members Julie and Ron 
Bolyard were welcomed 
The chapter is preparing for 
Friendship Night on Oct. 
7, with organists as special 
guests. The Past Matrons 
and Past Patrons Associa¬ 
tion of Western Maryland 
will make its annual Cara¬ 
van visit on Oct. 21 

The chapter is also pre¬ 
paring for a “Veteran for 
Christmas” project. The 
Worthy Matron’s closing 
thought was “Patchwork 
Quilt .” 

All members are encour¬ 
aged to attend the meetings, 
which begin at 7:30 p.m 


of the Nazarene will join 
18,000 other Nazarene 
churches around the world 
on Oct. 5 to celebrate the 
denomination’s 100th an¬ 
niversary. 

The plan is for all 1 6 mil¬ 
lion members of the church, 
in 151 areas worldwide, to 
hear the same sermon, cel¬ 
ebrate with the same music, 
and participate in the same 
readings in 24 time zones on 
the same day. 

Preparations for the day 
began in 2004 with the writ¬ 
ing and translation of mate¬ 
rials sent to every Nazarene 
church in the world. 

Along with the de¬ 
nominational centennial, 
the Oakland Church of the 
Nazarene is also celebrating 
its own 60th anniversary. 
The local congregation was 
established in Oakland in 
September of 1948. 

“Our congregation is ex¬ 
cited to celebrate this anni¬ 
versary with our Nazarene 
family around the world," 
said Oakland pastor Art Ev¬ 
ans. “At the same time, we 
want to emphasize that the 
family never stops growing, 
and there is plenty of room 
for all.” 

The Church of the 
Nazarene has its roots in 
Methodism, diawu fiuin the 
teachings of English evan¬ 
gelist John Wesley (1703- 
1791). The denomination 
was established in October 
1908 in Pilot Point, Texas, 
by the merging of several 
like-minded groups. 

Phineas F Bresee (1838- 
1915) is credited as the 
founder of the denomina¬ 
tion. The mission of the 
Church of the Nazarene is 
“to make Christ-like dis¬ 
ciples in all nations.” 

With a long history of 
mission work and 20th and 
21 st century advances in 
communication and trans¬ 
portation, the Church of the 
Nazarene has deliberately 
steered an international 
course, a spokesperson said. 

“A century ago, Nazar 
enes were an American 
family, with relatives in 
other countries,” wrote Stan 
Ingersol, the denomintion's 

Courses To Be Held 
For Those Who 
Do Electrical Work 

Two courses for electri¬ 
cians and those who work 
in that field will be held in 
October at Garrett College. 
The first class, “Calculations 
for Motors and Transform¬ 
ers,” is scheduled for Thurs¬ 
day, Oct. 16, from 8 a m to 
2:30 p.m. 

This course is designed to 
teach the minimum require¬ 
ments for motors and trans¬ 
formers as required by the 
National Electric Code. 

The primary topics will 
include NEC Article 430 
requirements relating to mo¬ 
tors, motor circuit conduc¬ 
tors, overload requirements, 
motor branch-circuit, and 
ground fault protections, 
motor controllers and more 

The second course, "Elec¬ 
trical Grounding and Bond¬ 
ing,” will be held Friday, 
Oct. 17, also from 8 a m. to 
2:30 p.m. 

Topics to be covered dur¬ 
ing this course include: NEC 
Article 250 requirements 
relating to general ground¬ 
ing practices, circuit and 
system grounding, ground¬ 
ing electrode systems, and 
conductors, enclosure/race¬ 
way/service cable ground¬ 
ing and general guidelines 
for bonding 

Both courses will be taught 
by Wayne Robinson, chief 
electrical inspector, master 
code instructor, and inven¬ 
tor of the Kenny Clamp* 

To register for this course, 
persons may call the Con¬ 
tinuing Education and 
Workforce Development of- 
ficc at 301-38 7-3069 

Extra 


Attic 
Storage 


my 


Self Storage Units 

IO’xIO' & 10’x20’ 

Units Renting Now 


an international family of 
districts and congregations 
planted on each continent. 
No single language, race, or 
nationality claims a majority 
of our members.” 

Attesting to the suc¬ 
cess of the denomination’s 
international initiative, the 
Church of the Nazarene 
now includes graduate theo¬ 
logical seminaries in North 
America, Central America, 
and Asia-Pacific; liberal arts 
colleges in Africa, Cana¬ 
da, Korea, and the United 
States; nearly 40 theological 
schools worldwide; hospi¬ 
tals in Swaziland, India and 
Papua New Guinea; radio 
broadcasts in 30 languages; 
and printed materials in 103 
languages. 

Evans and the Oakland 
congregation invite the com¬ 
munity to join in the celebra¬ 
tion, beginning at 10:45 a m. 
The church is located at 203 
S. 8th St. in Oakland. 



THE OAKLAND CHURCH OF THE NAZARENE will be celebrating the 100th 
anniversary of its denomination on Oct. 5 along with 18,000 other Nazarene churches 
around the world. Pastor Art Evans invites the community to join in on the celebration 
and emphasizes “there is plenty of room for all."The church will also be celebrating its 
60th anniversary since being established in Oakland in September of 1948. (See story.) 


ANSWER ycur PHONE 

REELY. 

Get Free Incoming Calls, Texts and Pix only from U.S. Cellular 



MOTOQ 9c 

SMARTPHONE 

with wireless e-mail & Web 
and 1.3MP camera 

$9995 

Altei 1100 matl-io rebate that comes as a 
Visa’ Debit Card Requires new 2-yr ajrmt. plus 
130 95 voice plan am) Smartphone Plan purchase 



Also available in Licorice 


SAMSUNG R500 

with music player 

$3995 

New 2-yr agrmt required While supplies last 


If 


Save $180 instantly. 



LG UX830 

touch screen 

$9995 

After ISO mail-in rebate that comes as a 
Visa Debit Card New 2-yr ajrmt plus 90-day unlimited 
•isyedge* plan required While supplies last. 
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L6 UX300 

GPS with voice 
turn-by-turn directions 


New 2-yr ajrmt required 


Save over $17S instantly. 




TK U.S. Cellular 


believe in something better 

Discover the Difference Put our network, products and customer service to the test for 30 days • Change your 
calling plan at any time during your service agreement without signing a new contract • Renew your contract and 
take advantage of new phone pricing before your current contract ends 
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FIRST UNITED SPONSORS AG PARADE - First United Bank & Trust representatives 
recently presented a check to Charlie Ross, president/CEO of the Garrett County 
Chamber of Commerce, for the sponsorship of the 41st annual Autumn Glory Grand 
Feature Parade, scheduled for Saturday, Oct. 11, at 1 p.m. in Oakland. Pictured, left 
to right, are Ross, Robin Murray, First United’s senior vice president and director of 
retail banking, and Phil Rodeheaver, First United market president. 


CLEAR MOUNTAIN BANK MAKES AG DONATION - Charlie Ross, president/CEO 
of Garrett County Chamber of Commerce, recently accepted a check for $1,000 from 
Clear Mountain Bank for the sponsorship of the 41st annual Autumn Glory Festival, 
slated for Oct. 8-12. The presentation took place at Clear Mountain Bank's branch 
location, along Garrett Highway in Oakland. Pictured, left to right, are Joanna Frazee, 
branch manger; Clint McCabe, Clear Mountain director of marketing; and Ross. 



One-Year Sentence 
Given For Indecent 
Exposure Charge 

An Oakland man is cur¬ 
rently serving a year in jail 
after being convicted in the 
District Court of Mary¬ 
land, Garrett County, of the 
charge of indecent exposure. 
Grover C. Sisler, 22, entered 
a guilty plea to the charge, 
and visiting Judge Edward 
A. Malloy Jr. accepted the 
plea in proceedings on Sept. 
3, and sentenced Sisler to 
a year in jail, to begin im¬ 
mediately. 

The charge stemmed 
from an incident on July 
1, when Sisler apparently 
called to a female as she 
passed by along Casteel 
Road. When she looked in 
his direction, he exposed 
himself to her This was ap¬ 
parently not his first offense 
of a similar nature. 

Several other cases were 
heard in late August and 
early September, involving 
theft charges, assault, and 
escape, among others. 

Andrew J. Prins, 21, 


Swanton, entered a guilty 
plea in Aug. 26 proceedings 
to the charge of theft less 
than $500. Visiting Judge 
Teaette Price accepted the 
plea and ordered three 
months in jail, and then sus¬ 
pended the sentence. Prins 
was ordered to be on su¬ 
pervised probation for one 
year, and to complete 25 
hours of community service 
by February of 2009. 

Prins was arrested early 
this year following a Mary¬ 
land State Police investi¬ 
gation into the January 
theft of a GPS unit from 
the Criss Cross Communi¬ 
cations store in McHenry. 
The defendant is accused 
of stealing the unit and then 
trying to sell it elsewhere. 
When he was confronted by 
MSP officers, he reportedly 
admitted to the theft. 

John M Zawierucha, 
18, Rockville, was declared 
guilty of the charge of es¬ 
cape in the second degree 
and sentence to one year in 
jail, 11 months suspended. 
He will be on supervised 
probation for 18 months, ac- 
cording to the court report. 


Zawierucha escaped 
from the Meadow Mountain 
Youth Center near Grants- 
ville on Aug. 8, according 
to the report. He had ar¬ 
rived at the center on June 
3 and was to serve at least 
six months, according to the 
report. He escaped with two 
other inmates 

A Frostburg woman 
pleaded not guilty to a 
charge of malicious de¬ 
struction of property more 
than $500, and Judge Price 
ordered probation before 
judgment (PBJ) with the 
condition that the defendant 
make restitution to the vic¬ 
tims in the case 

Marilyn A. Gray, 52, 
was accused of using a box 
cutter to dig into the paint 
of the vehicles of Donald 
Bray and Crystal Gregory 
on April 27 in the Oakland 
Wal-Mart parking lot, ac¬ 
cording to the report. Price 
ordered Gray to pay $500 
to Lawrence and Crystal 
Gregory for the damage 
done to their car, and $50 
to Bray for damage to his 
pickup. 

Drug charges against 


Richard M. Harveth, 30, 
Bellaire, Ohio, were placed 
on the stet docket by Judge 
T. Price, according to the 
report. Harveth had been 
charged with possession 
of marijuana, a controlled 
dangerous substance (CDS), 
and possession of CDS par¬ 
aphernalia. 

The charges were lodged 
against Harveth after a traf¬ 
fic stop by the MSP on Feb. 
23 along Deep Creek Drive. 
A small amount of mari¬ 
juana and a pipe were found 
at that time, according to 
the report. 

In another drug case, a 
Sykesville man was ordered 
to complete 20 hours of 
community service. John P. 
Bicking, 22, was charged in 
March with possession of 
marijuana and CDS para¬ 
phernalia. The charges were 
placed on the stet docket 
with the condition of the 
community service comple¬ 
tion Bicking was charged 
by a Natural Resources 
Police officer in Grants- 
ville He was fishing in the 
Casselman when Officer 
Brian Friend asked to see 
his license, according to the 
report, and Friend discov- 


ered marijuana in Bicking’s 
fishing bag. 

Jason R. Wakefield, 20, 
Monroeville, Pa., entered 
a guilty plea in Sept. 3 
proceedings to the charge 
of marijuana possession. 
Judge Malloy accepted the 
plea and sentenced Wake¬ 
field to 30 days in jail, and 
then suspended the term. 
The defendant will be on 
unsupervised probation for 
18 months, and he was fined 
$142.50. 

Wakefield was arrested 
in July after a traffic stop in 
McHenry, according to the 
report. 

Connie J. Williamson, 
41, Oakland, pleaded guilty 
to possession of marijuana, 
and Judge Malloy sentenced 
her to 60 days in jail, sus¬ 
pended He placed her on 
supervised probation for 
one year and fined her $50, 
according to the court re¬ 
cord Other drug charges 
against Williamson were 
not prosecuted The charge 
was the result of a search 
and seizure warrant execut¬ 
ed at the defendant’s home, 
according to the report 

Nicholas J. Coomes 21, 
Friendsville, pleaded guilty 


to a charge of operating an 
off-road vehicle on govern¬ 
ment property. Judge Price 
ordered a PBJ, six months 
of probation, and a fine of 
$2.50 plus court costs. 

Coomes was charged in 
October 2007 by the U.S. 
Army Corps of Engineers 
at the Hough Reservoir, ac¬ 
cording to the report. 

A charge of unlawfully 
taking a motor vehicle was 
placed on the stet docket for 
defendant Roger L. Straw- 
ser, 42, Oakland. The ruling 
was made on the condi¬ 
tion that the defendant have 
no contact with the victim 
in the case, Connie Work¬ 
man. 

According to the report, 
Strawser was arrested by the 
Garrett County Sheriff’s Of¬ 
fice after taking Workman’s 
car in February without her 
permission. 

Theft charges against 
a Grantsville couple were 
placed on the stet docket by 
Judge Malloy. Crystal and 
Victor F. Gardea, both 55, 
were charged in connection 
with the theft of guns, am¬ 
munition, and huntmg gear 
from Sams’ Agway. Several 
of the missing items were 


LONG & FOSTER SUPPORTS AG FEST - Charlie 
Ross, president/CEO of the Garrett County Chamber 
of Commerce, is pictured at right with associate broker 
Tracey Espada of Long & Foster Real Estate, a primary 
sponsor of the 41st annual Autumn Glory Festival's Kick- 
Off Reception. The event is scheduled for Wednesday, 
Oct. 8, at 6 p.m. at the Lodge at Wisp Resort. Tickets are 
$125 per person or $195 per couple and include an open 
bar, hors d’oeuvres, dinner, and entertainment. Tickets 
can be purchased by calling the chamber at 301 -387-4386. 


apparently found in the 
Gardeas’ residence during a 
search and seizure. 

Three cases involving 
domestic altercations re¬ 
sulted in not-guilty verdicts 
because the victims refused 
to testify. 

Adam S. Park, 28, and 
Megan Park, 26, both of 
Oakland, refused to testi¬ 
fy against one another in 
a case involving charges 


of second degree assault 
and reckless endangerment 
against Adam, and related 
charges against Megan. In 
light of no testimony, the 
judge found them both not 
guilty. 

The domestic altercation 
between the two took place 
over two days in October of 
2007, according to the re¬ 
port. The sheriff’s office re 
Continued on Page C-7 
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In Loving 


Memory 
on your birthdays 

Luther /). Lohr Sr. 

Sept 16, 1939 

Ann Elizabeth Lohr 

Sept. 22, 1966 




Sadly Missed 
by family friends 



www. DeepCreekRealty. com 




Head to the Mountain! 

6743473 Nice 2 bedroom. 2 
bath unit close to Wisp. Comes 
with a rotating dock slip on Deep 
Creek Lake. Enjoy the view of 
the mountain from your living 
room. Condo is furnished with a 
home warranty. VERY 
MOTIVATED SELLER. WILL 
CONSIDER ALL 
REASONABLE OFFERS! 
$329,000 



Wooded Lake Access l.ot 

6700944 Alpine Lake Resort, a 
gated lake resort community in 
the mountains of North Central 
West Virginia. Amenities 
include 150 +/-acre stocked 
lake, beach, boathouse, lodge 
w restaurant & lounge, indoor 
Olympic pool, 18 hole golf 
course and more. Come away to 
the peace, quiet and clean air of 
the mountains. Close to white 
water rafting and skiing venues 
$17,500 


Lake & Ski Slope Mews! 

6803114 You'll has e them both 
here' Immaculate 4 bedroom. 3 
bath home on 1 acre with 
excellent views. Home being 
sold turn key including hot tub. 
Close to everything Deep Creek 
Lake has to offer $489,900 
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Level Wooded Lot With 
Approved 3 Bedroom Perc 

6865600 Lot 14 Sect 3 Blk. T. is 
a Level wooded lot on 0.59 
acres It BACKS TO STATE 
GAME LANDS. Full member¬ 
ship conveys Gated Access. 
Enjoy the serene mountain 
setting, miles of wooded non- 
paved roads and common-use 
acreage for hiking, cross¬ 
country skiing, biking, hunting 
and fishing APPROVED FOR 
A 3 B I I) ROOM 
TRADITIONAL GRAVITY 
FED SEPTIC SYSTEM 
$21,995 


Move-In Ready Home Level 
l.akefront 6802667 Enjoy the 
luxury of huge master bedroom 
suite Relax on wrap around 
deck. Play on level lakefront 
lawn with just enough shade 
from towering trees and dock 
permit for 2 power boats Store 
your lake toys in attached & 
detached garages. Easy move in- 
fumiture conveys $648,800 


Cedar Rancher with Private 
Class A Dock 6740510 Cedar 
siding rancher with lake access 
and Private Class A Dock. Great 
for weekend getaways or full 
time residence. Enjoy tranquil 
sunsets on Deep Creek Lake and 
all the amenities of lake side 
living. Enjoy morning sunrises 
in a glass enclosed solarium. 
Back deck provides plenty of 
room and privacy for entertain¬ 
ing. Fully finished basement 
with knotty pine accents 
$374,900 


DEEP CREEK 
REALTY 

Each Office is Independently 
Owned and Operated 

Visit us soon at awn .DwpCreekRealty.com 
or stop by our office 

24439 Garrett Highway. McHenry. Ml) 21541 
(in McHenry Plaza) 

8:30 AM-6:00 PM 
7 Days a Week 

301-387-5303 • 800-252-7335 




Close to All Lake Activities! 

6803179 Very nice three-level 
condo with 2 bedrooms plus 
family room that has been made 
into a large master bedroom. 3 
baths and 1 fireplace Nicely 
furnished and ready to move in 
Interior recently painted, new 
roof and many other upgrades. 
$345,000 



Incredible scenic views on 
buildable lot! 6867619 Ten 
minutes to Deep Creek Lake 
State Park. Ten minutes to 
Oakland. Building lot with 
beautiful mountain and pasture 
views. Well and septic are in 
place, electric to property, ready 
to build. All you need are 
permits $49,900 
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1.38 Acres of Peace and Quiet! 

6795357 Beautiful, private- 
building lot in Betts Estates. The 
perfect place to build your 
dream home or a vacation 
getaway. Close to State Parks. 
Deep Creek Lake, and shopping. 
You don’t want to miss this 
opportunity! No formal HOA. 
Additional 7+ acres available 
All owners share expenses for 
road maintenance and improve¬ 
ments. $45,900 





PROPERTY MANAGEMENT AND RENTALS 

•Vacation Rentals — a wide variety of homes, chalets, and condos. 
•Long-Term Residential Rentals — in town or country 
•Property Management — professional management for your 
recreational or residential property. 


Retreat to the Woods! 

6460264 3 bedroom, 3.5 bath 
log home in Yough Mountain 
Resort. Perfect for that weekend 
getaway or full time residence 
Snow in the winter and cool air 
in the summer. Enjoy 4 
wheeling, snowmobiling. 
hiking, fishing, and cross¬ 
country skiing through miles of 
subdivision roads and thousands 
of acres of adjoining state land. 
Private gated community near 
stale forest and parks Really get 
away from it all! $299,000 


Wonderful Victorian with 
Many Updates 6679983 
Completely renovated and 
includes a HOME 
WARRANTY, central air. 
hardwood floors, new kitchen 
and gas fireplace in living room. 
Beautiful sunroom, crow-n 
molding, vintage light fixtures 
and wrap-around porch all 
contribute to the charm and 
character of this home! 
$275,000 


The Overlook Chateau 

6702696 Fine country living 
just six miles from Deep Creek 
Lake 100 acres of privacy, 
panoramic views, stocked 
ponds, and waterfront gazebo. 
Nearly 5000 finished square feet 
in Country French style, with 
Clive Christian kitchen, main 
level Master Suite, and elevator 
$ 2 , 200,000 


Town living in a Country 
Setting! 6822916 Clean, 
energy efficient, well kept home 
in Accident Level, landscaped 
yard Farm and mountain views’ 
Call today for more details! 
$139,900 


Rare Opportunity! 6565667 
It is not often that a 
Mountainside home with a boat 
slip comes available Sold fully 
furnished nght down to the 
dishes, so you can move right in 
Duality kitchen upgrades Gas 
burning free standing stove in 
the lower level game room. 
Extra sized lot offers additional 
privacy Enjoy the hot tub and 
fire pit Home Warranty! 
$ 579-000 




Brand New Lake Mew Quad! 

6505432 Three level quad with 
great lake views. Three 
bedrooms. 3 and 1/2 baths 
Currently under construction 
and located in the central area of 
the lake, this condo offers 
designer upgrades including 
coordinated paint finishes, 
upgraded plumbing fixtures, 
interior doors and moldings, and 
gas fireplace. Lease a boat slip 
across the street, close to 
Trader's Coffee Shop $359,000 




10-DAY SALES EVENT 

Coming Soon! 

Prices Greatly Reduced! October 10 M, -19' h 

Bringing mort buyers and sellers together. 


OEtr CREEK 
REA1IY 



■ •T'oraiion. In Canada, each office is an independently owned and operated member broker of (old\uv Hr* r VtmatC' ot l anada www coldwellbanker.com 
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Regular Games Pay $50.00 Ayjjbfcw 

60 Players ■ Qames Pay $60 
70 Players • Qames Pay $70 
80 Players ■ Qames Pay $80 
Doors open tl:30a.rru tarty Bmi 12:55 p.m.. Regular Games 1.00 


^This ^JJeek s Jackpots 

* bonanza {Jingo (54 No*.) $837.00 

progressive •game (55 Not.) $599.00 

Jlystery dumber $120.00 

65 Jlumber •game $500.00 


^ I '.ood I noil . li d liable 

PLENTY OF SEATS 

Elks Lodge #2481 100 Ilk SI. Oakland, Sll) 

For more information call 301-334-1119 
\« eidmiwion under IH S psmxored h\ H PO.I. 0J4HI 


MILITARY 

SURPLUS 

Now at Red House 
School Antiques-301 -334-2800 


Edwards 

Construction 


Law Offices of 
Gary Harriger, LLC 


jr DELIVERS 

SOLUTIONS 


'How pr0i/i4mj 

rkSMottru needi: 


(301)334-9471 

www.mybank4.com 

Oakland | Mid Towns | My Bank Express 


wUm -hlech- -^oncrttt- 
6tovii- ’^foundations 


148 Main Street 
Grantsville, MO 21536 


FIRST UNITED 


Bank & Trust 


Nc 301-895 4430 
•harrlfer@allshoretitle.com 


son, with a $25 deposit due 
at registration, and final 
balance of $100 due by Fri¬ 
day, Oct. 31 Transporta¬ 
tion will be provided via 
Schrock Travel, with pick 
ups scheduled in Oakland, 
Accident, and Grantsville 
Seats are said to be filling 
quickly. 

Those interested in regis¬ 
tering for the trip should call 
Carrie Clow at 301-334- 
9431, ext 139, or 888-877- 
8403. 


the Glitts ol Moher a a _ 

From January through Area Agency On 

June she was a law clerk Aging Planning 

with Project HEAL (Health, . _ 

Education, Advocacy, and ChristmOS Trip 
Law), a pro bono poverty The Garrett County Area 
law clinic based at Johns Agency on Aging will host 
Hopkins University and run a day trip on Tuesday, Dec 
by the Maryland Volunteer 9, to Sight & Sound Millen- 
Lawyers Service nium Theatre in Lancaster 

Frazee is the daughter of County, Pa The trip in- 
Bob and Linda Frazee, eludes a performance 
Westminster, and the late "Miracle of Christmas" and 
Lisa Frazee. She is the a family style dinner at Her- 
granddaughter of Jim and s hey Farms. 

Rose Frazee, Friendsville 

"Running Effective 
Meetings" Seminar 
Scheduled At GC 

Garrett College will hold 
a seminar titled "Running 
Effective Meetings" on 
Thursday, Oct. 16, from 1 
until 4:15 p.m. in the Con¬ 
tinuing Education building. 

This course is designed for 
persons who regularly head 
up meetings for work or an 
organization. 

Participants will learn 
about techniques for han¬ 
dling such issues as time 
management and assigning 
"to-do" lists. Developing 
agendas, handling non-stop 
talkers, and meeting domi- 
nators will also be dis¬ 
cussed 

Additionally, students 
will learn the difference be¬ 
tween open ended questions 
and close-ended questions 
and how to use each to deal 
with disruptions in meet¬ 
ings. 

Local small-business con¬ 
sultant, Sarah Wilt, will 
teach the session. To regis¬ 
ter or to obtain more infor¬ 
mation, persons may con¬ 
tact the Continuing Educa¬ 
tion office at 301-387-3069 
or Julie Yoder at julie- 
yoder(a garrettcollege.edu. 


Let's Get 

DownTo Business! 


This is a feature of The Republican to better 
acquaint our readers with various area business 


establishments 


The Quilter’s Corner 


per per- Subscribe lo The Kepubliccm 


DENIED SOCIAL SECURITY? 

CALL 

KIRKWOOD & ROGERS, P.A. 

Experience You Can Trust 

KEYSER CUMBERLAND 

304 - 788-8080 301 - 759-4040 

♦ SERIOUS PERSONAL INJURY 

♦ WORKERS’ COMPENSATION 


THE QUILTER’S CORNER opened recently at 13180 Garrett Highway, Suite F, 
near the Oakland Wal-Mart. Owned and operated by Amanda Friend, left, and her 
mother, Lisa Jones, the shop offers fabrics, notions, and classes for sewing enthu¬ 
siasts. See story. 


Frazee Completes 
Internship At UN 
Office In Geneva 


are pleased to announce 

that effective October 6, 2008, 
they will be seeing patients at 
1279 Memorial Drive, 
Oakland on Mondays, 
8:30 a.m. to 4:30 p.m. 


quilt shop owner Karen r> u i i • i 

Rodeheaver. Schedules Revival 

Amanda stressed that The Oak Grove Church 
quilting is "not just a of the Brethren, McHenry, 
woman's thing." She wants will hold revival services 
to get youth and men in- Sunday through Wednes- 
volved in the creative pas- day, Sept 28 - Oct. 1. The 
time She is exploring the public is invited, 
idea of offering a class in Evangelist Pastor Craig 
which hunters can bring in Howard of Petersburg, 
tanned hides and learn how W.Va . will hold services on 
to make hunting pouches, Sunday morning at 11 a.m. 
hats, or other items from and each evening at 7 p.m. 
them. 

Additionally, the store 
will offer special opportuni¬ 
ties before Christmas and 
Mother's Day for men to 
shop for the female quilters 
in their lives. 

The shop owners also 
have several projects under 
way that will allow youth 
and adults to share their 
knowledge, experience, and 
materials to help others in 
their communities. For ex¬ 
ample, special days will be 
set aside for quilters and 
sewers to make items for 
nursing homes, Hospice, 
and hospitals 

Other projects, however, 
are just for fun For exam¬ 
ple, the "Trash to Treasure 


Please call 301-533-1003 
to schedule an appointment 


Erin Frazee, a third-year 
law student at the Univer¬ 
sity of Maryland School of 
Law, recently returned from 
a summer internship at the 
headquarters of the United 
Nations High Commis¬ 
sioner for Refugees in Ge¬ 
neva, Switzerland Frazee, a 
former Oakland resident, 
was one of two interns from 
the United States 

While in Geneva, Frazee 
attended and reported on 
meetings between treaty 
oversight committees and 
national delegations from 
such countries as Great Brit¬ 
ain, Togo, San Marino, and 
France These meetings 
were held to determine 
whether the countries were 
in compliance with interna¬ 
tional law. 

Frazee also worked on 
projects involving Iraqi, 
North Korean, and Somali 
refugees 

Additionally, Frazee 
traveled extensively while in 
Europe, visiting Spain, It¬ 
aly, Ireland, the Swiss Alps, 
and France She stopped in 
Rome, where she toured the 
Forum, Coliseum, and Pan¬ 
theon While in Ireland, 
Frazee stayed in Dublin and 
toured the west coast of that 
country, slopping at Bun- 
ratty Castle, the Burren, and 


Deep Creek 
Salon & Massage 


Certified by The American 
Board of Orthodontics 
Most insurances accepted 
Invisalign Provider 
New patients are welcome! 


Women Of Bible 
To Be Focus Of 
St. Mark's Series 

The Adult Forum at St 
Mark’s Lutheran Church in 
Oakland will begin a discus¬ 
sion series on Wednesday, 
Oct 1, titled "Women of 
the Bible." The several-week 
series will take place each 
Wednesday at the church, 
located at the corner of Cen¬ 
ter and Second streets, be¬ 
ginning at 6:15 p.m. 

"From Abigail through 
Zipporah, Miriam through 
Mary Magdalene, we will 
talk not only about the most 
famous biblical women, hut 
also some of the more inter¬ 
esting minor female charac¬ 
ters," said Pastor C. Scott 
Robinson, who leads the 
forum "No study of the 
Bible's women would be 
complete without an exami¬ 
nation of the cultural and 
societal attitudes toward 
women in the biblical era 
We will discuss how these 
may have influenced the 
portrayals of the Bible's 
various female characters, 
from prophetess to prosti¬ 
tute, warlord (warlady?) to 
disciple ." 

Each weekly discussion 
typically includes a Power¬ 
Point presentation and a 
handout containing key 
information, the pastor said 

"Both feminist and tradi¬ 
tionalist perspectives arc 
welcome in the discussions, 
as well as any in between,'' 
he said 

After each week's forum, 
a short service of contem¬ 
plative evening prayer is 
offered at 7 p.m to those 
interested. The public is 
invited. For more informa¬ 
tion. persons may call the 
church office at 301-334- 
2668 


Keratin Complex hair therapy 
The science of smooth relaxed hair 

•Eliminates frizz and curl *will not damage hair 
•leaves hair softer, silkier and shinier 
•no unpleasant odors or fumes * less maintenance 


A Nice Smile is Always in Style! 


ATTCR 


K ratinComple\ 

hair therapy 


GARRETT 

AUTO RENTALS INC 


"NEW" Manicure and Pedicure by OPI J 

Cappuccino Expresso • 

$5 off pkg. 

with coupon Expires 9/30/08 J 

Full line of hair care products and services. 
'Manicures ‘Pedicures ‘Facials ‘Waxing ‘Massage 
Stop in and try our “new” 10 min. tanning booth. 

24586 Garrett Hwy., McHenry, MD 

Located at Market Square in the heart of Deep Creek Lake 


LOW DAILY RATES 
INSURANCE REPLACEMENTS 
CARS VANS 15 PASS VANS 


<hJou/iS: Mon.. 12-7; Tues 


OAKLAND 301 -334-6132 


locally owned l Operated For 16 Tears! 

Rt. 219 Deep Creek lake 

Mqor Credit Ccrcfe Accepted 


I ve got a 


Steve Edwards, Owner 

301 - 616-6465 

Oakland, MD 

New Home Construction 
Remodeling and Additions 
Steel and Shingle Roofs 
Garages and Pole Buildings 
Decks, Drywall and more 


My Bank actually took time to learn about my business - so 
when I need something they're already a step ahead. I get I 
smart ideas and the right answers... fast! 

My banker is Julie Peterson, Commercial Lender, 
and My Rank is First United. 

Dr. Jim Jones, Optometrist 

I 9 I Regional Eye Center 

. H//\'y Hank United Customer Since 1983 


• BUSINESS & 
EMPLOYMENT LAW 


REAL ESTATE 


My Bank Delivers SOLUTIONS 
... Does Yours? 


CONTRACT 
4 LEASES 


ESTATE PLANNING 
A WILLS 
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Health & Fitness 
Center Schedules 
Open House 

An open house will be 
held at Flowery Vale Health 
& Fitness Center in Acci¬ 
dent on Monday, Sept. 29, 
from 10 a m to 1 p m. Op¬ 
erated by Garrett County 
Area Agency on Aging, the 
center provides individual¬ 
ized fitness programs for 
members age 50 and older. 

"We focus on the health 
benefits of exercise. An indi¬ 
vidual's fitness program is 
based on physician referral 
and our fitness assessments. 


Each member is monitored 
regularly for progress, and 
workouts are changed ac¬ 
cordingly," said center di¬ 
rector Ryan Kentrus 

Flowery Vale Fitness 
Center offers a full range of 
equipment so members can 
vary their exercise routines. 
"We have equipment that 
can help increase strength 
and endurance without put¬ 
ting stress to the joints. This 
is particularly good for peo¬ 
ple with arthritis or knee 
injuries," Kentrus said, 
pointing out that the recum¬ 
bent bicycle is popular with 
many of the members. 

For members without 


injuries or limiting physical 
conditions, a vigorous 
workout is always available. 
"We have members who 
come on lunch break from 
work or after work for a 
short power workout doing 
some stretches and fast- 
paced treadmill or elliptical 
machine work," he said. 

Classes offered at the 
center are free to members 
but are also open to people 
of all ages. "Ryan and I 
teach classes in the morning 
for retired members and in 
the afternoon [for] those 
who are working," yoga 
instructor Peggy Santamaria 
explained. "He and I have 
very different styles - he is 
tall, young, and strong, and 
1 am short, old, and flexible. 
So between us, we've got it 
covered - a little something 
for everyone." 

Among the classes 
Kentrus leads are stability 
ball work, strength training, 
and exercise for people with 
arthritis. In addition to 
these, as former assistant 
swimming coach at Frost- 
burg State, he has been able 
to arrange for Flowery Vale 
to use the university pool 
once a week for water aero¬ 
bics. Santamaria teaches 
yoga and Pilates. "We en¬ 
courage members to bring 
their grandchildren in to 
watch or participate in the 
classes. The young people 
are very impressed when 
they see what their grand¬ 
parents can do," Santamaria 
said 



Saturday, September 27 
10 a.m. to 6 p.m. 


Kids, Teen and Adult New Clothing 
All Name Brand - $3.00 each 

Hurley, Nike, Ralph Lauren, Roxy, 
Hathaway, CK, Tommy Hilfiger, Laura Ashley, 
Oshkosh, Carter's, Levi, One World, 
Body Slimmers, and more. 


Ball Auction Building 

_Along fit. 7 in Terra. Alta. WV _ 

304 - 789-6879 

www.ballauctioninc.com 



"Expert Fit" Measuring & Installation 


866 - 795-4280 


Home 
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Computer giving you a hard time? 


Contact the CHIPS Network today for all 

your commercial computer and website needs. 
Offering services in: 

• Custom Programming and Software 

• System and Network Engineering 

• Website Design, Maintenance and Support 

• Graphic Design 

• Hardware and Software Troubleshooting 

• Site Management and Consulting 

21287 Garrett Highway, Suite 200, Oakland, MD 

(301) 387-5652 • (800) 590-9907 









Leave the Landscaping to Us! 


Also offering Fall Clean-Up 

-wu f Schedule your landscaping 
£ ! before October 1. 2008. 8 get j 


On all new lawn installation 


see results in as little as 4 days 


Bulk Mulch 


L Open Mon. - Fri. 6am - 6pm; 

• Sal. 6am - Noon 

^ Sundays by appt. only I ^ 

Call Today for your FREE Estimate 

“301-334-5810 • 301-616-6576 GreenThin g s.ac 

, www.(> reenThingsLLC.com Landscaping and Property Maintenance 
Located on Hi. 219. approx. 7 mi. South of Oakland LocM y 0wnrd <* (> P era,ed 


Cxnrtdsii Manor 

Restaurant & Lounge 


Friday Night 

Italian Special 

A Three Pasta Combo 
served with a side salad, 


and a glass of Chianti 

8S0 Memorial Drive Oakland 

J01JJ4 6499 


The Goodwill Retirement Community Village offers opportunities for an 
active lifestyle without the responsibilities of home maintenance. 

Come learn of the benefits of a 

Cnntinnino Care Retirement Community. 

0 • 

For more information call Janet Kepple at 301-895-5194 ext . 230 


eating for all students with 
disabilities or special needs, 
promoting community and 
citizen awareness of issues 
relating to disabilities, and 
providing a forum for coun¬ 
tywide citizen input on spe¬ 
cial education programs, 
related services, and rele¬ 
vant issues. 

Those seeking further 
information or those with 
questions may call 301-334- 
7658. 

ARMED SERVICES 

REVIEW 


boot camp is "Battle Sta¬ 
tions.” According to a Navy 
spokesperson, this exercise 
gives recruits the skills and 
confidence they need to 
succeed in the fleet 

" Battle Stations’ is de¬ 
signed to galvanize the basic 
warrior attributes of sacri¬ 
fice, dedication, teamwork 
and endurance in each re¬ 
cruit through the practical 
application of basic Navy 
skills and the core values of 
honor, courage, and com¬ 
mitment. 

Ratliff is a 2007 graduate 
of Southern Garrett High 
School. 


Cancer support 
Group To Host 
Memorial Serv. 

The Cancer Support 
Group of Garrett County 
will conduct a special ser¬ 
vice in memory of deceased 
members on Tuesday, Sept. 
30, at 7 p.m at the Garrett 
County Health Department, 
located along Memorial 
Drive in Oakland 

Any person who has lost 
a relative or friend to cancer 
is invited to attend. For 
more information, persons 
may call 301-387-4173. 


U S. Navy Seaman Re¬ 
cruit Justin A. Ratliff, son 
of Tina and Carl D Ratliff, 
Oakland, recently com¬ 
pleted US. Navy basic 
training at Recruit Training 
Command, Great Lakes, Ill. 

During the eight-week 
program, Ratliff completed 
a variety of training, which 
included classroom study 
and practical instruction on 
naval customs, first aid, 
firefighting, water safety 
and survival, and shipboard 
and aircraft safety. An em¬ 
phasis was also placed on 
physical fitness 


MT. TOP 

MONUMENT CO. 


623 TOWER STREET OAKLAND, MD 

(On hil! behind Eiks Lodge) 

Granite, Marble, & Bronze Memorials 
for all cemeteries. 

-Expert design & Superior Workmanship- 

\ / 301-334-1139 

VISIT OUR 
DISPLAY 


ONE SIZE DOES NOT FIT ALL - This is as true for 
fitness programs as it is for anything else. At an open 
house event at Flowery Vale Health & Fitness Center 
on Monday, Sept. 29, visitors can see how classes 
and workout programs are tailored to meet the needs 
of each client. Program director Ryan Kentrus (above 
left) and instructor Peggy Santamaria (right) will be on 
hand to demonstrate gym equipment and offer free 
mini classes. (See story for details.) 


Fall is a Great Time to Plant! 


For more information 
on the open house or on 
programs at Flowery Vale, 
persons may call 301-746- 
8050. 

KITZMILLER 

TOWN MEETING 

Deputy Myers was pre¬ 
sent at the meeting to ad¬ 
dress the concerns of the 
citizens of Kitzmiller 

A report was given that 
the community library has 
reached an agreement with 

the school and Principal 
Richard Stevens The li¬ 
brary will remain in the 
school. 

The mayor had a meet¬ 
ing with DNR about closing 
the Hamill Mine Road. The 
DNR representative will file 
a "quiet time action” in 
court to prevent the use of 
four-wheelers on the road 
Any citizen has the right to 
file suit and go to court 
against it 

There was only one bid 
for the project of repairing 
the museum roof, so the 
bids are up again and must 
be in by Tuesday, Oct. 14 

A public hearing having 
to do with the town's public 
CDBG housing and Com¬ 
munity Development issues 
will he held on Oct 27 at 
6:30 p m 

The mayor and town 
council passed a statement 
of support for the U S Na¬ 
tional Guard and Reserves 

100TH BIRTHDAY 

Dixie Wilson will be 100 
years old on Oct 24 and her 
family is planning an open 
house. It will he held at the 
community building on 
Oct 25. 

FALL FEST 

The Kitzmiller Elemen¬ 
tary School Fall Festival 
will he held on Oct. 25. 

TRICK OR TREAT 

Trick or treat for the 
town will take place on Oct. 
31 from 6 to 8 p.m 

BIRTHDAYS 

Kitzmiller residents cele¬ 
brating birthdays this week 
arc: Cecil McCloud, Sherry 
Smith, Tina Sweitzcr, Jamie 
James, Zachery Paugh, 
Donald Stiles, Paige Lucas, 
Cathy Lyons, Peggy Sue 
James; Ronald Warmck, 
Paul Howdyshell Jr, Hailey 
Paugh, Rebecca Reckart, 
Tracy Warnick, Jim 
Ramey, and Diane Kisner 


SEC AC Meeting, 
Slated For Oct. 7 

The Garrett County Spe¬ 
cial Education Citizens Ad¬ 
visory Committee (SECAC) 
will hold a meeting on 
Tuesday. Oct. 7-, at 4:30 
p.m. in the board room of 
the Garrett County Board of 
Education building. The 
BOE building is located at 
40 S. 2nd Street, Oakland 

SECAC, established in 
2003, serves in an advisory 
capacity to the county su¬ 
perintendent and Board of 
Education on issues affect¬ 
ing the education of stu¬ 
dents with disabilities. The 
committee's mission in¬ 
cludes, among others, advo- 


Goodwill 

Retirement Coi 


unity 


Independent Living Cottage 

Open House 


/ mile north of Grantsville 


Friday, September 26 
2:00 pm - 6:00 pm 

Saturday, September 27 
10:00 am - 2:00 pm 

263 Killdeer Lane 
Grantsville, MD 
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Loch Lynn Church Of God 
To Observe 50th Anniversary 


X 


^ t t*m 


nmru ii 


TOVl C.UI BRONSON 

Loch Lynn Church of 
God will celebrate its 50th 
vear of ministry on Sunday, 
Oct 12, at 10 a m. The 
i hurch is located at 8649 
Gorman Road near Loch 
Lynn. 

The public is invited to 
attend this day of worship 
and celebration, which will 
include special music and 
guest speakers, former Loch 
Lynn Church of God pas¬ 
tors Dr Tom Gulbronson 
and Bishop Robert Fletcher. 

Glubronson was pastor 
from 19f>4 through 1966. He 
presently serves as senior 
pastor at Springfield Assem¬ 
bly of God in West Vir¬ 
ginia 

Pastor Emeritus Fletcher 
is the church's longest ten¬ 
ured pastor, having served 
from 1967 through 1998. He 
is now a cluster elder for the 
Church of God's western 
section of the Delmarva- 
D.C. region. 

Reverends Ivan and 
Cindy Ackerman became 
the church's pastors in 1998. 

Loch Lynn Church of 


NEED A LIMO 
301-501-LIMO 

deepcreektlmes.com/linio 


ROBERT FLETCHER 

God began on Easter Sun¬ 
day in 1958 at the Pleasant 
Valley Grange Hall, with 
Rev Lloyd Adair as the 
speaker. Adair was the pas¬ 
tor for about two years. The 
congregation later estab¬ 
lished a church along First 
Avenue in Loch Lynn 

The church's member¬ 
ship has grown from around 
20 people to more than 400 
in the past 50 years. The 
congregation moved once 
again in February 2007 to 
their new facility along Gor¬ 
man Road (Rt. 560). 

Many ministries and out- 
reaches have been estab¬ 
lished throughout the years 
of ministry at Loch Lynn 
Church of God. Addition¬ 
ally, several individuals 
have received their creden¬ 
tials as ministers and are 
currently pastors of other 
churches. 

"The work of the church 
is constantly growing and 
evolving as the pastors and 
congregation seek new ave¬ 
nues to minister and to 
reach the community and 
the world with the message 
of the gospel," said a 
spokesperson 

For more information, 
persons may call the church 
office at 301-334-3221. 


TO CELEBRATE 50 YEARS OF MINISTRY - Loch 
Lynn Church of God members will celebrate their 
church's 50th anniversary on Sunday, Oct. 12, at 10 
a.m. The event will include special music and guest 
speakers. See story. The church began on Easter Sun¬ 
day in 1958 at the Pleasant Valley Grange Hall. A few 
years later, the congregation established a small 


church (pictured below) along First Avenue in Loch 
Lynn. Additions were added to that facility over the 
years, but a new, much larger church was eventually 
needed. A new Loch Lynn Church of God (above) was 
built along Rt. 560 (Gorman Road) and opened last 
February. The congregation has grown from 20 per¬ 
sons to more than 400. 


Democrat Open 
House Set For 
This Saturday 

The Garrett County De¬ 
mocratic headquarters, at 
226 Alder Street, Oakland, 
has scheduled an open 
house for the 2008 general 
election for this Saturday, 
Sept. 27, at 9:30 a m to 
announce the icsuils of the 
"Presidential Straw Poll" 
between Barack Obama and 
John McCain. 

James R "Smokey" 
Stanton, chair of the De¬ 
mocratic Central Commit¬ 
tee, emphasized that cam¬ 
paign materials for Jennifer 
Dougherty, the nominee for 
the 6th District Congres¬ 
sional seat, are also avail¬ 
able 

"Many voters are not 
aware that the current 
congressional representative 
is up for re-election because 
of the attention being paid 
to the presidential race," 


A HEALTHY SMILE FOK A LIFETIME 
Garrett Co. Health Dept. Dental Health Center 


( all and schedule your dental 
check-up with our friendly staff 
today to ensure that you have a 
healthy smile for a lifetime. 


Dr. Jason Hieronimus 

Our office accepts children, 
pregnant women and adults 
with Maryland Physicians Care, 
Priority Partners. Golden 
Advantage and Amerigroup. 

Phone: 301-334-7660 

301 895-3111 ext. 7660 
1025 Memorial Drive 
Oakland. MD 21550 


Fall is here, come to 

Pleasant Valley 
Greenhouse 
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for all your 

fall decorations . " J 

We have a Great Selection of 
Premium Mums > 

Budded and Blooming 

Straw Bales 








Cornstalks 
Pumpkins & Gourds 
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Pleasant Valley 
Greenhouse 


Paul Friend Rd. 

1 milt 


if 


* 

Oakland 


Open Mon.-Fri. 8 to 6; 

Sat. 8 to 5 '^ J 

301*334*0757 


Stanton said "Jennifer 
Dougherty is an exceptional 
candidate, a small-business 
owner, the former mayor of 
Frederick, and has been to 
Garrett County many times 
over the past several 
months We have literature 
available that informs voters 
of Jennifer’s positions." 

Stanton, on behalf of the 
Democratic Central Com¬ 
mittee, noted that the De¬ 
mocrat headquarters has 
been open for one week, 
with many voters stopping 
by the office to obtain mate¬ 
rials. Unregistered voters 
can pick up registration 
forms at the headquarters, 
but new registrations must 
be completed by Oct. 14 in 
order to be eligible to vote 
in the Nov. 4 general elec¬ 
tion. 

The open house will in¬ 
clude coffee and donuts, 
provided by the Garrett 
County Democratic Club; 
bumper stickers, yard signs, 
and other campaign mate¬ 
rial are available. The com- 
mittee will have 
embroidered T-shirts for 
sale, with all proceeds going 
towards Garrett County 
projects and Democratic 
candidates 

The Democrat headquar¬ 
ters is located between Hel- 
big’s Insurance Agency and 
the Towne Restaurant The 
office is open Wednesdays, 
9:30 a m to 4:30 p m., and 
Thursdays, Fridays, and 
Saturdays, 9:30 a m to 1 
p.m. The headquarters is 
sponsored by the Garrett 
County Democratic Central 
Committee and staffed by 
approximately 20 volun¬ 
teers from across the 
county. 

Additional information 
is available at www.garrett- 
democrats.org or at the 
Garrett Democrat head¬ 
quarters 

Read Then Recycle 


STOREWIDE 


SAVE NOW' 

ALL FOOTWEAR 

25% OFF 

or MORE! 

In ,*** <onfw#«r orrfy No KMCitf Offer* 

lyiwyt uNnOortHhingM A>mIm%«i 


-Clothes lor your reel!"” 

Maly WHO nwy, MUi cane rain 

301-134-6112 

tues thru Frl 10 5 30 Sat 10-3 


Robert O. Kazary 

Attorney At Law 

Real Estate • Estates • Business 
• Personal Injury 


Grantsville Office 

Phone: 301-895-3138 


Cumberland Office 

Phone: 301-777-8822 


Alzheimer's Group 
Schedules Meeting 

The local Alzheimer's 
family/caregiver support 
group will meet Monday, 
Sept. 29, from 6 until 8 p m 
at the Garrett County 
Health Department, 1025 
Memorial Drive, Oakland. 

Sponsored by the Alz¬ 
heimer's Association, Great¬ 
er Maryland Chapter, West¬ 
ern Maryland Region, sup¬ 
port group meetings are 


open to the public and are 
free of charge 

The local group usually 
meets the last Monday of 
the month The next meet¬ 
ing date is Oct. 27. For 
more information, persons 
may call Donna Fost at 301- 
334-7741. 

Information about other 
services available through 
the Greater Maryland 
Chapter is available by call¬ 
ing 800-272-3900 or visiting 
alz.org/maryland 


DREAM DENTALl 

Let us give you the smile you've always dreamed of.. 


Dr. William Savage & Dr. Lindsay Rhodes 


Welcoming new patients! 
Evening, Saturday and 
Emergency Appointments 

Call us today for your 
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“SPRING CLEANING’ 


Li.® 1 * 
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323 East Oak Street, Oakland, MD 301-334-3435 
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Aeroquip 

Hydraulic Hose 
and Fittings 

HYDRAULIC HOSES 
MADE WHILE 
YOU WAIT! 

■ 12 4 and 6 Wire Hose from 

S'i6 - to r 

John Deere 0-Ring Face Seal 
Fittings 

• Split Flange Cd6l and Cd62. 
Kamatsu, Metric, JIC. Pipe. 

O-Ring, Crimp Fillings 
• Quick Disconnects 

I - Power Swivels 
,<*» • Hydraulic Suction 
• Push Lock Hose and Fittings 
• Truck Hose and Reusable Fittings 
• Air Brake Hose and Reusable 
Fittings 

- Stainless Steel/Teflon Hose 
and Fittings 

Crimp Machines and Bulk Hose 
Programs 

■Two Convenient Locetione ■ 

104 Commerce Orive 
Mtn. Lake Park 
301 334 4136 
3030 Earl L Core Road 
Morgantown, WV 
304 296 4639 


Garrett industrial 
Supply Inc. 

Oakland. MD and Morgantown, WV 

WWW GARRE T T INDUSTRIAL SUPPLY COM 
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Save 10% thru September 30 


on Season Passes* 
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Plus, Pass Holders receive additional savings 
on Snow Tubing, Mountain Coaster, 
Snowmobiling & More! 




Purchase by clicking 
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Discount applies to stket $ta»n pusses: 
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Farming 

On The Mountaintop 



FRIEND’S 

STOCKYARD INC. 

Market report for Mon¬ 
day, Sept. 22, 2008. 

Stock Steers and Bulls 
(200-500 lbs.), $75-114; 
Stock Steers (700-850 lbs ), 
$78-94; Stock Heifers, $60- 
94. Slaughter Steers, good 
to choice, $94-97.75; me¬ 
dium to good, $82-93.50; 
heavy choice (over 1,450 
lbs), $75-85. Holstein 
Steers, heavy choice, $62- 
76; light (500 to 600 lbs.), 
up to $72. 

Slaughter Heifers, good 
to choice, $85-96.75; me¬ 
dium to good, $80-84.50; 
utility, $55.75-72. Bulls, 
heavy, $57-69; light, $50-64. 
Cows, utility, $50-66; com¬ 
mercial to good, $42-54; 
culls, $44 and down. Veals, 
good to choice, $50-94.25; 
medium to good, $50-67. 
Bob Calves, $50 and down 
Holstein Bull Calves, return 
to farm (85-120 lbs.), up to 
$90 Holstein Heifer Calves, 
return to farm (85-120 lbs.), 
up to $400. Beef Cross 
Calves, return to farm, up to 
$ 110 . 

Hogs, top quality, up to 
$58.50. Sows, up to $39 

Lambs, choice, up to 
$105 

Goats, choice (by head), 
$25-75. 


GRANTSVILLE 

STOCKYARDS 

Market report for Satur¬ 
day, Sept. 20, 2008. 

Stock Steers and Bulls 
(200-500 lbs.), $70-90. Stock 
Heifers, $50-86. Slaughter 
Steers, good to choice, up to 
$85; medium to good, $55- 
83.50. Holstein Steers, 
good, $54-70; light, up to 
$55. Slaughter Heifers, good 
to choice, up to $83; me¬ 
dium to good, $55-76. Bulls, 
heavy, $60-65; light, $60-71. 
Cows, utility (Holsteins), 
$55-65; canners, $45-54; 
culls, $44 and down. Bob 
Calves, $50 and down Hol¬ 
stein Bull Calves, return to 
farm (90-120 lbs ), up to 
$45. Holstein Heifer Calves, 
return to farm, up to $200. 
Beef Cross Calves, return to 
farm, up to $85. 

Hogs, top quality, up to 
$62; heavy, up to $60; light, 
$20-58; feeder pigs, by head, 
up to $35. Sows, up to 
$50.50. Male Hogs, $3-25. 

Lambs (70-85 lbs.), up to 
$118; (85-125 lbs ), up to 
$105; (30-60 lbs), up to 
$125; culls up to $60. 

Sheep, up to $50; fat 
sheep, up to $35. 

Goats, large, by head, 
$60-122; medium, by head, 
$25-60; small, by head, $10- 
40; kid, by head, $5-20. 


MARYLAND 
COOPERATIVE 

EXTENSION 

UNIVERSITY OF MARYLAND 

COLLEGE PARK - EASTERN SHORE 

FARM-O-GRAM 



r GARRE 

COUNTY 

Cooperative 

Extension 

Service 


Western Maryland Cash Grain & Hay Prices 

Cash Grain Prices #2 Yellow Shelled Corn, $5.60/ 
bu; Red Winter Wheat, $5.03/bu; Barley, $4.28/bu.; Yel¬ 
low Soybeans, $10.29/bu, 

Hay & Straw Prices: New Holland, Pa.: Alfalfa, 
$ 185-275/ton; Mixed Hay, $85-255.00/ton; Timothy 
$140-205/ton; Grass, $50-215/ton; Straw $115-170/ton. 

Westminster, MD - Alfalfa, $3 40-5 80/bale; Alfalfa 
Mix, $4.40-6.10/bale; Timothy, $1.80.-7/bale; Timothy 
Mix, $1-5.30/bale; Grass Mix, $3.10-5.30/bale; Straw, 
$1.70-2.90/bale. 

Winchester, VA - Stocker-Feeder Cattle (S/ 100 wt.) 

Steers: (300-400 lbs ), $98-112; (400-500 lbs ), $106- 
118; (500-600 lbs.), $90-106.50; (600-700 lbs ), $96-100; 
(700-800 lbs.), $93.50-97.25. Heifers: (300-400 lbs ), $87- 
95; (400-500 lbs ), $90-102; (500-600 lbs.), $90-96.50; (600 
-700 lbs ), $87-95; (700-800 lbs ) $85.00-92; (800-900 lbs.) 
$77.75-84. 

Slaughter Cattle - Westminster, MD 

Fed Steers: Choice & Prime, $94-98.75; Low Choice, 
$88-93.75; Holsteins, $76.75-80.25. Fed Heifers: Choice, 
$92-97.25; Holsteins, $71.50. Slaughter Cows: Breakers, 
$63.75-70; Boners, $56.25-62; Thin & Slow, $55.50 & 
down. 

Garrett County Extension web site: www.extension - 
umd.cdu/local/garrett. 



William A. Saltvsiak 

General Practice of Law 
24 years of Trial Experience 

DWI Criminal Defense 
Divorce & Family Law 
Personal Injury —Civil Litigation 
301-334-0900 • 323 E. Oak Street, Oakland, MD 
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For hauling Firewood, 

Coal and Miscellaneous Materials 
WE SERVICE WHAT WE SELL! 

GARRETT AUTOMOTIVE LLC 

301 - 387 - 614 ; 


Preston County 

Farm Service Agency Reports 

Eric M. McCartney, County Executive Director 
Preston County FSA Office 

425 E. Main St.. Suite 420, Kingwood, WV 26537-1793 

304-329-1923 

SIGN-UP DEADLINE FOR DCP 
PROGRAM APPROACHING 

Eric McCartney, executive director for USDA’s Farm 
Service Agency in Preston County, reminds farmers and 
othei landowners with base acres and yields that they 
have until next Tuesday, Sept. 30, to initiate a contract 
under the 2008 Direct and Counter-cyclical Payment Pro¬ 
gram (DCP). After a contract is initiated, all producers 
with shares in base acres greater than zero must sign their 
DCP contract by Oct 15. 

"This deadline is approaching quickly," said McCart¬ 
ney. "1 encourage all eligible producers to take advantage 
of this important program while they have an opportu¬ 
nity." 

According to McCartney, producers can fill out their 
2008 DCP contract at any USDA Service Center, or they 
can also sign up online 

“If producers choose the online option, they can 
choose payment options, assign crop shares, and sign and 
submit their contracts from any computer with Internet 
access," said McCartney "They can also view and print 
submitted contract options ." 

To be eligible for a DCP direct payment, crop produc¬ 
ers must report their crop acreage, must certify compli¬ 
ance with wetland and highly erodible land provision's, 
must certify compliance with adjusted gross income provi- ( 


sions, and must file a farm operating plan to comply with 
payment limitation provisions. A new provision for the 
2008 crop year prohibits direct and counter cyclical pro¬ 
gram payments on farms with 10 acres of crop base or 
less. 

FSA computes DCP payments using base acres and 
payment yields established for each farm. Only farms with 
base acres are eligible for DCP. Eligible producers receive 
direct payments at rates established by statute, regardless 
of market prices. For 2008, eligible producers may request 
to receive an advance payment of 22 percent of the direct 
payment for each commodity associated with the farm 
FSA will issue advance direct payments as soon as practi¬ 
cal after enrollment. Final direct payments will be issued 
after Oct. 1. Counter-cyclical payments vary depending 
on market prices, and are issued only when the effective 
price for a commodity is below its target price (which 
takes into account the direct payment rate, market price, 
and loan rate). 

To enroll or for further information on the 2008 Direct 
and Counter-Cyclical Program, producers may visit the 
Farm Service Agency, located in the Corner Mall of the 
Kingwood Plaza, or telephone 304-329-1923. 

FSA ANNOUNCES INCREASED 
GUARANTEED LOAN LIMITS 

Matt Briggs, farm loan manager for USDA’s Farm 
Service Agency (FSA) serving Preston County, an¬ 
nounced this week that, effective Oct. 1, the maximum 
loan limit for FSA’s guaranteed loan program will be 
$1,094,000 The previous loan limit was $949,000. The 
increased guaranteed loan limits reflect the rising input 
costs affecting farmers 

"The higher lending limit will allow Preston County 
lenders, using the guaranteed loan program, to better 
meet the increasing credit needs of the state's farmers and 
ranchers," said Briggs. 

FSA's guarantee loan programs allow lenders to make 
agricultural credit available to farmers who do not meet 
the lender's normal underwriting criteria. FSA provides 
loans to beginning farmers and limited resource produc¬ 
ers, and ensures lenders (e g., banks, Farm Credit System 
institutions, credit unions) with a guarantee of up to 95 
percent of the loss of principal and interest on a loan. 

There are two types of guaranteed loans: Guaranteed 
Farm Ownership (FO) and Guaranteed Operating (OL). 


FO Loans may be made to purchase farmland, construct 
or repair buildings and other fixtures, develop farmland to 
promote soil and water conservation, or to refinance debt 

Guaranteed OL Loans may be used to purchase live¬ 
stock, farm equipment, feed, seed, fuel, farm chemicals, 
insurance, and other operating expenses. Operating Loans 
can also be used to pay for minor improvements to build¬ 
ings, costs associated with land and water development, 
family living expenses, and to refinance debts under cer¬ 
tain conditions 

In addition to guaranteed loans, FSA can also provide 
direct loans to qualified farmers and ranchers. 

Farmers interested in FSA guaranteed loan programs 
may telephone their lender or Briggs at the White Hall 
USDA Service Center at 800-707-1298, or the Preston 
County FSA Office at 304-329-1923. The Preston County 
office is located in the Corner Mall of the Kingwood 
Plaza. 


First Time Homebuyer 
Construction-One time close 
Lot Loans-10% down 
Purchase or Refinance 

Call today for a free pre-qualification: 

Shirley Bernard 

FIRST HOME MORTGAGE 

317 East Oak Str eet 
Oakland, MD 21 550 
Phone 301-533-0535 or 
301-707-1215 cell 
sbemard@gofirsthon.ie.com 
www.gofirsthome.com 

hqual Opportunity Lender 



Preston Farmers ] 
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HELP SAVE LIVES! 

FATAL alcohol and drug related automobile crashes 
in Maryland occur more frequently on Sunday 
than any other day of the week.* 



Sun Mon Tue Wed Thu Fh - Sat 

*per MD Highway Safety Office, 2006 

VOTE "HO" TO 
SUNDAY SALES OF ALCOHOL 

By Autn o< Friends for Alcohol Free Sundays 
Thomas E Doyle. T raas 



345 Sanders Street 
Terra Alta, WV 26764 

304-789-2788 

304 780 5811 Home - 3C1-616-5231 Cell 

SPECIAL FALL SALES 

GRADED CALF SALE 

Wed., Oct. 8 at 10:00 a.m. 

Please note the lime. It is wrong on the state schedule 
Check-in will be Tues., Oct. 7. 

Scales will be open 7:30 a.m. to 8:00 p.m. 

BRED COW SALE 

Friday, Oct. 17, at 2:00 PM 

CALVES AND YEARLINGS 

Graded and Farmer Bunches 
Fri., Oct. 24, at 2 p.m. 

COW SALE 

Fri., Oct. 31, at 2:00 p.m. 


#1 in 



301 - 387 - 1000 . 


Railey Realty Congratulates Russell Bounds and Kellyann Green for Finishing the SavageMan Triathlon! 
Russell Bounds placed 2nd in his division! The DCL Relay Team: Kellyann Green, Melissa Walch and Nicole Walch 
placed 2nd in their division! We also want to Congratulate all Garrett County Residents who competed in the 

SavageMan Triathlon! We are proud of you all! 


NEW OFFERINGS 


PRICE CHANGES 















AMAZING LAKEFRONTI 

Charming chalet with lake 
views from every room 
GA6865365R 11,100.000 


BLUE VIEW 

Lakefront chalet with a 
peaceful setting and relaxing 
water views of Deep Creek 
Lake Features 4 bedroom. 3 
bath, hot tub. Type A dock, 
newer appliances, and 100 feet 
of frontage Fulty furnished 
GA6874809R $1,050,000 


LAKEFRONT GETAWAY 

4 Bedroom/3 BA split lakefront 
at Cherry Creek Cove Type A 
GA6870011R $779,000 


88 294 ACRES 

Mostly wooded, gently rolling, 
small field, perked 4 survey 
completed Pefect recreational 
property Only a lew miles from 
Henington Manor Stale Park. 
Swallow Falls Stale Park. 
Oakland & Deep Creek 
GA6877586R $569,000 


EXCEPTIONAL UNIT 

3 bedrooms. 2VS baths, wood 
burning fireplace. 2 decks, sold 
furnished & breakfast bar 
Single boat slip & park like 
selling on the lakefront Enjoy 
the use of the covered pavilion 
with family & friends 
GA6873256R $559,000 


FANTASTIC LAKEFRONTI 

looking for a charming 
Lakefront Cottage you can 
afford? This Is it! Spacious 
Cottage on a fantastic lakefront 
lot 4 roomy bedrooms. 3 
baths Country kitchen and 
Dining/Living with great lake 
views 

GA6863017R $875,000 


FISHERMEN & SKIERS 

Unique, 3 Bedroom 3V4 Bath 
new construction home 
fronting one of Maryland's only 
2 Tier Trout Streams! Native 
Brook, Brown 4 Rainbow 
Trout This fantastic hny-g [ S 2 
Vi miles from Wisp 1196 
acres 

GA6878209R $499,000 

SLOPESIDE LOT 

Perfect Location' Ski In/Ski Out 
Lot in North Camp 
GA6862393R $389,900 


MARSH HILL ROAD 

Perfect for the weekend 
getaway! This updated 2 
bedroom, 1 bath home is 
located close to the Wisp 
Mountain Resort & all area 
shopping and amenities Great 
opportunity to get started here 
at Deep Creek Lake 
GA6873426R $269,900 


DEEP CREEK DRIVE 

Custom built 7 BR lakefront 
$89 900 borne with great views 

GA6757725R $2,150,000 


HAZELHURST LAKEFRONT 

3 BR. 3BA. level lakefront. 
oversized garage & more 
GA6843073R $899,900 


FOUR HOOPPOLE SOUTH 

Updated end unit Turnkey 
Lake views, close to beach 
GA6869142R $375,000 


OAKLAND 3B/R 2 1/2B 

Oakland 3 Bedroom, 2'/» Bath, 
paved drive.2 Car Garage 
GA6870066R $229,900 

SUMMIT WOODS FARM 
6 acre lot with beautiful 
countryside views! 
GA6863602R $199,900 


LOG HOME 

Custom, 3 bedroom, 3 bath 
Yellowstone log home! 
GA6860994R $519,900 


SOUTHERN PINES WISP HOTEL UNIT 

Beautiful 5 Bedroom/3 5 Bath 2 bedroom Wisp Resort Hofei 
home unit offering great views of the 

GA6865487R $349,900 ski slopes and golf course A 

larger unit means a greater 


RED RUN 

3 bedroom, 
unit 

GA6860899R 


CONDO UNIT 

2 bath lakefront 

$349,000 


share of the rental income 
Great Opportunity with amenity 
package included! 
RR0000040R $92,500 


MIS 


GREAT 10* AC GETAWAY 

10.47 acre lot approved for 
sand mound system 
GA6861411R $89,900 

10 ACRE LOT 

Secluded 10 acre lot ready tor 
your vacation cabin or dream 
home Located on Walnut 
Bottom Road in the Walnut 
Ridge Subdivision Call Today! 

GA6874205R 

BEST VIEWS IN COUNTY 

3 acre lot with Incredible 
mountain views 
GA6863946R $87,900 

BACKBONE DRIVE LOT 

Plenty of room for that cabin in 
the woods. 7 72 Acres that is 
accessible from either 
Backbone Dr 4/or Timber Falls 
Rd Close to the highest point 
in MD & access to Mon 
National Forest 

GA6873596R $62,500 

VALLEY VIEWS! 

Two lots totaling 3.3 acres with 
beautiful Potomac River valley 
views Peaceful setting within 
minutes of stale parks 4 Deep 
Creek Lake Lot 2 can be 
purchased separately for 
$29,900 

GA6874686R $59,900 

GREAT STARTER LOTI 

Great starter lot in one of Deep 
Creek’s original 
Developments Close to all 
Lake activities and amenities 
yet a tucked away wooded lot 
Seller credit for dirt removal 
and utility work at settlement 
GA6877389R $45,000 

VALLEY VIEWS! 

Lot 2 is 1.5 acres with beautiful 
Potomac River valley views 
Peaceful setting within minutes 
of state parks 4 Deep Creek 
Lake Lot 3 can be purchased YOUGHIOGHENY RIVER 
also, for a combined price of 21 75 acres of privacy with 940 
$59,900, river frontage 

GA6874681R $29,900 GA6568624R $725,000 


SPECTACULAR LOG HOME 

Central lake location 4 
established rental 
GA6706826R $499,900 


LAKEFRONT SUNSETS 

4 Bedroom with established 
rental history 

GA6710360R $829,000 




W 1 * 1 *. r » 

ROCK LOOGE ROAD BUSINESS OPPORTUNITY 

3 Bedroom cottage with 60’ of Building, property (2 parcels) 4 
split lakefront operating tavern 

GA6733403R $319,000 AL5525830R $94,500 


DUPLEX 


LAKE ACCESS CHALET 

3 bedroom 2 bath lake view 
chalet with slip. 

GA6035789R $399,000 


A, 


CONDO-VIEWS OF LAKE! 

2 Bedroom Condo with great 
views of Deep Creek Lake 
GA6547170R $229,000 


DUPLEX RENTAL HOME! 

Duplex rental home In good 
condition! 

GA6782030R $69,900 


LOT n 3 HERON COVE 
OVERLOOK 

Enjoy views of DCL from this 
1.19 acre wooded lot 
GA5549761R $199,000 


INCREDIBLE VIEWS! 

Mountain top chalet with over 3 
acres 4 3 car garage 1 
GA6767061R $398,000 


LOT #1 HERON COVE 
OVERLOOK 

1.50 acre lot with lake view 

GA5549918R $199,000 

JUST RIGHT 

2 54 Acre lake area lot with 
glowing views of Wisp ski 

GA6360325R $139,000 


INVESTMENT PROPERTY! 

Duplex rental home producing 
$740 month Rented!! 
GA6782028R $69,900 


LAKEFRONT TOWNHOME 

Private 3 bedroom, unit at Red 
Run with dock slip 
GA6806601R $339,000 


HOLIDAY HILLS 
Level lot approved tor a 3 
bedroom perc 
GA6839362R $1 


ALPINE LAKE RESORT 

Beautiful Alpine Lake lot 
ottering many amenities' 
PR6640253R $19,900 


For Live Access to Garrett County s Largest Selection of Properties - www.deepcreek.com 
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Notes From Bittinger 

by Joan Glotfelty Sussman 

I enjoyed a visit from thread, the rest of the lesson 


Claire, who was home to 
work at Silver Tree, and 
Caitlin caught a ride with a 
friend just to visit me. A 
weekend visit is so short it is 
almost cruel. 

Meredith is able to drop 
by at my house occasionally 
between her classes at 
Garrett College. She is en¬ 
joying the flexible schedule 
and her classes, especially 
college algebra! That is a 
small miracle for a daughter 
of mine, because I just did¬ 
n't get it Maybe it is be¬ 
cause she is in a small class 
with a professor. 

My experience was dif¬ 
ferent. We had a televised 
lecture, with an occasional 
- isit by graduate student 
assistants. You can’t direct 
,i question to a TV screen, 
an.J once you lose the 


is meaningless. 

The heavy mist we 
awoke to in the morning 
certainly says autumn is 
near Another autumn event 
will start soon, which is the 
bear hunting season. It is 
well known that the 
Meadow Mountain area is 
line of the most popular 
habitats for bears, so 1 ex¬ 
pect when the season in our 
woods begins the woods 
will be filled with hunters 
and lots of gun shots. I 
think 1 had better keep Boo 
close to home because she 
somewhat resembles a bear. 

About 25 from the Bit¬ 
tinger Lutheran Parish 
greeted the Tour De Revs 
(which consists of three Lu¬ 
theran pastors riding on a 
bicycle built for three and 
built out of bamboo) at the 


Days Only! 


Thursday, Sept. 25,9 a.m. • 7 p.m. 
Friday, Sept. 26,9 a.m. • 4 p.m. 
Saturday, Sept. 27,9 a.m. • Noon 

Men's, Women's & Children's Clothing 

Accessories - Jewelry, Shoes, 
Purses & Scarves 

St. Paul’s United 
Methodist Church 

ITDo© <§Goqocb®0d 8s 0®@®G©ca) ®od 

AU PROCEEDS WILL BENEFIT ST PAUL S MISSION PROJECTS! 


BELIEVE IN TOMORROW HOUSE RECEIVES CLEANING - Members of the 
McHenry United Methodist Church and a few Northern Middle and Northern High 
school students recently did fall cleaning at the Believe In Tomorrow House. This 
house is located on Marsh Mountain and is a project of the Believe In Tomorrow 
Children's Foundation, a Baltimore based non-profit organization specializing in 
pediatric hospital and retreat housing. The house serves as a respite for families 
with critically ill children. Since 1992, more than 200 Believe In Tomorrow families 
have come to Garrett County for a chance to get away and relax. After years of 
renting properties in the Deep Creek Lake area, Believe In Tomorrow, through do¬ 
nations from the local community, built the house on Marsh Mountain and opened 
it to families in 2006. Twice a year the house has to be thoroughly cleaned 
McHenry UM Church members and students received a thank-you plaque on clean 
ing day from the foundation. Pictured above, left to right, are Wanda Carpenter 
Mindy Weidman, foundation representative; Tyler Owens; Mary Davis; Barb Law 
NHS service learning advisor; and Stephanie Owens. Above right, Katrinna Bow 
man and Tyler, both NHS students, work on the steps and railing. Below, Stepha 
nie, a student at Northern Middle School, and Northern High School student Char 
lene Beiler clean the kitchen area.The students will earn service learning hours for 
their efforts. McHenry UM Church members said they want to help with this project 
again in the spring. For more information about the Believe In Tomorrow Chil¬ 
dren’s Foundation, persons can visit believeintomorrow.org or call 1-800-933-5470. 


Lutheran Church in Bit¬ 
tinger a week ago Monday. 
They will be riding across 
our Synod to raise money 
foi wuild hungci. Next 
summer they will visit all 
synod headquarters in the 
country on a 100-day tour 
and 10,000-mile journey. 
Our three churches will sup¬ 
port three legs of next sum¬ 
mer’s massive journey. 

Pastor Randy Richard¬ 
son is looking forward to 
the Friday return of his wife 
Cindy from her big African 
trip He said he doesn’t eat 
or sleep well when she is 
gone 

Bill and Sheila Southerly 
enjoyed several days last 


Upsoonk Lcwn Products 

( 304 ) 735-3017 

Made in the USA! Support America! 

Get Attached... 

Get It Done !! 


FROM A TO Z, 
COMMERCIAL 
OR 

RESIDENTIAL. 
SPRING, SUMMER, 
FALL OR WINTER, 

TO GET IT DONE... 

Get A Ventrac! 


30 different attachments available! 


Buy Your First Home Now and 
Save $7,500 on Your Income Taxes! 


Contact your neighborhood sales office: 


Deep Creek Lake 

Maryland 

301-387-4700 

BOO-336-5253 

73789 Garrett Mljtmey 
McHenry MD 


Cumberland 

Maryland 

301-722-4700 

800-531-9425 

700 S. George Street 
Cumberland. MD 


Short Gap 

Watt Virginia 

304-726-4313 

800-836-7858 

Rt 2 Bo i 425 
Ridgeley, WV 


What an incredible 
opportunity 
for first-time 
homebuyers! 

In addition to a huge 
selection of homes to 
choose from, and near¬ 
record low interest rates 
on solid, 30-year fixed rate 
mortgages, and far more 
affordable prices, first-time 
homebuyers now have the 
added incentive of a $7,500 
'sderal income tax credit 
to help them buy their tirst 
home 1 * 

Stop paying rent. 
Become a 
homeowner 
instead! 

One simple phone call to a 
Long & Foster sales office 
will get you on the road to 
homeownership Meet with 
a friendly, knowledgeable 
Long & Foster real estate 
agent While you're at it. 
meet with a Prosperity 
Mortgage loan officer in 
the same location and get 
pre qualified for a mortgage 


Search for homes online at www.longandfoster.com. 
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week with a visit by Sheila’s 
Aunt Bea Buckel and her 
friend, Charlie Nolan The 
stay in the Bittinger area 
duiing ihe beginning and 
the end of the week con¬ 
sisted of visiting her many 
family members around 
here, including Beulah 
Moon, Cindy Stanton, and 
Sally Poholsky and family 
and also Dave and Nancy 
Beachy. The primary reason 
they made a trip to western 
Maryland from Silver 
Spring was a mid-week so¬ 
rority sister reunion held at 
Oglehay Resort in Wheel 
ing, W.Va. 

It will only be a few Sun¬ 
days until that special Ap 
palachian Sunday service 
(Oct. 5) at Emmanuel. The 
church will he decorated 
with fruits of the earth, like 
pumpkins, squash, gourds, 
fruit, and canned goods, 
and traditional crafts, such 
as rugs, quilts, eto We al¬ 
ways enjoy the old-time 
hymns and performances of 
traditional music on tradi¬ 
tional Appalachian musical 
instruments One of them 
we will certainly miss is 
Feme Beachy's perform¬ 
ance on her harmonica 

Robbie Glotfelty loaded 
a U-Haul and headed for 
post-college real life last 
week in Rockville. He will 
be working with the Na¬ 
tional Environmental Edu¬ 
cation Office in Washing¬ 
ton 

Ruth DiPaolo resumed 
her normal life from her 
first cataract surgery. She 
recently spent a Saturday 
evening with Ginny Hesson 
and was a guest of Ginny's 
for a delayed birthday din¬ 
ner at Hen House West. 

Carol Bass returned to 
her former home in Louis¬ 
ville, Ky., for a national 
conference. She and Kevin 
lived in Louisville during 
the early part of the 1980s. 
They attended many Ken¬ 
tucky Derbies during those 
years while in Louisville 

It is almost a last chance 
to get pizza or ice cream 
from Brenneman's Store, as 
they will close this Sunday, 
Sept 28, for the season In 
the meantime, their hours 
arc shorter — from 11 a m. 
to 7 p m 

Kevin Dodge and I were 
caught off guard with the 
new closing time Last week 
we planned to share a last 
pizza, but he didn't call in 
the order until he finished 
his lawn mowing, and by 
that lime they were closed 

I had several messages 
on the answer machine of 
some potential local news 
The phone just rang, but it 
was not any returning the 
calls, hut, of course, it was a 
telemarketer 

Cindy Stanton enjoyed 
taking her grandson Blake 


CvrtMiManar 

lestawwii is Lounge 


Hjcmtmbcr... 

Monday Night 




You choose the cut, 

priced by the ounce 

you choose the size! 


on her four-wheeler rides.. 
Since Leah and Blake de¬ 
parted, she still rides it as 
much as possible while the 
weather is favorable. 

Kim Powell had a tew 
very challenging few weeks. 
First her stepfather had a 
serious heart attack, requir¬ 
ing life support Then his 
wife, Kim's mother, had a 
severe stroke and had to go 
for rehabilitation to Health 
South (Mountain View) in 
Morgantown while her hus¬ 
band was in a nursing home 
in Kingwood. They at last 
reunited in Kingwood after 
she was released from 
Health South Then a 
nephew was in a serious 
accident. Kim said, "Bad 
things often come in 
threes.” So hopefully her 
family's run of bad luck is 
over. 

I am still in the night¬ 
mare of having no driver’s 
license. It was and is very 
difficult, to arrange rides. 
But thanks to my cousin 
Courtney Englar, Kevin 
Dodge, Audrey Brcnneman, 


and Pastor Randy, I got to 
go places when I had to. I 


am terrified to retest next 
week, but I must do it and 


pass Since I didn't drive 
drive at all since last May, 
my skills were somewhat 
rusty Please pray for me, 
because I can't go on like 
this for very long. 

I am continuing my 
physical therapy routine 
without Marina One of the 
biggest parts of the therapy 
was to walk on the drive¬ 
way and on the lawn, but I 
am afraid to do this without 
someone to walk with. 

How many exercises I 
can do in one day depends 
on my guess as to how 
much would be too much, 
causing sleepless nights be¬ 
cause of the pain 

Terry Caparella and 
Linda Buckel vacationed in 
Vermont last week with the 
“Circle of Friends” group. 
They stayed at the Nordick 
Hills Lodge in Williamton. 

Accident Library 
To Close For 10 
Days Next Month 

The Accident Library 
will close Saturday, Oct. 4, 
and remain closed until 
Tuesday, Oct. 14. 

The closing is for the 
purpose of renovation work 
at the facility, according to 
a spokesperson. 

"We thank our patrons 
for their patience while 
these improvements are 
made,” the spokesperson 
said. 

Visit The Republican Website at 
www.thercpuhlicanncws com 
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Now offering a 

Cardboard, Office Paper, 
Do your part! Don’t throw 

Give us a 

301 


www.artbutlerauto.com 


Cars 

08 Ford Taurus X SEL AWD 15,000k $19,989 
07 Ford Fusion AWD 18,000 mi. $17,989 
06 Chevy Cobalt 4 dr 44,000 mi. $9,989 
06 Chevy Impala LT 33,000 mi. $13,589 
06 Mercury Milan 31,000 mi. $14,989 

05 Pontiac Vibe AWD 33,000 mi, $13,989 
05 Chrysler 300 22,000 mi $15,989 

03 Chevy Impala 64,000 mi $7,989 

02 Ford Taurus 74,000 mi. $5,989 

SU V 

09 Nissan Murano 12,000 mi $23,989 
08 Nissan Rogue 11,000 mi $18,989 

08 Jeep Grd Cherokee 22,000 mi $16,989 
08 Toyota 4-Runner 13,000 mi. $22,989 

08 Toyota 4-Runner 21,000 mi. $22,989 

08 Nissan Rogue 15,000 mi. $18,989 

08 Mitsubishi Endeavor 15,000 mi. $15,989 
08 Mitsubishi Endeavor 16,000 mi $15,989 
08 Mitsubishi Endeavor 22,000 mi. $15,989 
07 Chrysler Aspen ltd 35,000 mi $16,989 

07 Chrysler Aspen ltd 34,000 mi $16,989 

07 Chrysler Aspen ltd 34,000 mi $16,989 

07 Jeep Grand Cherokee 30,000 mi $14,989 
07 Nissan X-Terra 36,000 mi $14,989 
Q7 Toyota RAV4 28,000 mi. $18,989 

07 Toyota Highlander 27,000 mi $16,989 
07 Dodge Nitro SXT AWD 20,000 mi $15,989 
06 Jeep Liberty Renegade 32,000k $13,989 
06 Jeep Wrangler 22,000 mi $18,489 
06 GMC Envoy 35,000 mi. $14,989 

05 Jeep Liberty 29,000 mi $11,989 

05 Hyundai Sante Fe 22,000 mi $13,989 
04 Mitsubishi Endeavor 56,000 mi $10,989 


FOREIGN 

08 Mazda 3 18,000 mi. $14,989 

07 Mazda 3 sedan 8,000 mi. $15,989 

07 Subaru Impreza AWD 40,000 mi $14,989 
07 Subaru Forester 15,000 mi. $16,989 
07 Nissan Sentra 11,000 mi. $14,989 

07 Mitsubishi Galant 16,000 mi. $13,989 
07 Hyundai Accent 4 dr 34,000 mi $10,989 
06 Hyundai Sonata 56,000 mi. $10,589 

04 Subaru Outback wagon 56,000 mi $12,989 
04 Hyundai Sonata sedan 75,000 mi. $7,989 
00 Honda Accord 4 dr 116,000 mi $5,989 

T rucks 

08 Nissan Titan crew 4x4 22,000 mi. 

08 Nissan Titan crew 20,000 mi. 

08 Dodge Ram 1500 quad 4x4 20k 
08 Dodge Ram 1500 quad 4x4 19k 
08 Dodge Ram 1500 quad 4x4 28k 
07 Toyota Tundra crew 4x412,000 mi. 

07 Mitsubishi Raider crew 4x4 7k 
06 Toyota Tacoma ext 4x4 74,000 mi 
04 Ford Ranger ext 4x4 62,000 mi 
03 Dodge Ram 1500 quad 74,000 mi. 

03 GMC Sonoma ext 4x4 66,000 mi. 

02 GMC 1500 ext 4x4 75,000 mile 
02 Chevy 2500 ext 4x4 52,000 mi 

Vans 

05 Chrysler T&C 18,000 mi 

CHECK WEBSITE INVENTORY- 
CHANGES EVERYDAY! 

ACCIDENT. MD Rt. 219 
across from Northern High School 


$18,989 

$18,989 

$19,989 

$18,989 

$18,989 

$22,989 

$16,489 

$14,989 

$10,989 

$13,489 

$8,489 

$12,989 

$16,589 


$11,989 


Bad Credit? 
Check With Us! 


www.artbutlerauto.com 


Mon. - Thurs. 9 -7; Fri. 9-6; Sat., 9-3 
301-895-5326 • 301-746-8227 • 800 - 499-4869 
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SWANTON 

CHURCH ITEMS 

The finance committee 
meeting of the Swanton 
Otterbein United Methodist 
Church will be held Friday, 
Sept. 26, at 7 p m 

The church council will 
meet on Friday, Oct. 3, at 6 
pm 

Rally Day will be held on 
Sunday, Oct 5, with a hay- 
ride slated, all in honor of 
Children's Day. 

The hay ride will leave 
the church around 1 p.m. 
and will travel the back 
roads to Camp Agape, 
where there will be a picnic 
with hot dogs, snacks, 
candy, and drinks for the 
children All are welcome to 
attend Guests are asked to 
bring $1 each for the Christ¬ 
mas shoebox project. 

Missionaries Jay and 
Linda Six will be going on 
the hayride They will also 
attend the morning worship 

"Undie Sunday" will be 
held Oct. 12. Everyone is 
asked to bring new under¬ 
wear to be given to those in 
need. All sizes are needed. 

APPLE HARVEST 

Persons are encouraged 
to go to Burlington, W Va., 
Saturday, Sept. 27, to help 
peel apples in preparation 
for the Apple Harvest Festi¬ 
val, set for Sept. 29 through 
Oct. 5. 

Applebutter will be 
made, and persons are 
asked to bring items for a 
bake sale Cakes, pies, 
breads, cookies, and candy 
should be brought to the 
church by Oct 3 or 4 so 


GornlshMcawr 

nestaurant Urnngc 



KIDS ASKED TO JOIN CUB SCOUTS - The Swanton Community Center has 
sponsored a charter for the new Swanton Cub Scout Pack #57. The center will host 
an open registration on Tuesday, Sept. 30, at 7 p.m. for boys in 1st through 5th 
grades from the Swanton, Bloomington, Kitzmiller, Deer Park, Accident, and sur¬ 
rounding areas. Every new registered Cub Scout will receive a free Pinewood 
Derby car and a "Race to Scouting" lunchbox. Planned activities for this year in¬ 
clude a Pinewood Derby, parades, rocket build and launch, Raingutter Regatta, 
snow tubing, camping, hiking and more. For more information, persons may con¬ 
tact Cubmaster Rick Eilerman at 301-359-3666 or visit the web site at 
www.swantonpack57.club.officelive.com. Above are several of the Cub Scouts at a 
recent trip to the Oakland Volunteer Fire Department. Below, from left, are Mike 
Manner, Potomac Council district executive/camp director, John Livengood, repre¬ 
sentative of the Swanton Community Center, and Rick Eilerman, Cubmaster of 
Pack 57 at the signing of the new charter for the pack. 



Join us for 


fTTTI-Tl 


Less expensive than you think.. 
come see tor yourself. 

EXCEPTIONAL FOOD 
GENEROUS PORTIONS 
GREAT PRICES 

Ask about our Daily Special' 
vUnt Jn or carry out 

8S0 Memorial Drive, Oakland 

301 - 334-6499 



they can all be taken to Bur¬ 
lington. 

Otterbein U.M Church 
Days are Tuesday, Sept 30, 
and Thursday, Oct. 2. How¬ 
ever help is needed every 
day. Volunteers are asked to 


go when possible. Applebut¬ 
ter will be on sale all week 
Crafts and other booths will 
open on the weekend of 
weekend Oct. 3-5 

HOMECOMING 

The Otterbein U.M 


Church's recent homecom¬ 
ing was well attended. At- 
ternoon music was provided 
by Hammers & Strings. 
Other singers were Jim 
Lohr, the Harvey Sisters, 
Millie Rexrode, and Rylynn 
and Mike Sweitzer. Many 


Garrett County WIC Program 



•Healthy Foods 

•Breast Feeding Education and Support 
Health Screening and Growth Checkups 
•Nutrition Education 
•Information on Other Services 



Vic 

^ 

Better Nutrition 
For 

A Brighter Future 




You can participate if you: 

Are pregnant, breast feeding, recently had a 
> * baby or have an infant or child under 5 yrs. old 
Live in Maryland and meet nutrition and 
income guidelines 

(or qualify for another program such as Medical Assistance 
or Energy Assistance) 


Income Eligibility Guidelines for Maryland WIC Program Benefits 


j 1 Family Size 

Annual Income 

Monthly 

Twice Monthly 

Bi-Weekly 

Weekly 

1 

$19,24(1 

$1,604 

$802 

$740 

$370 

2 

$25,90(1 

$2,159 

$1,08(1 

$997 

$499 

3 

$32,56(1 

S2.7I4 

$1,357 

$1,253 

$627 

4 

$39,220 

$3,269 

$1,635 

$1,509 

$755 

For rich 

additional fan*, 
member add 

+ $ 6,660 

+ $555 

+ $278 

+ $257 ' 

+ $129 


, p Call WIC for an appointment at: 301-334-7710 
W'* Grantsville area: 301-895-3111 WlC 

Helps Statewide call: 1-800-242-4942 Hc/pS ftjJ 

www.mdwic.orq $ 

//?<’ (HiriTtl ( aunty Health department is an eifual opportunity provider and employer 


prizes were given out 

Pastor Joyce Anderson is 
resigning as of Sept. 28 be¬ 
cause of health problems 
ANNIVERSARY 

Chuck and Wanda Ward 
will celebrate their wedding 
anniversary on Sept. 28. 

Sentence Given 

Continued from Page C-l 

sponded to Swanton, after 
Megan reported that Adam 
pointed a loaded gun at her 
during an argument. Adam 
claimed he was not pointing 
it at her. Other physical al¬ 
tercations reportedly took 
place between the two as 
well over the two days. 

Dawn M. Britton, 37, 
was accused of second de¬ 
gree assault after a May 2 
domestic altercation She 
pleaded not guilty and was 
found not guilty by Judge 
Price. The victim refused to 
testify. 

Eugene B. Pyles, 60, 
Mtn Lake Park, was not 
prosecuted on a second de¬ 
gree assault charge He was 
accused of assaulting an¬ 
other individual on May 3, 
according to the report. 

DU1/DWI 

Two cases of driving 
while under the influence 
(DU1) and driving while 
intoxicated (DWI) were 
processed in district court 
recently. 

Kelley L. Duckworth, 
37, Md., pleaded guilty to 
DUf in Sept Q proceedings 
She was declared guilty and 
was fined $300 plus court 
costs, received a 30-day jail 
sentence, suspended, and 
was placed on 18 months of 


PUBLIC NOTICES 


PUBLIC NOTICE 

In the Circuit Court 
Garrett County, Md. 

Civil No. C-08-10613 

Craig Ingram, Trustee 
322 East Alder Street 
Oakland, Maryland 21550 
Plaintiff 
vs. 

Philip P. Ettinger 
2904 Maplewood Place 
Alexandria, VA 22302 
Defendant 

NOTICE 

It is Ordered this 2nd day of 
September 2008, by the Cir¬ 
cuit Court for Garrett County, 
Maryland, in Equity, that the 
sale of the property mentioned 
in these proceedings as made 
and reported by Craig Ingram, 
Trustee, be ratified and con¬ 
firmed unless cause to the 
contrary thereof be shown on 
or before the 2nd day of Octo¬ 
ber 2008, provided that a copy 
of this Order be inserted in 
some newspaper published 
in Garrett County, Maryland, 
once in each of three succes¬ 
sive weeks before the 26th day 
of September 2008. 

The report stated the amount 
of sale to be $190,000.00 

Sondra R. Buckel 

«1 1-25,3, _ C,efk 

NOTICE TO CREDITORS 
OF APPOINTMENT 

OF FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 10994 

NOTICE IS GIVEN that the 
Orphan’s Court of West Chester 
County, Pennsylvania, ap¬ 
pointed Kathleen J. Carter, 202 
North Penn Street, West 
Chester, PA 19380, as the per¬ 
sonal representative of the 
estate of Nancy Jane Jones, 
a.k.a. Nancy Jane Jamison 
Jones, who died on November 
9, 2004, domiciled in Pennsyl¬ 
vania, USA. 

The Maryland resident agent 
for service of process is Linda 
S. Sherbin whose address is 3 
South Second Street. Oakland. 
MD 21550. 

At the time of death, the dece¬ 
dent owned real or leasehold 
properly in the following Mary¬ 
land counties: Garrett 

All persons having claims 
against the decedent must file 
their claims with the Register 
of Wills for Garrett County with 
a copy to the foreign personal 
representative on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the for¬ 
eign personal representative 
mails or delivers to the creditor 
a copy of this published notice 
or other written notice, notifying 
the creditor that the claim will 
be barred unless the creditor 
presents the claim within two 
months from the mailing or 
other delivery of the notice. 
Claims filed after that date or 
after a date extended by law will 
be barred 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican 

Date of first publication: Sep¬ 
tember 11, 2008 

Kathleen J Carter 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 
lor uaneU county 
Room 103 Courthouse 
313 E Alder Street 
'» ; 1 Oakland. MD 21550 


supervised probation She 
was arrested on July 25, 
2007, along 1-68 at about 3 
a.m., according to the re¬ 
port Other traffic charges 
against her were not prose¬ 
cuted 

Nathaniel D. Limbaugh, 
36, Md., pleaded guilty to 
DWI, and the judge ordered 
a PBJ. The defendant was 
fined $250 plus court costs 
and put on unsupervised 
probation for 18 months. 
Limbaugh was arrested ear¬ 
lier this year along Rt. 42 
south of Hoyes Road, ac¬ 
cording to the report. Other 
traffic charges incurred at 
that time were not prose¬ 
cuted 


PUBLIC NOTICES 


NOTICE TO CREDITORS 
OF APPOINTMENT 

OF FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 11052 

NOTICE IS GIVEN that the 
Court of Common Pleas of 
Somerset County, PA, ap¬ 
pointed Roxanne C. 
Livengood, 1303 Springs 
Road, Box29A, HC65, Springs, 
PA 15562, as the personal rep¬ 
resentative of the estate of 
Dorothy J. Bowers, who died 
on March 2,2008, domiciled in 
Somerset County, PA. 

The Maryland resident agent 
for service of process is Chris 
Cunningham, whose address 
is 68 E. Main Street, Frostburg, 
MD 21532. 

At the timeof death, thedece- 
dent owned real or leasehold 
properly in the following Mary¬ 
land counties: Garrett. 

All persons having claims 
against the decedent must file 
their claims with the Register 
of Wills for Garrett County with 
a copy to the foreign personal 
representative on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the for¬ 
eign personal representative 
mails or delivers to the creditor 
a copy of this published notice 
or other written notice, notifying 
the creditor that the claim will 
be barred unless the creditor 
presents the claim within two 
months from the mailing or 
other delivery of the notice. 
Claims filed after that date or 
after a date extended by law will 
be barred. 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive. The Republican. 

Date of first publication: Sep¬ 
tember 18. 2008. 

Roxanne C. Livengood 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
9ft8-i<v2(3) Oakland, MD 21550 

NOTICE OF APPOINTMENT 

NOTICE TO CREDITORS 

NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11062 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF: 

ELLEN IMOGENE 
KESSELRING 

Notice is given that James 
A. Kesselring, 59 Glenview 
Road, Swanton, MD 21561, 
was on September 19, 2008, 
appointed Personal Repre¬ 
sentative of the estate of Ellen 
Imogene Kesselring, who 
died on June 14, 2008, with a 
will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment (or 
to the probate of the 
decedent's will) shall file their 
objections with the Register of 
Wills on or before the 19th day 
of March 2009. 

Any person having a claim 
against the decedent must 
present the claim to the under¬ 
signed personal representa¬ 
tive or file it with the Register 
of Wills with a copy to the un¬ 
dersigned on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claim will be barred unless the 
creditor presents the claims 
within two months from the 
mailing or other delivery of the 
notice A claim not presented 
or filed on or before that date, 
or any extension provided by 
law, is unenforceable thereaf¬ 
ter Claim forms may be ob¬ 
tained from the Register of 
Wills. 

Name of newspaper desig¬ 
nated by personal represen¬ 
tative: The Republican 

Date of Publication. Septem¬ 
ber 25, 2008 

James A. Kesselring 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Koom 1UJ courthouse 
313 E Alder Street 
Oakland. MD 21550 


PUBLIC NOTICES 


PUBLIC NOTICES 


NOTICE TO BIDDERS 



1995 John Deere 540E Skidder 

First United Bank & Trust will be accepting sealed bids on 
a 1995 John Deere 540E Skidder through September 26, 
2008, at 2:00 p.m. 

For more information or to obtain a bid package, please 
contact Erica at 1-800-470-4356, ext. 1641. 9 m- 26 ( 3 ) 


NOTICE TO BIDDERS 



2006 Larson 204 Escape 
with 2004 E-Z Loader Trailer 

First United Bank & Trust will be accepting sealed bids on 
a 2006 Larson 204 Escape with 2004 E-Z loader trailer 
through September 26, 2008, at 2:00 p.m 
For more information or to obtain a bid package, please 
contact Tara at 1-800-470-4356, ext. 1642. g/i i ^ 


PUBLIC HEARING 

A public hearing will be held 
on Thursday, October 2,2008, 
at 7:30 p.m. at the Accident 
town hall. 

The hearing is required to be 
held during construction of the 
CDBG-funded project. The 
town received $ 210,000 grant 
money for the water tank re¬ 
placement project. 

Also at the public hearing 
will be the second reading and 
adoption of the Water and 
Sewer Rate Ordinance Amend¬ 
ment 2008-04. The amend¬ 
ment will set the late fee charge 
at 10 % per month of the bill not 
paid by the bill's due date. 

This amendment will only 
affect the residents who do not 
pay their monthly water and 
sewer bill by its due date. 

Authority of the 
325 Mayor and Town Council 

NOTICE TO CREDITORS 
OF APPOINTMENT 
OF FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 11050 

NOTICE IS GIVEN that the 
Surrogate Court of Middlesex 
County, New Jersey, appointed 
Sandy Michelle Siegel 
Stimson, 103 Valley ViewTrail, 
Sparta, NJ 07871, as the Ex¬ 
ecutrix of the estate of Ruth 
Siegel, who died on April 4, 
2008, domiciled in New 
Brunswick, NJ 07043. 

The Maryland resident agent 
for service of process is Kevin 
F Bress, Esq , whose address 
is Hodes, Pessin & Katz, P.A., 
901 Dulaney Valley Rd., Suite 
400, Towson, MD 21204. 

At the time of death, the dece¬ 
dent owned real or leasehold 
property in the following Mary¬ 
land counties: Garrett 
All persons having claims 
against the decedent must file 
their claims with the Register 
of Wills for Garrett County with 
a copy to the foreign personal 
representative on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

( 2 ) Two montns after the for¬ 
eign personal representative 
mails or delivers to the creditor 
a copy of this published notice 
or other written notice, notifying 
the creditor that the claim will 
be barred unless the creditor 
presents the claim within two 
months from the mailing or 
other delivery of the notice. 
Claims filed after that date or 
after a date extended by law will 
be barred 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican. 

Date of first publication: Sep¬ 
tember 11 , 2008. 

Sandy Michelle 
Siegel Stimson 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E Alder Street 
»n-? 5 ( 3 ) Oakland, MD 21550 

Visit Ilir Republican Website .it 
www.therepublicanncws com 


Department of 
the Environment 
Water Management 
Administration 
Notice of Applications 
Received for a 
State Non-tidal Wetlands 
and Waterways Permit 
and Notice of a Public 
Informational Hearing 
Issue Date: September 25, 
2008 

The Water Management Ad¬ 
ministration is reviewing the 
following application fora State 
Waterway Obstruction Repair 
Permit. 

The application for the Main¬ 
tenance & Repair Permit and 
related information are on file 
at Maryland Department of the 
Environment, Dam Safety Divi¬ 
sion, 201 Baptist Street, 
Salisbury, Maryland 21801, 
telephone 410-713-3687. Ar¬ 
rangements may be made for 
inspection and copying of the 
file materials. 

Opportunity is afforded to in¬ 
terested parties to provide writ¬ 
ten comments on the listed 
applications, or to be placed 
on the interested persons list 
tor a specific application. The 
Waterway Permit application 
has been made under Anno¬ 
tated Code of Maryland, Title 5- 
501 through 5-514, and Code 
of Maryland Regulations 
(COMAR) 26.17 04 05. This 
notice is being published as 
required by Annotated Code of 
Maryland, Title 5-204 and 
COMAR 26.01.07.03. 

Written comments, or re¬ 
quests to be placed on the in¬ 
terested persons list must be 
received on or before October 
9,2008. Further notices about 
action on the application will 
be provided only by mail to 
those persons on a mailing list 
of interested persons. If re¬ 
questing to be place< on the 
interested persons lists, 
please clearly state this re¬ 
quest in written form On all 
correspondence, please refer 
to the case number which iden¬ 
tifies each application. Corre¬ 
spondence should be ad¬ 
dressed to Bruce Harrington, 
MD Dept, of the Environment, 
Dam Safety Division. 201 Bap¬ 
tist Street. Suite 22, Salisbury, 
Maryland 21801, telephone 
410-713-3687. 

Applications Received: 

Thousand Acres Irrigation 
Dam 

Application Tracking No. 
200863873 
Dam Safety Permit 
Application No. 08-MR-0097 

Case Number: 200863873 
Mr Bill Franklin, Thousand 
Acres Development, P O. Box 
3024, Swanton, MD 21561 has 
submitted an application to the 
Dam Safety Division to make 
safety improvements to a small 
irrigation dam in the Thousand 
Acres Development at Deep 
Creek Lake in Garrett County. 
The project is located in the 
Little Snaggy Mountain area of 
Deep Creek Lake about 2300 
feet south of the intersection of 
Sky Valley and Thousand Acres 
Roads at ADC Map Coordi¬ 
nates R-21. Information on this 
application may be obtained 
by contacting Bruce Harrington 
of the Dam Safety Division at 
410-713-3687 or Bill Franklin 
at 301-616-9866 9 « 

Rc.kI Then Recycle. 


REMINDER 

All legal advertisements and public auctions 
submitted for publication in The Republican 
are now required to be emailed (preferred) or 
typed and delivered to our office prior to the 
deadline No faxed copies will be accepted 
unless arrangements are made in advance. 
PLEASE: NO ALL CAPS! 

The email address for these advertisements 
is advertisinq@therepublicannews.com 

The mailing address is: The Republican, 
P.O. Box 326, Oakland, MD 21550. 

The deadline for advertising is 5 p.m. on 
i uesaay prior to tne l nursuay publication. 

Thank you for your cooperation. 
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PUBLIC NOTICES I PUBLIC NOTICES ■ PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES I PUBLIC NOTICES 


PUBLIC NOTICE 

APPLICATION FOR SURFACE COAL MINING 
PERFORMANCE BOND RELEASE 

G&S COAL COMPANY, INC., 21557 Maryland Highway, 
Bloomington, Maryland 21523,301 -359-3003. has applied for 
the release of performance on Permit No. SM-84-365 issued in 
June 1984, located in Garrett County near Swanton, Maryland 
/MD GRID N596.010 / E179,350 for the amount of 93,900 dollars 
from a total bond of 93,900 dollars posted as a Certificate of 
Deposit bond. The application for release is based on the 
completion of reclamation of areas as follows: 

8 acres of Phase I at $ 1,500/acre.$12,000 

108 acres of Phase II at $300/acre... $43,400 
165 acres of Phase III at $300/acre .. $49,500 
TOTAL BOND RELEASE.$93,900 

The acres were backfilled and planted to trees from October 
1998 to August 2003 for an undeveloped land use in compli¬ 
ance with the Maryland Regulatory Program and the approved 
mining and reclamation plan. 

Written comments or objections or a request for an informal 
conference may be filed with the Maryland Bureau of Mines, 160 
South Water Street, Frostburg, MD 21532, until November 8, 

2008. »i8-«v9«> 


PUBLIC AUCTION 

Saturday, Oct. 11, 9 a.m. 

Folk, Real Estate & Household 

1981 Springs Rd., Springs, PA 15558, on Rt 669 

Real estate consists of 1+acres, w/ a black top driveway, 
consisting of a 1V4 story brick house w/3-bedrooms, full 
basement and 1% bath, hard wood flooring. Oil 4 coal heat 
and is in move-in condition A large 3-bay garage holds 3 
vehicles and plenty of space for tools. Property is located % 
mile from the Maryland line on Rt. 669, only minutes from 
1-68, skiing, groceries, schools, churches, a clean quiet 
community. Executrix reserves the right to accept or reject any 
or all bids on real-estate. 10% down, required day of sale, 
balance due with delivery of deed. 

Household items: Lais coffee mugs, powder horn, wood 
mallets, old keys, piano rolls, Kodak wood film tank 4 glass 
negatives, croquet set, Queen City Dairy & Country Belle Milk 
boxes, hand carved wood figures, microwave, TV w/ remote, 
couch, chairs, old oak table w/leaves, dinnerware set. wringer 
washer, dryer, Speed Queen washer, GE chest freezer, 
upright freezer needs work, 2 refrigerators, knick knacks, 
quilt frame, pots and pans and kitchen items, wood/coal 
burner, 40" oven, stain glass stand, humidifier, Warm Morn¬ 
ing stove, and more. 

Garage & outdoor: Simplicity 18hp lawn tractor w/48" deck, 
snow blower and snowblade, folding ladder, extension lad¬ 
der, drills, saws, sanders, hand saws, HD16” Walker/Turner 
bandsaw, Sears table saw, Rockwell 4“jointer, scroll saw, 
hammers, wrenches, tools, soldering gun, nuts & bolts 
organizer bins, Sears 2hp air compressor, license plates, 
Ford driving lamp, FoMoCo Ford sign, Mustang emblems, 
hub caps, 2-man saw, pedal grinding wheel, wood barrel 
staves, floor jack, extension cords, Warm Morning stove, lawn 
& garden tools, apple crates. 

Many items not mentioned 

Check auctionzip.com for photos 

Jesse W. Maust Auctioneering 

AU004048 

90 s Phone:814-662-2943 


Large Auction 

Located at Ball Auction building in Terra Alta, WV. 

1206 E State Ave. (13 miles from Oakland MD, 25 Miles 
SE of Morgantown, WV.) 

Saturday Sept. 27, 4 p.m. 

New Bedding: King, queen, single, and full; all 
major name brand names (Sterns 4 Foster, Serta, Beauty 
Rest). 

New TVs & Electronics 20 flat screen/plasma 
TVs, digital camcorders, digital cameras. DVD players, 
laminate flooring, and much more. (Check website after 
Thursday for a detailed list of the electronics.) 

New Furniture: Living room, sofa, chairs, 
bedroom, bunk bed, and much more. 

New Household Items/Gifts: Luggage sets, sheets, 
blankets, Rubbermaid, rugs, gift sets. Pyrex, gift 
baskets, crystal, dishware, nuts, household necessities, 
food items, school supplies, gift items, juice, and more. 

Estate Furniture: Washer, dryer, refrigerator, 
bedroom sets, dining room sets, living room furniture, and 
more. 

Office Furniture: Desk, chairs, lateral files, 
dividers, many chairs, desks, and more. 

Baby Items: Toys, strollers, infant seats, baby 
beds, giftware, bags and many other items. 

Box lots outside. 

Terms: Cash or check all major credit cards accepted w/ 
2 percent buyer's premium added. 

Refreshments available. 

Check web site for 150+ PHOTOS 

Mark Ball, Auctioneer - Lie. 320 

Ball Auction Inc 

1206 East State Ave..Terra Alta, WV 26764 
304-789-6879 
www.ballauctioninc.com 

Clothing Sale Saturday 10-6 See web site for more info. 

Ball Auction, Inc. & Cv 

CtmpH AuctOBwnna i«n«M S«rwn fttSon Cmnly >o» 19S? 


PUBLIC AUCTION 

Vans * Flat Bed Trailer' Ford GT Tractor 
* Kitchen Equipment 

Welders * Antique School House Bell * Etc. 

Saturday, Oct. 4,10:00 a.m. 

Sale on the Premises 

Garrett County Board Of Education Warehouse 
North Eighth Street 
Oakland, Maryland 21550 

2001 Dodge Van -1998 Chevrolet 3500 Van - Hudson 18 
ft tri-axle trailer - Ford GT 75 tractor w/mowing deck & plow 
-2 Bolens 5hp. snow blowers-8 10R22.5tires - Kalamazoo 
#2 cast iron stoves - Miller spot welder - DeWalt radial arm 
saw - Schaffer welder - AC 225 welder - Aluminum 4 
Fiberglass extension ladder - Drill press -2 Wheel utility carl 
-Tool bins - Tont dust collection system - Floor sander - 
Oil space heater - Hobart SS double pizza oven - SS work 
table w/drawer - Pots 4 pans - 2 SS Food warmers - 2 Elkay 
wall mount water fountains - 16 Portable stage risers - 
Nelson cabinet convectors - Holt floor scrubbers - Tornado 
sweepers - Electrical boxes - Electric motors - Exhaust fans 

- Antique school house bell - Hoko sweepers - Roll filter 
matting - Popcorn machine - Magazine racks - Korkan 
power washer - Speakers - Transformers — Computers - 
Cleaning supplies - Homelite water pump - Belting - 
Basketball rims & backboards Many student desks & 
chairs - Urinals - Sinks - Handles - Buckets - Card file - 
Door hardware - Partitions - Power mowers - Water heat¬ 
ers Doors - Play wooden train - Hospital beds - Louvers 

- Landscape timbers - Folding tables - Large amount of 
aluminum scrap - and other items not listed. 

All items sold in (as is) condition with no warranty, either 
expressed, written or implied 

Terms: Cash or Approved Funds. Immediate removal 
required. 

Wendell Teets, Superintendent 
of Garrett County Board Of Education 

HENLINE AUCTION SALES 
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Yam Ua^IUm 

301-334-4888 

www henlineauctions.com 




LEGAL NOTICE 
Advertisement for Bids for 
Constructing Terra Alta Park Walking Trail 

Contact Person: Mayor Charles Feather 
Town of Terra Alta 
701-A East State Ave 
Terra Alta, WV 26764 
304-789-6664 

Email: sarahmethenv@hotmail.com 

The Town of Terra Alta, WV, is soliciting bids from qualified 
firms for the design and construction of an approximate one 
mile, six-foot wide crushed limestone walking trail around the 
perimeter of the Town Park and crossing over Toy Street, onto 
School Board property, to connect with the paved walking oval 
at the East Preston School. Firms submitting proposals must 
have a proven track record in constructing trail projects of 
similar scope. Contact Mayor Charles Feather at 304-789- 
6664 to arrange a mandatory pre-bid meeting and walk through. 
PROJECT SUMMARY 

The selected low bidder will clear a pathway and design and 
construct a tightly packed/rolled crushed limestone trail 6 foot 
wide and 1 mile long around the perimeter of Terra Alta 
Community Park, crossing an adjacent road (Toy Street) to 
continue through a right of way connecting to the East Preston 
School track. The project is being funded principally by the 
Federal Highway Administration's Recreational Trails Pro¬ 
gram, so will require compliance with all Federal contracting 
requirements, including payment of prevailing wages or Davis- 
Bacon wages, as appropriate A maximum of $50,000 is 
available to fund this project. The construction will include 
preparation of a subgrade that is compacted by mechanical 
methods, landscape fabric where necessary, a base course 
of 1%" minus crushed rock and a top course of 3/8" minus 
crushed limestone surfacing over the prepared base course 
to a compacted depth of 3" and meeting appropriate grading 
requirements (no greater than a 5% grade on the slopes). 
Limestone surfacing shall be compacted after final grading 
with a minimum 3 passes of a mechanical compactor or as 
directed by the Town. 

The Trail Design shall provide positive drainage off the trail 
in a manner that does not allow concentrated flows across the 
trail and ensure that all significant grades meet the most recent 
ADA standards for trails of the US Forestry Service. 

Bids must be received no later than Thursday, October 9, 
2008, by 4:00 pm Proposals must be submitted to Terra Alta 
Town Hall, 701-A East State Ave., Terra Alta, WV 26764 in a 
sealed envelope plainly marked with project name (TERRA 
ALTA WALKING TRAIL RFP). A public bid opening will take 
place Thursday, October 9,2008, at 7:00 p.m. The contract will 
be awarded to the lowest qualified responsive and respen 
sible bidder. Bidders should include information about their 
experience and qualifications for this work, as well as refer¬ 
ences, and an estimate of the start and completion dates for 
this work &i8-25<2) 


ROSEDALE AUCTIONS 

1 mile west of Oakland along Rt. 39 (Hutton Road) 

Sale every Friday, 6 p.m. 

Do you get hungry now and then? 
DON'T MISS THIS WEEK’S SALE! 

Big Joe’s back with a big grocery lot, including 
fresh fruits, vegetables, meats, cheeses, and 
more. Also, Nick’s got a good load of new items. 

Lester Dement 

Auctioneer, WV #954 

301-334-1117 


ESTATE & ANTIQUES 
AUCTION 

Saturday, Sept. 27,10 a.m. 

Tom Henline Auction House 4 miles west of Oakland. Md., 
off State Route 39, Crellin, Maryland 

This auction will consist of as-found furniture and many 
other items found in an early Garrett County farm. The 
following is a partial list of the many items to be offered 
in this auction. 

Oak player piano - early drop leaf tables - early wall cabinet 

- library table - advertising boxes - wicker chairs, rockers, 
tables, sofa, swing & fernery - barrels. - kegs - cobbler's bench 

- Parkersburg, WV 3-gallon stone jar A Donahue - 1 mark 
stone bowl - school desk - painted washstand - hand tools 

- cross tie tongs - assorted size iron butcher kettles - brass 
& copper kettles - yarn winder - 50 maple sugar water wood 
pails - assortment of chairs - iron water kettle - early ice fishing 
equipment - com planter - tavern table from Stone Tavern - 1 
horse sleigh - scales - chestnut church pew from Red House 
Church - cider press - chest of drawers - stone jars - coffee 
grinder - oak side by side - oriental rugs - lot of hand tools 
(antique and electric - stone jars and jugs - cut glass, 
carnival glass - claw foot bubble glass secretary - oak drop 
front desk - child's blanket chest - collection of HO scale 
trains plus Lionel and other ware, and much more. 

Terms: Cash or approved funds. 


HENLINE AUCTION SALES 

. Tom Henline 

lA I 301-334-4888 


$ 


www.henlineautions.com 
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Codiran Auction Theatre 

November 6,7, & 8 


CONSIGN NOW 


Call Today To Consign For Fall '08! 

We are currently adding equipment and 
trucks to this auction... 

Let us ihow you how we can market your equipment 
and trucks to maximize the price that you receive at 
auction Whether you have one piece o( equipment or 
a complete fleet, contact us now for further information 

Early consignments will receive 
maximum advertising coverage! 

For further Information please call 
301 739 0538 or 1 800 310 2844 (MD) 

CochranAuctions.com 


COST PROPOSAL 

The Town of Friendsville is 
accepting cost proposals for 
the Design/Engineering/Con¬ 
struction of Phase II for parking 
improvements on Chestnut 
Street Cost Proposal packets 
can be obtained at the 


Friendsville Town Hall during 
regular business hours (Mon¬ 
day, Tuesday or Thursday, 9:00 
a.m. to 3:00 p.m.) or by calling 
301.746.5919. 

Evidence of Workers' Com¬ 
pensation Insurance and a 
minimum of $1,000,000.00 li¬ 


ability insurance must be in¬ 
cluded with the sealed cost 
proposal. Proposals must be 
received by 3:00 p.m. on Mon¬ 
day, October 6, 2008, at the 
Friendsville Town Hall, 313 
Chestnut Street, Friendsville, 
MD 21531.Theywill be opened 
for review at the Mayor and T own 


PUBLIC NOTICES 


Council meeting that evening 
at 7:00 p.m 

The Mayor and Town Council 
reserve the right to reject any or 
all bids. 

By authority , 
Mayor and Town Council 
of Friendsville, Maryland 

9125.102(2) 


A MAJOR 3 DAY 
CONTRACTORS AUCTION 


EXIT 35 

w.TfrnirA Located in Prime Location near 

HAGERSTOWN • MARYLAND • USA 

At the State of the Art 


Qu. 


UARRICK 
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EQUI I’MENT &. AUCTIONS 

-INC.- 

LARGE FARM & CONSTRUCTION EQUIPMENT AUCTION 

Thursday, Oct 2, 9 a.m. 

UNIONTOWN, PA (724) 439-1621 

Rt 119 to Gallatin Ave. Exit • Turn West on Bute Rd. • 2 miles to sign. 

TRACTORS: JD 3020 diesel w/Woods loader 2500 1-owner hr nice, JD 2955 roll bar canopy f.i'lov' / JD 2555 open, JD 5205 
w/loader/780 hours, JD 6200 w/cab/heat/air/620 loader, JD 6310 4wd/cab/air/640 loader/790 hrs “very nice", JD 6310 
4wd/cab/air/640 loader/left hand revs /loaded. JD 6400 4wd/open/pwr quad/640 ldr/2400 hrs "nice", JD 6400 4wd/cab/air/front 
fenders/pwr quad, JD 6410 4wd/open/640 loader/pwr quad "nice", JD 6410 w/cab/heat/air/pwr quad/1100 hrs, JD 6420 
4wd/cab/air/pwr quad/r&p axles/ldr valve, JD 7200 w/cab/heat/air/powershift/weights, JD 7410 4wd/cab/heat/air/pwr 
shift/weights, NH 545 D 4wd/power shuttle, NH TN 60DA 4wd/cab/heat/air/loader, NH TL 80 D 4wd/loader/electric shuttle/240 
hrs “nice", NH TB 100 w/loader/dual power/low hrs, Ford 2000 gas/ps / Ford 2600 ps/loader, Ford 3930 4wd/loader, Ford 3600 
ps/loader / Ford 445 C w/loader, Ford 6610 w/Alamo knuckle boom brushhog mwr. Ford 7610 2wd/cab/heat/air, Ford 7610 S 
4wd/Ford 7411 loader/1200 hrs “nice". Ford 7710 2wd/cab/heat/air/weights, Ford 7740 w/cab/heat/air/weights/SLE 
transmission, Ford 8630 4wd/cab/air/weights/ dual/powershift, McCormick CX 75 4wd/loader/1140 hrs, McCormick MXT 140 
4wd/cab/air/2800 hrs, Kubota M 120 4wd/cab/heat/air, Kubota M 120 4wd/cab/heat/air/1740 hours “nice", Kubota M8540 
4wd/loader/hyd shuttle/ 3 remotes, Kubota M9000 4wd/cab/air/loader/hyd shuttle/ 3 rem , Case IH 3220 
4wd/cab/heat/air/loader, Case IH CX 60 4wd/cab/air/loader/2 speed/900 hrs, Case IH CX 80 4wd/cab/air/loader/ 2 speed/1400 
hrs, Farmal! 340 NF/FH / IH 574 w/ldr "engine problems", Farmall 856 diesel, International 504 w/loader/good tires, 
International 784 4wd/loader/rough condition, Long 2460 4wd/loader / Long 460 w/loader “nice". Universal DT 783 
4wd/cab/loader, MF 240 4wd/shuttle, MF 285 nice, MF 3754wd/loader, MF 383 w/cab/heat/air/loader/2500 hrs "nice", MF 390T 
w/cab/heat/air/1475 hrs "nice", MF 471 w/cab/heat/air/386 hrs “nice", AC WD 45 w/wide front/power steering, Minneapolis 
Moline G 1355 w/caD/mce, Case 4/0 gas/ps 2b60 hours nice 

COMPACT & LAWN TRACTORS: JD 4310 4wd/loader/backhoe/hydro/400 hrs/nice, JD 1070 w/loader/638 hours/mce, 
Ford 1620 4wd/loader/mower/hydro, NH TC40 D 4wd /loader/hydro/903, Kubota L 5030 4wd/cab/heat/air/loader, Kubota L35 
4wd /cab/heat/air/ldr/backhoe, Kubota L 3240 4wd/cab/heat/air/loader/112 hrs, Kubota B 20 4wd/loader/backhoe/cab, Kubota 
B 2400 4wd/cab/loader/mwr. Kubota B 2400 4wd/loader / Kubota BX 2200 w/mwr, Kubota B 7300 w/mower bagger unit “nice", 
Kubota ZD 28 zero turn mower 250 hrs, Mahindra 4510 4wd/cab/air/loader/289 hrs “v-nice", JD HPX 4wd gator 
w/winch/blade/big tire package, Kubota RTV 900 diesel w/dump bed/cab, 4 Kawasaki Mules / Cub Cadet Big Country 6x4 

CONSTRUCTION: 

DOZERS & CRAWLER LOADERS:, ‘02 JD 450 H LT 1660 hrs “immaculate" 1-owner, '03 JD 455 G 1075 hrs "immaculate" 
1 -owner, JD 550G LT 6-way blade, JD 550 H w/cab/heat/air, JD 455 E 1250 hrs "nice", JD 555 B w/trans problem, ‘05 Case 650 K 
w/severe duty UC/1400 hrs nice, 06 Case 550 H w/blade, Case 1150 E w/cab/heat/winch/6 way “nice 4010 hrs". Cat D5C XL 
hy-stat w/cab/heat/air "nice”, Cat D4C w/cab/heat. Cat D3G XL cab/heat/air/hy-stat/1690 hrs, Komatsu D 41P w/cab/heat/3400 
hrs/6-way blade, Komatsu D 39 E w/6-way blade, Komatsu D31P w/6-way blade 2200 hrs “nice", Cat 955 L loader, Cat 953 
w/erops/heat/good UC, Cat 931 crawler loader/good UC, Dresser TD 8E w/6-way blade. 

SKID STEER LOADERS: *07 NH 185 w/cab/heat/air/loaded/17 hrs/warranty, NH LS 190 w/cab/heat/hi-flow/2- 
speed/weights, NH LS 190 w/Loggering track system/2-speed, NH LS 190.B w/cab/heat/air, NH LS 160, NH LX 565 540 org hrs 
"very nice", NH 553 w/Woods backhoe attach Sold separate, 06 Bobcat A300 w/cab/air/gold-package 740 hrs, Bobcat 773 G 
w/cab/heat/air/gold package. Bobcat 853 w/backhoe attachment (sold separate). Bobcat 863 G, Bobcat 773 F, Bobcat 763 G, 
BobcatT 300 w/cab/heat/air/gold package, Bobcat T 190 w/c/h/a / 2-Bobcat T200 OROPS. 2- Bobcat T 200 w/cab/heat/air/gold 
package. JD 270 2-speed/14x17.5 tires (new) 900 hrs "nice”, JD 250 w/hi-flow/series II, JD 7775, '06 Takeuchi TL130 
w/cab/heat/air/340 hrs. 06 Cat 2678 w/cab/heat/air/hyd.quick coupler, 06 Cat 262 B w/2 speed “nice", '05 Cat 257 B 
w/cab/heat, Gyro Trac Tord Ax 500H SS mulching head, Several skidsteer backhoe attachments 

EXCAVATORS: ‘00 Cat 313B CR w/cab/air/3rd valve/ backfill blade, 05 Cat 302.5 w/rubber tracks/3rd valve, Bobcat 430 
ZHS w/700 hrs/fast track drive. Bobcat 331 w/cab/heat/air / Bobcat 325, 05 Volvo ECR 38 excavator w/870 hrs, Kubota KX 121 -2 
w/3rd vartve/riibber tracks, Yanmar VIO 27 excavator w/rubber tracks/S” valve, Gehl 253 w/rubber tracks/3’ a valve, Hitachi EX 
120-2 w/erops / Hitachi EX 35 U mini, Daewoo SL220 w/erops/air / Daewoo EC 35 mini, Daewoo SL 55 w/cab/heat/air/3'“ 
vaive/backfill blade/like new rubber tracks, IHI35 J w/hyd thumb/rubber track. 

FORKLIFTS Gehl DL6L telescopic lift w/6K lbs lift 42' 2600 hrs, Gehl 553 telescopic lift w/1000 hrs, IR VR843 telescopic lift 
8K/42' lift/new tires, Load Lifter 2200 C 8000 lbs mast lift 

LOADER BACKHOES: ‘07 Case 580 SM plus/4wd/cab/air/extendahoe /200 hrs/pilot controls/ loaded, Cat 416C IT 
4wd.’cab/bucket/forks 2600 hrs "nice", Cat 416 B 4wd/ cab/heat/extend-a-hoe, 2-Ford 655 E w/erops/air, Ford 555 E & D 
4wd/cab/ heat/extendahoe. JCB 212 S 4wd w/cab/heat/off settable backhoe, JD 310 SE 4wd/OROPS 2600 hrs "nice", Kobelco 
750 4wd/cab/heat/extend-a-hoe 

SKID STEER LOADERS: 07 NH 185 w/cab/heat/air/loaded/17 hrs/warrantNH LS 190 w/cab/heat/hi-flow/2-speed/weights, 
NH LS 190 w/Loggering track system/2-speed, NH LS 190. B w/cab/heat/air, NH LS 160/NH LX 565 540 org hrs "very nice", NH 
553 w/Woods backhoe attach Sold separate. 06 Bobcat A300 w/cab/air/gold-package 740 hrs. Bobcat 773 G 
w/cab/heat/air/gold package, Bobcat 853 w/backhoe attachment (sold separate), Bobcat 863 G / Bobcat 773 F / Bobcat 763 G, 
Bobcat T 300 w/cab/heat/air/gold package, Bobcat T 190 w/c/h/a /2-BobcatT200 OROPS, 2- Bobcat T 200 w/cab/heat/air/gold 
package, JD 270 2-speed/14x17 5 tires (new) 900 hrs "nice", JD 250 w/hi-flow/series II / JD 7775, '06 Takeuchi TL130 
w/cab/heat/air/340 hrs, 06 Cat 267B w/cab/heat/air/hyd quick coupler, '06 Cat 262 B w/2 speed "nice", '05 Cat 257 B 
w/cab/heat. Gyro Trac Tord Ax 500H SS mulching head, Several skidsteer backhoe attachments. 

EXCAVATORS: '00 Cat 313B CR w/cab/air/3rd valve/ backfill blade, '05 Cat 302.5 w/rubber tracks/3rd valve. Bobcat 430 
ZHS w/700 hrs/fast track drive, Bobcat 331 w/cab/heat/air / Bobcat 325, '05 Volvo ECR 38 excavator w/870 hrs, Kubota KX 121 -2 
w/3rd valve/rubber tracks, Yanmar VIO 27 excavator w/rubber tracks/3"’ valve, Gehl 253 w/rubber track s/3’ valve, Hitachi EX 
120-2 w/erops / Hitachi EX 35 U mini, Daewoo SL220 w/erops/air / Daewoo EC 35 mini, Daewoo SL 55 w/cab/heat/air/3"’ 
valve/backfill blade/like new rubber tracks, IHI 35 J w/hyd thumb/rubber track. 

FORKLIFTS Gehl DL6L telescopic lift w/6K lbs lift 42' 2600 hrs. Gehl 553 telescopic lift w/1000 hrs, IR VR843 telescopic lift 
8K/42' lift/new tires, Load Lifter 2200 C 8000 lbs mast lift. 

LOADER BACKHOES: ‘07 Case 580 SM plus/4wd/cab/air/extendahoe 12 00 hrs/pilot controls/ loaded, Cat 416C IT 
4wd/cab/bucket/forks 2600 hrs "nice", Cat 416 B 4wd/cab/heat/extend-a-hoe, 2-Ford 655 E w/erops/air. Ford 555 E & D 
4wd/cab/heat/extendahoe, JCB 212 S4wd w/cab/heat/off settable backhoe, JD 310 SE 4wd/OROPS 2600 hrs "nice", Kobelco 
750 4wd/cab/heat/extend-a-hoe 

WHEEL LOADERS: JD TC 54 H w/cab/heat/grapple forks, JD 544H w/cab/heat/air/coupler/bucket/forks. JD 544 G TC 
w/cab/heat/air/coupler/bucket/forks, JD 644 B w/erops (nice), JD 344 H / JD 244 H w/EROPS/bucket/forks, JD 244 E 
w/cab/heat/ air (not working), '07 Takeuchi TW50 OROPS 21 hours "like new", '03 Case 21 D OROPS 'nice low hours”, '00 Cat IT 
28 G w/erops/cab/heat/air/bucket/forks, '05 Cat 906 OROPS “nice low hours", Cat 950 2-Daewoo Mega 200 w/cab/heat/air, 
Komatsu WA 180 w/cab/heat quick attach / Dutchmans Tree spade model 650 I (sold separate). ‘00 Waldon 7500 C 
w/cab/heat/air/1800 hrs "nice" 

COMPACTORS 8 MISC: ‘98 Ingersoll Rand SD 100 vib 84" roller “very nice". Ingersoll Rand SD 25 DA vibratory w/padsfoot 
707 hours, Champion Super Pac 840 84" vib smooth drum roller 890 hrs very nice. Case 602 BPD vib padsfoot roller "nice". Cat 
CS 433 B vib 66 in smooth roller, Ingersoll Rand 185 air compressor JD diesel, Genie Z45/22 Ariel lift / Woodchuck W/C17 
chipper. Track Press/ Several U/C parts / Detroit diesel engine, '99 Daco 50' x 102" step deck trailer w/slope neck, 2 Start all 
units / Alkota hot water washer, JD backhoe attachment for crawler loader or dozer, Grove RT58C Crane Sn#49375 (Cummins 
Engine), John Deere 570 motor grader/erops “nice clean machine" 

FARM EQUIPMENT: 

MOWERS: 2-Woods 121 10', Bush Hog 3209, Offset. 2-Woods318015'balwings,BushHog371515'batwing 
ROLL BALERS: JD 335, JD 430,Vermeer 5400 rebel, Vermeer 504 L . NH BR 740 silage, NH 850, Nl 484. Gehl 1470 
SQUARE BALERS: NH 316 w/thrower"nice NH 273 w/thrower"extra nice", NH 282 w/thrower, JD 336 w/ejector 
MOWER CONDITIONERS: NH467 7',CaselH 3204 3ptdisc mwr Vermeer 1030-12'center pull disebine 
RAKES 4TEDDERS: Like new Pequea TT4000 4 Rotor hyd fold tedder, 2-256 NH rakes several other 24 4 rotor tedders 
NH 254 tedder 

MISC EQUIP: CaselH 1300 sickle mwr "nice, 3-JD 350 sickle mwrs, Int side sickle, JD 640 loader off 6000 series tractor, 
Several 3pt attachments/ plows4 Disc/ McCormick 200 spreader, several grain wagons4 gears, JD small fert buggy, lawn 
4 garden equip 

Live Internet Bidding is available for this auction hosted by Ebay Live Auctioneers 
or Proxibid. Check out there websites at www.livea uctione ers.com 

Due to advertising deadlines this is a very partial listing!!! Items arriving daily!!! 

Good selection of clean equipment!!! Easy to get to, we are 20 min. from 1-70, 25 min. 
from PA turnpike, 20 min from 1-68, 30 min from 1-79. 

TERMS: Inv. Subject to change Cash or Good Check ID required NOT responsible for 
accidents or condition of items sold. All out of state checks must be accompanied by bank letter 
of guarantee 

Quarrick Equipment & Auctions Inc. PA-RH-194-L 

If you would like to receive a flyer by E-mail please let us know, E-mail us at 

info@quarrickauction.com 

Visit out weosite lot upuateu iisiinyi www.quarrickauciion.com 
ATTENTION! Dealers, Farmers & Customers, thank you for your businessll 
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Reaching Over 
35.000 Readers 
In Garrett Co. & Vicinity! 


CLASSIFIED ADS 


Deadline: Tuesday. 5 PM 
Phone: 301-334-3963 


PUBLIC NOTICES I PUBLIC NOTICES ■ PUBLIC NOTICES 


NOTICE OF APPOINTMENT 

NOTICE TO CREDITORS 

NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11058 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF: 

CARRIE SARAH CLUTTER 

Notice is given that Thomas 
Harry Clutter, Rt. 2, Box 100-B- 
3, Terra Alta, WV 26764. was 
on September 17, 2008, ap¬ 
pointed Personal Representa¬ 
tive of the estate of Carrie Sa¬ 
rah Clutter, who died on August 
6, 2008, with a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment (or 
to the probate of the 
decedent’s will) shall file their 
objections with the Register of 
Wills on or before the 17th day 
of March 2009. 

Any person having a claim 
against the decedent must 
present the claim to the under¬ 
signed personal representa¬ 
tive or file it with the Register 
of Wills with a copy to the un¬ 
dersigned on or before the 
earlier of the following dates: 

(1) Six months from the dale 
of the decedent's death. except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claim will be barred unless the 
creditor presents the claims 
within two months from the 
mailing or other delivery of the 
notice. A claim not presented 
or filed on or before that date, 
or any extension provided by 
law, is unenforceable thereaf¬ 
ter. Claim forms may be ob¬ 
tained from the Register of 
Wills. 


Name of newspaper desig¬ 
nated by personal represen¬ 
tative: The Republican. 

Date of Publication: Septem¬ 
ber 25, 2008. 

Thomas H. Clutter 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
Oakland, MD 21550 

a?s-i<ys(3) 

PUBLIC NOTICE 

In the Circuit Court 
for Garrett County, Md. 

Case No. 11-C-08-010539 

Edward S. Cohn 
Stephen N. Goldberg 
Richard E. Solomon 
Richard J. Rogers 
Ronald S. Deutsch 
Bruce A. Shafer 

Substitute Trustees, 
Plaintiffs 
vs. 

Jeffrey Glenn Friend 
Rhonda R. Carr 

Defendants 

NOTICE 

Notice is hereby given this 
11th day of September, 2008, 
by the Circuit Court for Garrett 
County, that the sale of the prop¬ 
erty mentioned in these pro¬ 
ceedings, made and reported, 
will be ratified and confirmed, 
unless cause to the contrary 
thereof be shown on or before 
the 13th day of October, 2008, 
provided a copy of this notice 
be published in a newspaper 
of general circulation in Garrett 
County, once in each of three 
successive weeks before the 
3rd day of October, 2008. 

The Report of Sale states 
the amount of the foreclosure 
sale price to be $175,463 70 
The properly sold herein is 
known as 31379 Garrett High¬ 
way, Accident, MD 21520 

Sondra R. Bucket 
Clerk of the Circuit Court 

9n 8-10(2(3) 


ai»1<V2(3) 


PUBLIC REAL 
ESTATE AUCTION 

Saturday, Oct. 4,10 a.m. 

Green Lantern Road, Frostburg, Md 

13 acres (1 perk) in parcel 1, and 33 acres (fperk)in parcel 
2. Only 20 min. from Deep Creek Lake, Md. Beautiful country 
setting. Owner willing to finance. Surveyed in 2006. 

Terms of Real Estate: $10,000 non-refundable deposit in 
cash or certified funds required at the time and date of auction; 
balance at settlement in 30 days. 

Donald Ringer, Auctioneer - WV 1634 
DEEP CREEK LAKE AUCTIONS, LLC 

For info. call304-735-3426 or 301-616-7407 
www deepcreeklakeauctions.com • www auctionzip.com 


Cathedral Equipment's 

Fall Consignment Auction 

Saturday, Oct. 4, 9 a.m. 

Located at Cathedral Equipment in Aurora, West Virginia, 
on the corner of Rt. 50 and Stemple Ridge Road. 

Mowers - Country Clipper - Zero turn mower, John Deere 
Quik Trax Stand-on Mower, Landpride 60" Finish Mower, 
John Deere 4' Rotary Cutter, Landpride 4' Finish Mower, John 
Deere LX279 Tractor with 48" Mower Deck, Landpride 72" 
Finish Mower, ST110 Bolens Lawn Mower. 

Tractors - John Deere 170 Lawn Tractor, John Deere 180 
Lawn Tractor, John Deere 5302 tractor 54 HP, 1955 Massy 
Hams M50 tractor. 

Misc items - Landpride 60“ Back Blade, Landpride 72” 
Back Blade, Landpride 84" Back Blade, 24 Bushel Manure 
Spreader, Landpride Fertilizer Spreader. Pequea Chipper/3- 
pt Hitch, several walk behind snowthrowers, 1989 Chevrolet 
Truck 2 1/2 ton 36,000 miles, New Holland 4 prong tedder, 
John Deere Snowblower, 12 Ton Tandem Axle Kroy wagon, 
John Deere 16" 2-bottom Plows, John Deere Hydraulic Oil, 
Tools. Winch, Front end loader for John Deere, Snow Blade 
for pickup. Sprayer 

TERMS: Cash or good check on day of sale 

Not responsible for Accidents 

This is only a partial listing and due to daily sale, items may 
change, and Items are added daily 

For information call Cathedral Equipment at 1-304-735- 
5000 

Auctioneer 

Leonard Custer - WV#755 


LARGE FARM EQUIPMENT 

AUCTION 

Saturday, Sept. 27, 9 a.m. 

Located 6 miles south of Somerset along Rt 281, 
Somerset County. PA 

2 Farm Liquidation w/possible 3rd 

100 tractors, skid loaders, and combines, with hundreds 
of pieces of farm machinery from local farms and estates. 

THIS WILL BE SOME OF THE CLEANEST 
EQUIPMENT ON ANY SALE THIS FALL 

Lots of tractors, combines and skid loaders, square and 
round balers, discs, tedders, haybines, 30 kicker/ 
gravity/forage wagons, molboard and chisel plows, packers, 
field cultivators, augers, drivers, pickers, drills, planters, 
harvesters, manure/fertilizer spreaders, much more 

Watch for full listing in this paper or visit 
www luceauctioneersinc.com 

No buyer's premium • Cash, good check, bank note 
required • No titled vehicles accepted 

LUCE AUCTIONEERS 

A..00407/1 I 


Reed (814) 926-2570 
Jake (814) 233-6991 


Adam (814) 233-4443 
Dave (814) 233-9820 


PUBLIC NOTICE 

Effective January 1, 2009, 
Golden Advantage Plus will 
no longer offer coverage of 
Medicare Advantage benefits 
to our Medicare members in 
Allegany, Garrett and Wash¬ 
ington Counties in Maryland. 

If you are a current member, 
you may remain enrolled until 
December 31, 2008 

We have closed enrollment 
effective with this notice. 

For additional information, 
we suggest you call 866-651- 
7843, 24 hours a day, 7 days 
a week or TTY call 800-735- 
2258 Monday through Friday 
from 8:00 a.m. to 5:00 p.m. For 
help and information about 
Medicare, please call 1-800- 
Medicare (1-800-633-4227). 
Individuals that use a tele¬ 
phone device for the hearing 
impaired can call 1-877-486- 
2048._ ms 

PUBLIC NOTICE 

In the Circuit Court 
for Garrett County, Md. 

Case No. 11-C-07-010292 

Edward S. Cohn 
Stephen N. Goldberg 
Richard E. Solomon 
Richard J. Rogers 
Ronald S. Deutsch 
Bruce A SMfe' 

Substitute Trustees, 
Plaintiffs 
vs. 

Mary L. Varner 
Alan F. Varner 

Defendants 

NOTICE 

Notice is hereby given this 
11th day of September, 2008, 
by the Circuit Court for Garrett 
County, that the sale of the prop¬ 
erty mentioned in these pro¬ 
ceedings. made and reported, 
will be ratified and confirmed, 
unless cause to the contrary 
thereof be shewn on or before 
the 13th day of October, 2008, 
provided a copy of this notice 
be published in a newspaper 
of general circulation in Garrett 
County, once in each of three 
successive weeks before the 
3rd day of October, 2008 

The Report of Sale states 
the amount of the foreclosure 
sale price to be $142,375.00 
The property sold herein is 
known as 763 Pysell Crosscut 
Road, Oakland, MD 21550. 

Sondra R Buckel 
Clerk of the Circuit Court 

9/*6-UV2(3) 

LINDA S. SHERBIN, TRUSTEE 
PLAINTIFF 
VS 

TIMOTHY J SKIPPER 
DEFENDANT 


EMPLOYMENT 


HELP WANTED - Care¬ 
giver to care for elderly per¬ 
son. Must be willing to work 
any shift & must have valid 
driver’s license & own vehi¬ 
cle. Call for more details. Sue 
at 301-334-1105, Mon.-Fri., 
8:30 to 3:30. 30-3. 


PUBLIC NOTICES 


INVITATION TO BID 
Aviation Gasoline and 
Aviation Turbine Fuel 

The Board of Garrett County 
Commissioners will accept 
sealed bids for the purchase of 
aviation gasoline and aviation 
turbine fuel as specified. 

Bid documents and specifi¬ 
cations may be obtained in per¬ 
son from the Garrett County 
Purchasing Department, 316 
East Alder Street, Oakland, 
Maryland 21550. A copy of the 
bid documents can also be 
downloaded from the Purchas¬ 
ing Department's web site at 
http://www.garrettcounty.org/ 
Purchasing/CurrentBids.aspx. 
Inquiries may be made by call¬ 
ing 301-334-5003. 

Sealed bids must be sub¬ 
mitted to the Garrett County 
Purchasing Department, 316 
East Alder Street, Oakland, 
Maryland 2155U. on or Detore 
Thursday, October 9, 2008, at 
1:30 p.m. (local time). Sealed 
bids will be publicly opened 
and read aloud in the Com¬ 
missioners' Meeting Room at 
2:00 p.m. on October 9. 2008. 
All bidders are required to sub¬ 
mit three (3) copies of their bid 
documents at the time of sub¬ 
mission. All bids submitted 
should be enclosed in a sealed 
envelope and should be clearly 
marked “Aviation Gasoline and 
Aviation Turbine Fuel Bid" on 
the outside of the envelope. 
Any bids received afterthe time 
due will not be considered for 
award and shall be retained as 
documentation for the bid file. 

The Board of Garrett County 
Commissioners reserves the 
right to accept or reject any or 
all bids, to cancel this invitation 
to bid and waive technicalities 
in any part deemed to be in the 
best interest of Garrett County. 

By Order of the Board, 
Brian E. Bowers, Cf?PB 
Purchasing Agent 
Garrett County 
Purchasing Department 

9*251012(2) _ 

Subscribe to The Republican 

IN THE CIRCUIT COURT 
FOR GARRETT COUNTY, 
MARYLAND 


EMPLOYMENT 


HELP WANTED - Drive 
dedicated routes for Werner 
/ Enterprises and receive top 
pay, weekly home time & 
’ great benefits! 800-346- 
‘ 2818, x520. 28-3. 

• HELP WANTED - Mighty 
Auto Parts has a position 
open for a full-time person for 
warehouse. Duties include 
stocking, pulling orders, 
. working with inventory con¬ 
trol & various computer pro¬ 
grams. Experience helpful 
K Must have driver's license 
with good driving record. 
Salary based on work experi¬ 
ence. Please stop by office at 
515 D Street, Mtn. Lake 
Park, to obtain application. 

HELP WANTED - The 
Maryland Small Business 
Development Center (SB 
DC), located at Frostburg 
State University, seeks appli¬ 
cations for a small business 
counselor. This is a full-time, 
exempt position based in 
Allegany County and in¬ 
cludes University System of 
Maryland (USM) benefits 
package, http ://www.frost 
burg.edu/hr/benefits.htm. For 
more information, visit www. 
frostburg. edu/hr/jobs.htm. 
FSU is an EOE. Appropriate 
auxiliary aids & services for 
qualified individuals with dis¬ 
ability provided upon request 
Please notify in advance. 
www.frostburg.edu 30-1. 

HELP WANTED - Garrett 
County Memorial Hospital 
currently has openings for 
part-time (20 hours per 
week) medical technologist 
or medical lab technician. 
Responsibilities include the 
day-to-day function of all 
areas of the lab as needed. 
Performs standard tests, ob¬ 
tains and prepares speci¬ 
mens, makes reagents, de¬ 
termines and evaluates re¬ 
sults, performs quality control 
procedures. MT/MLT (ASCP) 
certification or the equivalent 
required. Join our dedicated 
staff of employees. Competi¬ 
tive salary and benefits. 
Qualified applicant may apply 
»in person or send rdsum6 to 
Garrett County Memorial 
Hospital, Human Resources 
Department, 251 North 
Fourth Street, Oakland, MD 
21550, or fax your rbsumb to 
301-533-4328, or apply on¬ 
line at www.gcmh.com. EOE: 
H/V/M/F. 30-2. 


CASE NO. 11-C-08-10605 


TRUSTEE'S SALE 
OF VALUABLE REAL ESTATE 

Under a power of sale contained in a certain deed of trust from 
Timothy J. Skipper to Cambridge Financial Services, LC dated 
July 26,2002, and recorded July 29,2002, in Liber No 908, folio 
584, one of the Land Records of Garrett County, Maryland, 
default having occurred under the terms and conditions of said 
deed of trust, I hereby give notice that I will, on 

Friday, October 3, 2008 
at the hour of 11 00 a m 

at the Alder Street entrance of the Courthouse, in the Town of 
Oakland. Garrett County, Maryland, offer for sale, and sell at 
public auction to the highest bidder, the following property, to- 
wit: 

All those parcels of land situate in Election District No. 8, 
Garrett County, Maryland, containing 48 95 acres, more or less, 
which is more particularly described in the aforesaid Deed of 
Trust. 

Being the same land conveyed to Timothy J. Skipper and 
Cheryl Ann Skipper, husband and wife, by deed dated July 26, 
2002, and recorded July 29,2002, in Liber No. 908, folio 579, one 
of the Land Records of Garrett County, Maryland. 

The property is improved by a dwelling. 

The property will be sold in an “as is" condition and subject 
to conditions, restrictions and agreements of record affecting 
same, if any and with no warranty of any kind. 

Terms of Sale: A deposit of Ten Thousand Dollars 
($10,000.00) will be required at the time of sale, such deposit 
to be in cash, cashier's check, certified check, or in other form 
as the Trustee may determine acceptable, in her sole discre¬ 
tion. The balance of the purchase price shall be paid in cash 
within ten days of final ratification of sale by the Circuit Court for 
Garrett County. Interest to be paid on the unpaid purchase 
money at the note rate from the date of sale to the date funds are 
received in the office of the Trustee In the event settlement is 
delayed for any reason, there shall be no abatement of interest 
Real estate taxes shall be adjusted as of the date of sale All 
other public charges or assessments, including water/sewer 
charges, ground rent, condo/HOA dues, whether incurred prior 
to or after the sale, and all other costs incident to settlement to 
be paid by the purchaser. Cost of all documentary stamps, 
transfer taxes and settlement expenses shall be borne by the 
purchaser. Purchaser shall be responsible for obtaining physi¬ 
cal possession of the property Purchaser assumes the risk of 
loss or damage to the property from the date of sale forward 
Purchaser agrees to pay the Sellers' attorneys at settlement, a 
fee of $225.00 for review of the settlement documents, and an 
additional fee of $150.00 for review of any motion which may be 
subsequently filed with the Court to substitute a purchaser 
herein. 

If the purchaser shall fail to comply with the terms of the sale 
or fails to go to settlement within ten days of ratification of the 
sale, the Trustee may, in addition to any other available legal 
remedies, declare the entire deposit forfeited and resell the 
property at the risk and cost of the defaulting purchaser In such 
event, the defaulting purchaser shall be liable for the payment 
of any deficiency in the purchase price, all costs and expenses 
of resale, reasonable attorney's fees, and all other charges due 
and incidental and consequential damages. The purchaser 
shall not be entitled to any surplus proceeds or profits resulting 
from any resale of the properly. If the Trustee cannot convey 
insurable title, the purchaser's sole remedy at law or in equity 
shall be the return of the deposit The sale is subject to post¬ 
sale confirmation and audit of the status of the loan with the loan 
servicer including, but not limited to, determination of whether 
the borrower entered into any repayment agreement, rein¬ 
stated or paid off the loan prior to the sale In any such event, 
this sale shall be null and void, and the Purchaser's sole 
remedy, in law or equity, shall be the return of his deposit without 
interest. _ , 

ditoa S. onerom. Trustee 
Stover & Sherbin 
Three South Second Street 
Oakland, Maryland 21550 
»ishv 2 (J) Telephone 301-334-9496 
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HVAC 


MANAGER 

Local company 
needs managerof 
HVAC division. 
Great opportunity. 
Full-time w/benefits. 

Send resume to: 

Box L-29 

c/o The Republican 
P.O. Box 326 
Oakland, MD 21550 


EMPLOYMENT 


HELP WANTED - Car¬ 
penters. Must provide own 
transportation. 301-616- 
7590. 30-2. 

HELP WANTED - Garrett 
Transit Service, a depart¬ 
ment of Garrett County Com¬ 
munity Action Committee 
Inc., is accepting applications 
for a commercial driver. Ap¬ 
plicants must have a valid 
commercial driver's license 
(CDL). Passenger and 
school bus endorsement pre¬ 
ferred. Must have at least 5 
years driving experience, 
have an excellent driving 
record and be able to pass a 
DOT physical examination. 
The applicants must be will¬ 
ing to complete basic first aid 
and CPR training. This posi¬ 
tion will require evening and 
weekend hours. The suc¬ 
cessful applicants must pass 
a criminal background check. 
This is a safety sensitive 
position; therefore, success¬ 
ful applicants will be required 
to pass a pre-employment 
drug test and be subject to 
random drug testing while 
employed. Also, a copy of a 
current driving record will be 
required Applications will be 
accepted through Friday, 
Oct. 3, 2008, at 4:30 p.m. at 
the Human Resources Of¬ 
fice, Garrett County Commu¬ 
nity Action Committee Inc., 
104 E. Center St., Oakland, 
MD 21550. Call 301-334- 
9431 or 888-877-8403. Gar¬ 
rett County Community Ac¬ 
tion is an Equal Opportunity 
Employer. 30-2. 

HELP WANTED - Car¬ 
penter's helpers. Pay based 
on experience. Call 301-387- 
2673. 30-2. 

HELP WANTED - Frost¬ 
burg State University seeks 
applications for a full-time 
university police officer (in¬ 
cludes USM benefits pack¬ 
age). Appointment as UPO I, 
salary range 10 ($32,271). 
Applicants who have satis¬ 
factorily completed a Mary¬ 
land Police Training Commis¬ 
sion recognized or approved 
police academy training pro¬ 
gram and a police field train¬ 
ing program and have been 
certified as a sworn police 
officer recognized by the 
Maryland Police Training 
Commission may be ap¬ 
pointed at the rank of univer¬ 
sity police officer II, salary 
range 12 ($36,204). For a 
detailed description, please 
visit our web site at http:// 
www.frostburg edu/hr/jobs. 
htm#jobs. Application dead¬ 
line is October 20, 2008. 
FSU is an EOE. Appropriate 
auxiliary aids & services for 
qualified individuals with dis¬ 
ability provided upon request. 
Please notify in advance. 
www.frostburg.edu 30-1. 

HELP WANTED - Now 
hiring carpenters, electri¬ 
cians, and plumbers. Also, 
subcontractors for framing, 
decks, rooting 301-387- 
6976, evenings 301-501- 
6976. 30-5. 


Have you been considering a new career? 
Are you tired of the same old 
day-in, day-out routine? 

Rejuvenate yourself. . . 

Become a Real Estate Agent 
Class Starts October 14 th 

Call TODAY for more information: 301 387 4700 
or go online and register at: 

www.longandfoster.com 


Survey Crew Members Wanted 

Thrasher Engineering is seeking full-time survey crew 
members Jor its Oakland and Clarksburg ojjlce. 

Must be willing to travel and to work in a fast paced outdoor 
environment. Excellent opportunity/or on-the-job training 
and advancement. Pay based on experience. 
Bencjlts and 401K available. 

Rcsuml and cover letter should be mailed to: 

Thrasher Engineering, Inc. 

"Survey Crew Position" 

3000 Thayer Center, Oakland, MD 21550 

IUZ 


BB&T 

Relationship Banker 
Terra Alta, WV 
Full-Time 

Proactively initiate, develop, and manage long-term, 
profitablerclationships. Managecxistingclicntrela¬ 
tionships to identify future needs and consultatively 
addrcssthcni. Profilcprospcctsandclicntstoidentify 
additional financial needs and refer to appropriate 
financial partners Deliver suocrioruualitv service in 
person or by phone such that client needs arc met on 
aconsistcnt, positive basis. 

Please annlvonltne at: www.hht.com 


EMPLOYMENT 


HELP WANTED - Part- 
time baker, waitress & cook. 
Pick up application at The 
Fazen-Bakery, Rt. 219, 
Grantsville. 301-895-4044. 

HELP WANTED - Job 

coach is needed to work with 
an individual with disabilities. 
$7.29 per hour, 15 hours per 
week. Duties include assist¬ 
ing the individual at a com¬ 
munity job site in the areas of 
job coaching, problem solv¬ 
ing; completing assigned job 
duties; getting along with co¬ 
workers; and driving the indi¬ 
vidual to and from the job 
site. Qualifications include a 
high school diploma or GED. 
experience with individuals 
with developmental disabili¬ 
ties, and possess a valid 
driver's license with a good 
driving record. Application 
deadline is Monday, Oct. 6, 
2008. Contact: Appalachian 
Parent Association Inc., Ap¬ 
palachian Crossroads, 39 
South Third Street, Oakland, 
MD 21550; 301-334-8449, 
ext. 100; fax # 301-334-9633. 
Equal Opportunity Employer/ 
male, female. 30-2. 


SERVER 

BARTENDING SKILLS A PLUS 
MUSI IE 21 OR OLDER JOIN THE FAST 
PACED TEAM AT OLACK BEAR 
TEAR ROUND 6 WEEKENDS AVAILABLE 


BLACK BEAR 

tfplymPtuM i IUtfc Be*t 1 Ii« f*«1 U571I MtHtw, 


EMPLOYMENT 


HELP WANTED - In¬ 
structor assistant Is needed 
for a day habilitation program 
in Oakland. Duties include, 
but are not limited to, general 
assisting with daily living act¬ 
ivities, personal care assis¬ 
tance, assisting with leisure 
activities, driving and lifting. 
29 hours per week at $7.04 
per hour with prorated leave 
benefits. Individual must pos¬ 
sess a high school diploma 
or GED, have a valid driver's 
license with a good driving 
record, and have an interest 
in working with developmen- 
tally disabled individuals. Ap- 
plication/r^sume deadline is 
Monday, Oct. 6, 2008. Con¬ 
tact: Appalachian Parent As¬ 
sociation Inc., Appalachian 
Crossroads, 39 South Third 
Street, Oakland, MD 21550, 
Phone # 301-334-8449, ext. 
100; fax # 301-334-9633. 
Equal Opportunity Employer/ 
male, female. 30-2. 

HELP WANTED - Appli¬ 
cations are being accepted 
for a mechanic or mechanic's 
helper at our Thomas, W.Va., 
location. Pay rate based on 
experience. Applications may 
be picked up at Fairfax Mate¬ 
rials Inc., 8490 Garrett High¬ 
way, Oakland, Md., or con¬ 
tact Tommy Evans at 304- 
749-7428. Fairfax Materials 
Inc. is an Equal Opportunity 
Employer. 30-2. 


29-21 


CNC Lathe 

Programmer/Operator 

Oakland, MD, based company has an 
immediate opening for a CNC Lathe 
operator. Excellent pay, health insurance, 
40IK, paid holidays, and paid vacations. 

Interested applicants call Chris: 

301-334-8186, ext. 206 




EXPERIENCED 

CARE PROVIDERS 


Evenings & Weekends 

Minimum requirement; 1 yr. experience caring for adults Our 
clients live at home & need assistance with hygiene, light 
housekeeping, meal prep., errands Reliable transportatin & 
home phone REQUIRED. We check all references 8. criminal 
background. Vision/dental & AFLAC ins avail. EOE 

Ask for Jeanette at: 301-334-4949 


Staff Accountant 

Garrett County CPA firm seeks highly moti vated entry 
level and staff accountants with recent public accounting 
experience tojoin local firmprovidingprofessional audit, 
accounting, tax and systems support services to a wide 
variety of clientele. 

Firm uses the latest technology in paperless engage¬ 
ment processes, tax and financial statement research. 
Applicants must be CPA or CPA candidates. 

Compensation package includes overtime pay. health 
insurance, life insurance. 401 (k) and profit sharing plans. 

Qualified individuals should send resumes to: 
Rodeheavcr & Associates, P.C., 6000 Thayer Cen¬ 
ter, Oakland, MD 21550. Attn: RAR 2?4t 


OFFICE SECRETARY II 

(Contractual) 

The Division of Rehabilitation Services, Office for 
Blindness & Vision Services, has a contractual position 
available at 138 Baltimore Street, Suite 201, Cumberland, 
MD State Salary Grade 9; Hourly Rate, $12 84 

For minimum qualifications and essential require¬ 
ments for the position, visit our website at 
www.marvlandpublicschools orq or call the JobLine 410- 
554-9396, TDD 410-554-9399 

Applications and inquiries must be directed to Denise 
Metzger, DORS Personnel, Division of Rehabilita¬ 
tion Services, 2301 Argonne Drive, Baltimore, MD 
21218 Applications should indicate "Contractual 
Position" and must be received by October 10, 2008 

30-1«xt 


msL 


__ Now Hiring? 

Join our Team 

BUT IMS 

Cook Prep Cook Bus 
§ Hostess Positions 

If you are looking for an exciting job 
opportunity, we invite you tojoin our team! 
Enjoy benefits such as health insurance, 
401K, and more, 

if Lkvttrtsted, plwse apply l* p<rso* 

DRUM ADII I 

19814 Garrett H^hway, Oakland, MD 
301-387-4UNQ 
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EMPLOYMENT 


HELP WANTED - Firefly 
Farms is searching for an 
ipprentice cheesemaker. En¬ 
ergetic individual wanting to 
work in fun, fast-paced envi¬ 
ronment. Flexible days and 
hours are available. Please 
email rrisumb to: andrea@ 
fireflyfarms.us or mail to P.O. 
Box 257, Accident, MD 
21520. 28-4. 


Experienced 

HAIRSTYLIST 

needed. 

Competitive pay, 
vacation & benefits. 

Send resume to: 

Box K-29 

c/o The Republican 
P.O. Box 326 
Oakland, MD 21550 


EMPLOYMENT 


HELP WANTED - Full¬ 
time alignment tech. Experi¬ 
ence preferred. Pay based 
on experience. Benefits. Ap¬ 
ply in person. Glotfelty Enter¬ 
prises, 14161 Garrett Hwy., 
Oakland. 301-334-3911. 

HELP WANTED - Part- 
time position supervising a 
small firewood kindling op¬ 
eration is available. The pri¬ 
mary employee is a person 
with a disability who requires 
supervision and assistance 
Duties include splitting wood, 
wrapping kindling bundles, 
loading a pickup truck and 
delivering to local customers. 
The position is two days per 
week, par rate is $7.29 per 
hour. For more information, 
contact Nancy at 301-334- 
8449, ext. 201, and complete 
an application. Equal Oppor¬ 
tunity Employer/male, fe¬ 
male. 30-2. 


SURVEY CREW CHIEF WANTED 

Thrasher Engineering, Inc., is seeking full-time experienced 
survey crew chiefs for its Oakland and Clarksburg office. A 
minimum of 3 to 5 years' experience preferred. GPS knowledge 
a plus. Must be willing to travel and to work in a fast paced 
outdoor environment. Salary' based on experience. Benefits and 
40 IK available. 

Resume accompanied by a cover letter should be mailed to: 

Thrasher Engineering, Inc. 

"Survey Crew Chief Position" 

3000 Thayer Center, Oakland, MD 21550 


WANTED IMMEDIATELY 
AUTOMOTIVE 
TECHNICIAN 

• Paid Holidays/Vacation 

• Health Insurance 

• ASE Certified or Equivalent 
Skill Level Certification 

• Diesel Engine Repair Preferred 

• Pay Based on Training & Experience 

• Candidate with Successful Track 
Record in Automotive Repair Preferred 

Send resume to: Accident Garage 

113 South Main Street 
Accident, MD 21520 
or accidentgarage@verizon.net 



CLASS A DRIVERS 
& TRUCK MECHANICS 

Savage Services is hiring for key posi¬ 
tions in the Oakland, MD, operation, due to 
our growing business. 

CLASS A DRIVERS should be professional. 
Experience preferred. 

DIESEL MECHANICS must have own tools 
and be experienced with diesel engine service 
and maintenance. 

We Offer: 


Excellent Pay 
Local Work 
Family Insurance 
401K Plan 
Profit Sharing Plan 
Uniforms 
Safety Bonus 
Performance Bonus 
Length of Service Bonus 
Paid Holidays 
Vacation Pay 
Career Opportunities 

If you consider yourself a professional and are career- 
oriented, apply in person at: 

Savage Services 

354 Tablerock Road, Oakland, MD 21550 
301-334-1820 

www.savaqedrivers.com 
Savage is an Equal Opportunity Employer. 
v Must pass Physical & Drug Screen. 


EMPLOYMENT 


HELP WANTED - Car¬ 
penters & carpenter’s helper. 
Also, trim & woodworking. 
New home construction. 240- 
321-4700. 30-2. 

HELP WANTED - In 

kitchen @_cool new brewery, 
6690 Sang Run Rd., Mc¬ 
Henry. MD 21541; 301-387- 
3360. Kitchen experience re¬ 
quired. Pizza/brick oven ex¬ 
perience a bonus. Please 
come in and fill out an appli¬ 
cation. 29-3. 

HELP WANTED - Part- 
time baby-sitter. Needs vehi¬ 
cle Call 301-533-3224 29-2. 

HELP WANTED - Ma¬ 
sons and mason tenders. 
Pay based on experience. 
Call 301-387-4391 before 9 
p.m. 29-3. 

HELP WANTED - Seek¬ 
ing tax preparers (bilingual a 
plus). January employment 
for local offices. Online 
course begins October 13. 
Call 1-800-832-0315 to enroll 
today. 29-5 


INSTRUCTION/SCHOOLS | INSTRUCTION/SCHOOLS 


ARE YOU UNEMPLOYED OR 
IN A DEAD-END JOB? 

We Are Here Ic Help YOU Succeed! 


JOIN THE WORLD OF BEAUTY 



Federal Funding 
to those who qualify 

Flexible Schedule 
Day b Evening Classes 

Transportation/Living Support 
to those who qualify 

Quality Education 

Call ICLAnn Tour f uture Starts Nov! 

3C1-777-302© 

International 'Beauty School 

119 N. Centre St., Cumberland, MD 21502 
www.ibscumberland.com 


FURN./CARPET 
& APPLIANCES 


FOR SALE - 3-piece liv¬ 
ing room suite & 4-piece bed¬ 
room suite. Call after 5 p.m 
301-334-2505. 30-3. 

FOR SALE - Electric 
clothes dryer. 301-387-0342 
30-4. 

FOR SALE - White elec¬ 
tric range, good cond. 301- 
895-3539. 30-5. 

FOR SALE - Roper 
washer/dryer, $150 each. 
Frigidaire freezer, $200. 301- 
387-5812. 30-2. 


PETS 


EMPLOYMENT 


HELP WANTED - Avon! 
Earn 50% fast cash and free 
gift. $10 to start. Call Karen, 
301-334-3454 27-4. 


$ ^ooiT^ CUSTOMER SERVICE %■ 
& and CASH REGISTER 

Positions Available 
Saturdays and Sundays 





Mail, fax, or drop off resum£: 
Schoolhouse Karth is loealed 2 miles north of Deep 
Creek lake on Route 42 
301-746-8603 • Fax: 301-746-8988 
1224 Friondsville Road. Friendsville, MD 21531 


V* 


EMPLOYMENT 


HELP WANTED - The 

road is calling! Train to drive 
a tractor trailer with 
Mountaintop Truck Driving 
Institute in Grantsville, Md 
Beginning drivers can earn 
40K or more, with compre¬ 
hensive benefits and flexible 
home time. Weekday and 
weekend courses available. 
Government grants, tuition 
reimbursement, and student 
loans offered to qualifying 
individuals. Call for details. 
301-895-4700, or email terry. 
beachy@garrettcollege edu. 


v# Logs' f nitur, 

Bittinger, MD 
301-245-4120 

Log Gazebos 

Log Furniture i Railings (or Log Honrs 


28 -Otpd 

FOR SALE 

• Queen-size sofa 
bed, $200 

• Solid mahogany 
dining table w/leaf 
& 8 chairs, $800 

• Oak veneer coffee 
table, 30"x30", $50 

301-387-5633 


EMPLOYMENT 


2 


POSITIONS AVAILABLE 
RNs& LPNs 

Positions are available with Appalachian Crossroads 
for nursing services to developmentally disabled adults 
in the Oakland area. 

Coordinating Nurse 

Supervise and schedule the nursing staff in group 
homes serving developmentally disabled adults Per¬ 
form assessments, develop nursing care plans,and 
delegate F/T salaried position with full fringe benefits 
Some shift work necessary RN required 2 years’ 
experience preferred. Salary negotiable 
Duty Nurse 

Provide nursing services to developmentally disabled 
adults in a group home setting F/T position with full 
fringe benefits. Some shift work RN required 2 years’ 
experience preferred. $ 19-S23 per hour depending on 
experience 

LPNs 

Provide nursing services todevelopmentally disabled 
adults in a group home setting Evenings and nights. 29 
regular hours a week with other hours available on an as 
needed basis. Partial fringe benefits. $15.50-Si8 per 
hour depending on experience 

Day Nurse 

Fill in for our regular nurse at our day program. Monitor 
the health of program participants Part-time position: 6 
hrs. 1 day/wk plus other hours available on an as needed 
basis RN or LPN Rate negotiable depending on degree 
and experience 

Substitute Nurses 

RNs or LPNs Provide nursing coverage on an as 
needed basis and in accordance with your existing 
schedule or preferences Rate negotiable depending on 
degree and experience 

Deadline for submitting an application and/or resume 
is Monday, October 6, 2008 

Contact or send resume to: 

Appalachian Parent Association, Inc. 

Appalachian Crossroads 
39 South Third Street. Oakland, MD 21550 
301-334-8449, ext 100 • 301 -334-9633 (fax) 

»?t Equal Opportunity Employer - Male/Female 


W AYNES 

ATERN'WELLS 

A bright future in a gloomy economy. 

Utilize your previous experiences with a company that 
wants tc educate, and diversify your skills. 

Experience in the following a plus: Electrical. Plumbing 
H VAC, Water pumps and filtration, and Excavation. 

CDI- class A or B 12-14+$ hr starting based on qualifica¬ 
tions* certifications. 

Benefits: Health insurance. Vacation. Retirement. Holi¬ 
days, Uniforms. 

Apply at either location 

Oakland 

19139 Garrett Hwy ,Oakland, MD 21550 

Cumberland 

12801 Ali Ghan Rd., C umberland, MD 21502 


ALL OF OUR POSITIONS ARE 
ABOUT ENERGY. 


ENTRY LEVEL PIPELINER 
Accident, MD 

Interested in learning the natural gas industry from the ground up? 

Spectra Energy is searching for a candidate who wants to learn about 
the operation, maintenance and construction of gas pipeline facilities. 
Interested candidates who enjoy physical work using tools and other 
equipment jv*x~iated with gas pipelines, like working outdoors, possess 
computer skills, and have a high school diploma or equivalent are 
asked to email their resume to: pahanlcy@spectraenergy.com by 
October 3, 2008. Please reference Accident in the subject line. 

You must live within X) miles of the Accident, MD area. Starting salary ls 
$18.41 per hour Extevisive benefits include medical, dental, 401K savings 
plan, tuition reimbursement, a retirement plan and life insurance 

Spectra Energy is an Equal Employment Opportunity Employer. 

PHONE CALLS WILL NOT BE ACCEPTED. 


Spectra 5) 
Energy. 


THE NEXT 
GENERATION 
OF ENERGY ' 


NOW 

HIRING 

Part-time 

• Bartenders 

• Servers 

Apply in person 

Long Branch 
Saloon 

or call 

*..301-334-4533 


FULL-TIME SERVICE TECHNICIAN 

Year round work, with benefits. Individuals must possess a valid driver’s license, 
have a clean driving record, and must be able to pass a drug test. This position has 
room for advancement. Applicants must be available for on-call emergencies and 
must be able to travel. Benefits include health insurance, 401K, paid vacation, and 
competitive wages. We provide transportation to the job sites. Mechanical and 
concrete experience a plus. ONLY serious applicants should apply. Based near 
Accident, Md. 

Please call 800-424-1980 
OR fax a work history to 1-888-280-0290 


25 4t 


HELP WANTED 

Deep Creek Foodland Fresh 
has immediate openings for 

• F/T Night Stock 

* F/T Night Maintenance 

Good salary for the right people 

APPLY: 

^bODLAND,, 

24586 Garrett Hwy " 



POSITION OPENING 

Dean of Continuing Education and Workforce Development 

GARRETT COLLEGE is seeking a Dean of Continuing Education and Workforce 
Development Reporting directly to the College president, this position leads the 
College's efforts to deliver workforce training and community interest classes to the 
region The Dean oversees and manages a significant budget and a staff of seven 
(7) full and part-time staff as well as numerous contract employees The Dean is 
instrumental in assessing the need for various types of non-credit education and 
assisting local agencies to meet the needs of work force training 

Garrett College is located in a scenic rural four-season resort community in the 
mountains of Western Maryland. The College is a small public learning-centered 
institution The FY 2009 budget is slightly over $10 million. 

Required Qualifications : Master's degree, computer literacy in a variety of 
applications, experience in program development and assessment, and demon¬ 
strable fiscal experience Preferred qualifications include : college teaching 
experience, evidence of entrepreneurial activity, and knowledge of workforce devel¬ 
opment activities A |Ob description is available by contacting the College Personnel 
Office 

Hiring Range: $58,813 to $79,193 Excellent benefit package available following 
successful completion of the 90-day provisional period 

To Apply : Send a cover letter not to exceed three pages, a curriculum vitae/resume 
detailing professional experience and telephone and e-mail contact information for 
three (3) recent (within five (5) years) and relevant professional references electroni¬ 
cally to linda.fike@qarrettcollege.edu 

The review of applications will begin immediately and continue until the position is 
filled 

A starling date of January 5, 2009 is anticipated 

oaneil college is a tooacco-tree campus. Women and minorities aie encouraged 
to apply For assistance with the application process please telephone 301-387- 
3049 EOE 


FREE - Kittens 301-387- 
0342 30-4. 

FOR SALE - Cavalier 
King Charles spaniel pup¬ 
pies. champion pedigree. 
Regular veterinarian care. All 

4 colors available. 304-789- 
2143. 30-2. 

FOR SALE - Miniature 
schnauzers. ACA; chocolate, 
pure white, S & P, and black. 
Vet checked. $300-$500 
304-789-3131.29-2. 

FOR SALE - Guinea pig 
with cage & accessories. 
$20. 301-533-0007. 29-2. 

FOR SALE - AKC reg 
Shetland sheepdog puppies. 
Various colors. First shots, 
wormed, dew claws re¬ 
moved. Females $400, 
males $350. Email parker 
shelties@gmail.com. 304- 
698-3437, 304-329-0147. 28- 

4. 

FOR SALE - ACA regis¬ 
tered male Boston terrier 
puppies. $400. 240-321- 

0006. 26-5. 

SPAY/NEUTER - Can't 
afford to ''fix” your pet? Help 
is available. Call 301-387- 
8396 or visit www.garrett 
paws.org for information. 26- 

5. 

CRITTER SITTERS - Pet 

sitting service. All animals, 
including horses & livestock. 
304-789-5046. 26-5. 

FOR SALE - Miniature 
horses. 301-501-6514 25-8. 

BUYERS/SELLERS - 
The Animal Control Ordi¬ 
nance states that it is unlaw¬ 
ful for a pardon In operate a 

kennel (breeds/sells pets) in 
Garrett County without a 
valid kennel license. Contact 
the GC Animal Shelter. 301- 
334-3553. 18-13. 

FOR SALE - Reg. Great 
Danes: 1 female, harlequin; 1 
female, brindle; 1 male, 
black. All up to date on shots. 
Moving, can't keep. $800 
each. 301-245-4696. 28-4. 

FOR SALE - Australian 
shepherd puppies: 3 fe¬ 
males, $200; 4 males, $150 

5 black/white & 2 tri. Raised 
with children. Call 814-733- 
2775. www.alleghenymead 
ows.com. 28-3. 

FOR SALE - 5 CKC reg¬ 
istered shih tzu female pup¬ 
pies. First shots & wormed. 
$400. 301-334-2598. 30-3. 


LOST & FOUND 


FOUND - Baggie contain¬ 
ing jewelry in the Sincell Pub¬ 
lishing (The Republican) 
parking lot. Call 301-334- 
3963 with a description to 
claim. 30-tfn. 

FOUND - Large yellow 
Lab & a large brown hunting 
dog in the Grantsville area. 
301-895-5592 30-1. 


ANTIQUES 


FOR SALE - Antique 
former Western Maryland 
Railroad 1930s Fairmont 
motor car. Above average 
condition, in dry storage for 
over 50 years. Rare find. 
Yours for $8500. Call Stuart, 
301-334-4894 28-5. 

Visit The Republican Website at 
www there publicanncws.com 


WANTED 


36 People Needed 
Who are SERIOUS 

about Losing Weight 
and Keeping it 

Off for GOOD! 

*** Eat Your 
Favorite Foods *** 

J Jefferson 
301-735-6412 
www transformyourshape com 


RESPONSIBLE HUNT¬ 
ERS - Two. both with per¬ 
mits, looking for private prop¬ 
erty to hunt bear. Call Sonny, 
443-927-4615 30-2. 

WANTED - Good, used 
dump truck. 301-387-0342. 
30-4 

WANTED - B & W replica 
of Route 66 gas pump. Must 
be in excellent or mint cond. 
State dimensions & price. 
Reply to Box L-30, c/o The 
Republican, P O. Box 326, 
Oakland. MD 21550. 30-2 

WANTED - Lift chair at 
reasonable price. 301-689- 
9158. 30-2 

MATURE HUNTER - 

With a bear permit seeks 
landowner/partner tor Mary¬ 
land bear season. Call 
Robert at 443-250-8756 or 
email bobstagmer@aol.com. 
30-3 

WANTED TO BUY - Sec¬ 
tional coal boiler. Must be in 
good cond. 301-895-3300 or 
301-707-8998 28-3. 

WANTED - Old lumber 
bams, homes, sheds, log 
cabins to tear down & re¬ 
move. Insured. 301-334- 
31S3. 23 7. 

WANTED - Potato digger, 
1 row, PTO or ground driven 
Call after 5 301-616-2352 or 
304-698-0109 28-tfn 


GARAGE SALES 


3-FAMILY YARD SALE - 

Fri., Sept 26; 8 a m. - ?; 120 
Walnut St., Friendsville. Eve¬ 
rything must go! Wide variety 
of household items: toys, 
electronics, clothes, exercise 
machine, movies, TVs, etc. 

GARAGE SALE - Sept 
26 & 27, Oct. 3 & 4; 7 a.rrv-3 
p.m.; 2 miles out of Friends¬ 
ville on Friendsville-Addison 
Rd. Watch for signs. Large 
spools of thread, many col¬ 
ors; new watches, earrings, 
bracelets, necklaces & rings; 
holiday decorations, Home 
Interiors, Avon dolls, cur¬ 
tains, coffee & end tables, 
lamps & much, much more. 
Second week, everything 
must go; cheap. 29-2. 

GARAGE SALE - Sat. & 
Sun., Sept. 27 + 28; 7 a.m. at 
16069 Garrett Hwy. at comer 
of Foster & Spring Glade 
roads. Kids' toys, clothes, 
electronics, etc. 30 1. 

GARAGE SALE - Multi¬ 
family, at 11432 Friendsville 
Rd., Friendsville; Fri., Oct. 3, 
& Sat., Oct. 4; 9-5. House¬ 
hold, Christmas items, ce¬ 
ramics. clothes, lots of misc. 

VENDORS WANTED - 

For indoor flea market Sat., 
Sept. 27. Call 301-387-9370 
to reserve space 29-2. 


YARD SALE 

Thurs.-Fri., v 
Sept. 25-26 
8 a.m. to 4 p.m. 
870 Monte Vista Rd. 

1 mi. S. of Oakland 
on Rt. 219. 

FOLLOW THE SIGNS 


MOVING 

SALE 

Oct. 2-3-4 
9 a.m. to ?? 

6 miles W. of 
Terra Alta on Rt. 7. 

Follow signs. 
Household items, collect¬ 
ibles, craft supplies, 
antiques, tools, canning 
jars, thrashing machine, 
grain binder, & other farm 
machinery (304-698-5407) 
U& 

LARGE 

GARAGESALE 


First time in 2008! 


Rain or Shine 
Mon., Sept. 29 
thru Sat., Oct. 4 
9 a.m. to 5 p.m. 

2 mi. W. of Red House on 
Rt. 50, near Ben DeWitt Rd. 

Large 2-drawer kitchen table 
w/4 chairs (like new). Ig Galaxy 
refrigerator (good cond ), 2 pc 
china hutch, 1 pc. hutch 
w/2 doors, lots of whatnots & 
misc items too numerous to 
mention (301-334-9103). 


MISCELLANEOUS 


FOR SALE - Ring¬ 
necked pheasant & bobwhite 
quail. 301-334-9840. 29-5. 

FOR SALE - Full-size 
sleeper sofa, $50. 36x70 
office desk, $35. 301-895- 
5033 after 5 p.m. 29-2. 

FOR SALE - 4-piece bed¬ 
room set, $250. 6-piece living 
room set, $225. 35 gal. octa¬ 
gon fish tank, $75. 301-501- 
1238. 29-2. 

FOR SALE - Yard-Man 7 
hp snowblower, 26" blade 
301-334-4314 29-5. 

FOR SALE - Wood, hard¬ 
wood, dry, $ 100/cord. Used 
large furnace; combination 
fuel oil. wood & coal; good 
shape. Also, fuel tank; 275 
gal.; good shape. All for 
$250. 301-746-5188. 29-2 

FOR SALE - New Hol¬ 
land tractor, comes with 1' & 
2' buckets for the backhoe; 
10,000 lb trailer & grade 
box Only 291 hours; 
$19,000 or best offer. Call for 
other details, 301-616-7387 
28-4 

FOR SALE - Husqvarna 
snowblower, practically new, 
$700 firm 301-334-5955 28- 
3. 

FOR SALE - E-Z-Go gas¬ 
oline golf carl Engine not 
running Factory top $675. 
301-334-8690 28-3. 

FOR SALE - 20" chrome 
ice metal 8-lug wheels & 
tires, all 4 for $1000. 301- 
616-7387 28-4. 

ATTENTION - Orchid lov¬ 
ers. Orchid Haven will be at 
Oakland's Mountain Fresh 
Farmers Market, town park¬ 
ing lot, Second St., with all 
kinds of orchids for sale all 
summer long, every Wednes¬ 
day & Saturday, 10 a.m.-l 
p.m. Budding & blooming 
plants Come see & buy Any 
questions, call Flo at 304- 
724-9081 27-4 

FOR SALE - Custom- 

w ••• •--- ». .:»-4t--,^ • •%!«*«* 

uum oiuiuyu uuiiuuiyo m 

houses 301-895-3688.27-5. 

FOR SALE - Cast iron 
radiators Phone 301-268- 
6160 25-6. 
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MISCELLANEOUS I MISCELLANEOUS I AUTOMOTIVE I AUTOMOTIVE I FARM ITEMS I FARM ITEMS | BOAT STORAGE | BOAT STORAGE 


FOR SALE - Craftsman 
radial arm saw, table saw, 
band saw, wood lathe & 
router. Call after 5 p.m. 301- 
334-2505 30-3 

FOR SALE - Coal pellet 
stove, $450 301-387-5019. 
30-2. 

FOR SALE - New & used 
Andersen/Pella windows & 
doors, kitchen & bath. 240- 
321-4700. 30-2. 

FOR SALE - Western 
plow, 7 ft. 6 in., bracket for 
Dodge 1998 & up Needs 
assembly. Exc. cond. $750 
or best offer 443-789-2880 
or 301-334-7874 30-2. 

FOR SALE - Hearthstone 
propane direct-vent room 
heater (Tucson model). Dark 
green marble inlays, glass 
front, log fire simulation; 
26,000 BTU/HR. Exc. cond. 
Vent hardware & slate slab 
included. $550. 301-895- 

4250 (Stonebow Inn). 30-2. 

FOR SALE - 3 Browning 
deer rifles: (1) 22/250, 

(1) 243, (1) 25-06. 301- 
895-4264. 30-4 

FOR SALE - 500 gal 
propane tank, powder coat¬ 
ed, high pressure & low pres¬ 
sure regulator. Condition 
very good. $775. 301-334- 
9613. 30-1. 


MILITARY 

SURPLUS 

Now at Red House 
School Antiques*301 -334-2800 


www.bibleinfo.com 

www.amazingfacts.com 

www.mcdonaldroad.com 

19-lf 


— FOR SALE — 

EXCAVATORS 

• GEHL -602 & 603 

4 buckets w/grapple, 
4 ft. grade-all bucket, 
cabs & heaters. 

• GEHL 4835 skid 

loader w/tracks, 2 
buckets, & grapple. 

• FORD F-350 1-ton 

dump truck with 
Bossv-blade. 


301 - 616-2445 

2*1 W * 



Yoder's 


29- 2t 


• Fleece (Prints. Solids) 

• Flannel 

•90" Pnnted Quilt Tops 

• Embroidery & Floss 

• Quilted Purse Fabrics 

• Basics 

Mason School Rd. 

5 mi. S. of Oakland 

Monday-Saturday 


FOR SALE - Mini-barn, 
12'x16', good shape 301- 
334-9367. 30-1 

FOR SALE - Bowflex 
Treadclimber TC5000. 3 

years old, in exc cond. Paid 
$2616 & asking $1250. Will 
furnish original receipts. Seri¬ 
ous inquiries only! 301-616- 
2640. 30-2. 

FOR SALE - LP gas fur¬ 
nace, forced air, good cond. 
$300. 301-616-4860. 30-1. 

FOR SALE - E-Z Go golf 
cart, gas, runs great, $875. 
Solid maple 6-gun cabinet, 
$235,814-395-5665.30-4 

FOR SALE - Wine bottles 
with synthetic corks, $1 each. 
Call 301-616-8684. 30-2. 

FOR SALE - 1981 GMC 
top kick dump truck, 3208 
Cat engine. Also. Interstate 
3-axle lowboy trailer $6000 
for both or best offer. 301- 
387-5798. 30-2. 

FOR SALE - Nursery 
stock. Dug trees starting at 
$8; blue spruce, Norway, 
white pine, fir, white spruce, 
Canaan Valley fir & hemlock. 
Call Jay Rice, 301-533-1919. 
30-5. 

FOR SALE - Excel hand 
dryer, wall mounted, for busi¬ 
ness restroom, like new, only 
$185. Call Stuart at 301-334- 
6212. 30-5. 

FOR SALE - 1500 gal of 
#1 clear kerosene, $3.75 per 
gallon. Call Stuart, 301-334- 
6212. 30-5. 

—For Sale— 

Dominion 
Fireplace Insert 

Exc. Cond. $250 

301-334-8416 



FOR SALE - 1999 Buick 
LaSabre 407H Anniv. Edi¬ 
tion Low mileage $6000 
301-616-4860 30-1. 

FOR SALE - For parts or 
repair: 1999 Ford Ranger 
4x4. Extended cab, auto 
trans, step side. Good cond. 
except frame. Selling as is. 
301-387-5358. 30-2. 

FOR SALE - 1991 Mer¬ 
cury Grand Marquis, 1 own¬ 
er, 88K highway miles, Mary¬ 
land inspected. Phone 301- 
334-0737. 30-2. 


CHILD CARE 


NEED A SITTER? - Mon¬ 
day thru Friday, 6:30 a m.-9 
p.m. $3/hour. I live in Mtn. 
Lake Park, close to all 
schools. 240-321-4055. 30-3. 

DAY CARE - 2 shifts 
Open 6 a.m. to 11 p.m. Acci¬ 
dent or Grantsville Elemen¬ 
tary, Beechnut Lane. 301- 
245-4002. Lie. #11151148 
30-5. 

LITTLE RASCALS - 

Early Learning Center. Open¬ 
ings for ages 2-5. 7:30 a.m - 
5:30 p.m. year-round. Pre¬ 
school activities! Large play¬ 
ground! Safe, clean, loving 
environment. Air-conditioned. 
Sign up for fall! Spaces are 
limited. 301-334-4721. 27-5. 


MISCELLANEOUS 


FOR SALE - 8' long x 25" 
wide x 42” high oak display 
case with 3 shelves. Exc. 
cond. $100. 301-895-5544 
30-4. 

FOR SALE - While gold 
diamond ring bndal set, ’/» 
carat, $600 or best offer. 
301-616-9943. 30-1. 

FOR SALE - Parts wash¬ 
er, 50 gal., with light, new in 
shipping box, only $175. Call 
Stuart, 301-334-6212. 30-5. 

FOR SALE - Woodstove 
with glass door & blower. 
Takes 16" logs, heats up to 
1200 sq. ft. $425 or best of¬ 
fer. 304-789-6138. 30-2. 


BAIL 

BONDS 

Prompt Service 
301-334-9021 


— FOR SALE — 
USED ITEMS 

Table w/leaf-& 4 side chairs. $50/set 

Desk chair, $50 

Office refrigerator, $50 

Shop vac, $30 

Large Kerosene heater, $75 

Call 301-616-0095 


FOR SALE-ALL NEW ITEMS 

Water pump - 3x3, 6VS hp, $600 
Welder generator - Model 7500, 
air cooled diesel, elec, start, $3,000. 
Generator - Model 5500, air cooled 
diesel, $2,400. 

Generator - KG3500, $750 


301 - 334-4965 


29-21 


301-689-9911 • 301-268-5558 



CLASSIFIED AD NETWORK 


ANTIQUES A COLLECTIBLES 
Baltimore Washington Collector Car 
Auction Howard County Fairgrounds 
Saturday. Nov 1st 10 30AMConsign 
Your Car Today Ask For Bern* 443- 
807-8883 or 410-243-9999 

www a uctioncla ssicca r s com 
AUCTIONS 

Auction-Auction Auction ESTATE AN 
TIQUE 4 COLLECTIBLE AUCTION • 
Friday September ?6,6 PM Chesa¬ 
peake Auction House St Leonard. MO 
20685 410-586 1161 INFO & PIC¬ 
TURES ON WEBSITE 

www cbesapeakeeuction house com 

AUTOMOBILE DONATION 
DONATE YOUR VEHICLE RECEIVE 
FREE VACATION VOUCHER 
UNITED BREAST CANCER FOUN 
DATION Free Mamnograms. Breast 
Cancer Into www ubet into FREE 
Towing, Ten Deductible, Non-Run¬ 
ners Accept id, 1 886 468 5964 
DONATE VEHICLE Receive $1000 
GROCERY COUPONS, Your Choice 
NOAH'S ARC. NO KILL Animal Shel¬ 
ters Advanced Vetennary Treatments 
Free Towing. IRS TAX DEDUCTION 
Non-runners 1 -866-9'2-GIVE 
BUSINESS OPPORTUNITY 
Grow Your Business Advertise in 120 
newspapers across Maryland Dela 
ware, and DC. reach over 2 3 Million 
households lor only $495 For more 
information contact this Newspapei or 
cell 410-721 4000 or visit our website 
ww mddepress com 

Dump Your Job in 1 Year By Leverag 
mg A 1 TimeFeeol$t00mto$39000 
in GotdrSitver/Cash Over and Over 
Listen 1 800 662 0768 Dr N Came 
B121025ww succession!! com 


GENERAL MERCHANDISE 

ABSOLUTELY NO COST TO YOU" 
ALL BRAND NEW WHEELCHAIRS, 
HOSPITAL BEDS AND SCOOTERS 
IMMEDIATE DELIVERY CALL TOLL 
FREE 1 888-998 4111 TOQUAUFY 
HELP WANTED 

Drives - O/O 4 CO DRIVERS MILES 4 
MIL E S OF SUCCE SS All Miles ♦ Stop 
Pd SIGNON BONUS BENEFITS An¬ 
nual Increases 4 More 1 CDLvA 4 Haz 
Ends Req'd CallGissel 0 800613- 
1287 * 3202 

Deliver RVs lor pay! Deliver "new" RVs 
loall 48 slates and Canada Gel paid to 
travel! For details log on to 
www RVdeliveryJobs com 
HELP WANTED-ORIVERS 

Dnver $5K Sign on Bonus lor Experi¬ 
enced Teams Dry Van 4 Temp Con¬ 
trol Sofo Lanes also available OZOs4 
CDL AGrads welcome Call Covenant 
(866)684-2519 EOE 

HOMES FOR SALE 

FORECLOSED HOME AUCTION ALL 
DC MD VA450-Homes Must Be SoW 
Free Brochure 800 681-0364 
JS Home Auction com 

LAND FOR S ALE 

BANKORDEREDSALE Saturday.Oc¬ 
tober 11 2006 ?0* Acres |ust $39 900 
WV Mountain Property 2 hours Irom 
Metro DC Access to National Forest 
Excellent financing available CALL 
TODAY' 1 866 789 8096 * 4664 

LAKE LOT 3* acres only $39 900 
Wooded4 private Convenient North¬ 
ern Neck location EZ terms Buy now. 
build later Hurry limited supply 888 

774 5765 

LOTS 4 ACREAGE 

SAC $79 900 Secluded wooded acre 
age wr private access to James River 
Great bank terms Call now 866 764- 
5238, * 1918 


New Cedar Chalet Direct River Access 
20* Ac Only $159,900 Private setting 
w/long range mtn views Close to his¬ 
tone town and C60 Canal Ready for 
your finishing touches Low rale fi¬ 
nancing ONLY ONE 1 Call Now 1 1 800 
888-1262 

MISCELLANEOUS 

AIRLINES ARE HIRING Tram lor high 
paying Aviation Maintenance Career 
FAAapprovedprogram Fmancialaid 
4 qualified -Job placement assistance 
CALL Aviation Institute cH Maintenance 
(888) 349-5387. 

RV FOR SALE 

Lake Somerset Camp Ground Maryland 
Eastern Shore Leave your RV on site 
allyear $1300mdudeswaler electric 
4 sewage Call lor brochure 4 1 0 957 
1866 or 410-957-9897 

TAX SERVICES 

IRS TAX DEBT KEEPING YOU 
A WAKE 7 Local CPA hrm resolves all 
Federal and State la* problems tor in¬ 
dividuals and businesses US Ta* 
Resolutions. P A 877-477-1108 
TICKETS 

REDSKINS SEASON TICKETS 
ticketsObrucehallsports com 
703 9046647 

VACATION RENTALS 

Autumn Glory - Deep Creek Lake, MD 
LongS FosterResort Rentals 10/8 12 
listed at tall festival in the world by 
MSN com'Rent 3 nights/get4th free' 
Lakelront, lake access 4 mountaintop 
homes, condos 4 townhomes 
800 336 7303 

www DeepCreekResod com 


The Maryland-Delaware-D.C. (MDDC) Classified Ad Network currently has 81 
participating newspapers in its network - a circulation of over 1 .4 million. To learn 



FOR SALE - 1998 Su¬ 
baru Impreza 50K miles, 
4WD, AC, PW, 4 dr. $5000. 
301-334-0511. 30-2. 

FOR SALE - 2004 Audi 
A4 3.0 Quattro AT, AWD, 
fully loaded with options: 
36,000 mi Extremely good in 
snow. Exc. cond. $14,900 or 
best offer. Call 301-746- 
5488. 30-2. 

FOR SALE - 1998 Ford 
Mustang, V6, 5 spd, $3000. 
For more information, please 
call 301-616-5301. 30-4. 

FOR SALE - Dream car. 
1993 Honda Prelude. V-tec 
with headers; bored, aired & 
chipped. Lowered Porsche 
chop shop racing suspen¬ 
sion. BX louvered fenders. 
Graphite pedals. New snow 
tires, clutch, CV joints, bat¬ 
tery & radiator. Black & sil¬ 
ver. Loaded. Clean & road 
ready. 150,000 miles. $4500 
or best offer. Must sell fast. 
240-321-7300. 30-1. 

FOR SALE - 1978 Ford 
short bed; good motor, trans¬ 
mission, running gears & 
some body parts, $450. (4) 
35x12x50 15" aluminum 

wheels, good tread, $450. (4) 
Ford chrome wheels, 5-lug, 
10 inches wide, asking $200. 
301-334-4973 30-2. 

FOR SALE - 1993 Chev. 
S-10. V6, 5 spd Chrome 
grill Uses no oil. Asking 
$800. Very dependable. Call 
301-746-4530. 30-1. 

FOR SALE - 1998 Toyota 
Tacoma short bed pickup. 4 
cyl, 5 spd. Custom work cap. 
143,000 miles, Md. inspec¬ 
tion, exc. cond. $4250 or 
best offer 443-789-2880 or 
301-334-7874. 30-2. 

FOR SALE - 1998 Chevy 
Astro van, AWD, runs well, 
$2200 or best offer. 301-453- 
3335 30-3. 

FOR SALE - 2002 Dodge 
Dakota Sport, gray/black; 
62,500 miles. V6, 4WD. AT, 
AM/FM/cass. AC, cruise, 
short bed with liner, factory 
towing pkg. New tires, new 
muffler. $7500. 301-245- 

4236 30-3 

FOR SALE - 1999 Grand 
Cherokee Jeep 4x4 Towing 
package, air, roof rack, 
power locks & windows. As 
is. $3200 or best offer. 301- 
746-8266, 240-580-0834, 

240-580-5849. 29-2 

FOR SALE - 1988 Ford 
F-250 with Meyers snow¬ 
plow, $1500. 1988 Chevy %■ 
ton with Western snowplow. 
$2000. Also, many other 
parts for 1964, '65, '66 Chevy 
trucks. Cat! fuf'/kKails.^t 11 -. 
829-9625 28-4 

FOR SALE - 1994 ffilzu 
NGR, cab & chassis. 6 cyl 
turbo diesel, auto trans, PS; 
18.000 GVW Runs well, no 
rust, nice truck. $9500. Call 
Stuart. 301-334-4894. 28-5 

FOR SALE - 2002 Ford 
Focus SE. Needs minor body 
work. Cracked windshield. 
Runs well. 140,000 miles. 
$1500 or best offer. Call 240- 
321-5213 28-tfn. 

FOR SALE - 1996 Inter¬ 
national tk., Low Pro 4700, 
cab & chassis. 444 E diesel 
V8, 5 spd, AC; 21,400 GVW; 
50 gal. fuel tank, tinted glass, 
HD radiator, block heater 
Nice Southern rust-free tk 
Only $12,500 Call Stuart, 
301-334-4894 28-5 

FOR SALE - 1995 Dodge 
’/j-ton. needs transmission, 
$1000 or best offer. 301-689- 
5501.28-4 

FOR SALE - 1986 BMW 
325 car, leather, sunroof, 
good shape, $1000 or best 
offer. Call 301-895-3300 or 
in 1-707-8998. 18-tfn. 

FOR SALE - 1983 Subur¬ 
ban. 23,644 actual miles. 350 
engine, 4 spd trans, 4WD. 
One owner, garage kept, 
very nice. $8500. Call Stuart 
at 301-334-6212. 30-5. 

FOR SALE - 1966 Ford 
Falcon, $5000 301-387- 

6276 29-5 


D&D 

MOTORS 

301 - 359-9621 

www.dd-motors.com 

All Vehicles MD Insp & Warranty 

BARTON 

03 Subarj Forester XS AT 79K $10,900 
02 AJtima 5 spd 4 cyl. 103K $7,900 
01 Cougar V6. AT I07K $6,500 
06 Colorado Crew 4.4 AT. 49K $16,900 

BEL AIR 

301-729-3700/729-6494 

05 Nissan Sentra AT 54K $8,900 

0? Stratus R/T 2 dr V6 AT $6,900 
01 Mils Mirage 2 dr, AT 79K $4,900 
00 Ford F150 4*4 AT 91K $7,900 


WANTED - Snowplow for 
John Deere 650 compact 
tractor 814-662-2822 29-2 
FOR SALE - Hay. 1st & 
2 nd cutting, clean orchard 
grass, $4.50/ bale, McHenry. 
410-553-9539 29-4 

WANTED - 2-bottom 
plow with 3-point hitch. 304- 
866-4159.29-3. 

FOR SALE - New Idea 
ground-driven spreader, 
$1500 or best offer. 301-689- 
5501 28-4 

FOR SALE - Used trac¬ 
tors. 301-746-8116. 24-10 



FOR SALE - 1999 Har- 
ley-Davidson FLH Softail, 
lots of chrome, 4000 miles, 
runs well, $5000. Call 301- 
334-3189.30-6. 

FOR SALE - 2007 En- 
duro street & trail bike, 200gy 
model. Less than 1000 miles 
$1000 or best offer. 301-616- 
9943. 30-1. 

FOR SALE - 2002 Arctic 
Cat Thundercat, lOOOcc, 
1000 miles, great shape, 
$3000. 301-616-0828. 30-2. 

FOR SALE - New IIOcc 
youth model 4-wheeler, red. 
List price $795. sell for $695 
or best offer 301-616-7222 
29-tfn. 

FOR SALE - 1981 Suzuki 
440 street bike, good cond. 
$600 304-693-7795. 29-4. 

FOR SALE - 1987 Koun- 
try camper trailer, 28 ft., park 
model, sleeps 7, full kitchen 
& bath, TV antenna, furnace, 
AC, 30 lb propane tanks. 
Great for stationary use. 
$2900. 304-698-5394 29-2 

FOR SALE - 2003 750 
Honda Nighthawk. Red, back 
rest, new tires, new chain; 
12,800 miles $3500 firm. 
304-693-7877. 29-3. 

FOR SALE - 2006 25 ft 
Salem LE camper with 2 
pop-outs. Like new, used 3 
times. $14,000. Must sell. 
301-746-6312.29-2. 

FOR SALE - Mini chop¬ 
per. 50cc. New price $349, 
sell for $249 or best offer 
301-616-7222. 29-tfn. 

FOR SALE - E-Z-Go golf 
carts, gas or electric, custom¬ 
izable options. Knepper Farm 
& Outdoor Equipment, Berlin. 
Pa. Call 814-483-0108; www 
kneppers.net. 28-5. 


AUTOMOTIVE 


FOR SALE - 1999 F-250 
super duty 4WD XLT Lariat 
AT, power windows, locks, 
tilt, cruise, alum, wheels. 
Good shape. High miles. 
$5000 301-334-3050 29-4 
FOR SALE - 2008 Chevy 
Cobalt SE Yellow with black 
racing stripes Power win¬ 
dows, power doors, tinted 
windows, black interior, 8500 
miles $15,500 firm. 304-693- 
7877. 29-3. 

FOR SALE - 1980 Chevy 
4x4 parts truck, runs, $1000. 
301-387-6276. 29-5 

FOR SALE - 2000 F-250 
super duty 4WD XL AT, PS, 
PB, alum, wheels, snowplow 
Good shape. High miles 
$6000 301-334-3050 29-4 
FOR SALE - 2000 Dodge 
Intrepid $2000 or best offer 
Call 301-746-5637. 29-2 
FOR SALE - 2007 Dodge 
pickup, mega cab, diesel. 
30,000 miles, $37,000 301- 
746-6312 29-2 

—For Sale— 

1995 Chevrolet 
2500 Suburban 

Trailer tow pkg. 
$5,100 

301-387-2511 




Commercial Trailer (flatbed or sidewalls) 
with 2 mobile home axles. Holds four 
4-wheelers, firewood, rock, machines, etc 

„ Call 301-501-5466 


** boat \ 

STORAGE 

2 miles North of McHenry 

Single Axle Trailers Only 

*8*. 301-616-4995 it> 

„ rfr CALL NOW! C? 


BOATS 


FOR SALE - Hay, 4x5 
round bales. 301-616-4596 
30-2. 

FOR SALE - Hay, mixed 
grass $3/baie, you pick up; 
$3.25 delivered 240-321- 
0785. 30-1. 

FOR SALE - Allis Chal¬ 
mers WD 1950, good shape, 
new tires, 3-point hitch. Runs 
well; great for moving snow 
or firewood. $1700. 301-895- 
3140. 29-4. 


LIVESTOCK 

_lr ; 


FOR SALE - Horses. A 
palomino, about 20 yrs. old, 
$300. A quarter horse paint, 
8 yrs. old, $500. 301-387- 
5019. 30-2. 

FOR SALE - 2 female 
pygmy goats. 5 & 6 months 
old. Call 301-334-3897. 30-2. 

FOR SALE - Weather- 
beeta blanket, Landa, stan¬ 
dard 78", used one season, 
$60. 301-334-1682. 30-1. 

HORSE BOARDING - 
With outdoor arena & daily 
turn out, round pen. lots of 
trails. Half Mile High Ranch 
LLC. 304-789-2177. 304- 

698-9166. 30-5. 

FOR SALE - Rhode Is¬ 
land red layers. Started lay¬ 
ing Aug 2008. $8 each. Call 
304-789-2225; leave mes¬ 
sage 29-4. 

FOR SALE - 5-year-old 
registered black & white paint 
horse, 15.3+ hands, broken 
to ride. Call after 5. 301-334- 
1438. 29-2. 

LICENSED BOARDING 
STABLE - Has room for full 
& pasture board in Pleasant 
Valley. 301-616-4681.29-5. 

FOR SALE - 2 Angus/ 
Simmental steers, make 
good show steers, 1 sired by 
OCC Homer. 3 Simmental/ 
Angus heifers. Call 814-733- 
2775. www. allegheny mead 
ows.com. 28-3. 


HEAVY EQUIPMENT 


FOR SALE - 2000 John 
Deere 270 skid steer. Low 
hours, aux. hyd., new tires, 
exc. cond., 84" bucket. 
$15,500 or best offer. 301- 
334-3050. 29-4 

FOR SALE - 2006 Cat 
277B track skid-steer loader, 
1500 hrs , cab with AC, 4-in- 
1 hydraulic bucket; $23,900 
2006 Cat 242B skid-steer 
loader, 929 hrs., still under 
warranty, new tires, choice of 
buckets; $19,900. 2005 Bob¬ 
cat 328G mini-excavator, 
Kubota diesel, 1200 hrs., 
good U/C, quick-change 
bucket; $17,500. 2000 Lull 
644D-34 telescopic forklift, 
3600 hrs., 4x4x4, tilt car¬ 
riage, quick-tach forks, 85% 
tires, great cond.; $23,900. 
Located in Romney, W.Va. 
301-501-7131.28-5 


FOR SALE - 2005 14' 
Lowe Jon boat. Live well, 
2002 trailer w/spare tire, 5 hp 
outboard, 50 lb. thrust Minn 
Kota, 2 batteries. $1600. 
301-453-3293. 30-1. 

FOR SALE - 1999 Harris 
Sunliner pontoon, exc. cond. 
$8000. Hazelhurst, DCL. 
304-650-5678. 29-2. 

FOR SALE - 2000 Kayot 
S240 deck boat (not a pon¬ 
toon), 24 ft. length. Exc. 
cond., with only 114 hours of 
use. Aggressive style & 
deep-V hull makes for a ful¬ 
filling performance ride & 
sport boat responsiveness. 
This full windshield model 
deck boat can do it all. Pow¬ 
ered by a dependable Merc 
250 hp efi I/O with Bravo III 
drive w/dual props. Safety 
rated for 14 passengers with 
plenty of storage under the 
seats & in-deck storage 
locker. Convenient galley 
with sink & access to cooler 
& trash receptacle. Large 
lighted enclosed compart¬ 
ment/changing room on port 
side. Forward & aft boarding 
ladders. Forward & aft tables 
for roomy dining. Sunbrella 
bimini top provides shade for 
most of the cockpit. A 2005 
Load-Rite trailer included 
(haul length 23'-25', capacity 
5800 lbs). $23,000. 304- 
692-6602. 29-2. 


LAWN/GARDEN 


FOR SALE - 12 hp riding 
mower. Older, but in good 
mechanical cond. $250. 301- 
895-3300 or 301-707-8998. 
28-3. 

FOR SALE - John Deere 
111 tractor & 38 in. deck, 
$400. 301-616-7222. 29-tfn. 

FOR SALE - 955 JD trac¬ 
tor, 4WD, cab. heater, AC, 
wipers, lights, front load 
bucket, low hours. Very nice. 
$22,500. 301-334-4894. 27- 
5' 

FOR SALE - Zero turn 
mowers, Hustler. First & 
oldest zero-turn in the world. 
Commercial & residential. 
Priced hundreds to thou¬ 
sands below MSRP. Hopkins 
Garage, Rt 28, Old Cold 
Storage Bldg., Romney, 
W.Va. Call 304-822-3879. 


BOAT & RV PARKING - 

Just $1 a day at Jerry's Self 
Storage, Rt. 495, Swanton, 
Md. Phone 301-334-9704. 



FOR RENT - 2 BR apart¬ 
ment in Upper Springs. $325/ 
mo. 814-662-2658 or 301- 
895-5920. 30-5. 

FOR RENT - 3 BR trailer. 
Accident, Md $600 plus util., 
basic cable included. No 
pets Sec dep. required. 
301-501-4404. 30-5. 

FOR RENT - Remodeled 
2 BR apartment, walking 
distance to downtown Oak¬ 
land. $425/month plus gas. 
240-321-4700. 30-2. 

FOR RENT -2 BR apart¬ 
ment in Mtn. Lake Park, no 
pets. Ref. required, $525/ 
month plus util., $525 sec 
dep. 301-334-4553. 30-5. 

FOR RENT - 3 BR, VA 
BA in Mtn. Lake Park. $525. 
717-762-1994. 30-2. 

LEASE TO OWN - Newly 
remodeled modular home on 
5 acres. Borders Potomac 
State Forest. 3 BR, 2 BA with 
attached 2-car garage 
$ 1200/month plus utilities 
100 % of rent applies toward 
purchase. Call 301-501- 
8123. 30-5. 

FOR RENT - ,wo 3 

bdrm. apts. in Accident Must 
be Sec. 8 eligible. No pets! 
References required Call 
Garrett Co. Comm. Act. 301- 
334-9431, ext. 165/164 or 
come to Housing Dept, for 
application 30-2. 

FOR RENT - Fully fur¬ 
nished 2 BR condo near Gar¬ 
rett College $800/month. Se¬ 
curity deposit & references 
required. Contact Easy Living 
Property Management at 
301-245-4457. 29-3. 

Continued on Page C-12 


LAWN/GARDEN ^ 


TOP SOIL 

Screened & Dry 
Delivery Available 

301 - 334-1269 

Evenings, please! 


FOR RENT I FOR RENT 


ATTENTION, RENTERS! 

TOWNHOUSES AVAILABLE 

Taking applications for townhome rentals through 
Garrettland, Inc., in the following locations: 

MT. VILLAGE WEST COMPLEX in McHenry, Md. - 

Units offer electric heat pump with central air condi¬ 
tioning, elec, self-cleaning stove, refrigerator, gar¬ 
bage disposal, and dishwashers. Central laundry on 

site. Rent amounts as follows: 1 BR, $390, 2 BR, 
$445, 3 BR, $490. Security Deposit, $500. 
OVERLOOK NORTH in Oakland, Md. - Units offer 
electric heat pump w/central A/C, elec, stove and 
refrigerator. Central laundry on site. Rent amounts 
as follows: 1 BR, $382, 2 BR, $431, 3 BR, $471. 
Security Deposit, $500. 

GLADES WEST in Oakland, Md. - Units offer gas 
heat, electric stove, and refrigerator. Central laundry 

on site. Rent amounts as follows: 1 BR, $430, 2 
BR, $441. Security Deposit, $500. 


Maryland DHCD occupancy and income guidelines prevail, with a 
1 -year lease required There is a S25 non-refundable credit report 
fee due at the time applications are submitted 
For more information, please contact Garrettland, Inc., or visit our 
web site at Garrettland.com to download an application. 





GARRETTLAND, INC. 

1000 Thayer Center, Oakland, MD 21550 

301-334-9915 • 301-334-8868 (fax) 

Equal Housing Opportunity 
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FOR RENT 


Continued from Page C-l 1 

FOR RENT - 3 BR house, 
Poplar St.. Oakland. $475 
mo. + all utilities. $475 sec. 
dep. No pets! References re¬ 
quired. Call Garrett Co. 
Comm. Act. 301-334-9431, 
ext. 165/164, or come to 
Housing Dept, for applica¬ 
tion. 30-2. 

FOR RENT - 3 BR ranch- 
style house in Mtn Lake 
Park. $600/month, first & last 
months plus security deposit. 
No pets. For more informa¬ 
tion, call 240-321-6392. 30-2. 

FOR RENT -2 BR house 
in Aurora, W.Va. Newly re¬ 
modeled, with big kit/liv rm! 
Walk-in closet, laundry rm. 
Heat options are wood, coal 
or gas. Has large yard & 
pond. Outside pets only! Call 
304-735-5219. 30-4. 

FOR RENT - 3 bdrm. 
house in Kitzmiller. $475 mo. 
+ all utilities. $475 sec. dep. 
No pets! F:eferences re¬ 
quired. Call Garrett Co. 
Comm. Act. 301-334-9431, 
ext. 165/164 or come to 
Housing Dept, for applica¬ 
tion. 30-2. 

FOR RENT - Charming 

A-frame chalet; 2 BR. Sky 
Valley area Furnished with 
washer & di /er. $800 plus 
utilities deposit $250. Avail¬ 
able Nov. 15 through June. 
301-387-7944. 30-5. 

FOR RENT - Oakland 
Sunny & bright, roomy, 1 BR 
apartment. Clean, convenient 
location. Single, mature, non¬ 
smoking adult; no pets. Sec. 
dep, lease, ref. & credit 
check requied. 301-334- 
?R03 30-5 

FOR RENT - 2 bdrm. apt. 
in Loch Lynn Must be Sec. 8 
eligible. No pots! References 
required. Ca'I Garrett Co. 
Comm. Act. 301-334-9431, 
ext. 165/164 or come to 
Housing Dept, for applicai- 
ton. 30-2. 

FOR RENT - McHenry, 2 
to 3 BR, 1 BA condo No 
pets, no smoking inside. 
Maximum occupancy 4 
$700/month plus util. & sec 
dep 410-44n 1931. 30-2 

FOR REN - 3 BR, 2 Ba 
rancher at Tiader's Landing 
next to Brenda's Pizzeria. 
Available now. Nicely fur¬ 
nished Washer/dryer. Trash 
removal, cable, snowplowing 
included. $950/month plus 
phone & electric. Deposit & 
references required. No pets. 
Please call Steve at 301-387- 
4199 27-4. 


FOR RENT 


FOR RENT - 1 BR duplex 
in Green Glade area Coun¬ 
try setting great view. No 
pets. $425 plus deposit. 301- 
387-6276. 29-5. 

FOR RENT - 2 BR cabin. 
Water, sewerage & trash re¬ 
moval included. Short- or 
long-term rental. $895 per 
month. Located between 
Deep Creek & Oakland. 304- 
754-5431 29-4. 

LEASE TO OWN - Large 
4 BR, 3 BA, one level home 
w/full partially finished base¬ 
ment on 3 acres near Aurora, 
W.Va. Attached 2-car ga¬ 
rage. 40x40 detached garage 
w/separate heat. Woodstove 
or fuel oil hot water base¬ 
board All appliances includ¬ 
ed Close to Cathedral State 
Park. 15 minutes to Oakland. 
$900/month plus utilities. 
100% of rent applies toward 
purchase Call 304-698- 
6140. 29-2. 

FOR RENT - 1 BR apart¬ 
ment (new carpet, new paint, 
washer/dryer), $355/mo. 2 
BR trailer, $445/mo. 2/3 BR 
apartment (washer/dryer), 
$480/mo. Utilities not in¬ 
cluded, no pets, security de¬ 
posit required. Located in 
Terra Alta, W.Va. Cell: 301- 
370-5970. 29-3. 

FOR RENT - Indoor stor¬ 
age facility. 10'x30' units for 
boats, autos, household fur¬ 
niture, etc. All welcome. 24- 
hour access. Also available, 
outside boat storage. Please 
call 301-501-5500 anytime. 
29-4. 

FOR RENT - 3 BR, 2 BA 

furnished home. Local 
phone, water & cable in¬ 
cluded Minutes from lake & 
Wisp, 7-9 month lease, credit 
check, ref. $765/month plus 
util. & sec. dep. No pets. 
301-387-6466. If no answer, 
call 513-779-4803. 29-5. 

ROOMMATES WANTED 
- To share 3 BR house with 
3-car garage. Game room 
with pool table & poker table, 
large deck with gas grill 
Plenty of 4-wheeler trails be¬ 
hind house. 609-841-7949. 
27-4. 

FOR RENT - Nice 2 BR 
apartment in Grantsville, 3rd- 
floor unit. No pets. Heat, wa¬ 
ter & sewerage included. 
$525/month plus security 
deposit. 301-746-5252. 27-5. 

FOR RENT - 3 BR apart¬ 
ment in Friendsville. Sec. 
dep. & ref. required. 301- 
895-3250. 26-5. 


FOR RENT 

Overlooking Deep Creek Lake—New 3 BR 

apartment on Rt. 219. 1 full bath, washer & 
dryer, kitcnen w/refrigerator, stove, dishwasher, 
microwave oven. Private off-street parking. 

$1,200/mo. Includes utilities. 

301-387-4952 



Bus:301-387-5976 
Fax:301-387-2098 


Property Man a gementSer vices 


P.O.Box328,Me Henry, MI) 21541 

FOR RENT 




HOYES RUN RD., 
McHENRY- 
Furnished 4 BR, 

2 BA. $995/mo.+ util. 


DEEP CREEK VILLAGE. 
McHENRY- 

Furnished 2 BR, 3.5 BA 
condo. Close to Wisp 
Resort and lake. 
$1,299 + util. 


Visit our webpage at www.ianbernard.com 


or call our office for other offerings. 


COMMERCIAL PROP.!COMMERCIAL PROP. 


FOR RENT -Retail/office 
space across from Wal-Mart, 
1200-4000 sq ft. 301-387- 
5982 27-5 

FOR RENT - Office/retail, 
McHenry/Deep Creek Lake. 
301-387-5982 27-5. 

FOR SALE OR RENT - 
11.000 sq ft. commercial 
warehouse/storage building 
with 1000 sq. ft. office & 
lunchroom space in Accident, 
Md Call 301 16 0018 26-5 

mum 


Grantsville 
Shopping Plaza 

— 1,200 «|. ft. *600 sq.ft.— 
443-267-9016 


FOR RENT - Office 
space Approx 1200 sq ft 
US Rt. 219, McHenry. Con¬ 
tact anytime at 301-501- 

6976 30-4 


RETAIL 

OFFICE SPACE 
FOR RENT 

Approximately 
1,500 sq. ft. 

For details 

301 - 616-0169 

301 - 245-4330 


FOR RENT - 2 BR apart¬ 
ment in Mtn. Lake Park. 443- 
615-4570. 29-5. 

FOR RENT - 1 BR house 
near Swanton. Adults only. 
No pets 1-year lease & sec. 
dep. required. $500/month. 
Phone 301-334-9704. 29-5. 

FOR RENT - Mobile 
home, Old Morgantown Road 
West, Friendsville. Positively 
no animals! 301-746-5480. 
29-5. 

FOR RENT - Deep Creek 
Lake, Md.; unique, private/ 
secluded property with 300 
feet of lake frontage, located 
on Deep Creek Drive in Mc¬ 
Henry. Docking for 1 boat. 
Close to golf course, restau¬ 
rants, Foodland, shops, etc. 
Cabin is fully furnished with 2 
BR, kitchen, living room, bath 
& AC. Grass cutting, snow 
removal & maintenance in¬ 
cluded. $750/mo. + utilities. 
Call Mary at 301-387-5536 
29-5. 

RENT - Luxurious 2 
jirtment downtown 
AC & security, 
^th plus utilities. Call 
f3826 28-5. 

FOR RENT - Nearly new 
3 BR, 2 BA house. 5 miles 
from Friendsville, 15 minutes 
from Hazelton, W.Va. Auto¬ 
matic in-floor geothermal 
heat, central air, 2-car heated 
garage. Along main road. 
Outside pets only. Great yard 
for children. Rent $900/ 
month. 304-379-3596, cell 
304-692-3601.28-4. 

FOR RENT - 1 BR apart¬ 
ment with stove & refrigera¬ 
tor Mtn Lake Park Single 
occupancy. No pets. Call 
Sue at 301-334-1105, Mon.- 
Fri., 8:30-3:30. 28-3. 

FOR RENT - Large 1 BR 
apartment in Friendsville, 
second-floor unit. No pets. All 
util, included. $500/month 
plus sec dep. 301-746-5252. 


FOR RENT 

Lakefront. 

Great location! 
Private dock/hot tub. 
4 BR, 3 BA, 

2 fireplaces. 
$2,0D0/mo. + util. 
u Year lease. 

240 - 313-5813 

301 - 616-3033 


HOUSE 
FOR RENT 
in Mtn. Lake Park 

3 BR, 1-3/4 BA, 
attached garage, 
all appliances, 
pellet stove. 

$900/mo. + util. 

Available Oct. 1 

301 - 387-4952 


FOR RENT 

• Condo Unit at Laurel 
Brook - 2 BR, 2% BA 
$900/mo. + util. 

Furnished 6-mo. to 1 yr. 
lease required. 

• 4 BR, 3 BA Townhome 
in The Landings at 
Mosser. View of lake and 
ski resort, gas fireplace, 
fully furnished $1,500/ 
mo., plus all util 

ALL HOMES 
REQUIRE A 
SECURITY DEPOSIT 


>!ANKfSR □ 


■•m 

t’deep creek 

REALTY 

Eacfi Office <s independently 
Owned and Operated 

Please Call 
Coldwell Banker 
Deep Creek Realty 
Ask for Ashley Hinebaugh 
301-387-6187 
1-800-769-5300 
24439 Garrett Hwy. 
Suite 101 

McHenry. Ml) 21541 


INSURANCE 


FOR RENT 


FOR RENT - 6-room 
farmhouse near Eglon, 
W.Va. Heat furnished. Refer¬ 
ences & security. $600/ 
month. Available around Oct. 

I, 2008. 301-729-1854 28-5. 

FOR RENT - Deep Creek 

chalet; 4 BR, 2'A BA, 2 lev¬ 
els; with garage, dock & pa¬ 
vilion. Private on southern 
part of lake. Partially fur¬ 
nished. Year lease. $1400/ 
month plus security deposit. 
410-527-1708, ask for Alex. 
28-6. 

FOR RENT - Oakland, 
nice residential area, 6 
rooms & BA townhouse 
apartment. Partially fur¬ 
nished, large lawn, porch & 
patio. No pets. Mature, non¬ 
smoking adults only. Sec. 
dep., lease & ref. required. 
Call 301-334-2603. 28-5 

FOR RENT - Very nice 2- 
story house in Mtn Lake 
Park. Clean & attractive. 6 
rooms; 2 BA, 2 BR. Attached 
1-car garage. Front porch & 
large yard. Mature, nonsmok¬ 
ing adults only. No pets. Sec. 
dep., lease & ref. required. 
Call 301-334-2603. 28-5 

FOR RENT - Completely 
remodeled 2 BR, 1 BA sec¬ 
ond-floor apartment in Mtn. 
Lake Park. New carpet, 
paint, updated kitchen, walk- 
in closets, washer & dryer 
hookup. $600/month plus 
utilities. Must have good 
credit. No pets. Call High 
Mountain Properties, 301- 
334-2582. 26-5 

FOR SALE OR RENT - 

II, 000 sq. ft. commercial 
vvarchousc/storagc building 
with 1000 sq. ft. office & 
lunchroom space in Accident, 
Md. Call 301-616-0018. 26-5. 

FOR RENT - 3 BR, 2 BA 
house on Cedar Hill, $950/ 
month plus utilities. 410-530- 
3831.26-5 

FOR RENT - 1 BR. 1 
den, 1 BA first-floor apart¬ 
ment in Mtn Lake Park New 
carpet. Must have good 
credit. No pets. $475/month 
plus utilities. Call High Moun¬ 
tain Properties. 301-334- 
2582. 26-5 


LOTS & ACREAGE 


FOR SALE - 16 acres % 
woods, 4-wheeler trails, 
stream & a place for camp¬ 
ing. Great for deer hunting. 
15 min. from Deep Creek 
Lake & 15 min. from Jen¬ 
nings Randolph Lake. 
$125,000. 301-453-3118 or 
301-876-3460. 29-2. 

FOR SALE — Lot. Perked 
1+ acre, Oak Hill Lane off 
Accident-Friendsville Rd., 5 
miles from Deep Creek Lake. 
410-247-2523. 27-5. 

FOR SALE - By owner: 
14+ acres in McHenry. Md 
Seasonal Wisp views & lake 
views. 3 minutes to Wisp 
Resort & 3 minutes to Deep 
Creek Lake access Call any¬ 
time. 301-501-5500 26-8 


REAL ESTATE 


FOR SALE - 2400 sq ft. 
home, Accident, 4+ acres, 
located by Savage River 
State Park. 4 BR. 2 BA. fire¬ 
place. beautiful views, hot 
tub, dog kennel, 40'x80' steel 
building, 18'x36' barn, prop¬ 
erty has electric fence al¬ 
ready for horses, full-length 
vinyl deck $299,900 $2000 
buyer credit. 301-746-7015. 
Possible 6 acres available 
Owner financing available. 
26-5. 


LAWN CARE SERVICES I LAWN CARE SERVICES ■ LAWN CARE SERVICES I LAWN CARE SERVICES 



J &• J Lawn Care 


Spring & Fall Cleanups 
Leaf Removal 
Mowing 8r Trimming 
Gutters 

Mulching & Mowing 
FREE ESTIMATES 

301-616-6178 

301-246-4448 


TOP BUD LAWN CARE 
& TREE FARM 

Mark Goller, Owner 

301-616-6853 

556 Pauls Lane 
Swanton, MD 21561 
Free Estimates 
For all your fertilizer, weed, <S insect control needs." 

--- 



Mountain View Services 

Serving Garrett Co. Since 2002 
Commercial * Residential 

Fall Cleanup 

TOTAL LAWN CARE - Mowing • Mulching 
• Edging • Trimming • and more! 

Call today! Your lawn Is my business! 

„ 301 - 616-0928 






PICK-NICK 

Lawn Services 


Mowing • Snow Plowing 
Trimming • Yard Clean-up 
• Mulching • Skidsteer Service 

Now accepting large estates up to 8 acres 

Nicholas Pickrel - Owner/Operator 

inr 301-501-1724 or 301-387-4182 


REAL ESTATE 


MOBILE HOMES I MODULAR HOMES 


feepublicguri 

"We are pledged to the 
letter and spirit of U S. poli¬ 
cy for the achievement of 
equal housing opportunity 
throughout the nation. We 
encourage and support an 
affirmative advertising and 
marketing program in which 
there are no barriers to ob¬ 
taining housing because of 
race, color, religion, sex. or 
national origin." 


FOR SALE - Limited time 
only. New double-wide 
home. 3 BR, 2 BA. $39,900 
The Home Show, Morgan¬ 
town. Call 1-888-594-0701. I- 
68, Exit 7, Pierpont Rd., Mor¬ 
gantown, W.Va. 29-4. 


SEARCH FOR - Homes 
online, compliments of John 
Macy, Long & Foster, at 
www.deepcreeklake.biz 27- 
5. 

REAL ESTATE WANTED 

- Private land to lease for 
hunting. Small (2-person) 
party, responsible & respect¬ 
ful hunters, to acquire written 
permission to hunt deer, tur¬ 
key, coyotes, etc. in Garrett 
and/or Allegany counties. 
Please call Rob @ 412-582- 
2363. 30-3. 

FOR SALE - By owner 
Located in Gormania, W.Va 
4 BR, 1 BA on 3 town lots 
$58,000. 304-693-7795. 29- 
4. 

WANTED - One- to ten- 
acrc lot near or about New 
Gennany/Savage River State 
Forest. Would consider older 
home/cabin on property. Call 
Chris Rose, 1-800-677-7887, 
ext. 327. 29-5. 

WANTED - A quiet house 
to buy in country or country¬ 
like setting. 814-662-4823. 
28-5. 



TRACKSIDE 
CREAMERY 

Hand-diDoed & soft serve 

ICE CREAM 


308 S. 2nd St., Oakland 

OPEN DAILY 


FARMETTE 
FOR SALE 

in Pleasant Valley 

18 acres, more or less, 

3 BR house. 2 bams, approx. 
15 acres of pasture. 
Ideal horse farm w/room 
for building lots. 

Inspection of farm 
is set for 
Sept. 27,2008, 

9 a.m. to 1 p.m., at 
4009 Pleasant Valley Rd. 

If interested, call 

^301-334-2026_ 


FUELS 


FOR SALE - Firewood, 
cut in 16-18 inch lengths. Not 
split. No delivery. Finger¬ 
board Rd., Oakland. 301 - 
334-6060. 30-4. 

FOR SALE - Firewood. 
Cured, split mixed hard¬ 
woods. $100/cord. you pick 
up; $130 delivered. 240-321- 
0785. 30-1 

FOR SALE - Brashear 
House Coal now selling 
house coal at McCoole loca¬ 
tion Saturdays 8 a.m.-12 
noon. Other times by ap¬ 
pointment or call 301-359- 
9853. Current price $65 per 
loader bucket, approx. 1 ton 
Price will increase Oct. 1, 
2008. 29-3 

FOR SALE - Firewood; 
all hardwoods. Delivery avail¬ 
able. 301-533-0459. 29-5. 

FOR SALE - D&R's Fire¬ 
wood. 301-387-0342. 29-5. 


Mahoning 
Outdoor Furnaces 

"The natural way to heat.' 
Free Delivery 
Call for a FREE QUOTE 
301 - 707-2166 


FIREWOOD 
FOR SALE 

— Call for Pricing — 
301-334-8710 
»4 301-334-4994 


RENOVATED 1900s HOME 
In Friendsville, on River 
3 bedroom , 2 bath with hot tub. 
New kitchen , Fully insulated , 
New plumbing , electric & 
windows. Wired out building and 
carport. 

MUST SEE! 
REDUCED! $185,000 
BY OWNER 
301-501-1714 l8 -tf 


Tired of cutting 
fire woo d? . j 

^238^ ||j| 

• Coal wood -1 

• Cast iron shaker grates 

• Firebrick-lined 

• Ash pan 

• Safe t clean way to heat 

CALL FOR MORE DETAILS 
New Tech Heating 

Systems, LLC 
+■ 301-616-2580 


INSURANCE 


INSURANCE 


INSURANCE 


Erie 


RIGHT’S 

INSURANCE 

1 10 S Second St. 
Oakland. MD 

301-334-3968 


* 


L 


FOR RENT 

Prime office or retail space 
on Rt. 219, Oakland, near Wal-Mart 

2 levels available at 768 sq ft each. 
Rent one or both at $13/sq ft including heat, 

r.'rtncity and snow removal. 
Owner agent. 

Contact Lisa at 301-387-9200 


J 


Hershberger Insurance Agency 

Serving our clients since 1939 

* Auto * Home * Farm * Church * Life * Business 

"Providing Reliable Insurance Coverage with Competitive Rates" 


301-895-5161 or 301-746-8562 


141 Main Street, Grantsville, MD 21536 

24-hour service on the web at 
www.iieisiibeigeiinsuiaiice.com 



Reduced 

• 5,000 


3 BR, 2 BA Home 
28x60. 

Includes many options. 

Colony Modular & 
Manufactured Homes 

Located between Lonaconing 
AWestemport, Md 

www.dd-homes.com 

301-463-2404 *301-359-9621 


Homes 


Visit The Republican Website at 
www therepublieannews com 


SONLIGHT LAWN SER¬ 
VICE - Now scheduling fall 
leaf cleanup. 301-334-8548 
or 304-693-7795. 29-4. 


CLEANING SERVICES 


GELLNERS' PROFES¬ 
SIONAL HOUSE CLEAN¬ 
ERS - Need a house 
cleaned? Give us a call at 
301-387-8042. We will come 
to your house & give you an 
estimate. 29-6. 

CLEANING SERVICES - 
Kela & Cindy would love to 
make your home fresh & 
sparkling clean. Sorry, year- 
round work only. Great refer¬ 
ences. 301-533-0098. 27-4. 


SERVICES 


SERVICES 


MASONRY WORK 
WANTED - Do basements, 
foundations, pour floors, 
flues, fireplaces. Do all kinds 
of block, brick, stone & con¬ 
crete jobs. Call Butler Ma¬ 
sonry, 1-301-387-5669 27-5. 

Try our Warn Ads. They Pay. 


MASTERMIND 

DESIGN? 

Signs • Banners 
Vinyl Lettering • Logos 
Graphics • Photography 


240.321.4899 


CHARM'S MAINTENANCE 

■— 1 9-F.OW 

Commercial & Residential 

Interior/Exterior Painting • Lawn Care & 
Landscaping • Cleanup • Remodeling 
Additions/Decks • Plumbing • Home Siding 

No job too small! 

301 - 334-9776 

MHIC# 45672 • Insured 

*Let Charlie do the job so you don't have to." 



Custom Cabitictr i/ 

Quality camiiuls dosi^nuil lo 
lil vour aivnitccUiral needs 

Do signs by Dun 

814 - 662-2215 

814 - 279-0652 


FREE 


10 Year Parts A Labor Warranty on systc 
installed before December 31, 2008 


| Available Options Indude 


• Upflow. DownIIcm and Horizontal Gas Furnaces (80 96% AFUE) 

• Heat Pumps and Air Conditioning Air Handles (13 18 S&R) 

• Variable Speed DC Blower Motore or 3/4 Speed Blowers 

• 2 Stage Gas Furnace & Heat Pumps 

• AMANA HEPA. Media and Electronic Air Oeanen 

• AMANA Humtdfflos, UV Lights, PiOfftmmabk Thar mostata 
> Quality Equipment Is NOT expensive, it is priceless! 



f 


LASTS AND LASTS MD LASTS 


l if wtim • N sidaosstnl Warranty 
On fc elect 

High tffl usasy f qo'pne*! 



1 - 724-4 1 5-7862 301 - 895-3700 

Cell Shop-Grantsville 

•Truck. Trailer & Equipment Repair 
•Truck & Trailer Parts 
•Engine Repair 

•On-Job-Site Repair with Service Truck 
•Complete Truck & Auto Computer Diagnoses 
•Automobile Repairs 

•Eaton Veroquip Hydraulic Hoses made on site 

•At' Check & Services 
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SERVICES 


WILL DO - Cleaning of 
excess clutter, belongings or 
items no longer wanted. Can 
help you sort or you sort & 
have ready to haul. Will haul 
just about anything. Free 
estimates. Reasonable rates. 
Fully insured. 240-321-1266 
or 301-616-0813. 29-4. 

WILL DO - Professional 
removal of stumps from 1 to 
any amount you might have. 
Will also do lot clearing from 
1 tree to any amount. 25 yrs. 
experience. Fully insured. 
Reasonable rates 240-321- 
1266 or 301-616-0813. 29-4. 


SERVICES 


SERVICES 


SERVICES 


PRESSURE WASHING, 
MOWING & SKID STEER 
SERVICES - Commercial & 
residential Curtain drains, 
culverts, leaf & brush re¬ 
moval, grading, hauling, 
backhoe, backfilling & related 
services. Senior discounts 
Serving Garrett County for 13 
years. Fully insured. Rick, 
301-387-8348 or 301-616- 
1050. 26-5. 


WINDOW 

Expressions 

Custom Draperies 
Blinds • Shades 
I Bedcovcrings & Accessories 

1 Frtt In-Hom Shopping Straits 

HunterDouglas 

Ductte* Honeycomb shades 
Silhouette* window shading 
Luminette 

Country Woods Classics 
Decor* 

Putty /.mnurman, Consultsnt 

301-689-9009 

1-800-427-7900 

38 Broadway, 
Frostburg, MD 

■ Mon.-Fri., 10 a m. - 5 p m. 

| Saturday by appointment only 


sct 


DUST DESTROYERS 
301:813-7009 
Housekeeping 
•Carpet 
Cleaning 
•WE DO 
WINDOWS 

uwu\diiMtdrt t ror m .com 



SERVICES - Lie. # 
11290004 Need backhoe. 
excavator or dozer work? 
Call Steve! No job too small 
Septic systems, drains, 
yards, stumps, foundations, 
footers, driveways or will 
consider doing work for junk. 
301-616-0129 or 301-334- 
1135. 23-13. 

JP BELOWSKY EXCA¬ 
VATING - Lot clearing, 
periis/septic systems, base¬ 
ments/footers. York raking/ 
seeding, driveways/decora¬ 
tive stone, sump pits for wet 
basements, pressure wash¬ 
ing homes & decks. Lie. 
#11240257. Call 301-453- 
3241. 30-5. 


PAINT & PAPER - Will 
do painting & wallpapering, 
residential or commercial. 
References available. Please 
contact Loretta Stoner or 
Jessica Paugh. Licensed & 
insured. 301-334-9782 or 
301-616-0541. 28-15. 

Gutter Tech - Enjoy the 
rain. Let Gutter Tech do your 
spouting. Seamless gutters, 
Leaf Relief® covers, cleaning 
& repairs. For quality & integ¬ 
rity, call 301-334-3376 or 
301-533-1053. 28-5. 

SEWING SERVICES - 
Alterations & repairs. Dress¬ 
es, pants, etc. Curtains & 
sewing projects. Reasonable 
rates. Call Pam, 301-334- 
3938. 27-4. 


SERVICES 


WILL DO - Stone retain¬ 
ing walls. 301-746-5781. 

PAINTING - Interior/ex¬ 
terior. Free estimates. Qual¬ 
ity work. 301-387-3260. 29-5. 


SERVICES 


SERVICES 


SERVICES 


SEAMSTRESS SERV¬ 
ICES - Hems, alterations, 
new items, drapes, curtains, 
etc. Call Karen at 301-334- 
4498. 29-5. 


Stump Grinding & Excavation 

30+ years' experience 

Spiker Bros., Inc. • 301-616-6142 


»4|XJ 


23-1* * 

<U Gutterlech 


q interprises 


• Gutter covers 
Repairs & cleaning 
Where integrity counts 



Oakland, Md. 





Mountain View 
STUMP GRINDING 

Free Estimates • Reasonable Rates 

814) 395-3726 • Addison. PA 15411 



Next Day Service • 301-334-3376 


CANVAS 

CREATIONS 

• Boat Covers 

• Awnings 

Anything Canvas 

301-387-4192 




R & M 
Driveway Paving 

Sealing - Patching - Striping 

Rick Durst/Owner 
3821 Bear Hill Road 
Grantsville, MD 21536 

301-895-5474 19-21 Free Estimates 


jbfl, 


S.E. GREEN 
PLUMBING & HEATING 

Residential/Commercial 
New Construction 1 

Service U Repair M 

Water pumps • Water heaters • Boilers * 

» 

Steve Green • 301-501-7817 

MD Master Plumber 18983 


25-tf 




Since 1930 i 


36-11 


orenneman 

AJ WELL DRILLING, INC. 


GROUNDWATER SPECIALISTS 

OFFICE 
301-746-8666 
FAX 

301-895-DRIL 
Providing & Protecting Americas Groundwater 
www.brennemanwelldrilling.com 


PUMPS 

REPAIRS 

CONDITIONING 



n m 


MICHAEL OTEFAN 

28 Years' Experience Masonry 

Concrete 

Block • Brick • Stone 


Licensed & Insured 


Home: 301 895-4424 
Cell: 301-501-7090 


Res ./Comm 
Int-Ext 


-j igpasl 


Lie. & Ins. 

Muir #oceno 


PAINTING 

Interior 

Wallpaper Removal • Wood Finishes 
Cedar/logs • Aluminum 
Deck Care • Masonry 
Caulking • Waterproofing 

Aggressive Surface Preparation 

FREE ESTIMATES 
301-387-8545 • Swanton 

‘Quality from start to finish" 


BEAR CREEK 
LANDSCAPE DESIGN 

* Design hf Installation 
° Patios, Walkways, 6f Walla 
* Complete l.awn Mamtainanco 
* Mulch, Topaoil. (f Stone 
* Light OraJing €< Soil Prep 
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301-746-5408 

licensed and injured 
MDHIC » 125203 


Don Bolo 



Ace Appliance 
Repair 

Since 1990 


^^farrant^ 
Authorized 
ft for most 
** major 
brands 


* Gas & Electric Ranges 

• Major Appliances 
washers, dryers, refrigerators, 
and dishwashers 

Prompt, Friendly Service 

Swanton, Md. • 240-321-1025 


John DeWitt 

Property Services, LLC 
Deep Creek Lake, MD 21541 

"Enjoy the lake. Let us do the work." 

• Power Washing & Staining • Painting 
Drywall Repairs • Plumbing • Electrical 
• Window & Door Repairs • Deck Repair 
• Screen Repair • Gutter Cleaning 


Cell: 301-616-5729 • Fax: 301-387-2550 


Licensed and Insured • References -* 


TT 


Tressler Builders, LLC 

MHBR #942 

Phone 941 -979-7877 

Custom Homes 
• Additions • Renovations 

Please visit us at 

www.tresslerhomes.com 

2 MWr> 


R.H. HOME PROJECTS 


FREE 


ESTIMATES 


240-321-7430 

Pole Buildings • Garages 
Roofs (shingle or metal) • Siding 
Decks • Additions 

For All Your Building Needs " 



Oakland's First 8 Finest 

Professional Household & Office Moving Service! 

fr*® s 

Stan DeWitt 


In business since 1993 ° C Q/ n n j 

"Thanks for the opportunity n 9 Di S f' lc ' 
to serve you." ° r 


"ce 

Phone: 301-334-6211 


Storm Damage • Lot Clearing • Snow Removal 
Firewood • LawnCare • Custom Skid Steer Services 





Brush, Stump ft Tree Removal 


Insured 

Free Estimates 


301-334-9784 • Cell 301-616-9784 
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Decks • Trim Work • Renovations 
• New Construction, etc. 



Kevin McDonough 

Oakland, Md 

301 -334-2455 or 443-286-0761 


MHIC 8960S 

8t 


Giles Builders 
& Remodelers 

Residential and Commercial 
New Construction and 
Home Improvements 

ALL WORK GUARANTEED 
Free Estimates 

301-697-4843 

Licensed, Bonded & Insured MHIC #82723, MHBK #5003 
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H^-fiLAIR INCOKTOKAThlD 
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■ Balloons 

• Bumper Stickers 
- Calendars 

• Caps & Jackets 


SIN CT 

1894 

■V\l It 


Decals-1 abets 

• F xecutive Gifts 

• Key Tags 

• Writing Instruments 


Authonztd OMf*' 

WAYNF KAiJi-FMAN 


317-429 6481 cell 


1039 PAUt FRIfND RD 
0AKLAN0, MD 21550 



IN^EA. 11 O W 

MOUNTAIN 

WORKS 


Seamless Aluminum'Gutler 


We use high quality .032 
gauge seamless aluminum gutter 


20 COLORS AVAILABLE 
LEAF GUTTER GUARD 


FREE ESTIMATES 


LOCALLY OWNED & OPERATED 

301-334-1160 


E-Z Excavating 

Complete Excavating Service 

Paul Evarly 
301 334 2940 
I-800-491-3963 


14-11 


D&M 

Stone 

Wide variety 
of landscaping 
stones available 


Delivery Available 


301-453-3200 


Bear Creek Woodworks 

Furniture Repair 
& Restoration 


Richard L. Pullen 
510 Resh Lane 
Accident, MD 



Phone: 301-746-6336 


Need an Auctioneer? 

Deep Creek Lake Auctions, llc 

MD & WV Auctioneering Service 
Donald J. Ringer, owner 

Ringer Auctions and Real Estate 

301-616-7407 • 304-735-3426 

WV Lie. #1634 info@ringer auctlons.com 


Humberson 

Excavating 

• Site preparation 
• Road building 
• Foundations 
Loader, backhoe. 
dozer, dump truck 
— Free estimates — 
301-387-4013 
301-387-5858 
301-387-2501 


MHIC 81637 


$rtARPL|S$ 


BUILDERS 

NOW ACCEPTING 
All types of projects 
Remodeling • Additions 
• New Construction 
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Over 30 yrs' experience 

Owned & Operated by 

Rick Sharpless and Family 

301-387-2673 


NEED A LIM0 
301-501-LIMO 

dccpcrcckl imc« c om 'limo 




FAKE 

FIELD 

STACK 


FLAMING 

PAVERS 

CONCRETE 


•fc CKH0E SERVICE-CONCRETE 

licensed 240-580-4046 «•*»"» 


EE© 


l 


GASMCONC RET'E 


FOUNDATIONS 


Warm, Dry and Easy 
To Finish Basement 
Installed in Just 
One day! 

HUMBERSON 

HomcS i 

US 219 Plorth of McHenry 

‘ uneor|, ply st>4| _ 

301-387-6976 800-457-6777 
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CARROLL HARVEY 
CONTRACTING 

409 I St., Mtn. Lake Park 


Now Accepting Fall & Winter Projects 


• Basement Remodeling - Let us turn your dreary unfinished basement 
into a cozy living space. 

• Bathrooms - Does your bathroom look older than you do? A clean new 
bathroom just feels good! 

• Kitchens - Does your kitchen feel uninviting? A new kitchen will spice 
up your culinary ambitions. The beauty of wood cabinetry, durable tops, 
contemporary appliances, along with effective lighting will motivate the 
chef inside! We also offer custom cabinets TJ real maple butcher block tops. 

• Laminate U hardwood floors - Tired of your worn out carpet? We 
install durable laminate flooring U beautiful pre-finished hardwood flooring. 

• Custom stairways - A new stairway can be the focal point of your home 

• Garage finishing - Get that unfinished feeling when you pull into your 
garage? Let us install firewall drywall U paint to your taste. 

• Doors U windows - Do your doors U windows give you the cold chills? 
We install new insulated airtight windows U insulated steel doors. 

• Drywall - Paneled walls giving you the blues? Let us install, finish, U 
paint new drywall for a fresh new look. 

• We also - * Build U install formal U rustic fireplace mantles. 

* Beautifully finish U install new trim work, doors, U panels. 


Call TODAY for a 
FREE Estimate 


B&S 


Courteous, 


Planning a New Home ?? 



‘MODULAR] 
CONSTRUCTION 

Ranch Cap* Cod Two-ttory Contemporary 
1001 of ltd. Floor Plant Bank lender Aulitanc* 



Deep Creek Lake Wispering Views 
"Smart Home" Technology 

MODEL HOME J XsR» 
OPEN rJ pU-Tjj 

Mon.-Sun. 9-5 

Purchase this home or 
have us custom build one for you! 


HUMBERSON 


MHBR 

305 



MHIC #77327 


Bonded • Insured 
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www.humberson.com 
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SPA), S E P TEMBER 25, 20 08 

bring a covered dish and 
lawn chair. The meal will 
be served at 1:00 p m. The 
regular morning worship 
service will be held at Mercy 
Chapel at 10:30 am, with 
Pastor Daymond Schmuck 
presiding 

DRUG ID MEETING 

A free drug identifica¬ 
tion meeting will be held 
Tuesday, Sept. 30, from 
6:30 to 8 p.m. at the North¬ 
ern Garrett Rescue Squad 
building in Friendsville. The 


1.) $500 Coverall in 55 nos . 

2.) Progressive Bonanza $500 Coverall In 58 nos. 
3.) Mystery number game $358 + attendance 

Refreshments! 

Sponsored by Southern Band Boosters 

COMPUTERIZED BINGO SYSTEM W/VERIFICATiON 
_ No one under 18 will be admitted. _ 


FRIENDSVILLE NEWS 


ASIIFR GLADE 
CHURCH OF GOD 

Members will be going 
on their annual hayride on 
Sunday, Oct. 5, at 4 p.m. A 
hotdog roast will follow at 
the church. 

FRIENDSVILLE 
METHODIST CHURCH 
Members of the church 
will be going to Goodwill 
Nursing Home next Tues¬ 
day, Sept. 30, to present 


a musical program to the 
residents at 7 p.m. All are 
invited to attend. 

BLOOMING ROSE 
METHODIST CHURCH 
Blooming Rose Church 
will host the midweek ser¬ 
vice on Wednesday, October 
1 beginning at 7 p.m. 
PANCAKE SUPPER 
Grace Lutheran Church 
will hold its annual pan¬ 
cake supper on Friday, Oct. 


3, from 4 to 7 p.m. at the 
church. The menu will in¬ 
clude pancakes, sausage, 
sausage gravy, etc. Thrivent 
will provide matching funds 
of the free-will donation 
proceeds. 

MERCY CHAPEL 

The annual church pic¬ 
nic will be held this Sun¬ 
day, Sept. 21, and will be 
hosted by Frank and Becky 
Vitez, 1919 Mill Run Road, 
Friendsville. 

Attendees are asked to 


GHS CLASS OF 1939 HOLDS REUNION - Several members of the Grantsville 
High School class of 1939 met recently at Penn Alps Restaurant to celebrate their 
69-year reunion. Pictured, left to right, are Laura Durst Turner, Edna Lewis Colflesh, 
Vernon Reichenbecher, Mable Broadwater Stanton, Carl Broadwater, Jane Wiley, and 
Cecil Edwards. Spouses and guests in attendance were Lorena Broadwater, Wilma 
Edwards, Juanita Stanton, Bonnie Resh, and Clinton McKenzie. 


Deer Park VoL Fire Dept Fire Hall 


instructor will be Rob Cor¬ 
ley of the Garrett County 
Sheriff’s Office. The public 
meeting is for adults only. 
For more information, per¬ 
sons may contact the Health 
Education office of Garrett 
County Health Department, 
301-334-7730. 

NHSSPORTS 
The Northern High varsi¬ 
ty football team will play at 
Frankfort this Friday, Sept. 
26, beginning at 7 p.m. 

The JV football team will 


compete at Allegany on 
Monday, Sept. 29, begin¬ 
ning at 7 p.m. 

The cross country team 
will be competing in the 
AMAC meet at Allegany 
College on Thursday, Oct. 
2, beginning at 4 p.m. 

The volleyball teams will 
host Meyersdale on Mon¬ 
day, Sept. 29, at 6 and 7:30 
p.m. They will also host 


Mtn. Ridge on Tuesday, 
Sept. 30. 

The girls’ soccer teams 
will compete at Fort Hill on 
Saturday, Sept. 27, at noon 
and 1:30 p.m. They will also 
compete at Southern on 
Tuesday, Sept 30. 

The boys’ soccer teams 
will host Bishop Walsh on 
Tuesday, Sept. 30, at 6 and 
7:30 p.m. They will also 


host Allegany on Thursday, 
Oct. 2. 

TOWN NEWS 

The next Community 
Legacy meetmg will be held 
Thursday, Oct. 2, at Town 
Hall, beginning at 7 p.m 

The next mayor and town 
council meeting will be held 
Monday, Oct. 6, at 7 p.m. 

There will not be a fall 
clean-up this year. 


Farm Credit has great people with l 

service on their mind and a smile 1 

on then face. 

We've been providing financing to 

Oakland farmers and homebuyers ' 

for more than 90 years. 

i 

k F.J. Grady 

& Loan Officer 

ft fjgrady@agfirst.com 

. 

Much more than good rates... 


We Make Loans For; 

□ Homes 8c Estates 
□ Farms 8c Farmettes 

□ Land & Construction 
□ Livestock 8c Equipment 

□ Barns 8c Facilities 

□ Recreation Properties 


Call or stop 
by today. 
We’re here 
to assist 
you with 
all your 
financial 
needs. 


❖Farm Credit 
Country Mortgages*' 

301-334-85421800-2%-8554 
www.farmcreditofiirginias.com 

& 
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longandfoster.com 


INSURANCE 


$150,000 

2 BR/1 Yi BA home 
Spectacular views 
Conveniently located to area 
amenities 

LNF.com/GA6667023 


$172,900 

PRICE REDUCEO! 

• Picturesque view 

• Home is in excellent condition 

• Great location between Deep 
Creek and Oakland 

LNF.com/GA6569053 
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www.deepcreekresort.com 
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$148,000 

PRICE REDUCED! 

> 3 BR/ 2 BA home on 2+ acres 
• 2 car garage & paved 
driveway 

1 Close to State Parks 

LNF.com/GA6738619 


$69,900 

Mobile & garage on 2 acres 
Private stream on property 

Pnvate setting on gated road 

LNF.com/SS6864776 


$169,000 

PRICE REDUCED! 

• 3 BR/ 2 BA move-in ready 
Cape Cod 

• Close to Monongahela Mat'I Forest 

• Many outdoor amenities 


any outaoor amenities 

LNF.com/TU6421283 


Reduced Price! 

$159,000 

PRICE REDUCED! 

• Priced below appraised value 

• Multi-use investment potential 

• Includes a 4 bav aaraoe 


$65,000 

3 BR/1 BA w/ country kitchen 
Freshly painted walls & newer 
flooring 

Great retirement/ starter home 

LNF.com/PR6839741 


$135,000 

Recently remodeled home 
3 BR. kitchen island and two 
great decks 

Minutes to Oakland and Deeo Creek 


;tuaes a 4 oay garage 

LNF.com/PR6604227 


nuies id uawanu ana ueep 

LNF.com/GA6852001 


$89,900 

• Beautiful view of Yough Lake 

• Location private & convenient 
to the lake 

• All utilities in place 

LNF.com/SS6863950 


$47,000 

Great starter home 

Private setting close to 

amenities 

Minutes to Yough Lake 

FY6833932 


$159,900 

• 2 BR chalet on 2 acres 

• Tongue & groove cathedral ceUmgs 

• Covered front deck w mountain views 

LNF.com/PR6846258 


$1,450,000 

6 BR/ 5 h BA log home 
Most furnishings convey 
2 great rooms/ 2 FP/ screened 
porch & more! 

LNF.com/GA6737405 


$775,000 

Contemporary cedar hor 
situated on 3+ acres 
Radiant heat, hickory cabine 
& flooring, heated garage 

Convenient location 

LNf.com/GA6855728 


$ 1 , 200,000 


$549,000 


Breathtaking new construction • 4 BR/ 3 BA home on 23 acres 


home in Red Oaks Sub 
Impressive home offers 5 BR. 
HWF, granite countertops 
5 stone FP, covered front porch, 
near the base of Wisp Resort 
LNF.com/GA6846811 


• Stone FP; maintenance free 
exterior 

• Custom hickory cabinetry & 
floors 

LNF.com/GA6766826 


$280,000 

• Newer construction 3 BR/ 2 
BA home 

• Oversized insulated garage w/ 
heat & AC 

• Wooded level lot in Deep Creek 
area 

LNF.com/GA6567047 


$339,000 

Cozy chalet on 11+ acres 
Tastefully decorated 
Nice yard with filtered views 
of Wisp 

LNF.com/GA6770136 


$69,900 

Wooded 2+ acre building site 
26' x 32' garage 

Partially framed and wired 

LNF.com/GA6708809 


$79,900 

Cozy 2-3 BR Rancher 
Level yard w/ above ground 
swimming pool & deck 
Recent upgrades include vinyl 
siding & 14' x 20’ addition 
LNF.com/GA6586414 


$230,000 

Cozy chalet w/ 2 car detached 
garage 

Fully furnished 

Hiol table, lawn tractor and 
more included 

LNF.com/GA6873236 


$199,900 

Nestled in the mountains w/ 
streams 

Remodeled in 2008 

Close to Yough Lake & bike trails 

LNF.com/SS6851867 


$158,900 

• Charming home w/ unique 
features 

• 4 bedrooms 

• Close to Yough Lake & bike 
trail 

LNF.com/SS6871515 


$335,000 

• 3 BR/ 2 BA home nestled on 
5+ acres 

• 30' x 23' barn w/ 2 horse 
stables 

• Amazing views 

LNF.com/GA6769771 


$275,000 

• 2400 sq ft newty constructed 
home 

• 3 BR/ 3 Yi BA/ Den/ FR 

• Radiant heat/ AC/ 2 car 
garage 

LNF.com/GA6630405 


$225,000 

PRICE REDUCED! 

• Split level 3+BR/ 2 +BA 

• Finished basement w/fireplace 

• 2 car garage & swimming pool 

LNF.com/GA6698237 


$199,900 

• Well maintained home 

• 3 BR/ 2 BA/ full basement 

• Separate workshop 

LNF.com/GA6681490 


$1,150,000 

• Spectacular home with top-end 

appointments 

• 170 feet of lakefront and boat 

slip 

• Close to all lake/ ski area 
activities 

LNF.com/GA6671642 


$899,900 

5 BR/ 4 BA/ 2 FP 
Convenient access to D 
Creek Lake amenities 


Beautiful log construction 

LNF.com/GA6756007 


$779,900 

• New construction log horr 

• 3 Master BR/3 stone FP 

• Eligible for Lakeside 
Membership 


LNF.com/GA674856f 


$249,900 

• Built in '03: overiooks Hemlock 
Lake 

• Open floor plan w/ gas 
fireplace 

• Large deck to enjoy the view 

LNF.com/GA6T97458 


$247,405 

• Pristine home with beautiful 
landscaped grounds 

• Central to Deep Creek Late & Oakland 

• Remodeled July, 2008; includes 
stainless appliances 

LNF.com/GA6832395 


$499,999 

PRICE REDUCED! 

• 3 BR/2+BA well maintained home 

• 8+ acres; close to area 
amenities 

• Spectacular views from the deck 

LNF.com/GA6800321 


$459,900 

3 BR custom home with views 
3 car garage w/ workshop 

Large deck & paved drive 

LNF.com/GA6867712 


$349,000 

Lake front condo with boat slip 
3 BR/2 BA with 10x14 loft 

Common grounds, tennis & more 

LNF.com/GA6707639 


$239,000 

122' of level lakefront 
3 BR/ 2 BA one level home 
Lakefront allows canoeing, 
fishing & swimmina 

LNF.com/GA6871579 


$175,000 

Great location 
Lake view 

Priced to sell! 

LNF.com/GA6786775 


$349,900 

Close to state parks 56+ acre 

farm w/ 2 ponds 

Bam & tack building included 

LNF.com/PR6796159 


$349,000 

Completely remodeled lower 
level BR & BA 

Newly tarred & chipped driveway 

3 levels with 3 Master Suites 

LNF.com/GA6805618 


$289,000 

Enjoy 5.99 acres of peace & quiet 
3 BR/ 2 BA home remodeled; 
many upgrades added 
Land^ap^|^d^gwacy^fence 
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WEARING THEIR NAME TAGS - These monarch 
butterflies have an added feature to that familiar orange 
and black pattern — they are wearing special tags 
attached to them In a program at Swan Meadow School, 
Pleasant Valley, where students are "raising" monarchs, 
tagging them, and letting them go. The butterflies then 
embark on their 3,000-mile flight to Central Mexico, 
taking with them the special identifying tags, allowing 


students to track the insects during their amazing 
trek. The students have released 250 butterflies so far, 
according to Randee Craig, principal and teacher at the 
school. "Monarch Watch has been a wonderful learning 
experience for the students,” Craig said. The project has 
been coordinated with the help of Caroline Blizzard of the 
Deep Creek Lake Discovery Center. See story elsewhere 
in today's issue. Photo by Randee Craig. 


U.S. Olympians, Elite Paddlers 
Face Off At ASCI World Series 


Elite paddlers from 
around the world will meet 
for the Canoe and Kayak 
World Series 2008 Ameri¬ 
can Open, hosted by the 
Adventure Sports Center 
International at the Wisp in 
McHenry on Friday and Sat¬ 
urday, Oct. 3-4 This is the 
final event for the interna¬ 
tional competitive paddling 
season, and will feature the 
U.S. Olympic Whitewater 
Canoe/Kayak Team 

"Hosting the American 
Open is a great source of 
pride for ASCI,” said Matt 
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director. “Not only are we 
welcoming the world’s most 
talented Whitewater athletes, 
we are also celebrating the 
tremendous performance 
many of these competi¬ 
tors had during the Beijing 
games.” 

The ASCI will also be 
host to Michael Martikan, 
the Olympic gold medal¬ 
ist from Slovakia who “is 
known around the world as 
the greatest canoeist of this 
generation,” a spokesperson 
said. 

Qualifying runs begin at 
9 a m. on Friday, with semi¬ 
finals kicking off at 10 a m. 
on Saturday. Final runs are 
scheduled to start at 3 p.m. 

The second day of the 
event will feature a charity 
race during which members 
of the U.S. Olympic team 
will paddle alongside ath¬ 
letes from Team River Run¬ 
ner, a Washington, D.C., 
based non-profit organiza¬ 
tion for wounded veterans. 

This center provides 
adaptive paddling rehabili¬ 
tation programs for soldiers 
who are recovering from the 
wars in Iraq and Afghani¬ 
stan at Walter Reed Army 
Continued on Page A-4 


MDA Officials Present Update Report 
On Gypsy Moth Suppression Program 


Representatives from the 
Maryland Department of 
Agriculture and University 
of Maryland Cooperative 
Extension Service gave an 
update report to the Gar¬ 
rett County commissioners 
on this year’s gypsy moth 
suppression program More 
than 43,000 acres were 
sprayed in Garrett County 
in late May and early June 
through the MDA and a lo¬ 
cal cost-share program. 

County and state officials 
indicated that the gypsy 
moth infestation problem 
appears to be improving 
somewhat. 

“It's nice to have good 
news," said Biff Thompson, 
MDA agriculture inspector. 

He gave a PowerPoint 
presentation on the results 
of the MDA’s program. 
Statewide, about 99,000 
acres were sprayed with 
insecticide, either dimilin 
or Bt. A full one-third of 
those acres were in Garrett 
County alone 

“Compared to the rest 
of the state, Garrett Coun¬ 
ty got treated pretty well,” 
Thompson said 

Of the 32,000 acres 
sprayed locally in the MDA 
program, about 26,000 acres 


were state owned and about 
6,000 were privately owned 
The spray blocks were pri¬ 
marily in the northeastern 
part of the county, between 
Big Savage Mountain and 
Meadow Mountain, along 
Backbone Mountain, and at 
Deep Creek Lake 

Thompson said the local 
operation went well. He 
noted there were only two 
spray blocks, about 1,800 
acres, that sustained leaf 
defoliation this year from 
gypsy moth caterpillars. 

"We’re not sure why, 
maybe because of weather 
conditions,” he said. 

About .7 percent of the 
local spray blocks had de¬ 
foliation. Statewide, that 
percentage was 2.8, for a 97 
percent success rate. 

“We’re very lucky with 
our defoliation figures,” 
Thompson said. 

He indicated that sur¬ 
rounding states were not as 
fortunate. Their figures have 
increased rather than de¬ 
creased. For example, Penn¬ 
sylvania had 800,000 acres 
defoliated last year, com¬ 
pared to more than 1 mil¬ 
lion this year West Virginia 
had 78,000 acres defoliated 
Continued on Page A-16 
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OCMH WELCOMES 20.000TH ARRIVAL - Trinity 
Jsd* Hardaaty waa calabratad by many aa tha 20,000th 
baby born at Garratt County Mamorlal Hoapltal on Sapt. 
24. In tha plctura, Trinity la balng hald by har mothar, 
Uaiana Nikki Hardesty, and aurroundad, latt to right, 
by hoapltal admlnlatrator Donald Battista, commlaalonar 
Danny Glotfalty, commlaalonar Frad Holliday, FCMS 


nuraa managar Charlana Bannatt, and dalivarlng 
phyalclan Dr. Buckingham. Attandlng tha calabratlon 
wara family mambart, hoapltal ataff, and apacial guaat 
Dabra Cowglll, tha 2,000th baby born at GCMH. Many local 
buainaaaaa, organizations, and individuals ganarously 
donatad gifts, 


SHA Officials To 
Discuss Six-Year 
Plan Tomorrow 

The Maryland Depart¬ 
ment of Transportation and 
State Highway Administra¬ 
tion’s annual meeting with 
local officials will be held at 
10 a.m. tomorrow, Friday, 
Oct. 3, in the Garrett Coun¬ 
ty commissioners’ meeting 
room at the courthouse in 
Oakland. The event is open 
to the public. 

Maryland Transportation 
Secretary John D. Porcari, 
State Highway Administra¬ 
tor Neil Pedersen, and other 
department officials will dis¬ 
cuss the DOT’S six year (FY 
2009-2014) Consolidated 
Transportation Program 
(CTP) draft. 

Porcari announced last 
month, however, that his 
department has been forced 
to cut back on transporta¬ 
tion projects by $1.1 billion 
over the next six fiscal years 
because of the national 
economy. Numerous proj¬ 
ects throughout the state, 
Continued on Page A-10 

Vehicle Accident 
Leads To Death 
Of MLP Man 

A Mtn. Lake Park man 
died from injuries sustain¬ 
ed in a two-vehicle accident 
that occurred Saturday at 
the intersection of Liberty 
and First streets, Oakland. 

Officers R.F. Wright and 
P Mosky of Oakland Po¬ 
lice responded to the 5:45 
p m accident. They were 
contacted by the Garrett 
County Sheriff’s Office, who 
requested that they respond, 
as it was within the munici¬ 
pal limits of the town. 

Upon arrival, it was 
learned by witness Bradley 
Kisner, Oakland, that Wil¬ 
liam H. Clary, 85, was trav¬ 
eling south on First Street 
in a Buick Century and at¬ 
tempted to make a left turn 
onto Liberty Street. Clary 
reportedly failed to stop at 
the stop sign and pulled out 
in front of a Jeep Liberty, 
driven by Jacob Jones, 19, 
Kent, Va., who was traveling 
west on Liberty Street 

Kisner stated that Jones 
attempted to swerve to a- 
void colliding with the 
Buick, but was unable to 
do so and struck Clary’s 
vehicle on the driver’s side 
door. Both Jones and Clary 
were transported to Garrett 
County Memorial Hospital, 
where Clary died two days 
later. 

A full obituary for Wil¬ 
liam Clary can be found in 
the obituary section of this 
issue. 



GC Commissioners Allocate $39,383 
To Cover Meals On Wheels Shortfall 


MEET LAST LIVING WWI VETERAN - Three generations of a local family recently 
had the opportunity to visit with the last surviving United States veteran of World War 
I, Frank W. Buckles, who at age 107 continues to enjoy life and manage his 320-acre 
farm in Charles Town, W.Va. Pictured, from left, are Vincent Uphole, Buckles, 6-year- 
old Riley Uphole, and Bradley “Doc” Uphole. Born Feb. 1, 1901, Buckles enlisted in 
the U.S. Army after just having turned 16 years old, anxious to serve his country in the 
Great War. After completing basic training in ambulance operations, Buckles sailed 
to Glasgow, Scotland, aboard the HMS Carpathia, the vessel famous for the rescue 
of survivors of the Titanic in 1912. He served in England and France before returning 
home aboard the USS Pocahontas In 1920. After having several jobs, he went to work 
in the steamship business, spending a number of years with Grace Line and working 
in both cargo and passenger ships. He accepted an assignment to take cargo to Manila 
in 1940, an assignment which led to a 3%-year nightmare. He was in the Philippines 
when the Japanese invaded in December of 1941, and subsequently spent the next 
42 months in Japanese prison camps. He and the other POWs were rescued by the 
11th Airborne Division in February 1945. He married Audrey Mayo soon after the 
war and resided in San Francisco for a number of years. He moved to Charles Town 
in 1954 to reside In the area where his forefather Robert Buckles settled in 1732. “I 
couldn’t believe how mentally sharp Mr Ruckles is,” Doc llnole said “His memory 
is unbelievable. Visiting with him was a great experience.” Doc’s wife Paula was also 
present, and took this photo. 

Sept. Grand Jury 
Indicts Two Men 
On Drug Charges 

Two of the three indict¬ 
ments issued by the Sep¬ 
tember term of the Garrett 
County grand jury have been 
served, State’s Attorney Lisa 
Thayer Welch announced 
this week. 

Jeffrey Anderson Hall, 30, 

Owings Mills, was charged 
by indictment with posses¬ 
sion with intent to distribute 
a controlled dangerous sub¬ 
stance (psilocin), possession 
of a controlled dangerous 
substance (CDS) (psilocin), 
possession of CDS (mari¬ 
juana) and two counts of 
possession of CDS para¬ 
phernalia. 

The charges stem from a 
traffic stop in July along 1-68 
by Garrett County Sheriff’s 
deputies, working with Nar¬ 
cotics Task Force officers. A 
K-9 scan led to a search of 
Hall’s vehicle, in which vari¬ 
ous quantities of psilocybin 
mushrooms and marijuana 
were found. 

After turning himself in 
to authorities, Hall appeared 
in the Circuit Court last 
week for arraignment, and 
his bond was set at $10,000. 

His next court proceeding is 
scheduled in November, the 
state’s attorney said. 

Donald Lee Glass Jr., 53, 

Friendsville, was also indict¬ 
ed by the September term 
of the grand jury. Glass is 
charged with manufactur¬ 
ing a controlled dangerous 
substance by growing mari¬ 
juana, possession of CDS 
production equipment, pos¬ 
session of marijuana, and 
possession of CDS para¬ 
phernalia. 

Glass was initially ar¬ 
rested by officers with the 

Continued on Page A-4 


The Garrett County 
commissioners on Tues¬ 
day appropriated more than 
$39,000 to cover a Meals 
on Wheels budget short¬ 
fall. Without the funding, 
Community Action’s Area 
Agency on Aging would 
have needed to reduce its 
home-delivered meal ser¬ 
vice from five days a week 
to four. 

“This made my day and 
many more to come,” said 
Pam Nelson, Community 
Action’s vice president of 
Community Services and 
Family Development, when 
she heard about the allo¬ 
cation. "It is a very good 
feeling to know that we can 
continue to feed those most 
in need: our elderly who 
often live alone and cannot 
buy food to cook for them¬ 
selves.” 

On average, 150 local el¬ 
derly residents are served by 


Meals on Wheels, according 
to AAA. 

Denny Glotfelty, chair of 
the Board of Garrett Coun¬ 
ty Commissioners, said he 
and his colleagues felt a 
great sense of relief that the 
program would not have to 
be cut. 

“We’ve been concerned 
about the Meals on Wheels 
program since the news 
first came out that cuts 
were in the making," Glot¬ 
felty said. “We just couldn’t 
allow some of our fellow 
Garrett Countians to go 
hungry.” 

During a meeting with 
the commissioners in July, 
Nelson and AAA director 
Adina Brode said they ex¬ 
pected a shortfall of more 
than $36,000 for the home- 
delivered meal program be¬ 
cause of cost increases in 
gas, food, meal packaging, 
Continued on Page A-10 




AUTUMN GLORY IS NEARLY HERE - The 41»t 
annual Autumn Glory Festival will begin In laas than a 
weak, with tha Kick-Off Calabratlon alated for Wednesday, 
Oct. 8, at Wiap Resort, followed by a cascade of events 
from Thursday through Sunday. The king and queen of 
Uie Itve-uay iwsuvat will be announced at Ute kick -on, anu 
the two will be selected from the fine group of teenagers 
pictured above. The royal court has already attended a 


number of area events, including last week's Buckwftaat 
Festival in Kingwood, W.Va., where this photo waa tatan. 
Seated on the top of the float are Grace Herpel (left) and 
Joanna Guy. On the second step, from left, are Jeffrey 
Rush, Kars Savage, Kimberly Stephens, and Aaron 
Newman. j*« a complete schedule of events in today s 
Autumn Glory supplement, featuring photos, stories, and 
more. Photo provided by Bob Stephens. 
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Report Accuses State Police 


Ken 

Of l 


Unwarranted Surveillance 


by Ashley M. Lewis 
Capital News Service 
ANNAPOLIS - The 
Maryland State Police con¬ 
ducted unwarranted surveil¬ 
lance of nonviolent advo¬ 
cacy groups, violated federal 
regulations by transmitting 
its findings to other police 
departments, and incorrect¬ 
ly labeled peaceful groups 
as “terrorists," according to 
a report commissioned by 
Gov. Martin O’Malley and 
released Wednesday. 

The report by former At¬ 
torney General Stephen H. 
Sachs recommends a num¬ 
ber of revisions to state po¬ 
lice procedures in order to 
prevent future unwarranted 
surveillance. 


"The report finds that 
the state police’s 14-month 
covert surveillance, or infil¬ 
tration, of any death pen¬ 
alty or war groups was not 
based on any information 
that these groups were en¬ 
gaging in or had planned 
any un-lawful activity of 
any kind. The groups were 
determined not to violate 
the law," Sachs said during 
a news conference. 

Sachs found the State 
Police’s reasons for the sur¬ 
veillance, that they were 
doing it for public safety 
reasons, to be “sincere, but 
misguided.” 

In the 93-page report, 
Sachs said the state police 
labeled nonviolent groups 


as "terrorists” and “secu¬ 
rity threat groups,” as well 
as violated federal regula¬ 
tions by transmitting some 
of their investigations to a 
database maintained by the 
Washington-Baltimore High 
Intensity Drug Trafficking 
Area program. 

The state police also 
shared its information with 
several local police depart¬ 
ments. None of those de¬ 
partments participated in 
the surveillance, according 
to the report. 

Nearly three months ago, 
the American Civil Liberties 
Union of Maryland released 
46 pages of documents show¬ 
ing that state police officers 
spied on anti-war and death 
penalty opponent groups in 
2005 - 2006. 

O’Malley appointed 
Sachs to conduct an inde¬ 
pendent review of why and 
how state law enforcement 
officers monitored peaceful 
groups, and whether or not 
the monitoring was justi¬ 
fied. 

The Maryland State Po¬ 
lice released a statement 
in July saying the spying 
was only conducted in rela¬ 
tion to the potential protests 
surrounding the execution 
of Vernon Evans in March 
2005. 

But Sachs said none of 
the surveillance revealed 
any evidence of potentially 
unlawful activity by the ad¬ 
vocacy groups. The state 
police, he said, suffered from 
a “systemic obliviousness” 
to the consequences of its 
intrusion. 

As part of his investiga¬ 
tion, Sachs sought an in¬ 
terview with former Gov. 
Robert Ehrlich, who was in 
office when the surveillance 
took place. According to the 
report, he was rebuffed 

"We look at this and rec¬ 
ognize that it is a learning 
experience for us. We’re go¬ 
ing to take these full recom¬ 
mendations and run them. 
We've already started on 
some of the recommenda¬ 
tions,” said Maryland State 
Police Colonel Terrence B. 
Sheridan. 

In the report, the lead 
State Police investigator, 
only referred to as Tl, infil¬ 
trated meetings and rallies 
of small nonviolent protest 
groups from March 2005 to 
May 2006, even exchangmg 
friendly emails with activ¬ 
ists. 

As part of Sachs’s recom¬ 
mendations, the state police 
will notify everyone that was 
monitored and allow them 
to view the information that 
was gathered about them, 
as well as remove in-appro- 
priate intelligence from the 
state database. 

Sachs’ report came one 
day after the ACLU filed 
public information requests 
on behalf of 32 advocacy 


TRI state; 

MEMORIAL (X). 


Main office in Piedmont, WV 
1-800-924-6701 

Area Representatives: 

Marsha Swauger 
Grantsville, MD 
301-896-5764 

Amy Custer 
Oakland, MD 
301-334-1139 

Top quality Granite, Marble, & Bronze 
Personalized Memorials -- Duracolor Etchings 
Expert Design & Superior Workmanship 



Mane Attractions 



has joined the staff of 
Mane Attractions! 

To introduce you to Sondra, 
we are offering some ffzit y&cuzlA'l 
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Manicure- $12.00 
Pedicure- $30.00 




20% discount 
on hair services! 


Retail excluded. 


Must present coupon for discount 
Coupon expires 11/01/08 


^. 

or appointments, call 

301334-4247 

Walk-ins welcome 


237 N. 3rd St., Oakland, MD 




Autumn Glory Festival Car Show 

Mountain Top Cruisers Car Club Cruise-In 

Sunday, October 12 • 9am - 4pm 

Downtown Oakland on Second Street between Green & Alder 
Streets and on Alder Street between Second &Third Streets. 


Bring your family and friends to shop and eat while you are 
looking at the cars. Shop and dine at the following businesses 
that are open every Sunday for your convenience. 

Book Mark'at & Antique Mezzanine 10am-4pm 
•Dottle's Grill 8:30am-2pm 
Englander's Antiques 8:30am-4pm 
•Get 'N Go 6am-llpm 
Grand Central Station llam~5pm 
Hometown Memories 10am-4pm 
•My Place Restaurant 7am-9pm 
Painted Cupboard 10am-2pm 

Proudfoot's Oakland Pharmacy Cards & Gifts 8:30am-3:30pm 
A Rose Trellis 10am-3pm 

^ Shoppe at Heritage Square 9am-5pm 

Studio 24E llam-3pm 
•Towne Restaurant 9am-2pm 
•Trackslde Creamery lpm-9pm 
_*Greaf places to dine __ 


Free Parking within one short block on Green Street. Liberty 
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Keystone Light 

30 pk. 12 02 . cans 


Jim Beam 

750 ml. 


Jack Daniels 

750 ml. 


Menage & Trois 

Red or White Wine 
750 ml. 
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Liquor 

Nog^scoums taken 


Salejnds October 31, 2008 
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DEMOCRATS OPEN HEADQUARTERS - The Garrett County Democrat 
Headquarters officially opened last Saturday, with more than SO people attending the 
open house. The Democrat Headquarters Is located at 226 Alder Street In downtown 
Oakland and is open Wednesdays from 9:30 a.m. to 4:30 p.m. and Thursdays, Fridays, 
and Saturdays from 9:30 a.m. to 1 p.m.The Garrett County Democratic Club will have 
coffee and doughnuts available on Saturdays. For more information, persona may 
visit garrettdemocrats.org. James “Smokey" Stanton, chair of the Garrett County 
Democratic Central Committee has announced the results of a presidential straw poll 
taken during the Garrett County Agriculture Fair In August. With 534 total votes cast, 
Barack Obama won with 317 votes. John McCain had 201 votaa, and 16 votes were for 
"other” or "none. ’ Stanton noted that more than 90 percent of the straw poll voters had 
a Garrett County address. Pictured, left to right, are Sharon Rohrbaugh, Rosales Finch 
(partially hidden), Joyce Andrews (back to camera), Janna Naylor, Shirley Knowles, 
Judi Schiff, Lynne Elmllnger, Patricia Duck, and Tim Duck. 


were a year ago?” he said. 
“It’s not guaranteed, but it 
seems to me like a pretty 
good time to invest.” 

G’ville Woman 
Injured In Single- 
Vehicle Accident 

A Grantsville woman was 
taken to Garrett County Me¬ 
morial Hospital by Northern 
Rescue Squad following a sin¬ 
gle-vehicle accident Tuesday. 

Dawn Marie Allison, 35, 
was traveling west on Fish 
Hatchery Road, when her 
1997 GMC truck left the 
roadway and overturned on 
a steep embankment. The 
vehicle came to rest after 
hitting several trees. 

Accident Volunteer Fire 
Department also responded 
to the scene, as well as Mary¬ 
land State Police. Charges 
are pending investigation. 


Blaze Destroys 
Dodge Pickup 

An accidental fire de¬ 
stroyed a 2001 Dodge pick¬ 
up truck near Friendsville 
Tuesday evening. 

The Friendsville Volun¬ 
teer Fire Department was 
summoned to 1812 White 
Rock Road at 7:44 p.m. and 
found the vehicle, owned 
by Wanda Sisler, engulf¬ 
ed in flames. It took vol¬ 
unteers about 10 minutes 
to bring the fire under con¬ 
trol. 

Deputy State Fire Mar¬ 
shal Jamie Rodeheaver said 
that the fire originated in 
the engine compartment 
and was electrical in nature. 
He estimated the loss to be 
$ 12 , 000 . 

There were no injuries 
reported. 


groups and more than 250 
individuals associated with 
groups that were concerned 
they were monitored by lo¬ 
cal and state law enforce¬ 
ment. 

"Mr. Sachs’ review was 
an explosive document, very 

tilW* W WitU iUkV 

ly scathing of the Mary¬ 
land State Police. However, 
Sachs’ mandate was lim¬ 
ited, and the full extent of 
the Maryland State Police's 
behavior during that time 
has not been exposed,” said 
David Rocah, staff attorney 
for the ACLU of Maryland. 
“And that is why we will 
continue to seek the public 
information on behalf of 
the other groups.” 

During a press confer¬ 


ence with reporters Tuesday 
morning, Rocah said the 
ACLU will push for legisla¬ 
tion to establish standards 
for police surveillance. 

But O’Malley said he did 
not foresee a reason for new 
legislation. 

4 ‘T U 
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dations are sound. Now, 
of course, members of the 
General Assembly may re¬ 
view this and do their own 
investigation and come to 
the conclusion that stat¬ 
utes are necessary rather 
than regulations,” O’Malley 
said. 

A full copy of Sachs’s re¬ 
port can be found at http:// 
www.governor.-maryland. 
gov/documents/Sachsre- 
port.pdf. 


Despite Big Losses, State Employees 
Assured That Their Pensions Are Safe 

by David Hill billion in 2001 and 2002 

Capital News Service 
The Maryland State Re¬ 
tirement and Pension System 
is assuring state employees 
that their investments are 
safe, even after the system 
lost more than $830 million 
in July and August. 

The loss leaves the fund's 
total value at $35.8 billion as 
of Aug. 31. It comes on the 
heels of a $2.8 billion loss 
during the 2008 fiscal year 
ending June 30, the fund's 
first annual loss since 2002. 

The pension system’s fi¬ 
nancial difficulties are in¬ 
dicative of the economy’s 
struggles as a whole But 
they will not affect the fund's 
ability to pay retirement 
benefits to state employees, 
said executive director R. 

Dean Kenderdine 

"We have the assets avail¬ 
able to us today to meet 
benefit obligations well, well 
into the future,” he said. 

"The obligation of the state 
to its present employees is 
very clear.” 

The retirement and pen¬ 
sion system will weather 
the current storm, Kender¬ 
dine said. He pointed to the 
early 2000s recession as an 
example of the fund’s re¬ 
silience. The fund lost $6.4 


combined, but rebounded 
with five consecutive years 
of growth, 

“There are market down¬ 
turns like the one we're ex¬ 
periencing presently,” Ken¬ 
derdine said. "Our horizon 
is well into the future." 

State employees are simi¬ 
larly optimistic. As alarming 
as the current economic 
climate may be, the general 
belief is that the system will 
correct itself, according to 
Sue Esty, assistant director 
of the American Federation 
of State, County, and Mu¬ 
nicipal Employees Council 
92 in Baltimore. 

“Over the last 20 years, 
we’ve gone up and down 
considerably,” she said. 
“But over the long term, the 
investments pan out.” 

The state retirement fund 
owes much of its stabil¬ 
ity to its use of a defined 
benefit system, Esty said. 
The system automatically 
pays ben-efits to all retir¬ 
ees, as opposed to a defined 
contribution system, where 
employees select their own 
investment plan and assume 
the risk associated with it. 

The Maryland Teachers 
& State Employees Supple¬ 
mental Retirement Plans 


Feme Benefit) departed from her 
earth ft) fife on Friday, Sept. 5, 2008 

Iler famify wishes to thank friends and 
neighborsJor their care and concern. Your visits, 
food, ffowers, cards and memorials are 
g ready appreciated. 


Special gratitude to Lynn andCarof 
Newman and the staff for their extra 
speciaf support to our famify. 

Afso, many thanks to Pastor Randy, 
Sheifa, Linda, Lana and ad who prepared 
the meat and assisted with the funcheon 
at thejirc had. 

We wid remember her fove of Famify, 
Church and Country. 


We thank 
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use a defined contribution 
system. State workers can 
opt in, choose a mutual 
fund, and invest. 

At the moment, those 
who invest through the sup¬ 
plemental plan are likely los¬ 
ing money. But they should 
gain it back and earn a re¬ 
turn if they stay patient, said 
the plan’s executive director 
Michael Halpin. 

“Unfortunately, a lot of 
the stories are unnecessar¬ 
ily alarming,” he said. “Ten 
cents out of my dollar might 
be lost. The other 90 cents 
that is not lost might make 
another 90 cents over the 
next five years.” 

But state employees who 
plan to retire soon don’t have 
five years to wait for a recov¬ 
ery. The conventional wis¬ 
dom is that investors should 
move well over half of their 
money out of the stock mar¬ 
ket as they approach retire¬ 
ment, said University of 
Maryland associate business 
professor Russell Wermers. 

"If your retirement date 
is within five years or 10 
years,” he said, "you should 
be pretty much out of the 
stock market.” 

Mutual funds are rela¬ 
tively safe in the long run 
because of the sheer number 
of companies they invest in, 
sometimes as many as 250, 
Halpin said. He said strug¬ 
gling mutual funds are cur¬ 
rently a good long-term in¬ 
vestment. Wermers agreed. 

“What better time to buy 
than when prices are one- 
half or less than what tht 
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Jeff Hovis 


Real 
Estate 
Eacts by... 


IT’S TIME TO GET “REO”! 

While nobody wants to see families foreclosed 
on, those ready to make a purchase can take advantage 
of some great deals, including “REO” properties. If 
you're unfamiliar with that term, it simply stands for 
"Rea! Estate Owned." 

If a bank is forced to foreclose on a property, then 
the bank owns that real estate, making it "REO.” Of 
course, banks don't really want to own the home, 
because it negatively affects their financial status, and 
they have to pay for taxes, insurance and maintenance 
on the property. 

To avoid losses, banks want to sell these holdings 
as quickly as possible, making many such properties a 
very attractive purchase. Where do you begin if you're 
interested in finding these investments? Most 
professional real estate agents and brokers already 
have relationships with the lenders, and should be able 
to point you in the right direction and provide both 
guidance and assistance in your search and purchase 
offer. 

Your real estate agent can help you locate such 
properties and prepare the offer for you. As is the case 
with most purchases, you'll want to be absolutely 
certain that you'll receive a clean, marketable and 
insurable title, with no ghosts in the closets Ask a 
trusted agent about the advantages ofan REO today! If 
you are thinking of buying or selling a home but feel 
“out of touch” with real estate, give me a call today. 


COLDUieLL 
BANiqeR LI 


DEEP CREEK 
REALTY 

E*C* Otfto• ■ irxj#o#no#ot1y 
Own#<j and Oo«r*t*o 


301-387-5303 

800-252-7335 


www.DeepCreekKeally.eom 


24430 Garrett Hwy. McHenry. Ml) 21541 

lornled in the McHenry Plaza f-^« 


Areas Largest Selection 
of Beer, Wine, Liquor & Cigars! 

Special j 

% 


Open Mon. - Thurs.,'9am - 9pm; Frl. & Sal.. 9am - 10pm 
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W.Va. Man Faces 
Charges Incurred 
After Traffic Stop 

A Morgantown, W.Va , 
man faced multiple charges 
in District Court of Mary¬ 
land. Garrett County, early 
last month, stemming from 
an April vehicle stop An¬ 
thony J Austin, 22, re¬ 
ceived various penalties for 
the offenses. 

The defendant pleaded 
guilty to the charge of driv¬ 
ing with a suspended li¬ 
cense, and Judge Paul 
Stakem accepted the plea. 
He sentenced him to jail for 
six months, but suspended 
the time, placed him on two 
years of supervised proba¬ 
tion, and fined him $275 50. 
Austin pleaded guilty to 
possession of drug para¬ 
phernalia, and Stakem or¬ 
dered probation before judg¬ 
ment (PBJ), plus two years 
of unsupervised probation 
and a fine of $250. 

A possession of mari¬ 
juana charge against Austin 
was not prosecuted, nor 
were several other traffic 
violations originally in¬ 
curred by the defendant. 

Austin was arrested 
along 1-68 during a traffic 
stop, initiated after an offi¬ 
cer’s observance that the 
defendant was not wearing 
a seatbelt An investigation 
led to the discovery of sus¬ 
pected drugs and the sus¬ 
pended license. 

Several other cases were 
heard in district court last 
month, with most either not 
prosecuted or placed on the 
stet docket with conditions. 

A case against a Somer- 



BROADWATER NAMED "MOST BEAUTIFUL PERSON" - Grantsville resident 
Maxine Beachy Broadwater received the Garrett County's Most Beautiful Person 
Award for 2008 during a ceremony at the commissioners’ office on Tuesday. The 
program, now in its 22nd year, honors volunteers for unselfishly giving of them¬ 
selves and for having a positive impact on their communities, noted Jim Shaffer, 
selection committee spokespreson. Broadwater is a GC Historical Society board 
member, a member of the Springs (Pa.) Historical Society, and a retired Ruth 
Enlow Library staff member. She was nominated for preserving and teaching local 
history. Broadwater is a niece of Leo Beachy and has been instrumental in pre¬ 
serving and sharing the late photographer's artistic/historical work. A collection of 
Beachy photographs recently traveled throughout the state and has been the sub¬ 
ject of two PBS documentaries, one of which recently won an Emmy award. Sen. 
George Edwards also presented Broadwater with a Maryland Senate proclamation, 
commending her volunteerism. "I certainly don't think I'm worthy of this," Broad¬ 
water said about her award. "I'm very proud of my county, and I hope to keep on 
doing good things for it." She will be a featured guest in next Saturday's Autumn 
Glory Grand Feature Parade in Oakland. Also nominated were Don Sincell, Rev. 
Gail Hixson, Jennifer Paugh, Susan and Larry Glotfelty, Jason Snyder, Pastor Art 
Evans, Bernadine Friend, Ed King, Dr. Dana McCauley, and Beverly Beard. Pic¬ 
tured, left to right, are Commissioner Ernie Gregg, Commissioner Denny Glotfelty, 
Edwards, Broadwater, and Commissioner Fred Holliday. 


set, Pa., man who was ac¬ 
cused of severely beating 
another man was placed on 
the stet docket, Shawn R 
Long, 27, was charged with 
second degree assault and 
theft after an incident in 
April when he allegedly 
attacked Richard Browning 
in the victim's home in an 
attempt to steal his wallet. 
Browning was found on the 
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Community, Recreation, Outreach, Winners 

Friday. Oct. 3 and Saturday Oc t. 4 
Flaunted Coaster at Wisp Resort - A Haunted 
House & Maze, Single Coaster ride & Bonfire! It's 
a screamin' good time! For more info call 
301.387.4911. 

Friday. Oct 3 - Saturday. Oct. 4 

World Series Canoe and Kayak Championship 

Adventure Sports Center International The Top 
paddlers from around the world will compete for 8 
medal collections and the title of World 
Champion. The American Open is the World 
Series Finale, capping off the largest whitewater 
racing series in the world. 

W ww.canoeworldsenes.com 
Saturday. October 4 

Tom DeLuca, Hypnotist - Garrett College 
Auditorium. 7:30 pm. America's Legend in 
Campus Hypnosis. Volunteers from the audience 
are hypnotized and do crazy and interesting 
things. Sponsored by Garrett Lakes Arts Festival. 
Contact 301-387-3082. 

Wednesday October 8 

Autumn Glory Kick-Off Dinner - Wisp Resort 
Coronation of the King and Queen and great 
music from Boathouse. T his event presents the 
Festival’s royalty, recognizes the sponsors, and 
provides an elegant, yet lively atmosphere to 
kick-off the Autumn Glory festivities. 


What would you like to CROW about? 

'Something to CROW about' is a promotion of 
the Garrett County Chamber of Commerce. To 
submit information, contact Katie Tasker 

at 301-387-4386 ext. 10 or 
ka t iefoig arrettch a m ber. co m 

Listen to WKHJ, the Train & WMSG 
for changes to these events. 


tloor, bleeding, following 
the attack, when Long ap¬ 
parently threw him out of a 
wheelchair and assauit him 
with a walker. 

The judged placed the 
charges on the stet docket 
with the condition that 
Long have no contact with 
Browning, according to the 
court report 

In another case, a Frost- 
burg man was found not 
guilty on two counts of sec¬ 
ond degree assault Benja¬ 
min E. Nicol, 30, had been 
charged in April after alleg¬ 
edly assaulting a woman 
and causing head and facial 
injuries. The victim report¬ 
edly refused to testify in this 
case. 

Two counts of assault 
were not prosecuted against 
an inmate in the Garrett 
County Jail Sidney T Bur¬ 
gess, 31, Oakland, was ac¬ 
cused of assaulting another 
inmate on June I Judge 
Jack Price did not prose¬ 
cute. 

A theft charge against 
Anthony W Michaels, 20, 
Oakland, was not prose¬ 
cuted by Judge Price. 
Michaels was accused of 
stealing two truck transmis¬ 
sions from Joann Moats, 
McHenry, in December of 
last year He then sold the 
items, according to the re¬ 
port. 

A controlled dangerous 
substance (CDS) charge was 
placed on the stet docket for 
a Lonaconing man Paul T. 
Turner, 40, was accused in 
November 2IK17 of altering 
a prescription, changing the 
count of Vicodin tablets 
from 10 to 40 He is alleged 
to have attempted to have 
the prescription filled at the 
Rite Aid Pharmacy in 
Grantsville. 

Two counts of drug pos¬ 
session/paraphernalia were 
placed on the stet docket by 
Judge Stakem for a Severna 
Park woman. Erika S. Low- 
man, 21, incurred the 
charges in July during a 
vehicle stop along Rt 135. 
She was a passenger in the 
vehicle and was reportedly 



Adult Basic Education 
Offered at 
Garrett College 


Need a High School Diploma? 

FREE classes are available to help you meet that goal! 
Join us October 1" at 4:00PM for Intake/Assessment 
at the Southern Outreach Center. 

Come find out how this program can help you. 


For more information call 301-334-8304. 

Garrett College, Adult Basic Education 
14 N. 8th Street 
Oakland, MD 21550 





DU I and DWI charges 
against Clarence Guthrie, 
23, Md., were placed on the 
stet docket with the condi¬ 
tion that defendant abstain 
from using alcohol. He was 
stopped along Rt 40 on 
April 20, according to the 
report. 

“Rocktoberfest” 
Set For Oct. 9 At 
Deep Creek VFD 

The fifth annual "Rock¬ 
toberfest" will be held at the 
Deep Creek fire hall in 
McHenry next Thursday, 
Oct. 9, from 8 to 11 p.m. 
This "under-21” event is a 
part of the Play Hard, Live 
Clean Campaign sponsored 
by the Garrett County 
Health Department 

Various local teen bands 
will be performing during 
the event. Bands will be 
listed on the following web 
site as soon as they are con¬ 
firmed: www.garrett- 

health.org Games, prizes 
and food will also be avail¬ 
able. Youth will have the 
opportunity to have their 
photo taken with friends 
and receive a free keychain, 
while supplies last. 


Garrett County residents 
from grade 6 through age 20 
are invited to this alcohol-, 
tobacco- and drug-free 
event. For more informa¬ 
tion, persons may telephone 
the health department at 
301-334-7730 or 301-895- 
3111, or visit the web site 
noted above. 

MSP Seeking 
Info On Stolen 
Kawasaki Cycle 

Maryland State Police 
are investigating the theft of 
a motorcycle that occurred 
at a Lonaconing residence 
sometime between Tuesday, 
Sept. 23, and Friday, Sept. 
26. 

T he cycle was parked on 
the side porch of the 163 
Kamp Hill Drive residence 
and is described as a 2004 
green Kawasaki KX 125. 
Police are seeking any infor¬ 
mation concerning the 
event. 

Anyone who can provide 
further details or informa¬ 
tion is asked to call the 
MSP McHenry barrack at 
301-387-1 101. Callers 
should ask for Tfc. Arnold. 
They may remain anony¬ 
mous. 


Man Arrested At 
GC Laker Hail For 
Disorderly Conduct 

Both Maryland State 
Police and the Garrett 
County Sheriffs Office were 
called to the student hous¬ 
ing facility, Laker Hall, at 
Garrett College, for a re¬ 
ported disturbance. Investi¬ 
gation led to the arrest of an 
18-year-old man 

Andre Houston, Olney, 
was charged by sheriffs 
deputies for failure to obey 
a lawful order, disorderly 
conduct, refusing to furnish 
proof of identification, and 
possession of alcohol under 
21 years of age He was 
taken to the Garrett County 
Detention Center to await 
an initial appearance before 


a District Court commis¬ 
sioner. 

Man Driving On 
Revoked License 
Held On $5,000 

A traffic stop was con¬ 
ducted by Garrett County 
sheriffs deputies Thursday 
along Hutton Road that 
sent on man to the deten¬ 
tion center. 

Gordon Joseph Frey, 44, 
Baltimore, was identified as 
the driver of the 1995 
Dodge Neon. Further inves¬ 
tigation led to his arrest He 
was charged with driving on 
a revoked license and driv¬ 
ing on a suspended license. 

Frey was taken to the 
Garrett County Detention 
Center, where he is being 
held on $5,000 bond. 


End of Season 
Ice-Cream Spectacular! 

Sunday, October 12 


www.garrettcollege.edu 


in possession of a small 
amount of marijuana. 

DUI/DWI 

Traffic cases involving 
charges of DUI (driving 
under the influence of drugs 
and/or alcohol) and DWI 
(driving while intoxicated) 
heard in district court re¬ 
cently resulted in a variety 
of fines and probation sen¬ 
tences. In one case, the de¬ 
fendant was found not 
guilty. 

Diane Arnold, 44, Md., 
pleaded guilty to a charge of 
DUI She was sentenced to 
one year in jail, with 11 
months of the sentence sus¬ 
pended. She was placed on 
24 months of supervised 
probation. Arnold was 
stopped on the evening of 
July 18, according to the 
report. 

Enc Shields, 20, Md., 
pleaded guilty to a charge of 
DWI and was fined $192 50 
plus court costs, and was 
sentenced to 60 days in jail, 
which was then suspended. 
He was ordered to be on 
supervised probation for 18 
months, according to the 
report Shields was stopped 
on March 30 along Mary¬ 
land Highway around 12:30 
a m., according to the re¬ 
port. 

Bruce Carney, 35, Md., 
entered a guilty plea to a 
DUI charge He was fined 
$242.50 plus court costs, 
and was sentenced to 60 
days in jail, which w r as then 
suspended He will be on 
supervised probation for 18 
months, although the judge 
in this case will consider a 
PBJ at a later date 

Jeffrey Ackerman, 51, 
Md., pleaded not guilty to a 
DUI charge and was found 
not guilty, according to the 
report He was stopped in 
December of last year. 

Eric T. Johnson, 45, 
Md., pleaded guilty to DWI 
and was sentenced to 60 
days in jail, with 56 days 
suspended. He was placed 
on supervised probation for 
24 months and was ordered 
to pay court costs. He was 
arrested in April along Sav¬ 
age River Road, according 
to the report 

Justin Muir, 18, Md , 
was not prosecuted on a 
DUI charge incurred by 
him in May along Western- 
port Road 

Casey D Rounds, 21, 
Md.. pleaded guilty to a 
charge of DWI, and the 
judge ordered a PBJ The 
defendant was ordered to 
pay court costs and to be on 
unsupervised probation for 
one year. 

Scindra Rolccki, 49, 
Md., faced two counts of 
DUI, and the |udge placed 
them on the stet docket with 
the condition that the defen¬ 
dant complete alcohol reha¬ 
bilitation She was stopped 
along Mayhew Inn Road on 
Dec 24, 2007. according to 
the report 

Michael Singer, 27, Pa , 
pleaded guilty to a charge of 
DWI The |udgc ordered a 
PBJ and fined the defendant 
$192 50 plus court costs 
Singer will be on unsuper- 
vised probation tor one 
year 

Visit Thr Republican Website ul 
www ihercpuhliciinnews com 
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It i* just a clutter ot memories. 
Sprayed with a million lean 
Wishing God could have spared you 
For many, many more yean 

We often tit and think of you. 

And think of how you died 
to think you could not vay goodbye. 
Before you cloved your eyev 

Sometimes it* hard to understand 
Why some things have to be 
But in Hi* w isdom God has planned 
Beyond our power to see 

So looking hack in tenderness 
Along the path we trod. 

W’e cherish the yean we had with you 
And lease the rest to (*od 

* No one knows how much we miss you 
No one knows the hitter pain 
We have suffered since we lost you 
Life has never been the same 

A million time* we’ve needed you 
A million times we’ve cried 
If love alone could have saved you. 
You never would have died 

In life wc loved you dearly 
In death we love you still 
In out hearts you hold a place 
No one can ever till 










So deeply loved 
& 

so sadly missed. 


Mum Dad. Larry Maggie. 
Heau. Chuck. Darlene. 
Kenny <t Debbie. Sueette it Randy. 
Morgan it Olivia 




Scoop up the Savings 
at Sell-Out Sundae! 

3 gallons of your favorite premium 
ice cream only $40 
Plus 25% off everything 
in stock from 
II am to 4 pm and 
50% off remaining 
stock from 4 pm 
until closing! 

We’U see you 
next season! 


No Hands Sundae Eating Contest 
Sunday, October 12, 2:00 pm 

Entry fee $5. All proceeds benefit Big Bnnhers'Big Sisters' 
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Teamen laic 

.. - . at t mttt f , 

301.387.S801 


www.lakesidecreamery.com 

Come by Boat or Car! 



is pleased to announce 
the coming of our newest facility 


205 South Second Street, 
Oakland, MD. 

We anticipate being open within several 
weeks, however, we are able to serve your 
current needs and answer your questions 
from our Accident/McHenry location. 

We look forward to providing 
service to the Oakland area. 



Please feel free to contact us at 

1 - 800 - 427-5622 

f/incc tc/y, Jynn £•* to /- \cirtnrtn 
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The Bright Side... 

Being in elected office is not much fun much of 
the time, and especially right now, with the financial 
crisis that is seriously threatening our nation’s econ¬ 
omy at its roots, it would seem logical to utilize this 
column today to chime in on the situation, alleging 
all kinds of things about how this has happened, 
lambasting those in elected offices for their failure to 
prevent it. and suggesting what should be done to fix 
it However, one can listen to a gazillion experts on 
television, read their words in newspapers across the 
land, or go online and Google another googol (10 1,H ) 
columns about it, so there is no need, nor a desire, to 
"go there” in this space today. 

Instead, perhaps a dose of appreciation is needed, 
by recognizing a few of our local elected officials for 
some of their wise fiscal decisions. To that end, we 
single out the Garrett County Board of Commission¬ 
ers for their restoration (okay, bailout) of the Meals 
on Wheels program, which recently had to cut its 
meal preparation and delivery services to local per¬ 
sons in need from five to four days per week. Even 
though things are financially tight for the county — 
as they are for everyone across the country — the 
commissioners rightfully made this particular pro¬ 
gram a priority and found the money to restore it. 

Another outstanding program that the commis¬ 
sioners created and continue to support, again even 
during these hard times, is the college scholarship 
program, which covers tuition for two years of en¬ 
rollment for local students attending Garrett College. 
The value of this opportunity provided to our young 
people, many of whom might otherwise not even 
consider college because of the expense, cannot be 
overstated. It is one of the wisest investments in the 
future of Garrett County ever made by any board of 
commissioners, and is one of a very few such pro¬ 
grams available in the country. 

Credit for this program must be extended not only 
to our current board - Commissioners Gregg, 
Holliday, and Glotfelty - but also to former Com¬ 
missioner Dave Beard, who, as a retired educator 
strongly supported the proposal when it was 
adopted. 

So basically two points are to be made in this 
space today: that serving as an elected official is of¬ 
ten a thankless job; and that when times are tough, it 
always helps to try to look on the bright side and 
note the good that exists even in the midst of a 
storm 



Writers of letters to the editor are reminded that 
letters will not be published if they exceed 400 
words f do not include contact information, and/or 
are deemed to be libelous. 


To the Editor: 

In addition to enjoying 
our beautiful Autumn Glory 
events, I would like to en¬ 
courage the citizens of 
Garrett County to join the 
Dove Center in observing 
National Domestic Vio¬ 
lence Awareness Month. 

It may be startling to 
know that this past fiscal 
year, the Dove Center as¬ 
sisted 424 adults and 75 
children who were living in 
fear within their own 
homes Each of them had 
backgrounds and stories of 
survival as unique as the 
changing leaves we sec 
gracing the branches of the 
trees these days. Much like 
the leaves, they eventually 
found themselves vulner¬ 
able and falling under the 
pressure of a harsh, cold, 
sometimes brutal environ¬ 
ment 

The Dove Center was 
able to soften their falls, by 
providing shelter, hotline, 
counseling, advocacy, and 
accompaniment. We arc 
grateful to be here as a re¬ 
source to those who need 
us, and we recognize that 
49V individuals is quite a 
significant number in the 
community. However, we 
feel that it is likely the tip of 
the iceberg of individuals 
needing our assistance. 

This is where the com¬ 
munity’s help is needed 
Please take time to learn 
about the signs of domestic 
violence, so that if you 
know someone who needs 
help, you can help them to 
access resources. Though it 
is hard to accept, everyone 
knows someone who has 
been affected by domestic 
violence. It is important that 
we citizens become actively 
involved in preventing it If 
our neighbor's house is on 
lire, we do not hesitate to 
call the fire department, so 
we should not hesitate to 
call the police if our neigh¬ 
bor at the hands of an 
abuser is crying out for help 

So please, as you enjoy 
the many enjoyable activi¬ 
ties occurring in Garrett 
County this month, do not 
forget to take a moment to 
lemember those who have 
died because of domestic 
violence, to think of those 
who arc currently living in 
fear from it, to celebrate 
those who have survived it, 
and to commend those who 
work on a daily basis to end 

We invite all to attend 
our ninth annual Domestic 
Violence Awareness Cere¬ 
mony, set for Friday, Oct 


10, at approximately 7:45 
p.m in the Southern High 
School cafeteria We will 
spend that time honoring 
survivors and advocates via 
various displays and speak¬ 
ers. 

Those interested in learn¬ 
ing more about the Dove 
Center may call the 24-hour 
hotline at 301-334-9000 or 
the business office at 301- 
334-6255. 

Sincerely, 
Heather L Hanline, MS 
Executive Director 
Dove Center 

To the Editor: 

This is in response to the 
letter submitted by Mr. 
Oberlander in the 9/25 is¬ 
sue regarding the Oakland 
bypass project. I’m not a 
member of the local group 
for Smart Growth, but 1 
support their position and 
efforts 

The big cry in support of 
a bypass is "all the traffic" 
in Oakland tying up move¬ 
ment through town, and 
truck traffic is blamed Mr. 
Oberlander brings Corridor 
H into the fray. 

In fact, the construction 
of Corridor H will not be 
completed as originally 
planned. Virginia has elect¬ 
ed not to construct a con¬ 
nector to that route in West 
Virginia Other segments of 
Corridor H in West Virginia 
are not going to be com¬ 
pleted as imminently as we 
arc led to believe. 

If Corridor H brings traf¬ 
fic to Oakland, the bottle¬ 
neck will be at Deep Creek 
Lake, not Oakland There is 
no place to open up Route 
219 along the lake to ac¬ 
commodate the extra traffic 

Case in point: During the 
recent Garrett County Fair, 
northbound traffic from 
Oakland to Deep Creek 
Lake was backed up from 
Glendale Road to Sand Flat 
Road, and was stop-and-go 
lhe cause, people using the 
pedestrian crosswalks on 
219 the State Highway Ad¬ 
ministration put in with 
stop signs at Uno's and near 
the Deep Creek Lake bridge 
on U S. 219 

And like it or not, Oak 
land is a workplace Many 
people work at the hospital, 
banks, insurance agencies, 
social services, courts, law 
firms, stores, restaurants, 
etc All of those people who 
work in Oakland will still be 
driving in Oakland, even if 
a k± Dum. a ik.ii Will 

still be traffic in town, 
trucks included 

Even at peak traffic 
hours in Oakland, it takes 
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only 10 minutes to get from 
one end of town to the 
other. Try doing that in 
other metro areas. 

And the cost, if the by¬ 
pass is built? Everyone says 
$42,000,000 If anyone be¬ 
lieves that the Oakland by¬ 
pass can be done for that 
price, I’ve got a bridge in 
Brooklyn I’ll sell for a cheap 
price. 

The state of Maryland 
recently deferred the pro¬ 
ject. I hope it is dead now, 
because if it is revived in six 
years, the price will be 
much higher I’m not in 
favor of tax dollars being 
wasted on a wasteful pro¬ 
ject 

An effort to build a by¬ 
pass around Oakland was 
defeated in the 1970s and 
should be permanently put 
down now. 

Donald W. Tucker 
Loch Lynn Heights 

To the Editor: 

Regarding your most 
recent editorial, which was 
a not-so-thinly-veiled at¬ 
tempt at putting the blame 
for our current financial 
crisis on Congressional De¬ 
mocrats: Can I remind you 
that the Democratic Party 
has held only a (slight) ma¬ 
jority in Congress the past 
two years? I believe that the 
Republicans held the major¬ 
ity 12 years prior to that 

Deregulation and greed 
have gotten us where we are 
today. You can thank eight 
years of Bush "rule" and six 
years of Republican "over¬ 
sight" on that one 

DiAnne Brown 
Sacramento, Calif. 

To the Editor: 

Summer has ended and 
we have finished our eighth 
year of Railey's welcome 
parties and the 12th year of 
the Little Yough Music Fes¬ 
tival 

Our table at Uno's dis¬ 
played the following 
Garrett County Chamber of 
Commerce and various mu¬ 
nicipality brochures, 
GOBA/Oakland Main 
Street info, and free $25 
coupons from Denny's, 
Browning's Foodland, 
Nola’s Salon, Bello’s Por¬ 
traits, 135 Liberty, Shoppe 
at Heritage Square, and 
Oakland’s Subway. 

The Mtn Lake Park 
Tennis Club offered free 
lessons, and Oakland's Golf 
Club offered free rounds of 
gclf 

Thanks to the hard work 
provided by Lillian Steele 
with the 50/50 drawing, 
which included coupons 
from Grand Central Station, 
the mountain coaster ride at 
the Wisp, Suburban Pro¬ 
pane, and the Painted Cup¬ 
board 

Priceless are the hard¬ 
working volunteers support¬ 
ing our great small town 
year after year 

A great, heart-felt thank 
you! 

Constance E Margison 

To the Editor: 

This summer. 22 New 
York City children found 
out just how special sum¬ 
mer is in the Grantsvillc 
area Thanks to the dedica¬ 
tion of Fresh Air Fund 
hosts, volunteers, and sup¬ 
porters, inner-city young¬ 
sters experienced simple 
summertime pleasures in 
your community 

None of this would be 
possible without Alice 
Orcndorf, your local Fresh 
Air Fund volunteer leader, 
who works throughout the 
year to make sure that sum¬ 
mer magic happens for host 
families and children Al¬ 
ice's generosity and com¬ 
mitment is an inspiration to 
us all 

I invite you tojoin Alice 
and the local Fresh Air 
Fund committee next spring 
and summer to help to 
spread the word about the 
wonderful opportunity of 
hosting 

TV*n I- *•«•«-V* A ir its 

independent, not-for-profit 
agency, has provided free 
summer vacations to over 
1.7 million New York City 


children from low-income 
communities since 1877. 
For more information on 
how you can help to con¬ 
tinue this wonderful tradi¬ 
tion of volunteering, please 
call Alice Orendorf at 301 - 
245-4326, or go online and 
visit www.freshair.org. 

Sincerely, 
Jenny Morgenthau 
Executive Director 

Community 
Calcnda 



land The McHenry chapter 
of A A meets Tuesdays at 8 
p.m. at the Deep Creek 
Baptist Church along Rt 
219 across from Uno's. 

Alcoholics Anonymous 
meets every Thursday and 
Sunday at 8 p.m. at the 
Bayard (W.Va.) United 
Methodist Church, located 
along Rt 90. For more in¬ 
formation, persons may call 
240-321-3128 and ask for 
Charlie 

Alcoholics Victorious 

will meet every Thursday at 
6 p.m. at the Liberty Club 
on Liberty Street in Oak¬ 
land. For more information, 
pci sous may caii 301-5u i - 
1238 

AI-Anon Family Group 

meets at 125 Liberty Club, 
Oakland (use side entrance), 
every Monday at 8 p.m 
Bruceton AI-Anon Family 
Group meets at Bruceton 
United Methodist Church 
Thursdays at 7 p.m. Entry is 
through the side door. 

Narcotics Anonymous 
(NA) meets every Wednes¬ 
day at 8 p.m. at the 125 Lib¬ 
erty Club along Liberty St., 
Oakland, 301-334-1298. 

MISCELLANEOUS 

The Preston County 
Chorus is currently in re¬ 
hearsal for its Christmas 
concert Practice is held on 
Mondays at 7 p.m. at First 
United Methodist Church, 
Terra Alta, W.Va Singers 
interested in participating 
are welcome. For more in¬ 
formation, persons may call 
Wayne Williams, director, 
at 304-789-6871. 

MEALS 

The Loch Lynn Church 
of God will serve Autumn 
Glory turkey dinners on 

Saturday, Oct 11, begin¬ 
ning at' 1 p.m. The menu 
will include turkey, dress¬ 
ing, mashed potatoes, 


MEETINGS 
The GarTett County 
Sunrise Support Group for 

survivors of suicide will 
meet this evening, Oct 2, at 
6:30 p.m For more infor¬ 
mation about the exact loca¬ 
tion of the meeting, persons 
may call 301-359-0177. 

The Beacon, a peer out¬ 
reach and support service 
for individuals with mental 
illness, meets every Friday 
at Harvey House from 9 
a m until 5 p.m. 

The TOPS Club Chapter 
379 meets Monday evenings 
at Mtn Glade Adult Day 
Care Center, Pythian St., 

Oakland Weigh-in is at 
5:30 p.m., with the meeting 
immediately following 
New members are welcome 
Alcoholics Anonymous 
meets every Saturday and 
Sunday at 10 am, Monday 
at 6 p.m. and 8 p.m.; Sun¬ 
day, Monday, Thursday, 

Friday, and Saturday at 8 
pm.; Wednesday at noon 
and Tuesday at 7:30 p.m., 
at the Liberty Club, 125 
Liberty St., Oakland; 

Wednesday at 8 p.m. at St. 

Mark's Lutheran Church. 

Oakland; Thursday at 6 
p.m. at St Peter's Catholic 
Church, Fourth St., Oak- 

Senior Citizens' Menus 

Community Action's Area Agency on Aging Senior 
Nutrition Program menus for the week of Oct. 6-10 are as 
follows: 

Monday - Apple juice, mixed beans w ground beef, 
carrots, whole wheat bread, banana, 1% milk 

Tuesday - Cole slaw, baked chicken, baked potato, 
broccoli, canned fruit, roll, 1% milk 

Wednesday - Tomato juice, 1-2-3 quiche, herbed green 
beans, apple sauce, whole wheat bread, 1% milk 

Thursday - Juice, lima bean soup, sliced turkey on 
bun, pickled beets, fruited Jell-O, 1% milk 

Friday - Vegetable Jell-O salad, rigatoni w/meat 
sauce, bread, peaches, 1% milk 
Coffee or tea served with all meals 
Reservations for meals are required Meal reservations 
and cancellations are to be made at the nutrition site or 
senior center prior to the next service day. Reservations or 
cancellations may be made no later than 9 a m on the 
service day if absolutely necessary Individuals who are 
able to give the full cost of the meal are encouraged to do 
so; however, all contributions are welcome Days of con¬ 
gregate meals and telephone numbers of individual sites 
follow: Grantsville Senior Center, Grantsville, Tu. W & 
Th, 301-895-5818, Kitzmiller Community Building, Kitz- 
miller, W, Th & F, 301-453-3445; Marv Browning Senior 
Center, Oakland, M. W & F, 301-334-9431, ext 134, Old 
Mill Restaurant, Gorman, Tu, Th & Sa, 301-334-4865; 
Swanton Community Building, Swanton, M & Tu, 301 
387-9191; Friendsville Community Building, Friendsville, 
M, Tu & W. 301-746-5300 

Please note that home-delivered meal clients receive 
the same menus Menus subject to change. Check with 
your site manager if necessary. 

For more information about the Senior Nutrition Pro¬ 
gram, persons may call 301-334-9431, ext 137 


Message from the A „ ... 

President’s Jt> L /CUrett 
Desk College 

by Dr. Paul Dauphinais 

Fall is upon us, and with the change of season comes 
many other changes; a change of government in Washing¬ 
ton, and a change in the financial sate of the country and 
the state. Closer to us all are significant changes at the 
college 

I he number of students has changed by increasing ap¬ 
proximately 10 percent. Many of these are local students 
taking advantage of the County Scholarship Program 
This is undoubtedly a good thing. A good number of the 
students live in one of the two residence halls on campus; 
that number has also increased by over 10 percent. Some 
are local students living apart from their families in antici¬ 
pation of going to a larger, four-year college after attend¬ 
ing Garrett. I his is a very good thing, as their transition to 
1-rostburg, WVU, or other large campuses will be much 
easier. 

Many of the resident students are not from here. This is 
not a bad thing, but something we are not accustomed to. 
We have a good number of students from the Baltimore/ 
DC corridor. They have very different life experiences 
than those of our local students, and tha* brings a certain 
amount of change to McHenry. These students react to 
things differently than those who have been born and 
raised here. 

Every year the first two weeks of college is a period of 
expected chaos. For many students it is their first time 
away from parental controls, living on their own, and in 
an environment where they are expected to take responsi¬ 
bility for their actions. Those of us who have been in the 
military remember the first two weeks in the service and 
the shock of that environmental change This is the same 
type of change, but in the opposite direction; less struc¬ 
ture, more free time, and infinitely more opportunities to 
be “social.” 

At the college, we are working to provide sufficient 
structure to keep our resident students out of trouble, but 
as with all groups of people, some find a way to cross the 
line. Recently we experienced an incident with a student 
who was asked to leave the residence hall. That person 
crossed the line. We will deal with these issues as they 
arise in a manner that is meant to provide a meaningful 
learning experience. That is why the college, or any col¬ 
lege, exists — to enable people to learn. 

The more people you have gathered together, the more 
likely some will find mischief. I believe that Garrett Col¬ 
lege has gathered a very good group of professionals to 
help minimize the mischief and maximize the learning 
experiences. We all need to remember that learning does 
not stop at the classroom door This is a culture that we 
need time to build at the college and in the community 
over time. As we seek to build a culture of learning from 
all perspectives about all perspectives, we need to remem¬ 
ber that we are also changing behaviors, our own in¬ 
cluded. 


gravy, green beans, cran¬ 
berry sauce, rolls, pumpkin 
pie, and drinks The cost is 
$7 50 for adults and $5 for 
children Proceeds will goto 
Kidz Factory Children's 
Ministries and the church's 
Women's Ministries. Carry¬ 
outs will be available 

Oak Park Church of the 
Brethren will serve turkey 
dinners on Saturday, Oct. 
II, beginning at noon The 
cost is $7.50 for adults and 
54 for children 10 and un¬ 
der. The church is located 

World Series 

Continued from Page A-l 

Medical Center. Proceeds 
from the event will go to 
support TRR 

"Team Rivtr Runner 
offers our country's 
wounded heroes a fun, un¬ 
conventional way to cope 
with the effects of their inju- 
ries," Taylor said. "We want 
to provide them with a 
home-base for their regional 
and national programs, and 
we couldn't be more thrilled 
to launch that relationship 
at a time when their athletes 
can interact with some of 
the world's most talented 
paddlers." 

Admission to the event is 
free and parking is $10 per 
vehicle. For more informa¬ 
tion, persons may call ASCI 
at 1-877-300-2724 or visit 
www.adventure sports- 
center. com 

Jury Indicts 

Continued from Page A-l 

Garrett County Narcotics 
Task Force who executed a 
search and seizure warrant 


in July at Glass's residence, 
where marijuana and drug 
paraphernalia were seized. 

After ht» arraignment in 
the Circuit Court, Glass was 
released after posting 
$50,000 bond. His next 
court appearance is sched¬ 
uled in October. 

Information concerning 
the remaining indictment, 
which was issued with an 
arrest warrant, will not be 
released until the person 
charged is arrested, the 
state's attorney said. 

Read. Then Recycle 
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Autumn Glory turkey 
dinners will be served on 
Saturday, Oct. 11, from 3 to 
7 p.m. at the Ryan's Glade 
Community Building. Cost: 
$7 for adults and $3.50 for 
children 10 and younger. 
The proceeds will benefit 
the White Church and Ma¬ 
ple Mtn 4-H Club. The 
dinner will include turkey, 
real mashed potatoes, dress¬ 
ing. green beans, sauer¬ 
kraut, dessert, roll, and a 
drink Carry-out meals will 
be available, lhe commu 
nity building is located 
along White Church Stcyer 
Road, off Rt. 560. 
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'Garrett Mentors" Providing Unique 
Service To Garrett Co. 's Children 


<y Mary Sim. ell McEwen 

A unique program in 
jarrelt County is providing 
aluable support to many of 
he area's young children, 
rom kindergarten through 
ifth grade. The "Garrett 
Mentors” is a locally man- 
•ged group of volunteers 
nvolving 38 adults who 
ifTer friendship, academic 
issistance, and stability to 
lementary school children. 
The group was founded in 
uly of this year, stemming 
iff from the Big Brothers 
Jig Sisters of the Alleghe- 
lies program. 

The main goal of Garrett 
vlcntors is to provide good 
ole models to local elemen- 
ary school children Cur- 
ently the program is avail- 
ible at six elementary 
chools (Dennett Road, 
fough Glades, Accident, 
•riendsville, Broad Ford, 
ind Grantsville) The plan, 
iccording to director Tricia 
Theesman, is to expand to 
ill of the county's schools as 
;oon as possible. 

"We definitely want to 
■stablish our program at all 
Garrett County elementary 
schools," Cheesman said. 
"That's very important to 
us." 

Basically, the program 
provides mentors — volun¬ 
teering adults who have 
weekly contact with se¬ 
lected students, one mentor 
for one child. They usually 
meet over the lunch hour, 
share a meal, study to¬ 
gether, and talk Formerly 
called "lunch buddies," 
Cheesman stressed that they 
tre now called "study bud- 
lies," as academics are an 
.•ssential part of the pro¬ 
gram The mentor and child 


go to a quiet, private locale 
within the school for their 
time together. 

The mentors and chil¬ 
dren also engage in out-of¬ 
school activities, managed 
and organized by the 
Garrett Mentors board. 
Members of that group in¬ 
clude Cheesman as the ED, 
Kevin O’Conner, president; 
Tim Watson, vice president; 
Lori Yarn, treasurer; An¬ 
nette Chapman, secretary; 
and members Stephan Moy- 
lan, Anna Bishop, Ed 
Spurr, Bonnie Swyter, Amy 
Carter, and Joan Johnson 

"We have such a great 
group of people," Cheesman 
said. "They are truly dedi¬ 
cated to the program." 

The children are referred 
to the program through the 
school system Mentors are 
provided to children of all 
situations, such as those 
with single parents, ailing 
family members, or other 
challenging circumstances. 
The program is open to all 
children, Tim Watson said, 
as all kids, no matter what 
their situations, can benefit 
from a one-on-one relation¬ 
ship with a good role 
model 

"Studies have shown that 
even just one hour per week 
together has positive results 
that directly impact the 
community as a whole," 
Cheesman said 

The board puts energy 
into matching mentors with 
children with similar inter¬ 
ests so that friendships 
come more easily The men¬ 
tors and children typically 
do some schoolwork to¬ 
gether, and they talk to¬ 
gether Cheesman said the 
board instructs the mentors 


GARRETT MENTORS BOARD ZEROES IN ON LOCAL CHILDREN - After many 
years of operating as part of Big Brothers Big Sisters of the Alleghenies, a new 
offshoot organization, called Garrett Mentors, was founded this summer. The ef¬ 
forts of the now independent board are focused solely on the children of Garrett 
County. The mentoring program is currently operating in six county schools, offer¬ 
ing academic assistance as well as friendship to elementary school children. More 
mentors are needed, and local adults who would like to "inspire by example" are 
encouraged to contact the board. See story for details. Pictured from left are Bon¬ 
nie Swyter, Kevin O'Conner (president), Tim Watson (vice president), Amy Carter, 
Anna Bishop, Ed Spurr, and Tricia Cheesman (executive director). 


Release Program 

Students from Swan 
Meadow Elementary 
School, south of Oakland, is 
currently participating in 
the Monarch Watch tagging 
program under the direction 
of Caroline Blizzard at the 
Deep Creek Lake Discovery 
Center 

Monarch caterpillars are 
collected and taken care of 
in each classroom The stu¬ 
dents monitor each one 
through different stages, 
from caterpillar to chrysalis 
and then into butterflies. 
Once the butterflies are 
hatched, the students log 
the date and whether the 
butterfly is a male or fe¬ 
male, tag the hmdwing with 
a sticker, and then release 
them 

The tags will be used to 
track the butterflies on their 
fall migration path, which 
covers around 3,000 
miles to the overwintering 
grounds in Central Mexico. 
Swan Meadow students 
have released over 250 
monarchs to date 

"The Monarch Watch 
program has been a wonder¬ 
ful learning experience for 
our students," said Randee 
Craig, principal and teacher 
at Swan Meadow "It 
weaves together science, 
geography, writing, art, 
mathematics, and language 
activities into a scientific 
research project. Swan 
Meadow students have truly 
become monarch ambassa¬ 
dors " 

In addition, the students 
design paper monarchs in 
art class, which are sent to 
school children near the 
monarch sanctuaries in 

Mexico. 

"We hope this year one 
of our tagged monarchs will 
be identified in the Mexican 
sanctuaries," said Craig 
"Springtime will hopefully 
bring the butterflies back to 
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and will carry a special mes¬ 
sage from the Mexican stu¬ 
dents and teachers " 


Sponsored by the 

Oakland Volunteer Fire Department 

a ^ THURSDAY. OCTOBER 9 

• Oktoberfest Dinner served 4-8 p.m. 
Oakland Fire Hall, downtown Oakland 
Firemen's Parade, downtown Oakland, 7 p.m. 

OKTOBERFEST CELEBRATION 

Starting at 7 p.m. • Live Oompah Band • Food and Drinks 
•Garrett Highlands Pipes & Drums 
Oakland Fire Hall • Come join the fun! 

FRIDAY. OCTOBER 10 

• Big Bucks Bingo, 6:30 p.m. 

Oakland Flks Lodge, Doors open at 5 p.m. 
Sponsored by the Oakland VFD & Elks Lodge #2481 

SATURDAY. OCTOBER 11 

•Hot Sausage Sandwiches & Hot Dogs 

^ Starting at 11 a m., Oakland Fire Hall 

/ • Oldies Dance, 8 p.m. 

akland Fire Hall. Top hits from the '60s, '70s & '80s 
played by Sounds Fun Entertainment 
(Must be 21 or older to attend) 




SupporUlu^oluntcen^J^^ 


GARRETT MENTORS HAVE A LOT OF FUN with their chosen students, as ev¬ 
idenced in these photos. The adult volunteers work through Garrett Mentors, a 
newly founded group that was born from the former local Big Brothers Big Sisters 
program. The locally managed group now focuses solely on Garrett County chil¬ 
dren and mentors. See story. In the photo above, Don Coble and Kenny, his “study 
buddy," are pictured as they work on tying flies. At right are Chase and his mentor, 
Ed Spurr, on a successful fishing trip. Below are Chelsea and mentor Kathy Coble. 


to share things about their 
own lives, and to listen to 
the children as they talk 
about theirs. The friend¬ 
ships that develop are real 


and meaningful, she said 

"The kids love this," said 
Watson, who is an elemen¬ 
tary school counselor and 
observes the interactions 
first-hand "They all look 
forward to their visits It 
means so much to them, 
and the benefits are just im¬ 
measurable." 

Outside the school set¬ 
ting, the pairs are encour¬ 
aged to spend time together 
as well, going on outings or 
engaging in extracurricular 
projects. The new board is 
working to arrange several 
group events during the 
year, too, with activities like 
holiday parties, skiing or 

Students Taking 
Part In Monarch 


tubing at Wisp, summer 
picnics and fishing outings, 
and other similar events. 

There are currently 38 
people serving as mentors, 
Cheesman said They come 
from all walks of life and all 
backgrounds They are col¬ 
lege students, retired grand¬ 
parents, and business own¬ 
ers. The mentors are asked 
to inspire by example, 
Cheesman said. Their goals 
should be to instill values, 
teach life skills, share their 
knowledge and experience, 
build the child's confidence, 
and help him or her set 
goals and achieve dreams. 

Currently there are sev¬ 
eral children who need a 
mentor, Cheesman said, but 
there are not enough volun¬ 
teers 

The hardest thing is the 
waiting," she said. 

Local individuals who 
would like to be volunteers 
in the program are encour¬ 
aged to contact Cheesman 
at 301-387-5437. 

"If you would like to 
make a positive difference 
in the life of a child," Chees¬ 
man said, "ifyou would like 
to 'inspire by example,' 
please call." 

r 


Garrett County Courthouse Turning 
100; Centennial Celebration Slated 


The Board of Commis¬ 
sioners of Garrett County 
invites the public to attend a 
Centennial Celebration for 
the Historic Garrett County 
Courthouse on Saturday, 
Oct. 11. The event will be¬ 
gin at 10 a.m. with a pioccs- 
sion of the members of the 
local and state Masons from 


the lodge located along 
South First Street to the 
courthouse, specifically to 
the cornerstone of the build¬ 
ing, along Aider Street. 

The Masons will conduct 
a rededication ceremony for 
the cornerstone that was 
laid by Oakland Masonic 
Lodge No. 192 on Oct. 15, 


1907, during the construc¬ 
tion of the building. There 
will then be a ceremony in 
the courtroom which is 
scheduled to begin at 10:30 
a m to rededicate the build¬ 
ing itself. This ceremony 
will be conducted in a simi¬ 
lar fashion as the ceremony 
that was held in the court¬ 
room on December 7, 1908; 
on this day the building was 
first dedicated and the keys 
turned over to the county 
commissioners by the 
Courthouse Commission. 

As a special feature of 
the day, guides in period 
dress will give tours of the 
building from 11 a.m. until 
5 p m The tour guides will 
share historical facts about 
the building and events that 
have happened there over 
the years. 

Photos and artifacts from 
the building will be on dis¬ 
play in various locations. 
The commissioners said 
they are looking forward to 
sharing this event with the 
citizens of Garrett County 
for whom the building was 
built, as well as with visitors 
who are in the county dur¬ 
ing the Autumn Glory Fes¬ 
tival. 

Many more courthouse 
'related artifacts, including 
"he original eagle that was 
atop the dome, are on dis¬ 
play at the Garrett County 
Historical Museum, as well 
as in the George Littman 
i ront window, across the 
street from the museum, at 
102 South Second Street. 


Ticket $3 

Doors open at 5:00 pm 
Games start at 6:30 pm 
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OBITUARIES 

BAKER, G William, 
79, Oakland 

BENDER, Olive R , 91, 
Mogadore, Ohio, formerly 
of Accident. 

CLARY, William H„ 
85, Mtn Lake Park 

DEZEN, Robert 1., 81, 
Cumberland 

DONHAM, William L., 
90, Mtn Lake Park 

DUMIRE, Donald C., 
50, Oakland 

FOLEY, Robert R., 79, 
Alexandria, Va. 

HOUSE, Joseph W , 54, 
Chula Vista, California 

MADIGAN, E. Hilda, 
97, formerly of Deer Park 

MCLAUGHLIN, Mar¬ 
garet C.T., 93, Elkins, 

W.Va., and Deep Creek 
Lake. 

PADGETT, Vivian I , 

58, Oakland 

RALSTON, Noel D, 
74, Clearspring. 

SISLER, Florence, 86, 
Oakland. 

SLAUBAUGH, Maxine 
V , 80, Upper Darby, Pa. 

SUMMERFIELD, Betty 

1 . 73, Rowlesburg, W.Va. 

MAXINE V. 

SLAUBAUGH 

Maxine V. (Burns) 
Slaubaugh, 80, Upper 
Darby, Pa., died Tuesday, 
Sept. 30, 2008, tit Haverford 
Nursing & Rehabilitation 
Center in Havertown, Pa 

Born in West Virginia, 
she was a daughter of the 
late William H. and Goldie 
(Hileman) Burns. Shfe was 
also preceded in death by 
her husband, Paul C. 
Slaubaugh. 

Mrs. Slaubaugh was em¬ 
ployed as a waitress. 

She is survived by her 
sister, Nancy M Burns, 
Upper Darby; her nephew, 
Robert Hill; and other 
nieces and nephews 

A memorial service was 


held today, Thursday, Oct 
9, at David A Burdock Fu- 
noral Home, Oakland 

Inurnment of ashes will 
follow at Garrett Memorial 
Ciardens, Oakland 

(Paid Obituary) 



BETTY L. 

SUMMERFIELD 

Betty Lou (Phares) Sum- 
merfield, 73, Rowlesburg, 
W.Va., died Saturday, Sept. 
27, 2008, at Preston Memo¬ 
rial Hospital, Kingwood. 

Bom Sept. 20, 1935, in 
Albright, W.Va., she was a 
daughter of the late Olie 
and Lula (Teter) PhaVes. 
She was also preceded in 
death by three brothers, 
Ross, Don, and Frank 
Phares; and two sisters, 
Nettie Taylor and Dortha 
"Dottie" Miner. She was 
one of 11 children. 

Betty graduated with the 
class of 1952 from Rowles¬ 
burg High School. She was 
a professional cleaning lady. 

She was a wonderful 
wife and mother 

Betty is survived by her 
husband, Junior Maynard 
Summerfield, Heartland 
Nursing Home in King- 
wood; one son, Timothy 
Summerfield, Rowlesburg, 
one sister, Opal Wendt, 
Napa, Calif.; and several 
nieces and nephews 


Friends were received on 
Tuesday, Sept. 30, at 
Browning Funeral Home, 
Rowlesburg, where a ser¬ 
vice was held following the 
viewing, with the Rev Roy 
Mick officiating. 

Interment followed at 
Eglon Cemetery, Eglon, 
W.Va 

DONALD C. DUMIRE 

Donald Carl "Duck” 
Dumire, 50, Oakland, died 
Friday, Sept. 26, 2008, at 
his home. 

Born Oct. 26, 1957, in 
Oakland, he was a son of 
Norma Jean (Thomas) 
Dumire, Oakland, and the 
late Keith Dumire He was 
also preceded in death by 
one brother, Tracy Lynn; 
his maternal grandparents, 
Clarence and Laura (Rolan) 
Thomas; and his paternal 
grandparents, Roy and 
Gertrude (Dumire) Dumire 

Duck was a carpenter by 
trade He loved NASCAR, 
the Washington Redskins, 
and Notre Dame Football 
He was a member of Mtn 
Top Seventh Day Adventist 
Church 

In addition to his 
mother, he is survived by 
five brothers, twin Ronald, 
Oakland, Dennis, Terra 
Alta, W.Va., Randy, Acci¬ 
dent, and Tim and Tom 
Dumire, both of Oakland; 
two sisters, Rhonda 
Mooney, Wilkes Barre, Pa., 
and Tina Jones, Accident; 
and a number of nieces and 
nephews. 

Friends were received at 
Newman Funeral Home, 
Accident/McHenry. 

A service was conducted 
on Monday, Sept. 29, at 
Mountain Top Seventh Day 
Adventist Church, with Pas¬ 
tor Jeff Starr and Pastor 
Gail Hixon officiating 

Interment was held in 
Garrett County Memorial 
Gardens, Oakland 

Expressions of sympathy 
may be directed in care of 
the family 

Condolences may be sent 
to the family at www.new- 
manfuneralhomcs.com 
(Paid Obituary) 

Obituary Policy 

The Republican reserves the 
right to edit obituaries to 
conform to the guidelines 
established by the editorial 
department. The publishing 
of obituaries is a comple¬ 
mentary service 

Those individuals wishing 
to have an unedited obitu¬ 
ary published may do so for 
a per-column-inch charge 



Johnson Memorial Company 


Since; 1905 

Huy Direct from the Manufacturer & Save 

Largest selection in the area. 

Our quality and workmanship can't he beat, 
(kill for directions 

1 - 800 - 562-1296 

20 Salisbury Street Mcycrsdalo, PA 15552 



Loch Lynn 
Church of God 

8649 Gorman Road, Oakland, MD 
cordially invites you to their 

50th- c ljeav 



uion...an experience with Jesys Christ! 


Sunday, October 12, at 10:00 a.m. 

Special speakers will he: 

Dr. Tom (xulhronson & Bishop Robert Fletcher 

Pastors Ivan & Cindy Ackerman 301-334-3221 


■■ 


OLIVE R. BENDER 

Olive Rosella Bender, 91, 
Mogadore, Ohio, formerly 
of Accident, died Monday, 
Sept. 29, 2008, in Akron 
City Hospital, Akron, Ohio. 

Bom March 30, 1917, in 
Accident, she was a daugh¬ 
ter of the late Mahlon J. 
and Elizabeth (Handwerk) 
Bender. 

She was a domestic 
housekeeper and a member 
of Bittinger Mennonite 
Church. 

She is survived by two 
brothers, Claude Bender, 
Fort Morgan, Colo., and 
Walter Bender, Winder, 
Ga.; and one sister, Mabel 
B West, Canton, Ohio. 

Friends will be received 
on Saturday, Oct. 4, from 1 
to 2 p.m. at Bittinger Men¬ 
nonite Church, where a 
service will be conducted at 
2 p.m., with the Rev. Keith 
Yoder officiating. 

Interment will be held in 
Bittinger Mennonite Ceme¬ 
tery 

Expressions of sympathy 
may be directed to the Bit¬ 
tinger Mennonite Church 



WILLIAM H. CLARY 

William Howard "Bill" 
Clary, 85, Mtn Lake Park, 
died Sept 29, 2008, at 
Garrett County Memorial 
Hospital, as a result of inju¬ 
ries sustained in a vehicle 
accident that occurred on 
Saturday, Sept. 27. 

Born March 14, 1923, in 
Deer Park, he was a son of 
the late Franklin Henry and 
Frances M (Behan) Clary 
He was also preceded in 
death by his beloved wife 
Verfima "Pooch" Mae 
Clary; one son, Darrel 
Clary; one daughter. Joan 
Gordon; and all his brothers 
and sisters. 

Mr. Clary owned and 
operated his own painting 
business in Garrett County 
for many years. A veteran 
of the US. Army, he 
proudly served his country 
during WWII and fought 
overseas in Germany and in 
the Battle of the Bulge He 
was a member of the Ameri¬ 
can Legion, Proctor Kildow 
Post #71 and the VFW, 
Post #10077. 

He is survived by his 
daughter, Connie Vahovick, 
Rose Haven; five grand¬ 
children, 19 great-grand¬ 
children; and seven great- 
great-grandchildren 

Friends will be received 
today, Thursday, from 2 to 
4 and 7 to 9 p m at David 
A. Burdock Funeral Home, 
Oakland, where a service 
will be held at 1 p.m. on 
Friday, Oct. 3, with the 
Rev. Gail Hixon officiating 

Internment will follow in 
Garrett Memorial Gardens, 
where military honors will 
be accorded 

Expressions of sympathy 
may be made in the form of 
memorial donations to Hos¬ 
pice of Garrett County, 
PO Box 271, Oakland, 
MD 21550. 

(Paid Obituary) 
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WILLIAM L. DONHAM 


Willard Lee Donham, 
90, Mtn. Lake Park, died 
Saturday, Sept. 27, 2008, at 
the Garrett County Memo¬ 
rial Hospital, Oakland 

Born Sept. 12, 1918, in 
Aurora, W.Va., he was a 
son of the late Arthur and 
Bessie P (Calhoun) Don¬ 
ham. He was also preceded 
in death by two brothers, 
Charles Donham and Lewis 
Newton Donham; and one 
sister, Alice Donham Har¬ 
vey. 

Mr. Donham was retired 
from Glotfelty Enterprises. 
He enjoyed people, and 
always visited friends in the 
hospital and nursing home. 
He socialized with the 
"McDonald’s Gang" and 
enjoyed bowling well into 
his 80s. 

He is survived by his wife 
of 62 years, Kathryn Jean 
(DeWalt) Donham, one 
son, Randy Lee Doiiiiain 
and wife Diane, Oakland, 
two granddaughters, Jenni¬ 
fer Leigh Donham, Oak¬ 
land, and Victoria Jean 
(Donham) Leap and hus¬ 
band John, Hagerstown; 
and one great-grand¬ 
daughter, Ava Elizabeth 
Leap 

Friends were received at 
David A Burdock Funeral 
Home, Oakland, where a 
service was held on Tues¬ 
day, Sept 30, with the Rev 
Donald R Thomas officiat¬ 
ing. 

Interment followed in 
Garrett Memorial Gardens, 
Oakland 

The family requests that 
expressions of sympathy 
may be made in the form of 
memorial donations to the 
Southern Garrett Rescue 
Squad, P O. Box 271, Oak¬ 
land, MD 21550 

(Paid Obituary) 


ROBERT I. DEZEN 
Robert Irwin Dezen, 81, 
Cumberland, died 
KLJ Saturday, Sept. 27, 
2008, at the Lions 
Center for Rehabili¬ 
tation and Extended Care 
Born Nov. 26, 1926, in 
Sharon, Pa., he was a son of 
the late Samuel Charles 
Dezen and Rose Shirley 
(Levenson) Dezen 

He was a United States 
Army veteran of World 
War 11. He was the owner 
and manager of Ray's Jew¬ 
elry Store Along with his 
father and brother, Harvey 
S. Dezen, he was a co¬ 
owner of the former 
Dezen’s Firestone Store in 
Cumberland, Keyser, Oak¬ 
land, and Frostburg. He 
was a member of the former 
Beth Jacob, and was a 
member of B’er Chayim, 
and B'Nai B’rith. 

He is survived by his wife 
of 55 years, Irma Gloria 
(Kalet) Dezen; two sons, 
Richard Brian Dezen, Cum¬ 
berland, and Edward Harry 
Dezen, Hollywood, Calif.; 
one daughter, Barbara 
Lynne Corwell, Cumber¬ 
land; and one brother, Har¬ 
vey Stuart Dezen, Naples, 
Fla. 

Friends were received at 
Adams Family Funeral 
Home, Cumberland, where 
a service was held on Mon¬ 
day, Sept 29, with Rabbi 
Stephen Sniderman otticiat- 
ing. 

Interment was in East- 
view Cemetery 



The family requests that 
there be no flowers, no 
food, and no home visita¬ 
tion. 

Donations may be made 
to B'er Chayim Temple Ha- 
dassah, 107 Union St., 
Cumberland, MD 21502; or 
to Maryland Crime Victims 
Resource Center, c/o Bar¬ 
bara Corwell, 12918 N 
Cresap St. #70, Cumber¬ 
land, MD 21502 


FLORENCE SISLER 

Florence Sisler, 86, Oak¬ 
land, died Sunday, Sept. 28, 
2008, at Dennett Road 
Manor Nursing Home, 
Oakland. 

Born July 18, 1922, near 
Aurora, W.Va., she was a 
daughter of the late James 
and Mary Anna (Phillips) 
Shaffer. She was also pre¬ 
ceded in death by her hus¬ 
band, Monroe Sisler; one 
son, Earl "Richard" Sisler; 
one brother, Herman 
"Arch" Shaffer; three sisters, 


Hazel Sweitzer, Kerma But¬ 
ler, and Maude Delaney, 
and one grandson. 

She retired after 25 years 
of employment with Cup- 
pett and Weeks Nursing 
Home as a nurse's aide 

She is survived by four 
sons, John James "Jim" 
Sisler, Benjamin Sisler, and 
David Sisler, all of Oak¬ 
land, and Samuel Sisler Sr., 
Vine Grove, Ky.; two 
daughters, Judy Hebb and 
Mary Hall, both of Oak¬ 
land; one sister, Ruth 
Sturm, Baltimore area, 20 
grandchildren; 30 great¬ 
grandchildren; and three 
great-great-grandchildren 

Friends were received on 
Wednesday at David A 
Burdock Funeral Home, 
Oakland, where a service 
was held today, Thursday, 
Oct. 2 

Interment followed in 
Fairview Cemetery 

Expressions of sympathy 
may he made in the form of 
memorial donations to Bur¬ 
dock Funeral Home, 21 N 
Second St., Oakland, MD 
21550. 



c S^utuemn/ tosvy/ AJL 

Pine Grove Church of the BrethrST 

TO GOD BE THE GLORY! 

6, 7, and 8, piotn 7:00 - 8:30 fp. 

* MONDAY - Heaven’s Mountain Band with a blend of southern 
gospel and blucgrass, also The Oak Park Praise Team 
yfl TUESDAY - The Stoner Family with talent the 

whole family will enjoy, also Brenda Harvey. 

WEDNESDAY - The Crellin Trio (formerly The Crellin Quartet) 
m from the Crellin Assembly of God, 

also Andy Lewis and Stephanie Stephens 

( ^P r Come help us praise the Creator for the glorious season! 

will offering will be taken to support our singers. 

land Sang Run Kd. 





Come One, Come All 1 . 

All Creatures 


The Episcopal Church In Garrett County 


presents 

A St. Fronds Davj IVt Blessing 

Sunday, October 5, 2008 

All pets must be on a leash or In a carrier 
Two Services! Choice of Times! Two locations! 

9:00 AM - St. John’s, 5234 Maryland Highway, Deer Park 

in;45 am - ST. Matthew’s. 126 East liberty Street, Oakland 


The S AM Service at St. Matthew’s will be Pet Free! 

Visit our website at www eDiscoDalchurchinQ9rrettcounty.org 
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Alexandria. dith McLaughlin Gall, Chi Son 

Memorial donations may cago, 111.; 11 grandchildren, Be\ 
be made to Aldersgate nine great-grandchildren; Chi 
United Methodist Church, brother- and sister-in-law grai 
1301 Collingwood Rd., Al- Jim and Margaret Me- gre, 
exandna, VA 22305 Laughlin, Smith Mountain 1 

MARGARET C.T. Lake ' Va ' and many mec f at 1 
McLAUGHLIN and ne P hews - to whom she nen 

Margaret Catherine wa ?, Aunt R f os ‘ e n . . , P re < 

Trickett McLaughlin. 93. Mar 8 are ^ 1 * dear y day 

cl . ..... “ . remembered for her smile heh 

Elkins, W.Va., and Deep .. 

„ ... c ii a . and sparkling blue eyes that Lyr 

Creek Lake, peacefully de- y f . f, 

_ a .u i e c „„„ expressed a love of life, en- 
parted this life Friday eve- v ’ 

if. inn* ergy. wit, and warmth to disc 

Born March 31, 1915, in al ' n Even a,t " ^ ^gust [ar y 

Elkins, she was a daughter 2007 ^ ‘“"“d 

of the late Forrest Virg.1 sin * n * ° and Po * 

Tr.rkert Sr and Maraaret P rayers 3nd a PP rec,atlon of » 
I rickett Sr. and Margaret and friends demon . 

Catherine Glenn TncketL strate y the depth of hcr oR 

She was also preceded in haracter and fa)th Dun 

death by her husband, . . .T; 

George Waller McUughlrn h „ ehurch and fam- I 

SSxST; SJTvS ">“7"“ "r keatv “"' I 

Trickett Jr. and Richard be hard to match. ■ 

"Dick" Trickett; two sisters, Fr '™ ds and J m, ‘ y *' e "; ■ 

Mildred Trickett Dodd and received at Lohr & Barb ■ 
Geraldine Louise Trickett, ^ unera ome, ins, 
one daughter-in-law, Vir- where a service was e 
ginia L. McLaughlin; and toda y. TFursday ' °? _ 2 ’ ■ 

one grandson, Mike wltF tF 5 Pcv ancy e " 
McLaughlin vens officiating^ 

She married George on Interment followed at H 

March 23, 1939, and they Maplewood Cemetery, El- ■ 

celebrated 46 years of mar- ta ns , , H 

nage before he passed The family requests t at ^0 
away memorial donations be H 

She was a vibrant and made in her memory to a H 
caring person who touched charity of choice, or to Al- ^ 
hundreds of lives as a life- ternatives Inc., 4730 Non ^ 
long member of the First Sheridan Road, Chicago, - 
Baptist Church, where she 60640. 
was active in the women's The Lohr & Barb u- 
circle, prayer groups, and nera * Home was in charge 
teaching Sunday school of arrangements. £ cr 

She was a lifelong resident Condolences may be ^ 

of Elkins and a 60-year expressed to the family 
summer resident of Deep at www.lohrbarbfuneral- ^ ( 
Creek Lake, where she home.com ^ a 

hosted numerous church (Pa,d Obituary) He 

groups, family, and friends NOEL D. RALSTON d ca 

She was valedictorian of Noel D Ralston, 74, six < 

her high school class and Clear Spring, died f 

salutatorian of her class at Friday, Sept. 26, Ha* 

Davis and Elkins College. | 2008, at Washington and 

She used her college degree County Hospital, Na\ 

in education to raise and Hagerstown serv 

mentor her six children and Born Dec 24, 1933, in retii 
their friends, 11 grandchil- Canton, Ohio, he was the Edi: 
dren, and nieces and neph- son of the late John Arnold 199 
ews alike She also sup- aru i A da Mae (Dudley) Ral- at 
ported Davis and Elkins s ton. Boc 

College as a college aide, He was a school teacher and 
and for many years she was f or Washington County J 
an advisor to the Chi Board of Education and a Lio 
Omega sorority U.S. Army veteran of the sine 

Margaret and George, Korean Conflict, having in 1 
along with their six chil- served in Special Operations Oal 
dren, spent the summer of in Europe. of t 

1955 adventurously camp- He was a member of 197 

ing across the United States Mtn View Baptist Church, wes 
and Alaska When their Waynesburg Lodge 153 F l an < 
children were grown, she & A M., Valley of Union- gov 
and George traveled to town, Pa.. Scottish Rite I 
many European and Middle Masons, and Maryland Mel 
Eastern countries, Austra- State Retired Teachers As- 1S L 
lia, and China. She contin- sociation. He received his dati 
ucd her travels through age bachelor’s degree from Cali- was 
92 with her children and forma State University and of ( 
grandchildren to the Czech his master's degree from Brei 
Republic, Italy, Ireland, and Shippcnsburg State Univer- as 
many parts of the United s ity. as ’ 

States He is survived by his ties 

Margaret flew in a heli- wife, Joanne (Folk) Ralston, 1 
copter through the Grand a son, John David Ralston, wift 
Canyon and rode a jet ski, Hagerstown; two step- Bak 
both while in her 80s. At 90, daughters, Kimberly D Der 
she learned to use a com¬ 
puter to e-mail her family 
and friends She swam 
every year until she was 92 
and created traditions with 
her grandchildren that in¬ 
cluded exchanging titles of 
good books to read, hiking 
at Seneca Falls after 
Thanksgiving dinner, and 
playing a competitive game 
of Scrabble 

She is survived by her 
children, Larry George 
McLaughlin and wife 
Jeanne, Denver, Colo, 

David Charles McLaughlin 
and wife Margie, Warren- 
ton, Va., Keith Douglas 
McLaughlin, Oakland, 

Robert Dudley McLaugh¬ 
lin, Kansas City, Mo., Allan 
Ralph McLaughlin, Hilton 
Head Island, S.C., and Ju- 


great-grandchildren; and six 
great-great-great-grand- 
children 

Friends will be received 
on Friday from 2 to 4 and 7 
to 9 p m at Deer Park 
United Methodist Church, 
where a service will be held 
on Saturday, Oct. 4, at 11 
am., with the Rev. Gail 
Hixon officiating. 

Friends may call at the 
church one hour prior to the 
service. 

Interment will be held in 
Deer Park Cemetery 

The family requests that 
memorials take the form of 
contributions to Deer Park 
United Methodist Church, 
81 Church Street, Deer 
Park, MD 21550. 

Fredlock Funeral Home, 
Piedmont, W.Va., is in 
charge of arrangements. 

(Paid Obituary) 


s; one involved in a number of Keppert; one stepson. Kus- 

and leagues and clubs over the sell Bounds; one step 

Uilpin years. She had the distinc- brother, Philip Padgett, two 
;rand- tion of being the fi st female nieces; and four nephews, 
’rand- member of the Oakland A service will be held on 
Anita Elks Lodge No. 2481. Saturday, Oct. 4, at 1 p.m. 

xford, She will be remembered at St. Matthew’s Episcopal 
egiver as a dear friend, special Church, Oakland 

mother, and "most fun Vivian’s wishes were to 
reived MiMi ever.” have her ashes taken to her 

and 7 She is remembered by family farm for a private 
. Bur- her partner, Bob Bounds, family gathering. 

Oak two daughters, Venessa In lieu of flowers, well- 
vill be Stacy and Crystal Craver; wishers may donate to the 
iirday, one son-in-law, Andy local Hospice or the Ameri- 
Men- Craver; two grandsons, can Cancer Society 
Isaac and Samuel Craver; 
ow in one brother, Mark Padgett; 

dens, one sister, Patricia Padgett 


OBITUARIES 


Read. Then Recycle 


term illness at snarps ivteai- 
cal Center, Chula Vista, 
Calif. 

Born Oct. 12, 1953, in 
Portsmouth, Va , he was a 
son of Reta and Gerald 
House, Oakland He was 
preceded in death by his 
paternal grandparents. 

He was a construction 
worker. 

He is survived by one 
daughter, Nikki (Bass) 
House, Washington; two 
sisters. Shirley (House) Van- 
Brunt and Elsie (House) 
Eddington, both of Oak¬ 
land; pne brother, Gerald 
"Doc" House Jr., Terra 
Alta, W.Va.; and two 

gnnddp.ughters 

At his request, his body 
was cremated and returned 
home to Oakland. 

There was no service. 

E. HILDA MAD1GAN 

E. "Hilda" Madigan, 97, 


ROBERT R. FOLEY 

Robert K. Foley, 79, Al- 

P exandria, Va., died 
on Wednesday, Sept. 
10, 2008, at Fairfax 
Hospital, Fairfax, 
Va., after an extended ill¬ 
ness. 

formerly of Deer Park, died Born May 2, 1929, in 

Wednesday, Oct 1,2008, at Shaw, W.Va., he was a son 
Dennett Road Nursing 0 f the late James C. Foley 
Home, Oakland Sr. and Rose Riley Foley 

Born Dec. 7, 1910, in Lee. He was also preceded 
Kitzmiller, she was the m death by four brothers, 
daughter of the late Asa and James C. Foley Jr., John I. 
Ella Hinebaugh Moon. She Foley, Raymond "Pat" 
was also preceded in death Foley, and Billy Foley; and 
by her husband of 63 years, two sisters, Mary K. Tucker 
Edward Madigan; one son, and Vivian June Reckart 
Harold Madigan; and two He was reared in Garrett 
daughters, Imogene Patton County, and served in the 
and Elaine Timmerman United States Army, sta- 

Shewas a homemaker. tioned in France. 

She is survived by eight He is survived by his 
grandchildren. Sandy Hoi- wife, Dorothy Wood Foley, 
land and husband Richard, two daughters, Teresa 
Loch Lynn, Gayle Richter McDaniel and Kimberly 
and husband Ron, Deer Therricn; one sister, Fern 
Park, Karen Wagner and Foley-Genung; four grand- 
husband Larry, Westmin- children; and five great- 
ster, Pam Tasker and hus- grandchildren, 
band Danny, Deer Park, Friends were received at 
Amy Collins and husband Jefferson Funeral Chapel, 
Kenny Deer Park, Jimmy Alexandria 
Patton Terra Alta, W.Va., A service was held at 

Roger Timmerman and Aldersgate United Method- 
wife Deanna, Deer Park, ist Church, Alexandria, on 


October 4 ^$ 0 ? 

6:30a.m. until??? 

American Legion Lower Parking Lot 

on Memorial Drive Across from the Hospital 

Household Furniture Office Furniture Exercise Equipment 

Children’s Toys Glassware Hand Tools 

Lawn l Garden Items Books Household Items 


This will be a very large sale with a wide variety of merchandise 

All proceeds benefit the Garrett Co Marine Corps League 
The Garrett Co. Marine Corps League is a U.S. Marine Corps Veterans organization 
that benefits the needs of the local community. 


s e. Green 

Plumbing & Healing 

Fall Furnace & Boiler 
Clean, Tune & Inspection 


301-334-2121 or 1-877-334-8501 

www.shafferfordsales.com 


hultides Free 
I Voter Ucuter Inspection 


GRS has the areas ONLY 
aquatic therapy pool!!! 


Did you also know ... 

Aquatic therapy will increase... 

• Circulation 

• Range of motion 

• Strength and endurance 

• Balance and coordination 

• Relaxation 

• Flexibility 

. Muscle tone 


Aquatic Therapy also. .. 

• Protects loints during exercise 

• Reduces stress 

• Decreases swelling 


Did you know you 
don’t have to be 
able to swim to 
benefit from 
aquatic therapy? 
301 - 334-1863 

cxnn Thava> Conlnr 

Oakland, Md. 21550 

www.garrettrehab.com 


Aquatic therapy is great for... 

• Pregnancy 

• Postoperative weakness 

• Arthritis / Joint replacement 

• Athletic injuries 

. Neck and back pain 


Chronic Pain 






After over 19years, we are closing 
our tloors. Thanks to the many 
valued customers and friends 
who made it memorable 


Spinning Wheel & 
Dream Weavers 
Antiques 

FINAL CLOSING 
SALE! 


Last chance to buy before we go out of business. 
We still lias e a lot of quality items to choose from! 
Final clearance prices! 


Sale Dates 


Oct. 2, 3, 4 & 5 
Oct. 9,10,11 JL 12 

161 .Main St. (,i ants\ ille, Md 
301-895-5983 


MERCURY 
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'Wedt ‘V&UftKUA 

News from Preston, Tueker, Grant and Mineral Counties. 


Pratt Cemetery 
Group To Meet 

The Pratt Cemetery As¬ 
sociation, Newburg, will 
meet on Saturday, Oct. 11, 
at 7 p.m. at the Birdscreek 
Community Building. 

"Please attend if you 
would like to participate," 
said a group spokesperson. 

The agenda includes a 
discussion on lots, survey¬ 
ing, the mailing list, and 
cemetery remapping 

Whitedale Church 
Schedules Revival 

Whitedale Brethren 
Church will hold its annual 
fall revival services begin¬ 
ning today, Thursday, 
through Saturday, Oct. 2-4, 
at 7 p.m., with Rev. Phillip 
Matthews from Oak Grove 
Church 

Whitedale Brethren 
Church is located west of 


Terra Alta at the bottom of 
Evans Curve. For more in¬ 
formation, persons may call 
Rev. Stanley Waybright at 
304-698-7844, Jay Ander¬ 
son at 304-789-6264, or Rita 
Varner at 304-379-2533. 

Praise Chapel To 
Host Women's 
Event Tomorrow 

Praise Chapel Christian 
Fellowship will host a 
"Women of Power: The 
Women at the Well" event 
tomorrow, Friday, Oct. 3, 
at 7 p.m. 

"Prepare for a ladies' eve¬ 
ning with the word and fel¬ 
lowship, followed by a cov¬ 
ered-dish dinner," said a 
spokesperson. 

The chapel is located at 
112 E. Washington Avenue, 
Terra Alta. For more infor¬ 
mation, persons may call 
Norma at 240-321-3208. 
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High Performance Radtals 


firestone 

A TRADITION Of INNOVATION 


IIRELLI 

TOVO TIRES * 

W. 


GENERAL TIRE <3 MUNIROYALB 

y YOKOHAMA 


GOODfVEAR 


TERRA ALTA NEWS 


TERRA ALTA 

PUBLIC LIBRARY 

The Annenberg Founda¬ 
tion Trust at Sunnylands 
has provided three DVDs 
for circulation. They are 
Conversations On the Constitu¬ 
tion, The Constitution Project 
Documentaries, and Addi¬ 
tional Conversations on the 
Constitution. The National 
Endowment for the Arts has 
presented two DVDs, Why 
Shakespeare? and Muse of 
Fire. These were both pro¬ 
duced for the NEA by Red 
Car Inc, in partnership 
with Arts Midwest. 

Dorothy Bolyard pre¬ 
sented The Reach House by 
Jane Green in memory of 
Louis Bolyard, as well as 
several other new books. 
Others donating books,•pe¬ 
riodicals, pamphlets, and 
audios have been Barbara 
Metheny, Joe and Jane Ar¬ 
nold, Linda Himelrick, Una 
Kisamore, Ernie Metheny, 
Dr. Stephen White, Shirley 
Williams, Jeannie McGin¬ 
nis, Pat Grimm, and Law¬ 
rence Sypolt. 

Nancy Hoffman from the 
Community Educational 
Outreach Service (CEOS) 
was the guest speaker at 
Wednesday's story hour. 
She chose a Buckwheat Fes¬ 
tival theme for her chil¬ 
dren's story hour presenta¬ 
tion. This included pictures 
and articles about the festi¬ 
val. The children each se¬ 
lected a picture from a vari¬ 
ety of festival scenes to 
color. A grist mill. Reckart's 
mill, and stacks of buck¬ 
wheat cakes were a few of 
the choices. Each partici¬ 
pant received a blue ribbon 
The children taking part 
were Alexis Hart, Chase 
Garlitz, Mikey Hart, Caden 
Garlitz, Stephen Hart, 
Makala Garlitz, and Abigail 
Shaffer 

The annual book sale 
will begin on Monday, Nov. 
3, at 4 p.m., and will run 
through Fridty, Nov. 14, at 
5:30 p.m. There will be no 
pre-sales. 

WRANGLERS 4-H 

The Wranglers 4-H Club 
will meet on Friday. Oct. 3, 
at 4 p.m at the City Limits 
Ranch to discuss a club¬ 
house All members are 
asked to attend 

TERRA ALTA 

BETTERMENT INC. 

Terra Alta Betterment 
Inc.’s next meeting will be 
held on Monday, Oct 6, at 
the town hall. It will begin 
at 7 p.m. 


BENEFIT DINNER 

The Faith United Meth¬ 
odist Church in Cranesville 
will host a spaghetti dinner, 
with proceeds going to Op¬ 
eration Christmas Child, on 
Oct 10 at 5 p.m. The meals 
will cost $7 for adults and 
$4 for children. Take-outs 
will be available. 

QUILT WINNER 

The Civic Club an¬ 
nounced the winner of this 
year's quilt raffle. Becky 
Hunn of Morgantown had 
the winning ticket, which 
was #051. 

•)th Annual Barn 
Dance Slated At 
Brookside Faun 

The 5th annual Aurora 
Barn Dance will take place 
at the Brookside Farm, lo¬ 
cated behind Cathedral 
State Park in Aurora, on 
Sunday, Oct. 5, rain or 
shine, from 2 to 6 p.m. 

Traditional Appalachian 
music will be provided, 
starting with Wolf Creek 
Session, followed by Doug 
Van Gundy and his group, 
Born Old. 

There will be homemade 
food and warm apple cider 
available. 

Tickets for the dance, 
which include entertain¬ 
ment and food, are $10 per 
person They can be pur¬ 
chased at the door (children 
undei 10 aie admitted fice). 
Children's activities will be 
provided by naturalist Mike 
Powell. 

Local businesses have 
donated door prizes, which 
will be raffled throughout 
the event All those attend¬ 
ing will receive free tree 
saplings, provided by the 
West Highland Conser¬ 
vancy. 

All guests are invited to 
bring musical instruments 
for an "open jam session" to 
begin at 6 p.m following 
the dance. 

The proceeds will benefit 
the Aurora Project's facili¬ 
ties and programs. 
Founded in 2001, the 
Aurora Project is a non 
profit community initiative 
revitalizing six historic 
buildings and adapting 
them for reuse for artists' 
residencies, education, and 
community partnership pro¬ 


www.artbutlerauto.com 


C ars 

08 Ford Taurus X SEL AWD 15,000k $19,989 

06 Chevy Cobalt 4 dr 44,000 mi. 59,989 
06 Chevy Impala LT 33,000 mi. $13,589 
06 Mercury Milan 31,000 mi $13,989 
05 Pontiac Vibe AW/D 33,000 mi $13,989 
05 Chrysler 300 22,000 mi. $15.989 

03 Chevy Impala 64,000 mi $7,989 

02 Ford Taurus 74,000 mi. $5,989 

SUV 

09 Nissan Murano 12.000 mi $23,989 
08 KIA Sportage 17,000 mi $14,989 

08 Mitsubishi Outlander 25,000 mi. $14,989 
08 Nissan Rogue 11,000 mi. $18,989 
08 Jeep Grd Cherokee 22,000 mi $16,989 
08 Toyota 4-Runner 21,000 mi. $22,989 

08 Nissan Rogue 15,000 mi $18,989 

08 Mitsubishi Endeavor 15,000 mi $15,989 
08 Mitsubishi Endeavor 16,000 mi $15,989 
08 Mitsubishi Endeavor 22,000 mi. $15,989 
07 Hyundai Sante Fe 40,000 mi. $14,989 
07 Chrysler Aspen ltd 35,000 mi. $16,989 
07 Chrysler Aspen ltd 34,000 mi $16,989 
07 Jeep Grand Cherokee 30,000 mi $14,989 
07 Nissan X-Terra 36,000 mi $14,989 
07 Toyota RAV4 28,000 mi $18.989 

07 Dodge Nitro SXT AW/D 20,000 mi $15,989 
06 GMC Envoy 35,000 mi. $14,989 

05 Hyundai Sante Fe 22,000 mi $13,989 
04 Mitsubishi Endeavor 56,000 mi $10,989 
04 Dodge Durango 17,000 mi. $12,489 

CHECK WEBSITE INVENTORY- 
CHANGES EVERYDAY! 


FO REIG N 

08 Mazda 3 18,000 mi 
07 Mazda 3 sedan 8,000 mi. 

07 Subaru Forester 15,000 mi. 

07 Nissan Sentra 11,000 mi. 

07 Mitsubishi Galant 16,000 mi 
06 Hyundai Sonata 56,000 mi. 

04 Hyundai Sonata sedan 75,000 mi. 
00 Honda Accord 4 dr 116,000 mi 


Tr uc ks 

08 Nissan Titan crew 4x4 22,000 mi. 
08 Nissan Titan crew 20,000 mi. 

08 Dodge Ram 1500 quad 4x4 20k 
08 Dodge Ram 1500 quad 4x4 19k 
08 Dodge Ram 1500 quad 4x4 28k 
07 Toyota Tundra crew 4x412,000 mi. 
07 Mitsubishi Raider crew 4x4 
06 Toyota Tacoma ext 4x4 74,000 mi 
05 Dodge Ram quad 39,000 mi 
04 Ford Ranger ext 4x4 62,000 mi. 

03 Dodge Ram 1500 quad 74,000 mi 
03 GMC Sonoma ext 4x4 66,000 mi. 
02 GMC 1500 ext 4x4 75,000 mile 

Vans 

05 Chrysler T&C 18,000 mi. 




$14,989 

$15,989 

$16,989 

$14,989 

$13,989 

$10,589 

$7,989 

$5,989 


$18,989 

$18,989 

$19,989 

$18,989 

$18,989 

$22,989 

$16,489 

$14,989 

$15,489 

$10,989 

$13,489 

$8,489 

$12,989 


$11,989 


I 


ACCIDENT. MD Rt. 219 
across from Northern High School 



Bad Credit? 
Chech With Us! 


C /f 4 f < > 

www.artbutlerauto.com 


j Mon. - Thurs. 9 *7; Fri. 9-6; Sat., 9-3 
_■ 301-895-5326 • 301-746-8227 . 800-499-4869 



grams 

For additional informa¬ 
tion or directions, persons 
may contact Megan Crow- 


BUCKWHEAT CAKES 

Maple Spring Church 
will serve a buckwheat cake 
and sausage dinner on Sat¬ 
urday, Oct. 4, from 3 to 8 
p.m A bake sale will also 
be held at the site during the 
dinner. Donations sug¬ 
gested for the dinner are $7 
for adults, $4 for children 
under age 10, with pre¬ 
school age children admit¬ 
ted free. 

BARN DANCE 

The 5th annual Barn 
Dance will be held on Sun¬ 
day, Oct 5, at the Brook¬ 
side Farm barn beginning at 
2 p.m There is an admis¬ 
sion charge of $10 that cov¬ 
ers four hours of food, fresh 
cider, two band perform¬ 
ances, and dancing Cider 
will also be available for 
sale. The event is sponsored 
by the Aurora Project, 
which includes the restora¬ 
tion of Brookside cottages. 

MEET THE 
CANDIDATES 

There will be an evening 
meeting held Thursday, 
Oct. 16, at 7 p.m. to intro¬ 
duce this year's candidates 
for office. The meeting will 
be held at the Aurora fire 
hall. There will be an intro¬ 
duction of each candidate, 
followed by a question and 
answer session The public 
is invited to attend 
REVIVAL 

A Gu-Tcll-Il-On-Tlic- 
Mountain Revival will be 
held Friday, Saturday, and 
Sunday, Oct. 17-19, at 
Aurora Lutheran Church 
There will be a dinner from 
5:30 to 6:30 p.m. on Friday 
and Saturday, followed by a 
worship service at 7 p.m 
Sunday morning, an 8:30 
a m. breakfast will be pro¬ 
vided preceding the 10 a m 
worship service. The public 
is invited to attend 
EGLON 

MOUNTAINEER 4-H 

Members of the Eglon 
Mountaineer 4-H Club re¬ 
cently held their regular 
monthly meeting at the 
Eglon Memorial Building. 
President Trevor Spaid 
called the meeting to order 
and the pledges were led by 
Sydney Vandevender 
Wesley Spaid led devotions, 
and Jonathon Blamble re¬ 
corded attendance. 

' There were two guest 


ley at the Aurora Project 
(304-735-3620) or via e-mail 
at auroraprojectfa frontier- 
net. net. 


speakers present at the 
meeting Aaron Lantz gave 
a slide show presentation on 
his recent trip to Europe as 
part of the People to People 
program Willie Lantz from 
the Garrett County Exten¬ 
sion Office gave a power 
point presentation of the 
destruction caused by the 
Gypsy Moths in Garrett 
County and the surrounding 
areas. Lantz demonstrated 
how Global Positioning 
System (GPS) is used to 
mark and locate the 
boundaries of properties to 
help show where treatment 
for the gypsy moths is 
needed. He also explained 
how the GPS is used in cre¬ 
ating corn maze designs. 

An election was held to 
appoint officers for the 2009 
year. Trevor Spaid will re¬ 
main president, Jesse 
Schalker will serve as vice 
president, Jonathon Blam¬ 
ble will serve as secretary, 
Chad Vandevender was 
chosen to be reporter, and 
Nathan Cussins will remain 
treasurer. The music and 
recreation leaders are 
Wesley Spaid, Danielle 
Blamble, and Sydney Van¬ 
devender. 

All were named in atten¬ 
dance, as well as the follow¬ 
ing parents and leaders: 
Linda Lewis, Elaine Roth, 
Jackie Blamble, Marilyn 
Schalker, Angie and Ron 
Spaid, and Teresa Vande¬ 
vender. Those wishing to 
join the club should contact 
Linda Lewis at 304-735- 
3963 or one of the other 
above mentioned adults. 

BIRTH 

Sophie Zariah Zinn was 
born Tuesday, Sept. 9, to 
Michelle and Anthony 
Zinn, Kingwood. Sophie 
weighed 7 lbs., 6 oz. and 
was 20 inches long. Sophie's 
grandparents, Michael and 
June Sisler, and great- 
grandparents, Scott and 
Dean Sisler, were visited by 
the family on Sunday. Her 
paternal gradnparents arc 
Randy and Dianne Zinn, 
Tunnelton. Her other ma¬ 
ternal great-grandmother is 
Louise Jackson, Rowles- 
burg. 

PERSONAL 

A birthday party was 
held at the Pleasant View 
Baptist Church to celebrate 


Carter Culler's first birth¬ 
day. Guests were greeted by 
his mother, Cora Cullers, 
who planned the event and 
provided refreshments and 
entertainment. 

Harry Cullers, Reading, 
Mass., was a recent visitor 
of his brother, Melvin Cull¬ 
ers, Aurora, and his sisters 
and brothers-in-law, Bonnie 
and Robert Harsh, and 
Betty and Dayton Bolyard. 
Dayton and Betty Bolyard 
had two parties this past 
Sunday. They first stopped 
at Carter's birthday party 
and then went on to Nes- 
tlick Acres for Cody Bol- 
yard's fifth birthday party. 
Cody is the son of Julie and 
"Buck" Bolyard and grand¬ 
son of Betty and Dayton, 
who also reared Cora. 

The Sunday gospel sing 
at Bethel United Methodist 
Church was well attended 
and a lot of inspirational 
music was presented by 
various groups and indi¬ 
viduals. 

Claude and Jean Winters 
welcomed Ciaude's brother 
Harold and niece Susan 
Davala, both of Columbus, 
Ohio, this past week They 
attended the Buckwheat 
Festival and visited with 
other relatives. 

Relatives of Willard 
Donham, Mtn. Lake Park, 
were notified of his death at 


age 90 He was the son of 
the late Arthur Donham. 

There were several local 
exhibitors at the Buckwheat 
Festival in the livestock and 
4-H categories. We con¬ 
gratulate all winners and 
participants in their efforts. 

Several of the Aurora 
Charge United Methodist 
Churches were in Burling¬ 
ton at the beginning of the 
week assisting in the mak¬ 
ing of apple butter. 

Benefit Dinner 
Slated At Mt. 
Storm Fire Hall 

A fundraising dinner will 
be held this Sunday, Oct 5, 
starting at 11 a m at the 
Mt. Storm fire hall in Mt. 
Storm, W.Va. Proceeds will 
benefit Shirley Gillaspie. 

The menu will consist of 
baked steak, mashed pota¬ 
toes and gravy, green beans 
or corn, coleslaw or apple¬ 
sauce, roll, drink, and des¬ 
sert. 

The cost is $7 for adults 
and $3.50 for children. 
Take-outs will be available. 

This event is sponsored 
by the Mt. Storm United 
Methodist Church and Gil- 
laspie's friends and 
neighbors. 



Autumn Glory Weekend 
October 10-12 

Friday beginning at 4 p.m., 
Sat. & Sun. beginning at 11 a.m. 

tm Turkey Dinner with 
Homemade Dressing, 
Mashed Potatoes & Gravy, 
Choice of Green Beans or 
Sauerkraut, Cranberry Sauce. 


Slice of Pie, 


and Coffee 
or Tea 


$y50 



—v 

Only Turkey Dinner! will 
be served during these times; 
no other menu items 
available 

' *•_ 


Fike's Family 
Diner & Bakery 

Rt. 39, Crellin • 301-334-3119 
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Strong, Stable, Secure. 

Part of our community for more than 100 years. 


Since 1891, Clear Mountain Bank has built its 
foundation on sound banking principles. We're also 
one of the area's strongest and safest banks. Clear 
Mountain Bank has earned the highest five-star safety 
rating from Bauer Financial, the nation's leading 
independent bank rating firm. In today's economic 
climate, it's good to know that Clear Mountain Bank is 
strong, stable and secure. 

Check out our rating! Visit www.bauerfinancial.com 
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Clear Mountain 
Bank 
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LRMC Honors 
Sanders For A 
Job Well Done 

Shannon Sanders, a 1987 
Southern High graduate, 
was recently honored as the 
August Employee of the 
Month by the Lakeland 
Regional Medical Center in 
Lakeland, Fla. There are 
approximately 4,600 em¬ 
ployees working at the cen¬ 
ter 

"Shannon is the epitome 
of the unsung hero in our 
organization," said Evelyn 
Lee, a registered nurse at 
the center. "[She's] always 
there, working hard to meet 
every need, always giving 
100% of herself, and always 
caring about those around 


her." 

Sanders was also a recipi¬ 
ent of the REACH Award, 
given to employees who 
excel in their positions and 
live the values of the 
LRMC REACH winners 
are those who exceed expec¬ 
tations within their job roles 
while contributing to the 
mission of the center 

"Shannon works well 
with patients and is a team 
player," a co-worker stated 
in her nomination. "She 
tends to her patients' eviery 
need, and many times is the 
first to see a change in a 
patient's mental or physical 
condition, and she will 
bring it to the attention of 
nurses and physicians One 
time it made a difference 
between life and death." 

Sanders lives in Mul- 



.^ORTHODONTICS 

it’s time tv smile 



Dr. Jackie Paiaisa, 


DMD,MS 

Braces for Children & Adults 
Friendly, Experienced Affordable 

PARTICIPATING WITH: 

* United Concordia 
* Delta Dental • MetLife 
♦ MD Physicians Care 

Call Today For Free Evaluation 

(301) 689-9111 

Or visit: ww.frostburgortho.c 

cavcndi 151 Bishop Murphy D rive^ « dign 
£%Tgr Suite B.Frostbur^MD ^ 3? 



Mon-Sat: Serving food 11 am - 9 pm 

Pub opens at 3 p.m. Closed on Sundays 

ENTERTAINMENT 

Oct. A Floyd Coulter 

Thun., Ocl. 9, l Fri„ Od. 10, BOATHOUSE DU 
Sal., Od. 11, Jonny Rodt 
Sal., Od 25, Ri??ifu Brokers 

L. ............. 

l?S)6ffl i8^}UL, seasoi 

Pro or College 

" Bucket of 6 
Domestic Beers 
& a Dozen Wings 

$15 



Goat nights 
only 

Exclndinf 

Weekend* 


-t- tax 


Fax your food order ahead at 

301-533-4406 


SHUFFLEBOARD LEAGUE Starting! 

Monday League, Oct. 13 Stop hv ( h f p„|, 
Wednesday League, Oct. 15 _ and sign up! 


i 


MOONEY 


Bradley Lane DIIR 
Oakland 



liuur~ —7 li.m. Zj p.rrs., jetv.r ,it rccu | 

PUB opens at 3 p m., MON SAT j 







Join us this weekend! 


CHRYSLER JEEP DODGE 


We extend a compassionate helping hand. 


253 Aiken Miller Rd. Accident MD 
www.cherryhillal.com 

Bsi>i 


301-746-8082 


Person Claiming 
To Be With OVFD 
Is Running Scam 

Citizens have recently 
been contacted by unknown 
suspects on the telephone 
falsely claiming to be col¬ 
lecting funds for the Oak¬ 
land Volunteer Fire Depart¬ 
ment 

Neither the fire depart¬ 
ment president, Fred Callis, 


nor the fire chief, John 
Feather is aware of any so¬ 
licitation at this time by the 
fire department The fire 
department considers this a 
scam and urges the public 
not to fall victim to it The 
matter has been reported to 
the Garrett County Sheriffs 
Office. 

Any person with furthei 
information is asked to con¬ 
tact the GCSO at 301-334- 
1911 or Chief John Feather 
at 301-616-3776. 


JUST A REMINDER 


tutions. 

In addition, Alex was 
recently notified by Adop¬ 
tions from the Heart 
(AFTH) that her photo will 
appear in the 2009 Building 
Beautiful Families Calen¬ 


dar. This is the third year 
for this publication, and 
Alex's third year of inclu¬ 
sion in the project. Proceeds 
from sales benefit humani¬ 
tarian aid efforts both here 
in the United States and 


abroad. 

Calendars w ill go on sale 
in mid-October, and will be 
available in the AFTH 
online store, as well as each 
branch office of the adop¬ 
tion agency. 


"Deep in the heart of patient care lie compassion and 
dedication to the profession of improving healthcare 
practices and the overall well-being of patients,” said 
a WVU spokesperson. "As each student dons a white 
coat, his or her commitment to apply an empathetic, 
humanistic approach to healthcare is affirmed.” Gregg 
is shown at left being congratulated by Dr Gerald 
Higa, associate professor, department of clinical phar¬ 
macy. Lantz is shown at right with Higa. 


Sunday Sales of Alcohol will be 
on our ballot in November. 

YOUR VOTE DOES COUNT. 

Encourage your family 
and friends and other voters to... 

Help to preserve our heritage 
of Alcohol-Free Sundays 
in Garrett County. 

Vote “NO” to Sunday Sales 
of Alcohol in your Election District. 

Auth by Friends for Alcohol-Free Sundays 
Thomas E Doyle, Treas. 


LOCAL RESIDENTS RECEIVE "WHITE COATS” - 
The West Virginia University School of Pharmacy's 
recent White Coat Ceremony marked the beginning of 
the journey into the profession of pharmacy for two 
Garrett County residents. Robbin C. Gregg and Evan 
M Lantz, both of Oakland, are members of the class 
of 2012 and are 2008 white coat recipients. The White 
Coat Ceremony signifies that pharmacy education 
goes beyond the possession of knowledge related to 
the practice of delivering medication to patients. 

berry, Fla., and has two 
children. 

G'ville Maranatha 
Plans Yard Sale 

Maranatha Assembly of 
God will hold a yard sale on 
Saturday, Oct. 4, beginning 
at 8 a m. 

The event will be held 
rain or shine The church is 
located at 176 Springs Road 
(Route 669), Grantsville. 

For more information, per 
sons may call 301-895-5300. 

Miller Selected 
For Inclusion 
In '09 Calendar 


Alexandra Miller, daugh¬ 
ter of Jeff and Maxine 
Miller of Grantsville, has 
been notified that her photo 
will be included in the 2009 
"From China with Love" 
calendar, produced by 
Families with Children 
from China - Indiana 
This is Alex's sixth ap¬ 
pearance in the calendar, 
having appeared in the 
2008, 2007, 2006, 2004, and 
2003 editions 

This year, 4,000 calen¬ 
dars will be printed, and 
they will be available by 
placing orders online with 
the following companies: 
Asia for Kids, Celebrate 
Adoption. China Sprout, 
and Culture for Kids The 
proceeds from calendar 
sales are donated each year 
to help U S-based, non¬ 
profit organizations that 
have established authorized 
charitable initiatives for 
children who remain in Chi¬ 
nese children's welfare insti- 


DEEP CREEK LAKE STATE PARK/ 
DISCOVERY CENTER 

The following activities have been scheduled for this 
week at Deep Creek Lake State Park. Programs and cen¬ 
ter hours are subject to change without notice. All pro¬ 
grams meet or begin at the Discovery Center unless other¬ 
wise noted. Further information can be obtained by call¬ 
ing the Discovery Center at 301-387-7067, or by visiting 
the web site: www.dnr.state.md us/publiclands/westcrn/ 
deepcreeklake. 

Saturday, Oct. 4 

• 11 a.m. Reading Naturalist. Guests may join the 
park staff to hear a story about nature and then make a 
related craft or explore nature, or both The book titles 
and craft/hike rotate $2 per child. (30 min.) 

• II a.m. to 2 p.m. - Fire Tower Tours Persons are 
invited to join park staff and volunteers in a tour of the 
newly renovated fire tower to learn of Maryland's fire his¬ 
tory and experience good views of Deep Creek Lake and 
the fall foliage The tower is 100 feet tali, 3,021 feet above 
sea level, and 600 feet above Deep Creek Lake. $2 per 
person. Participants may meet at the fire tower any time 
during the three hours. 

• 1:30 p.m. Nature Hike. Guests may join a natural¬ 
ist on a nature hike through the trail system to see the au¬ 
tumn leaves and possibly wildlife preparing for winter 
The trails are rocky, so persons are asked to wear proper 
hiking footwear. (Approx. 90 mins.) 

Sunday, Oct. 5 

• II a.m. Critter Encounter Meet in the Discovery 
Center to watch (and maybe help) the naturalist feed 
some worms to fish, turtles, and snakes (30 min.) 

• 1:30 p.m. Aviary Encounter Naturalists and vol¬ 
unteers will provide a close-up look at the birds of prey. 
The birds will be perched in the open for photographs and 
unobstructed viewing. Naturalists will demonstrate the 
cleaning and care of the animals, providing a "look be¬ 
hind the scenes." (Approx. 90 min.) 


Pastor Dave & Patty Marsh 
invite you to join us for 
Garrett 

County's newest and most 
innovative worship 
experience! 

Crossroads 


Relaxed Contemporary 

...undeniably Christian! 

Garrett 8 Cinemas -Jj ^ 

Sunday mornings (g> 9:15 


06 Dodge Ram 1500 Quod Cab $15,995 
06 Jeep Commander Sp 7-pass. $15,995 
06 Chrysler Sebring $ 9,995 

05 Jeep Gl Cherokee Ltd., NAV $18,995 
05 Jeep Gl Cherokee Ltd, NAV $15,995 
05 Dodge Grand Caravan SE+ $11,995 
05 Chrysler 300 Ltd. $17,995 

04 Jeep Gl Cherokee Laredo $11,995 
04 Subaru Baja, Leather $15,995 

04 Jeep Gl Cherokee Ltd. $12,995 
04 Dodge Ram 1500 Quod Cab $14,995 
04 Jeep Gl Cherokee Overland $16,995 
04 Dodge Durango SLT $13,995 

03 Dodge Ram 1500 Quad $13,995 
03 Jeep Gl Cherokee Ltd. $ 9,995 
03 Dodge Ram 1500 $10,995 

03 Jeep Gl Cherokee Overland $15,995 
03 Dodge Ram 1500 Reg. SLT $11,995 


03 Dodge Ram 1500 Quad 
02 Dodge Gl Caravan 
02 Ford Explorer XLT 
01 Dodge Ram 1500 Club 
01 Dodge Ram 1500 Quad SLT 
00 Dodge Ram 1500 SLT 

Program Vehic 


$13,995 


5,995 

5.995 

7.995 
7,495 

6.995 


08 Chrysler Town & Country 


gri 

J sler Tt 
ge Avenger, moonroof 
07 Jeep Wrangler Sport, 4 dL 
07 Jeep Compass 
07 Chrysler Sebring 
07 Doage Caliber 
07 Chrysler Town & Country 
07 Jeep Gl Cher Laredo 
07 Doage Caravan 
05 Jeep Wrangler Rocky Mtn. 
05 Doage Ram 2500 Quad 


les 

$24,995 

$15,995 

$22,995 

$15,995 

$15,995 

$13,995 

$16,995 

$16,995 

$13,995 

$15,995 

$21,995 


See dealer for details. Trod* will ottect telling price. Tax, title and tags extra. 3 mo. / 3,OOOmi Powertrain warranty 

113 S. Main St.. Accident MD 


OPEN: M, TO, TH, FR ■ 8 to 7 
WED -8to6, SAT -8 to I 


301 - 746-8181 

301 - 895-3230 
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There's Always Something Blooming 
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at our 

NEW Location! 

114 S. Second Street 

As of Wed.. Oct. 1 

(located bctw-cen Marvin's 
and Proudfoot's Oakland Pharmacy) 
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301-334-9404 
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Silks, Garlands and Wreaths, 
lust in time for Autumn Glory! 


f 

f 

Jan Florist 

~ K_ 


Your silk and 
fresh flower experts! 

Photo. Christopher Schwcr 

SI RVING YOU CONTINUOUSLY FOR AI L YOUR FLORAL NEEDS WHILE WE MOVEI 

♦ * * 
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Champion Liar To 
Tell Tall Tales At 
AG Story Festival 



Adam Booth, from Shep- 
herdstown, W. Va., will be 
a featured teller at the 
Marylands Tall Tale Liars’ 
Festival and Book Sale dur¬ 
ing the Autumn Glory 
weekend on Saturday, Oct. 
11, at 11 a m 

According to Dr. Gail 
Herman, coordinator of the 
festival, Booth is a two-time 
champion of the West Vir¬ 
ginia Liar’s Contest, cham¬ 
pion of the Northeast Story¬ 
telling Festival Liar’s Con¬ 
test in Gettysburg, Pa., and 


winner of “Best Tall Tale” 
from the Autumn Glory 
Tall Tale Liar's Festival 

"In his early years, Booth 
was exposed to many differ¬ 
ent kinds of storytelling at 
family gatherings and holi¬ 
day celebrations," said Her¬ 
man. "Influences of Appala¬ 
chian heritage and history 
color his tales, as well as 
biblical and family stories. 
He has perforrr\pd at festi¬ 
vals, universities, private 
corporate functions, 
schools, and churches 
throughout the mid-Atlantic 
region." 

Booth teaches in the de¬ 
partments of music and 
first-year experience at 
Shepherd University and 
serves on the faculty of the 
Virginia Governor’s School 
for the Humanities and Vis¬ 
ual & Performing Arts. He 
is also a frequent teller at 
“Tcllabration," a night of 
storytelling around the 
world, which is held in local 
communities the weekend 
before Thanksgiving each 
year and is inspired by the 
National Storytelling Net¬ 
work. 

Other professional tell¬ 
ers include Katie Ross from 
West Virginia. Ross will 



HYPNOTIST TOM DELUCA will perform on the 
Garrett College stage on Saturday, Oct. 4, as the final 
offering of the Garrett Lakes Arts Festival’s (GLAF) 
2008 season. Seats are still available for the event, 
which will begin at 7:30 p.m. Tickets are $17 for 
adults, $7 for students (including college students), 
and free for youth 5 years and younger (but a ticket is 
still required). Tickets will be available at the audito¬ 
rium bo. office, beginning at 6:30 p.m., or are avail¬ 
able by calling GLAF at 301-387-3082. DeLuca is a leg¬ 
end on the college entertainment circuit, a spokesper¬ 
son said. He has appeared on Good Morning America, 
the CBS Morning Show, Dateline NBC, CNN, PBS, and 
other national television and radio talk shows. 
"Volunteers from the audience are hypnotized and do 
crazy and interesting things," the spokespersons aid. 
"This is something you don’t want to miss.” The spon¬ 
sor partners for this final GLAF presentation are 
LAOC and Jim and Brenda Shank. 




i\t 





wvyMv.garrettarts.com 

THURSDAY, Oct. 2 

• Reception for artist Fabian Green and his "Thread of Ariadne" exhibit, 5:30-7:30 
p m the public is invited and refreshments will be served. At the Gallery, 206 E. Alder 
Street, Oakland. 

SATURDAY, Oct. 4 

• Campus Hypnosis w ith Tom Dcl.uca The final presentation of the Garrett Lakes 
Arts I estival 2008 season, 7:30 pm, Garrett College auditorium. Sec picture and infor¬ 
mation I ickets $17 for adults, $7 for students, and free for those 5 and younger Info: 
101 387 3082 or www artsandentertamment.org 

WF DNI SDAY, Oct. 8, THROUGH SUNDAY, Oct. 12 

• Autumn Glory Festival Wide variety of arts entertainment, exhibits, music, crafts, 
nd dance to be part ofthe 41st annual Autumn Glory Festival Sec today's special publi- 
•it'on, Splendor, for a detailed schedule, directions, and other Autumn Glory informa- 

tio 

EXHIBITS 

• Ihrough Oct 31 "Thread of Ariadne” exhibit along with mixed media display 
including oil, acrylics, and photography by Fabian Green. The Gallery, 206 E. Alder 
Street, Oakland, Monday ihrough Saturday, 10 a m to 5 p.m Info: 301-334-6580 or 
www garrcttarts.com 

Serving the Garrett County Arts Community Since 1976 

Garrett County Arts Council 

206 fc. Alder St., Oakland, MD 21550 yjUw' 301-334-6580 


tell a story while the chil¬ 
dren are waiting to hear 
about their prizes. Her hus¬ 
band Otto Ross is a musi¬ 
cian and will add musical 
interludes 

Howard Payne from 
Garrett County, and down- 
state and Fanny Crawford 
from Hagerstown will 
round out the program 

Prizes will be awarded, 
including a whitewater raft¬ 
ing trip for four donated by 
the Garrett College Adven¬ 
ture Sports Program. Other 
prizes are books from the 
Book Mark'et; gift certifi¬ 
cates from Brenda's Pizze¬ 
ria and other area restau¬ 
rants; gift certificates from 
Marvin’s; a dried flower 
basket from Jan Florist; and 
many other prizes. 

The children’s portion of 
the Tall Tale Festival and 
Book Sale begins at 9 a m 
The AAUW book sale be 
gins at 8:30 a m. All chil¬ 
dren will receive prizes from 
the AAUW Other chil¬ 
dren’s prizes include a $50 
savings bond from First 
United Bank & Trust and 
candy from the Farmer’s 
Market. 

Thanks go to the How¬ 
ard and Audrey Naylor 
Family Trust and to the 
Garrett Reading Council for 
helping to make this schol¬ 
arship benefit possible. Do¬ 
nations are collected at the 
door (suggested donations 
include $2 for children over 
5 years old, $4 for adults, 
and $3 for senior citizens). 

The event is held at the 
St. Paul’s United Methodist 
Fellowship Hall in Oak¬ 
land The public is invited 
to attend as listeners or as 
tellers. Truth can be stran¬ 
ger than fiction, so true sto¬ 
ries, as well as tall ones, are 
welcome 

For directions or to tell a 
story, persons may call Dr. 
Gail N. Herman at 301-387- 
9199 

Southern Band 
To Host 31st 
TOB Contest 

The 31st annual Western 
Maryland Tournament of 
Bands will be held at the 
Southern High School ath¬ 
letic field on Saturday, Oct 
11, beginning at 6 p.m The 
event is hosted by the 
Southern Garrett Marching 
Band and the Southern 
Band Boosters. 

There will be nine bands 
competing for trophies and 
placement in four divisions 
based on band size The 
Southern band, under the 
direction of Joshua Elmlin- 
ger, will perform in exhibi¬ 
tion near the end of the pro¬ 
gram 

Competing in Group I 
will be Tygarts Valley 



CASTLEBAY, A DUO FROM MAINE, will present 
a concert of traditional Celtic folk music and music of 
the Maine coast at the New Germany State Park Lake- 
house on Saturday, Oct. 18, beginning at 7 p.m. The 
event is sponsored by the Friends of New Germany 
State Park. Castlebay's musicians are Julia and Fred 
Gosbee, composers, vocalists, and instrumentalists 
from Maine. Julia plays the Celtic harp and Fred the 
violin and four other folk instruments. They specialize 
in the poetry and songs of Robert Burns, reciting and 
singing his work in the original dialect. The concert is 
free, but donations will be accepted. The public is in¬ 
vited to attend. Spectators should bring lanterns and 
flashlights, since the three parking lots are not 
lighted. 


(W.Va.) at 6:15 p.m., and 
Northern Garrett Marching 
Band at 6:30. Northern is 
under the direction of 
Duane Salisbury. 

In Group II, Petersburg 
(W.Va.) High School and 
Walkersville will take the 
field, with Petersburg to 
begin at 6:45 and Walkers¬ 
ville at 7 p.m. 

An intermission will be 
held at this time, during 
which the Western Mary¬ 
land Extreme All-Star 
Cheerleaders will perform 
on the field 

Group III competition 
will begin at 7:30 p.m. 
Three bands will compete in 
this division: Magnolia 
High School (W.Va.), fol¬ 
lowed at 7:45 by Fairmont 
(W Va.) High, and Fort Hill 
at 8 p.m. 

In Group IV, Baldwin 
(Pa.) High School will take 
the field at 8:15, followed at 
8:30 by Martinsburg 
(W Va.) High School. 

Southern will perform in 
exhibition at 8:45 p.m. 

The awards presentation 
is slated to begin at 9:15 
p m Several area businesses 
have sponsored trophies for 
the event. They will be 
listed in the program. 

Band fans may purchase 
the traditional "air grams," 
to be read as the bands take 
the field; "flower grams," to 
be delivered to band mem¬ 
bers at their buses; and 
"band ducks," little gifts also 
delivered to members. 
There will be raffles, food 
sales, and other items avail¬ 
able for sale. 

All proceeds from the 
event go to the Southern 
Band Boosters, an organiza¬ 
tion with the sole purpose of 
supporting and helping fund 
the activities and efforts of 
the band 

Allocate $39K 

Continued from Page A-l 

and the minimum wage, as 
well as the lack of increase 
in state and federal funding 

As a result, several cost¬ 
saving measures would 
have to be made beginning 
in October, including reduc¬ 
ing the home-delivered meal 
service days. 

At the July meeting, the 
commissioners said they 
hated to see cuts to Meals 
on Wheels, as many seniors 
depend on the service not 
only for food but social in¬ 
teraction with the meal de¬ 
liverer as well 

The AAA officials said 
they had looked at various 
ways to try to maintain the 
five-day service level, but 
given the current funding 
situation, it did not look 
possible 

This week, the commis¬ 
sioners agreed to appropri¬ 
ate $39,383 from the Garrett 
County Health Depart¬ 
ment's carryover to main¬ 
tain the five-day service 
level 

"This is a one-time ap¬ 
propriation for fiscal year 
2(XN," said county adminis¬ 
trator Monty Pagenhardt 
These funds wcic made 
available from the supple¬ 
mental carryover of fiscal 


year 2008 funds ($185,715) 
from the Health Depart¬ 
ment to the county ." 

Of the appropriated fund¬ 


ing, $9,936 will be used to 
cover delivery costs, $6,000 
for personnel, and $23,447 
for food, according to Com¬ 
munity Action president 
Duane Yoder 

SHA Officials 

Continued from Page A-1 

including the Oakland by¬ 
pass, have been deferred 
until economic conditions 
improve. 

DOT officials are ex¬ 
pected to announce tomor¬ 
row what other local pro¬ 
jects have been put on hold 

Local officials have com¬ 
piled a list of priorities, con¬ 
cerns, and questions that 
they will present at the 
meeting Those include the 
Oakland bypass, the Rt. 219 
North alignment project, 
improvements to the Rt 
219 corridor, continued up¬ 
grades to Rt 42, possible 
upgrades to Rt. 495, sign¬ 
age/line striping improve¬ 
ments on Rt. 135 at the bot¬ 
tom of Backbone Mountain 
in Bloomington, and fund¬ 
ing for the Meadow Moun¬ 
tain and the Deep Creek 
recreational trails. 

Each fall the DOT pre¬ 
sents its draft of the six-year 
capital program to every 
county and Baltimore city 
for review and comment It 
then prepares a final report 
to present to the General 
Assembly in January. 
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SARAH: HOW A HOCKEY MOM TURNED 
ALASKA •S POLITICAL ESTABLISHMENT 
UPSIDE DOWN 
by Kaylene Johnson 

c. 2008, Epicenter Press, $19.95, 159pages 

Review by Terri Schlichenmeyer 

A few weeks ago, when Senator John McCain put ru¬ 
mors to rest and revealed his running mate, you could 
almost hear the question rumble across 49 states: “Sarah 

H'/lO?" 

While Alaskans knew their governor well, most people 
were in the dark then Now, unless you just woke up from 
a long three-week nap, the name of Governor Sarah Palin 
is familiar But with one of the country’s most important 
elections looming, how much do you know about her? 

You owe it to yourself to possess as much knowledge 
as possible about Palin, as well as the other candidates, 
when you step to the booth this fall. Begin by picking up 
the book Sarah: How a Hockey Mom Turned Alaska's Political 
Establishment Upside Down by Kaylene Johnson. 

Reared in a boisterous family, Sarah Heath had integ¬ 
rity and honesty instilled in her from an early age. John¬ 
son says that the Heath kids knew they had to work to get 
anything extra, so they hauled wood, gardened, and did 
other assorted chores for spending money. Sarah knew 
that college was not an option and that she and her sib¬ 
lings had to pay for their own education. Johnson said 
Sarah entered a beauty pageant solely for the scholar¬ 
ships. 

After eloping with her boyfriend Todd Palin, and fol¬ 
lowing the birth of her second child, Sarah was encour¬ 
aged to run for Wasilla City Council, a seat of which she 
won by a comfortable margin. Shortly thereafter, she chal¬ 
lenged the incumbent for mayor and won by an even 
wider vote Later, after eyeing the lieutenant governor’s 
office and accepting (and resigning from) an appointment 
to the Alaska Oil and Gas Conservation Commission, 
Palin ran on an “I’ll listen” platform and became gover¬ 
nor of Alaska, the first woman to do so. 

“Challenge” is a good word that describes Palin’s ten 
ure in office. Johnson gently relates several incidences 
when Palin went head-to-head with officials in various 
departments, most of whom quickly met her "personal 
brand of stubborn resolve.” And her time spent in office — 
much like her nomination as vice president for the Repub¬ 
lican ticket — was not without controversy. 

While Sarah How a Hockey Mom Turned Alaska's Politi¬ 
cal Establishment Upside Down is informative, it's also ripe 
with sappy pandering (“Sally Heath has a voice that 
sounds like a song ”), over-generalizations ("Her down- 
home demeanor is one reason why Alaskans like her”) 
and quite biased U-Rah-Rah storytelling 

Author Kaylene Johnson lives near Wasilla, so enthu¬ 
siasm for a neighbor is something to be expected, but 1 
was also hoping for a little bit more neutrality in this 
book, particularly on behalf of any reader who's looking 
for hard facts and less ebullience. 

Supporters are going to love this book, but there’s 
nothing new in here for them. Undecided voters will have 
to look past the effluent praise to find the nuggets that are 
here to glean My advice is to find this book, read it, and 
ignore the gushing, because education is important on 
your way to the voting booth, and Sarah is a good start. 
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CHRISTOPHEL TAKES FIRST IN DANCE COMPE¬ 
TITION Jennifer Christophel, who owns and oper¬ 
ates the Balanced Body Studio and the Wellness Cen¬ 
ter at Deep Creek Lake, won national recognition last 
weekend at the Cleveland Dance Sport Challenge. She 
took first place, in her division, in the Pro-Am Interna¬ 
tional Latin Open Gold , third place in the Open Latin 
Scholarship, and third place in the International Latin 
Open in the World Pro-Am Series. Jennifer trains at 
the Art & Style Studio in Pittsburgh, Pa., under the 
tutelage of national Latin and ballroom champions 
Rozanna and Terry Sweeney, and is partnered by 
Rozanna's husband Terry. Her next scheduled dance 
competition event is the Ohio Star Ball Dance Sport 
Championships in November. 






LOCAL MUSICIAN HONORED - William Janoske, 
a science teacher at Southern Middle School, was 
named Marion County, W.Va., 2008 Tourism Person of 
the Year last week. He received this honor for his 
work with the Country Music Association of W.Va., 
where he worked to bring various Nashville artists to 
the county this past year. Janoske and his wife Lisa 
play in the house band at the Sagebrush Round-Up 
every Saturday night in Fairmont, W.Va. Pictured 
above is Marianne Moran, executive director of the 
Convention and Visitors Bureau, and Janoske, recipi¬ 
ent. 
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Call for Movie Times 

(301) 387-2500 

GIFT CERTIFICATES AVAILABLE 
FRIDAY, OCTOBER 3rd - THURSDAY, OCTOBER 9th 


Tom DeLuca 

Hypnotist 

Saturday, October 4, 2008 
at 7:30 p.m, 

1 Garrett College Auditorium 

Adults SI7 • Students $7 

FREE for children 5 years and younger 

(but children need a ticket) 

The Hippist Hypnosis Show * 

Volunteers from the audience are hypnotized 
and do crazy and interesting things. Tom has ap¬ 
peared on Good Morning America. CBS Morning 
Show. Dateline NBC, CNN, PBS and many other *> 
national television and radio talk shows. He is a 
hot item on the college circuit! 0 ’ 

Sponsor Partners: 

LAOC, Jim and Brenda Shank 

GLAF Season Sponsors: :we B.t »>*r Deep Creek Realty. FiraU. 

HRberl H Leighton M.D S ce Put ompany Total Btt ■ 
Fulfillment and Wisp Resorl Large gifts and grants have been given 
by Audrey and Howard Naylor The Garrett County Arts Council, The 
Maryland state Arts Council. Mm Atlantic Arts Foundation. National 
Endowment for the Arts and Pennsylvania Performing Arts on Tour 


" GLAF 2008 

301 - 387-3082 

- Ti etats tmwfuNg online . - 

www.artsandentertainment.org 
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FRIENDSVILLE NEWS 


ASHER GLADE 

CHURCH OF GOD 

Love feast and commun¬ 
ion will be held this Sunday, 
Oct. 5, at 7 p.m 

The Youth Group will 
meet Monday, Oct. 6, at 7 
p.m at the church 

A board meeting will be 
held Friday, Oct 10, at 7 
p.m 

PANCAKE SUPPER 

Grace Lutheran Church 
will hold its annual pancake 
supper on Friday, Oct 3, 
from 4 to 7 p.m. at the 
church. The menu will in¬ 
clude pancakes, sausage, 
sausage gravy, etc. Thriven! 
will provide matching funds 
for the free-will donation 
proceeds. 

TOWN NEWS 

The next mayor and 
town council meeting will 
be held Monday, Oct. 6, at 
7 p.m. 

There will not be a fall 
clean-up this year. 

FFA SUPPER 

The FFA will be holding 
a buckwheat supper this 
Friday, Oct. 3, from 4 to 7 
p.m. at Northern High 
School. The menu will con¬ 
sist of buckwheat cakes, 
pancakes, sausage and sau¬ 
sage gravy, hash browns, 
applesauce, dessert, and 
beverage The cost will be 
$6 for adults and $3 for 
those 12 years and younger. 
Proceeds will be used to 
finance the chapter’s up¬ 
coming trip. 

SPAGHETTI DINNER 

The NHS boys’ basket¬ 
ball team will host a spa¬ 
ghetti dinner on Friday, 
Oct. 24, from 4 to 7 p.m. at 
the school. The menu will 
consist of spaghetti with 
meat sauce, tossed salad, 
Texas toast, dessert, and 


beverage. The cost will be 
$6 for adults and $3 for 
those under 8 years of age. 

SNOWY CREEK 4-H 

Submitted by Derrica 
Friend 

Snowy Creek 4-H Club 
members Austin and Colby 
Lowdermilk, Kileigh Low- 
dermilk, Madi Gallager, 
and Nancy Travis partici¬ 
pated in the flag-raising for 
the Woodmen of the World 
9/11 ceremony at Friends- 
ville Community Park 

The Sept 11 meeting of 
the club was called to order 
by president Patrick Sines. 
The 4-H activity attended 
by members was the 2008 
Garrett County Fair. Der¬ 
rica and Kendra Friend at¬ 
tended the Maryland State 
Fair in Timonium 

Under new business, the 
Gary Guard Trucking do¬ 
nated a market swine pur¬ 
chased at the fair. The club 
discussed and voted on do¬ 
nating the swine to the Sel- 
bysport United Methodist 
Church for the buckwheat 
cake dinner to be held on 
October 24. All members 
agreed to help serve at the 
dinner as a community ser¬ 
vice project. 

Upcoming events were 
discussed: 4-H Days were to 
be held Sept. 27 at Cove 
Run Farms, and “The 
Weekend,” which is an 
event for older youth at the 
4-H Camp, is set for Oct. 3 
and 4. The 4-H baby beef 
raffle tickets were handed 
out to ail members. Money, 
stubs, and any unsold tick¬ 
ets need to be turned back 
in by the next meeting. 

Members who are at 
least 12 years old were to 
meet Sept. 13 to pick up 
trash for the Adopt-a- 
Highway program 



Adorable 

Adoptables 






gether at the Bass home last 
Saturday — Blakely Glot- 
fclty, Matthew and Scotty 
Bass, and Sara Voelkel of 
Accident Sara is facing her 
first big freshman exam in 
biology. Her father said she 
is very concerned about it. 

Lenny and Sally Pohol- 
sky were dinner guests of 
Ken and Alice Sisler, Mc¬ 
Henry, this past week. Sally 
visited with Joe and Mary 
Stanton, as they continue to 
recover at their home from 
their accident. Carol Bass 
was a Sunday visitor of 
Sally. 

Joey Mock of Scranton, 
Pa., was a visitor of the Po- 
holskys for several days last 
week. She was very anxious 
to see where Accident, 
Maryland, was located, and 
she loved all of Garrett 


County Her son Kit and 
Torrcy reside in Greens¬ 
boro, N.C. 

Ruth DiPaolo attended 
the Garrett County Appre¬ 
ciation Dinner at the Bit- 
tinger fire hall Saturday 
night. 

I tried to call Joe and 
Kim Powell for my opinion 
poll about the economy 
crisis I got her answering 
machine and asked her to 
call me back. She started to 
call at 6 p.m. and many 
times all she got was a busy 
signal. She was concerned 
about me and came up to 
my house at 9 o’clock. I got 
my answer from her on 
what she thinks of the Wall 
Street mess. She is afraid we 
are in for a depression. Like 
I, she is deeply concerned 
about things here in the 
country. 


STILL WAITING FOR A HOME is this big white 
longhaired cat, who is currently housed at the Garrett 
County Animal Shelter. "He is 'looking' for that perfect 
indoor home," said a Humane Society spokesperson. 
"He will need to be neutered and vaccinated upon 
adoption." Also in need of homes are two light-color¬ 
ed tortoise shells (one pictured), a black/white female 



hound, and a nice black/white male tuxedo feline. 
"Last week's two featured cats were adopted, but sev¬ 
eral cats remain up for adoption," said the spokesper¬ 
son. "Many adult cats come in to the shelter, but few 
are adopted." For more information, persons may call 
the shelter at 301-334-3553, or visit the facility at 152 
Oakland Sang Run Road. It is open Monday-Friday. 


were very far out of the race 
for the playoffs, and not 
even close of having a basic 
measure of a successful sea¬ 
son 

1 did hear some local 
news. Some University of 
Maryland students got to- 
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Let us give you the smile you’ve always dreamed of.. 


Dr. William Savage & Dr. Lindsay Rhodes 


Welcoming new parents! 
Evening, Saturday and 
Emergency Appointments 

Call us today for your 4 1 
“SPRING CLEANING” 


323 East Oak Street, Oakland, MD 301 -334-3435 
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Pharmacy Notes 

GRECG'S Pharmacy 


20 N. Third St.. 


<S> Oakland, MD 21550 


301 - 334-2197 


Ernest J. Gregg, Jr., P.D. - Owner 

Computerized RX Service • Patient Counseling 
"Your Health Is Our Business" 

Hours: Mon -Fri 8:30 a m til 9:00 p.m. 

Sat 8:30 a m. til 9:00 p m. • Sun. & Holidays 6 p nj, tjj 9 p.m 

Flu Prevention and Treatment 

Although the flu season varies in peak activity and duration 
based on geographic location, the CDC Advisory Committee on 
Immunization Practices (ACIP) recommends vaccination when 
influenza vaccine is available in the Fall. The following persons 
should receive an influenza vaccine for the 2008-2009 influenza 
season, according to ACIP recommendations: all children age 6 
months through 18 years, all persons age 50 years or older, and 
other adults at risk tor complications tor influenza infection. In 
addition, persons who live with or care lor persons who are at 
high risk of complications should receive influenza vaccine. 

Trivalent inactivated vaccine (TIV) and live attenuated 
influenza vaccine (LAIV) are recommended to reduce the risk of 
infection with influenza virus and subsequent complications. 
The Food and Drug Administration (FDA) has approved six 
vaccines lor the 2008-2009 influenza season: Afluria, Fluarix, 
FluLaval. Fluvirm, Fluzone, and FluMist. FluMist is the LAIV. It is 
only recommended for healthy persons age 2 through 49 years. 
Antiviral medications are also available for the treatment of the 
flu Oseltamivir (Tamiflu) and zanamivir (Relenza) are approved 
for both the prevention and treatment of influenza, although the 
flu vaccine is the first choice tor prevention. 


The next meeting will be 
Tuesday, Oct. 14, at 6:30 


p m at Friendsville Elemen¬ 
tary School. 


Notes From Bittinger 

by Joan Glotfelty Sussman 


Word has been received 
of the death of one of our 
former neighbors, Olive 
Bender, 91, who moved to 
Mogador, Ohio, some years 
ago. She died Monday 
morning at SUM A Health 
Systems Hospital in Akron 
Friends will be received at 
the Bittinger Mennonite 
Church this Saturday from 

I to 2 p.m. prior to the bur 
mI service at the church 
Burial will be in the church 
cemetery 

I don't think that a lot of 
Bittinger people are holding 
very many stocks, but I do 
assume they have lots of 
41 OK and mutual funds for 
their retirement. Today was 
bad news for anyone who 
invested in the stock mar¬ 
ket. The market plunged 
more than it did even on the 
day following September 

II In fact, it was the biggest 
plunge since that day In 
fact, it was the biggest 
plunge in 30 years Imagine 


NEED A LIM0 
301-501-LIMO 

deepcreektiraes.com/Umo 


m LONG & FOSTER: 

trgsntlfn.tr rim REAL ESTATE • MORTGAGES « TITLE » INSURANCE 


Buy Your First Home Now and 
Save $7,500 on Your Income Taxes! 



The Government is Helping Americans 
Buy Their First Home. 


Contact your neighborhood sales office: 

Cumberland Short Gap 

Maryland West Virginia 

301 - 722-4700 304 - 726-4313 
800 - 531-9425 800 - 836-7858 

?00 S. Gaorga Street Rt i Bon 42S 

Cumberland. MI) Rldgoley. WV 


Deep Creek Lake 

Maryland 

301 - 387-4700 

800 - 336-5253 

Z37B9 Garret! Mtgtiway 
McHenry M0 


What an incredible 
opportunity 
for first-time 
homebuyers! 

In addition to a huge 
selection ot homes to 
choose from, and near¬ 
record low interest rates 
on solid, 30 year fixed rate 
mortgages, and far more 
affordable prices, first-time 
homebuyers now have the 
added incentive of a $7,500 
federal income tax credit 
to help them buy their first 
home!* 

Stop paying rent. 
Become a 
homeowner 
instead! 

One simple phone call to a 
Long & Foster sales office 
will get you on the road to 
homeownership Meet with 
a friendly, knowledgeable 
Long & Foster real estate 
agent. While you're at it, 
meel with a Prosperity 
Mortgage loan officer in 
the same localion and get 
pre qualified for a mortgage 


Snarch fur homes online at www.longandtoster.com. 
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if the Republicans had their 
own way to privitize Social 
Security. 

I don’t know enough 
about stocks to invest in 
them to ensure my Social 
Security. Even those who 
are knowledgeable about 
them feel the pain big time 
from the failure of the bail¬ 
out plan. Banks ln^Eurppe 
are also feeling the pain of 
the grave situation of the 
American economy. 

On the bright side of life, 
a great Bittinger “grand 
dame,’’ Ethel Buckel, cele¬ 
brated her birthday on Tues- 
day, Sept 30 — not sure 
which one, but possibly 
88th. She is a wonderful 
example on how to cope 
with aging so well. She is 
still as beautiful as when she 
was 50. 

She and Evelyn Shawley 
were the leaders of our Bit¬ 
tinger Girls' 4-H Club 
They both were helpful and 
demanding Although the 
general club membership 
was not quite as tomboy-ish 
as Cindy Beachy Stanton 
and I were, they still put out 
some polished young ladies, 
who can cook and sew and 
do public speaking. 

Cindy Richardson re¬ 
turned from her trip to Af¬ 
rica last Friday. So now 
Pastor Randy is happy, as 
having her home means he 
eats and sleeps better 

I really miss my physical 
therapy session with Marina 
Getz of the health depart¬ 
ment’s Home Health But 1 
still do our routine every 
day My Meredith helps me, 
that is, when she has 
enough time She is kept 
busy keeping up with her 
work at Garrett College 

She took a very difficult 
exam in philosophy, which 
most of ncr class bombed, 
but Mere was able to score 
an 82%. 

Maddy Whittemore and 
her Northern High junior 
varsity volleyball team are 
keeping Lesa very busy 
these days. The team is 
quite young and inexperi¬ 
enced, so they have not 
been winning lately, but 
Lesa sees the team improv¬ 
ing 

Also busy are Kevin and 
Carol Bass with Emma as a 
member of the varsity team 

As the temperature has 
been dropping, our leaves 
arc increasing their color¬ 
ing But according to Court¬ 
ney, the autumn colors are 
far more advanced down in 
the Canaan Valley area in 
West Virginia 

Id,i Ifcckncr, 103 years 
young, is now living at 
Cherry Hill Assisted Living 
along Aiken-Miller Road 

A lot of Rittmgcr folks, 
including Rodney Glotfelty, 
are busy getting in their fire¬ 
wood for the winter Many 
women are still very busy 
canning men gniden pro¬ 
duce These two things have 
not changed in Bittinger 
since 2000 


It is also very different 
that, instead of real horse¬ 
power, now our roads are 
cleaned of snow and 
crowded by gas-guzzling 
automobiles and trucks. 
With gasoline approaching 
S4 a gallon, it was certainly 
much cheaper to fuel your 
transportation (horses). I 
hope I can get together 
enough money to order 
some fuel. 

The gap of the Pirates 
season is over and now 
filled with the Steeler sea¬ 
son. This Monday evening 1 
watched the game between 
the Steelers and Baltimore 
Ravens. 

The Poholsky household 
is delighted that it is time 
for football, and so far the 
Steeler season looks much 
more promising than the 
way the Pirates' season 
turned out. The Pirates 
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ELKS LODGE #2481 

100 Elk St., Oakland, MD 

Friday, Ocf. 10 

Tickets: $30 Donation 


Three 



Coverall 

Jackpots 

Regular Games 


Doors open ot 5 p.m. - Games start at 6:30 
EXTRA SPEED SPECIALS WILL BE SOLD! 

Refreshments Available 

A fundraiser sponsored by 0VFD & BP0E Elks lodge #2481 

Tickets may be purchased at the door. No admission under age 18. 
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Celebrate the Holidays at 
Pine Lodge Steakhouse & Smiley's Pizzeria! 

Make Your Holiday Party Plans Now & Save! 

It’s time to plan your company or family holiday party! We've made planning your party easy by creating 
holiday menus to fit any size group, from 10 to 400, and every budget. Please visit our website at 
www.dclfun.com or call 301.387.0059 for Smiley's and 301.387.6500 for Pine Lodge Steakhouse. 

Buy One Gift Card Sc Get One Free foryour Party Guests! 

Looking for the perfect gift for your party guests? For every gift card you purchase, we II give you one free* 
when you book a holiday party at Smiley's Pizzeria or Pine Lodge Steakhouse! 

•Restrictions apply please call for details 301-387-6500. 

The Perfect Stocking Stuffer that Lets Their Taste Buds Decide! 

What makes our gift card different than others? It's three gills in one! I he DCLFUN gift card is accepted at 
Pine Lodge Steakhouse R Saloon, Smiley’s Pizzeria and Smiley's Funzone! So your recipient s taste buds can 

decide where to use their DCLFUN gift cards! 

New! Smily’s Funzone Season Passes 

We re delivering more smiles than ever before with our Miles of Smiles Season Pass! The season pass 
may be used every day from Memorial Day to Labor Day, 2009. Play and ride laser tag, go-carts, mini golf & 
bumper boats all summer long. Buy your season passes now for only $50 until December 24 before 
they go to the regular price! A perfect stocking stuffer! 

We Cater! 

If you’re planning your holiday party at home, in the office or other facility, our event coordinators 
wi ii work with you lo create the perfect menu and bring it all to you. 
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Huskies Fail To Capitalize 
Against Falcons, Fall 18-7 
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Huskies put the fust 
their mly — points 
ic board in the first 
r when /ach Fratz 
. d the e id zone on an 
i,l run and Josh 
Aorth booted the extra 
with 7 21 to play in 
•nod. 

Falcons knotted the 
via a 7-yard touch- 
pass from James 
to Ch istian Brown, 
i succesiful PAT kick 
, ij;an W olford at the 
mark ol the first quar- 
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12 yard line went right into 
the hands of a Northern 
defender, but was dropped. 

Then on fourth down, 
the Falcons lined up for a 
field goal Wolford subse¬ 
quently missed on the at¬ 
tempt, but the Huskies were 
flagged for offsides. On the 
second attempt, Wolford 
made good on the 29- 
yarder, giving Frankfort a 
16-7 lead. 

The Husky offense pro¬ 
duced a potential scoring 
drive late in the third period 
and into the final stanza, 
mining the ball to the Fal¬ 
cons’ five-yard line with a 
second and goal. 

The next play was 
stopped for a three-yard 
loss, making it third and 
goal from the eight. The 
Huskies advanced to the 
three and went for the 
touchdown on fourth down, 


LOOKING FOR RUNNING ROOM against a stingy Frankfort defense is North¬ 
ern High quarterback Josh Duckworth in a game played on the Falcons’ field last 
Friday. The Huskies were defeated by an 18-7 spread, and will face another tough 
test this Friday in their homecoming game against undefeated Bishop Walsh. 
Photo courtesy of Delos Carpenter. 


but Duckworth's pass fell 
incomplete, giving posses¬ 
sion back to the Falcons. 

‘‘That pretty well de¬ 
stroyed our momentum,” 
said Northern head coach 
Phil Carr 

The Northern defense 
followed with a goal-line 
stand of its own late in the 
fourth quarter stopping the 
Falcons on the two-yard 
line. But the Huskies were 
unable to move th^ ball out 
of the hole and were forced 
to try to punt from their 
own end zone The snap 
was mishandled, and Fal¬ 
con defender Derek Bonner 
tackled the would-be Husky 
punter for a safety with just 
129 left in the game. 

“This was definitely 
more disappointing than 

FRANKFORT (18) 
NORTHERN (7) 

Northern 7 0 0 0 -7 

Frankfort 7 6 3 2 - 18 

First Quarter 
N - Zach fratz 11 run (Josh 
Duckworth kick). 7:21. 

F - Christian Brown 57 
pass from James Jones 
(Logan Wolford kick), 3:04 
Second Quarter 
F - Wolford 11 pass from 
Jones (kick failed). 4:25. 

Third Quarter 
F - Wolford 29 field goal. 
8:09. 

Fourth Quarter 

F - Safety. Punter sacked 
by Derek Bonner. 1:29 


our losses to Smithsburg 
and Keyset," Carr said. 
“We really had a good shot 
at winning, but we just did¬ 
n’t execute when we needed 
to. Overall, our offense did 
move the ball better, but we 
just did not capitalize on 
four or five opportunities " 
The Huskies will have no 
easy task again this Friday 
when they host undefeated 
Bishop Walsh (5-0), a team 
that struggled for many 
years before resurging in the 
past couple of seasons 
The Spartans utilize a 
spread offense, but also 
have a powerful running 
game with three backs each 
exceeding 200 pounds. 

Leading the rushing at¬ 
tack is sophomore Dylan 
D’Atri (6-1, 205), along 
with senior Allegany trans¬ 
fer Marshall Porter (6-1, 
200 ). 

Leading the offensive 
unit is junior quarterback 
Jared Mathews (6-1, 180). 

“Mathews is very ath¬ 
letic, and he does a good job 
throwing the ball,” Carr 
said 

Opening the holes for the 


Spartan backs are the likes 
of sophomore tackle Sean Still UflDGStGri 
Rowan (5-9, 240) and junior 
James Loffert (5-9, 205) 

"They are definitely big¬ 
ger than we are," Carr said, 

“but we are somewhat 
faster than they are, so we 
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hope to capitalize on that 

BW's usually 6-2 defense 
is led by D’Atri and Loffert 
at linebacker positions. 

Injuries are not currently 
a big problem for the Hus¬ 
kies, but Carr said that ill¬ 
ness is. Among those out 
this week, and probably for 
two or three weeks, is start¬ 
ing quarterback Josh Duck¬ 
worth 

“He’s being tested for 
mono[nucleosis] this week," 
CarT said, “and a few other 
kids are not feeling very 
well." 

Replacing Duckworth 
will be sophomore Jake 
Bosley (5-8, 155). 

"Jake seems very confi¬ 
dent and up for the chal¬ 
lenge," Carr said. 
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Annual Holiday 
Savings Event 


$25-100 

SAVINGS 

per window on select 
Hunter Douglas 
window fashions 

(10 irimliw' wav /vr prmtui r) 


Sometimes, the holidays seem even mom festive when you re saving 
money That's wl ■> we're ottering you a tlOO rebate pe' window on Doette* 
Honeycomb Shades with Vert g ide" Vertical Pleat System, as well as a 
$25 rebate on energy-efficient Duette’ Architeila " Honeycomb Shades. 

Offer valid September 25 - December 15. 2008 Ask lor details 


HunterDouglas 

WINDOW 


Behind a 16-carry, 148- 
yard effort by Alex Baker, 
and a strong performance 
by the defense, the Northern 
High School junior varsity 
football team maintained its 
perfect record by defeating 
host Allegany, 13-8, on 
Monday. 

The win upped the Hus¬ 
kies’ record to 4-0. 

Baker put the first points 
on the board, scoring on a 
27-yard run at the 6:42 
mark of the first quarter 
Zach Meyers booted the 
conversion kick 

But the Campers re¬ 
sponded quickly, scoring on 
their first play from scrim¬ 
mage after the Huskies 
kick-off. Quarterback Drew 
O’Neal connected with 
Hayden DeVore on a 62- 
yard touchdown pass 
Steffen Bonnette ran suc¬ 
cessfully for the two-point 
conversion, giving Alco an 
8-7 lead with 6:27 to play in 
the first quarter 

About 4 '/j minutes later, 
the Huskies took the lead 
for good, when Patrick 
Sines scored a touchdown 
via a three-yard run The 
two-potnt conversion run 
was no good, but there 
would be no more scoring 
in the game 

The Huskies had addi¬ 
tional opportunities, espe¬ 
cially in the first half, as 
they moved the ball inside 
the Campers’ five-yard line 
twice in the second quarter, 
but could not punch it into 
the end zone 

The Northern defense, 
led by Sines, Meyers, and 
Carlos Howard, finished 
with seven sacks and four 
interceptions. Each of the 
three had six tackles, with 
Meyers and Howard getting 
two sacks apiece, and Sines 
recording two interceptions 
Coach Scott Jones' Hus¬ 
kies will return to Green- 
way Avenue Stadium on 
Monday to take or. the Fort 
Hill jayvees 

Northern 13 0 0 0 - 13 
Allegany 8 0 0 0 -8 

First Quarter 

N - Alex Baker 27 run 
(Zach Meyers kick), 6 42 


Women Golfers 
Hold Luncheon 

The Oakland Ladies 
Golf Association of the 
Oakland Golf Club held its 
end-of-season luncheon and 
awards presentations last 
Thursday. 

Winners in the first flight 
were June Bray, low gross, 
and Bobbie Seward, low 
net. 

Corresponding winners 
in the other flights were: 
second flight, Fran Bell and 
Rosie Versteegen; third 
flight, Becky Glotfelty and 
Pearl Daniels; and fourth 
flight, Betsy Polce and Katie 
Peters-Rodwell. 


Sue O’Neal was named 
Most Improved Golfer, and 
June Bray was the Ringer 
Board winner 

SGA Promotes 
'Ram Red Out' 
Football Night 

The Southern High 
School Athletic Department 
is promoting a "Ram Red 
Out" night for its home 
football game, being held 
during the weekend of Au¬ 
tumn Glory, on Friday, 
Oct. 10, at 7 p.m. 

The Rams football team 
will be hosting the Peters¬ 
burg High School Vikings, 
and a special invitation is 
being sent out to all current 


and past Ram fans in the 
community. All are encour 
aged to bring family and 
friends to the game A spe 
cial request is issued for 
everyone to dress in Ram- 
red colors. 

"It is our hope that at this 
game, we will witness the 
stands of the Southern Ram 
stadium filled with enthusi 
astic fans all wearing red 
colors," said Susan Newton, 
Southern's athletic director 
"We want everyone to come 
out and be a part of our in¬ 
augural 'Ram Red Out' 
game." 

Admission is $5 for 
adults and $3 for students 
and seniors; gates will open 
at 6 p.m 


“Our kids have been very 
motivated this week, and 
are looking forward to play¬ 
ing an undefeated team,” he 
said, “plus it’s our home¬ 
coming game. It should be 
exciting ” 

Friday’s kickoff is set for 
7 p.m. 

Rams’ Game Vs. 
Ft. Hill Canceled; 
To Play Tucker 

Because of a scheduling 
error by the Fort Hill High 
School Athletic Depart¬ 
ment, the football game that 
was to be played between 
the Sentinels and the South¬ 
ern High Rams last Friday 
was canceled. 

The Sentinels instead 
played Cambridge-South 
Dorchester, leaving the 
Rams with no game for the 
week. 

Southern will be back in 
action this week at Tucker 
County. 

NHS Jayvees 
Edge Allegany; 
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pass from Jarred Arrick 
(Steffen Bonnette run), 6:27. 

N - Patrick Sines 3 run 
(run tailed), 2 00 


SQUID THE CLARION! 

ROM AID R. ROWAN 
03 / 26/08 

I wrote this several months ago as o 'moth TOO long to be published, 1 "Letter to the Editor." Please keep the 
following in mind as you read it: 1. Our principal problem since 1913 is government programmed debasement of the 
USS. 2. The bailout of investment bonks ond corporations by the US government is fascism, not socialism ... and 
certainly not capitalism; eg. "Fascism should more appropriately be rolled corporatism because it is the merger of 
state ond corporate power -Benito Mussolini, Fascist dictator olItaly (1922-1943) . 3 Another worthwhile quote: "I 
believe that banking institutions ore more dangerous to our liberties than standing armies. If the American people 
ever of low private banks to control the issue of their currency, first by inflation, then by deflation, the bonks and 
corporations that will grow up around [the banks] will deprive the people of all properly until their children wake up 
homeless on the continent their fathers conquered. "-Thomas Jefferson. 4 U. S. Constitution, Section 8 The Congress 
shall have the Power To coin Money, regulate the Value thereof and of foreign Coin (And) Section. 10 Mo stole shall 
moke any Thing but gold and silver Com a Tender m Payment of Debt. (Paper money, ond the Federal Reserve Board 
ore not enumerated in our Constitution!) 

Now then: If you wont to know what s happening to our beloved country, you must first be awore of who and what 
is driving the jalopy that is now our economy full speed toward the dearly marked abyss that lies just ahead of us, 
dragging our bankrupt ond criminally tainted financial institutions along behind it. Add to this scary scenario the fact 
that our once great nation, the creditor to the world at one time, is now the greatest debtor notion by lor that the 
world has ever known, and hos been for decades. It's way past just being broke! The USS, the "former' world s Reserve 
Currency, aside from inflicting damage on other notions' domestic economies okin to ocid falling on blossoming 
orchards, is being over printed on high-speed printing presses to continue to prop up on manmade pillars of near 
worthless paper an ongoing, criminal-like enterprise that steols the savings ond even hard assets from its citizens with 
its political ond economical shell gomes and a 10% to 12% deliberate price inflation bosed on o 15% to 17% real 
monetary inflation rate that o grotesquely dishonest centralized government reports os 2% to 4% for the former, ond 
no longer even reports on the lotler (the M3 Money supply) for a variety of deceptive reasons. 

And I have yet to mention oil the sub-prime mortgage slime o new doss of Wall Street brokerage houses, and their 
banks, knowingly and deceptively pumped into the worlds financial systems using the devious bundling ond 
packaging practices of two pseudo government morlgoge agencies, and the corrupt debt rating agencies that sustain 
them in o now fetid pool of deceitful practices with their phony ratings. 

Despite the stench, depth and breadth of ongoing high-level corruption in both the private ond the public sectors 
at nearly every interface of the two (until recently), there Is not o single investigation of wrongdoing being undertoken 
ot any level of government. 

Oh yeah, the two guys taking turns driving the jalopy ol state mentioned above ore Big Ben, The Bog Holder,” 
Bernanke, Choirmon of the Federal Reserve Boord, our version of o central bonk, and Mr. Henry M Paulson, Jr., U. S. 
Treasury Secretary Mr Bernanke s organization wos creoted by on act of Congress in 1913 with o primory directive ond 
a charter to protect the integrity of the U S. Dollar 11 Thot dollar, in its present estimated purchasing power vis-o-vis 
its 1913 predecessor, is worth approximately $0 03, or less. It mokes one wonder why the Fed, os we "lovingly" coll it, is 
still oround feeding at the ’ Pubic Trough when it should have been quietly euthanized early In Woodrow Wilson's 
second term And, of course, Mr Paulson s claim to fome is that he's the mon running our Governments printing 
presses full bore with the entire world olready awash in tens of trillions of rapidly shrinking USS; all the while he is 
using some of his "fiat money " In several ways that in saner times would be considered flat-out illegal. .. if not criminal 

In 1971, when Richard Milhous Nixon took us off the gold standard, the 1913-dollar hod already lost well over 
70% of its volue. I wos the New York District Purchasing Agent for Bethlehem Steel Corporation, at the time 
Bethlehem Steel was a nationwide producer of steel in all its permutations, coast to coast and a builder of ships ond 
submarines ond o wide variety of manufactured products: railroad cars, roll, wheels and trucks, armor plate, gun 
tubes, wire rope, the mill rolled I beam that allowed mon to build skyscrapers, including their actual erectiqn, ond 
bridges as well, iron ore and coal by the shipload She employed over 145,000 men and women on both coasts and in 
the heartland when I went to work for her os a combination welder In the summer of 1956. Just before Tricky Dicky" 
Instituted his own stupid version of WW II s woge and price controls in early 1972 as I recall. I was purchasing Bunker C 
fuel oil for Bethlehem s fleet of ships, and its hungry lurnoces, in 45 gal. Bbls. for less than $3.50 a Bbl. 

Ole Bessy," one of the finest Americon corporations ever, went belly-up In March of 2003 thonks primarily to the 
myopic stupidity, lock of Interest in the country s best Interests, ludicrous tax policies and social engineering running 
omuck emanating from a corrupt leftist Congress over mony decodes, and NAFTA, of course. 

Several odministrotions and/or Congresses have been practicing the some type of assault on our country In the 
energy field For decodes now we have been restricted from building nudeor generating plants, new refineries, and 
from drilling the proven oil reserves in Alasko, the Dakotas, off both coasts ond in the Gulf, where the Chinese, in 
league with Hugo Chavez ond the Costro brothers, ore drilling in a vast newly discovered area less than 90 mi. oH the 
coast of Florida Ironically, o ’RINO Republican governor is helping to block our occess there just os another RINO has 
been doing in California for several years They hove also managed to place oil recovery from vast oil shale deposits in 
our western mountain states. 

Moke no mistake obout It : We now live in a Post Constitutional Amerito where the U S. Constitution poses no 
serious threot to our present form of government." So soys Mr Joseph Sobron, o columnist ond a patriot. Here is 
another of his whimsical gems from his inspirational tope When Tyranny Come To America" It is loaded with them 
What is even worse is that our Constitutional illiteracy cuts us off from our notional heritage ond the natural genius of 
our founders Our children today, in order to learn the truth, hove to first unlearn so much of what they have been 
taught in the name of our Constitution, political history or American history, which is mostly just so much liberal 
propaganda Sometimes this is deliberate Even worse, sometimes it isn t * 

In my dotoge. I om basically an historical novelist My latest novel BACK TO RUSSIA, is available along with my 
other seven novels, at the Ruth Enlow Public Library in Oakland, MD. and also in the Cumberland Library system 
Chapter VIII, of Part I, hos a fair "repris" of central banks, their roles in opening up new ovenues of wealth creation, for 
themselves, ond other insiders, of course, ond also inventive ways of compounding debt with the available fiat (paper) 
money, to their own advantage once ogam Most of which is, admittedly, the necessary components of Capitalism. It oil 
started in the West with its first Central Bonk: The Bank of England, which King William III chartered in 1694 to issue 
paper currency for use throughout the realm, which wos to be redeemable in sterling silver ol the holder's request In 
little more thon o year, o full-blown banking crisis ensued All of England, and it trading partners willing to accept the 
poper notes were flooded with them with nowhere neor enough sterling in the vaults to redeem them oil The genius 
Sir Isooc Newton wos tolled on ond mode Master of the Mint in 1699 to stroighten out the mess ond to provide general 
bonking standards based on precious metals hocking which he did in a neor foolproof foshion and the Bonk of 
England Andfiot money survived Out problem is: We hove no geniuses in our Treasury Deportment Nor ore 
there any on the Federal Reserve Board But certifiable idiots abound in ond on both obviously. 

Chino not only invented poper woy back in 1024, the Sung Dynasty took it a quontum leap further ond wos the first 
of live dynasties over a 600 year period to dome out in utter economic ond sotiol chaos os o result of their monetary 
debasement of paper currency No motler how much ink, artwork ond nationol seols one puts on poper, it is still only a 
promise to poy It is not money It is currency ond ton olwoys be debased which our politicians hove olwoys allowed at 
every opportunity ond os o matter of nationol polity, certainly since 1971 Which, of course, is the nut of oil of our 
economic, bonking and financial problems esp> tally when all theording vultures getto wet their beoks 

*' Even Croesus, the lost king ol Lydia, woy back in 560 B C, who wos famous for the amount of gold he hoarded 
managed to debase his own coinoge before the Persions under Cyrus defeated him ond killed him not for that 
reason, of course but to loot os much of it for themselves as possible ("From my novel, BACK TO RUSSIA ) 

PS 

And, oh yes, if the present plon to sove Wall Street ond the bonks that dealt in sub prime slime ond packaged it for 

cnl» e% U VmAf I / Mnr tn tbe rod nl fbe iintu nprlmn world if ndnntpd w« will no lonnor Kp Hriftinn tnwnrrf n full blown 

Fasosl State ## milhaveornnd! flholwus that Ronald Keagon used to insist upon? Trust but mify! 

































NHS Girls Get Wins Over Falcons, 
Sentinels, Rams, And Campers 


Four more victories were 
recorded this past week by 
the Northern High School 
girls' varsity soccer team 

The Huskies defeated 
host Frankfort last Thurs¬ 
day, 5-3, blanked Fort Hill, 
3-0, at Greenway Avenue 
Stadium in Cumberland on 
Saturday, edged county 
rival Southern, 2-0, in Oak¬ 
land on Tuesday, and 
handed visiting Allegany a 
6-0 defeat last night 

The Huskies are now 8-1 
overall. 

In last Thursday’s match 
with Frankfort, the Huskies 
grabbed the early lead in the 
16th minute when Adria 
Graham received a slashing 
pass from Kaitlynn Fratz 
for the score from about 
four yards out. 

The Falcons answered 
about six minutes later 
when Diane Dayton re¬ 
ceived an errant Huskies' 
pass near the penalty area 
and scored unassisted. 

The home team took the 
lead with about four min¬ 
utes left in the first half 
when Crystal Moreland 
scored directly from a cor¬ 
ner kick, giving the Lady 
Falcons a 2-1 halftime lead 

Fratz got the equalizer in 
the 46th minute, scoring 
from point-blank range off a 
chip pass by Megan 
Kinsinger. 

Graham gave the Hus¬ 
kies a 3-2 lead in the 54th 

NORTHERN (5) 

FRANKFORT (3) 

Northern 1 4-5 

Frankfort 2 1-3 

First Half 

N - Adria Graham assisted 
by Kaitlynn Fratz, 24:00 

F - Diane Dayton unas¬ 
sisted, 18:00. 

F - Crystal Moreland unas¬ 
sisted, 4:00. 

Second Half 

N - Fratz assisted by 
Megan Kinsinger, 33:00 

N - Graham assisted by 
Jenny Shaffer, 26:00. 

F - Courtney Dolly unas¬ 
sisted, 25:00. 

N - Graham assisted by 
Chelsi Kling, 20:00 

N - Fratz unassisted, 2.00. 


minute off a feed from 
Jenny Shaffer, but the Fal¬ 
cons answered back less 
than a minute later when 
Courtney Dolly got on the 
end of a Moreland corner 
kick to knot the score at 3-3. 

Graham recorded what 
would be the game winner, 
scoring off a pass from 
Chelsi Kling with about 15 
minutes left in the match 

Fratz then sealed the deal 
with a 1:42 left in the match 
with an unassisted goal. 

The Huskies finished 
with an 11-8 edge in shots, 
and held a 7-4 advantage on 
corner kicks. Northern 
keeper Justine Harvey had 
five saves, while the Fal¬ 
cons’ Lexi Conley and Stef- 
fani Shingle combined for 
six. 

“Frankfort played a 
physical game against us 
and kind of caught us off 
guard in the first half,” said 
Northern coach Jeff Gra¬ 
ham “The girls regrouped 
at the half, decided what 
they wanted out of the sec¬ 
ond half, and then went out 
and executed. I'm very 
proud of their effort and 
resiliency.” 

In Saturday's win over 
the Lady Sentinels of Fort 
Hill, the Huskies took a 1-0 
lead when Graham scored 
on a 20-yard direct free kick 
from just outside the box at 
the 22:40 mark of the first 
half. 

Midfielder Morgan Bros- 
mhan hit her first goal of 
the season off a feed by Syd¬ 
ney McFarland with 9:43 
remaining in the half. 

The score would remain 
2-0 until the 18:18 mark of 
the second half, when 

NORTHERN (3) 

FORT HILL (0) 

Northern 2 1-3 

Fort Hill 0 0-0 

First Half 

N - Adria Graham unas¬ 
sisted. 22:40. 

N - Morgan Brosnihan 
assisted by Sydney Mc¬ 
Farland. 9:43. 

Second Half 

N - McFarland assisted by 

Jenny Staffer, J8:18. 
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CHASING AFTER A RUNAWAY BALL, and seem¬ 
ing to enjoy it, are the Northern and Southern girls 
during a match played Tuesday on the Rams' turf. 
Senior Ram Holly Logsdon and two Husky forwards 
Adria Graham and Sydney McFarland, above left 


to right, rush for possession. The Huskies were victo¬ 
rious over the Rams, 2-0. Below is Southern's goal¬ 
keeper Destinee Fulk successfully defending a shot 
from a corner kick by Northern. Photos by John Mc- 
Ewen. 



ends of the field. This was a 
tremendous match to 
watch, with a lot of attack¬ 
ing flair and dynamic de¬ 
fense." 

The Huskies finished 
with a 16-13 edge in shots, 
and a 4-1 advantage in cor¬ 
ner kicks. Goal keeper Har¬ 
vey’s shutout featured 13 
saves, while Southern’s 
Destinee Fulk recorded 14 

The Northern jayvees 
won the first match of the 
evening by the same score, 
with both goals scored by 
sophomore midfielder 
Monica Keller in the first 
half. The first was off a cor¬ 
ner kick by Whitney Mur¬ 
phy, and the second was 
unassisted. 

The NHS jayvees out- 
shot the Rams, 8-2, and 
held a 3-0 edge in corner 
kicks. Brittany Mallow had 
two saves for Northern, and 
Vicki Stevens finished with 
six for the Rams. 

In the shutout of Alle¬ 
gany last night by the NHS 
varsity, Adria Graham fin¬ 
ished with a pair of goals 
and three assists, while Syd¬ 
ney McFarland netted two, 
as the Huskies put three 
goals on the board in each 
half of action. 

The first goal came just 
under four minutes into the 


match, with Kaitlynn Fratz 
putting the ball into the net 
off a pass from Graham 
Graham followed with 
both of her two goals, both 
unassisted, the first at the 
19:17 mark, and the second 
with 2:29 left in the half 
Jenny Shaffer made it 4-0 
when she scored off a cor¬ 
ner kick by Graham at the 
32:18 mark of the second 
half. 

Just over a minute later, 
McFarland scored her first 
goal of the night off another 
corner kick by Graham. 

Her second goal, and the 
final one for the match, 
came at the 25:22 mark off 
a feed from Fratz 

The Huskies finished 
with a 21-8 lead in shots 
and a 3-1 edge in corner 
kicks. Justin Harvey turned 
away eight Camper shots in 
getting the shutout, and 
Bethany Landis was cred¬ 
ited with 15 saves for Alco. 

The Northern junior var¬ 
sity was also victorious, 
recording a 4-0 shutout via 
two goals each by Haley 
Margroff and Kiersten But¬ 
ler. 

The Northern varsity will 
travel to Keyser this Satur¬ 
day for a noon match, and 
will play at Preston next 
Thursday. 


NO HUNTING OR TRESPASSING 

on lands owned in or near 

WISP RESORT 

WISP RESORT DEVELOPMENT, INC 
DC DEVELOPMENT LLC 


McFarland scored off a feed 
from Jenny Shaffer from 
about eight yards out 

The Huskies dominated 
in shots, 21-2, and finished 
with a 6-1 advantage in cor¬ 
ner kicks. Harvey had two 
saves for the Huskies, and 
Alyssa McTaggart recorded 
18 for the Sentinels, whose 
record was evened at 2-2-1. 

“This was actually the 
best technical game we've 
played all year,” Coach 
NORTHERN (2) 

SOUTHERN (0) 

Northern 0 2-2 

Southern 0 0-0 

Second Half 

N - Kaitlynn Fratz assisted 
by Adria Graham, 37:52. 

N - Graham assisted by 
Fratz, 26:36. 
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A must visit on your trip to Deep Creek Cuke 

Over 6,000 SQuare feet of furniture, china. 
V F heirloom jewelry, tools and much more. 

Full-time, courteous staff available vvhileyou browse. 

Open Mon. - Sat.; 8:30-5:00. Sunday 8:30 - 4:00 

^)ctUe s fountain ^ Grid 

e*i ll!'here friends, old and new. meet and celebrate j 

Full breakfast and lunch service available.. 

Daily lunch specials and outstanding milkshakes! 



Enjoy a real Garrett County breakfast! 
Genuine buckwheat cakes & sausage. 


301 533-0000 • Open 7 days a week at 8:30 a m. 

205 .Alder Street at Second Street in downtown Oakland 



Graham said. "We connect¬ 
ed passes extremely well 
and controlled the tempo of 
the match from start to fin¬ 
ish. Our senior players were 
the absolute difference to¬ 
day." 

The Huskies .ajso ®on 
the junior varsity match, 3- 
0 Tara Goff hit the ortlL 
first-half goal off a cross 
from Whitney Murphy. 
Both second-half goals were 
scored by Murphy, the first 
unassisted and the second 
off a pass from Monica Kel¬ 
ler. 

The Huskies outshot the 
Sentinels, 14-0, and held a 
10-0 lead in corner kicks. 
Northern keeper Brittany 
Mallow earned the shutout, 
and Ashley Stumbaugh had 
11 saves for the Fort Hill 
jayvees 

The Huskies battled the 
home-standing Southern 
Rams to a scoreless tie in 
the first half of Tuesday’s 
match, which was part of 
the Garrett Invitational 
Tournament. 

The Huskies finally 
broke the ice with a goal 
just over two minutes into 
the second half when Fratz 
scored from about six yards 
out off a header assist by 
Graham 

Senior Kara Savage 
caught the Rams with a 
quick throw-in restart at 
about the 27:00 mark Fratz 

NORTHERN (6) 

ALLEGANY (0) 

Allegany 0 0-0 

Northern 3 3-6 

First Half 

N - Kaitlynn Fratz assisted 
by Adria Graham. 36 09 

N - Graham unassisted. 
19:17. 

N - Graham unassisted, 
2:29 

Second Half 

N - Jenny Shaffer assisted 
by Graham comer kick. 
32:18 

N - Sydney McFarland 
assisted by Graham comer 
kick. 31:06 

N - McFarland assisted by 
Fratz. 25:22 


then crossed to the center of 
the goal box, where Gra¬ 
ham headed the ball home 
for the final goal of the cve- 
nin 


“This was a great night if 
you like goalkeeping,” said 
Coach Graham “Justine 
and Destinee came up with 
some areat saves on both 


rrw - - . 
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1.) S500 Coverall in 55 nos . 

2.) Progressive Bonanza $500 Coverall in 60 nos. 
3.) Mystery number game $111 attendance 
4 ) Mystery number game $500 

Refreshments! 

Sponsored by Southern Band Boosters 

COMPUTERIZED BINGO SYSTEM W/VERIFICATION 
No one under 18 will be admitted. 


Deer Park Vol, Tire Dept Fire Hall 



www.blllsmanneservice com 


GET A JUMP ON HUNTING 

SEASON 

WITH A NEW POLARIS! 


i: 



PLRY, 


HURRY! THESE DEALS 

WON’T LAST LONG. 


\ \ (. i \ 
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Needing Temporary or Long 
Term Storage? 

Call Sunrise Sanitation Services, 
Inc. today. All boxes are weather 
resistant and lockable. No need 
to haul your belonging 
somewhere else. Call to reserve 
one of our On-site Storage Units. 


^ •* •/% • • r 
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301 - 334-6212 


*07 

HAWKEYE 
- NEW 
$431 5.00 
PLUS 

3.09% 

Financing 

up to 60 
months 


•oa 

SPORTSMAN 
500 EFI 
$6490.00 
PLUS 3.99% 
Financing up 
to 60 
months 


’08 $7739.00 
SPORTSMAN 
TOURING 
PLUS 3.99% 
Financing up 
to 60 
months 


*08 

SPORTSMAN 


$5199.00 
PLUS 3.99% 
Financing up 
to 60 

months 


SPORTSMAN 
800 EFI 
TWIN 
$8819.00 
PLUS 3.99% 
Financing up 
to 60 
months 


*08 

RANGER 
500 EFI 
58099.00 
PLUS 
2.99% 
FINANCING 
for up to 72 
months 
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Southern Boys Fall To Miners, 



rhe boys' varsity soccer 
team of Southern High 
School suffered a 5-1 defeat 
by Mtn. Ridge in an AMAC 
match last Thursday, but 
came back with a win 
against Keyser 3-1 on 
Wednesday. 

After the first half, the 
score was tied 1-1 with Mtn 
Ridge. Matt Cunningham 
scored on a feed from Josh 
Neilson for the Miners, and 
AJ Storck scored off a pass 
from Andrew McCreery for 
the Rams. 

Mtn Ridge came back 
in the second half with four 
goals. Shannon Farrell 
nailed a free kick at the 35- 
minute mark. 

David Hobel scored on 
an assist from Cunningham 
at the 27-minute mark, Far¬ 
rell converted another free 
kick at the 10-minute mark, 
and Kyle Bennett had the 
fifth goal for the Miners. 

Kody Lewis had five 
saves in the first half and 
Royce Warnick, 10 in the 
second for the Rams. Josh 
Weimer made seven stops 
for Mtn Ridge. 

The Miners led in shots 
25-10 and in corner kicks 
11-3. 

SOUTHERN (3) 

KFYSFR II) 

Keyser 0 1-1 

Southern 3 0-3 

First Half 

S - Royce Warnick as¬ 
sisted by Conor Forrester, 
38:00. 

S - Nixon Malcolm unas¬ 
sisted, 6:00. 

S - Jake Bramande as¬ 
sisted by Andrew McCreery, 

5:00. 

Second Half 

K - Dustin Kimble assisted 
by Jack Tasker, 18:00. 


The jayvee match had 
Mtn Ridge shutting out 
Southern 3-0. Chris Ranker 
had two goals, and Jacob 
Bittner a goal and an assist. 

The Rams varsity were 
victorious over • Keyser, 
scoring all three goals in the 
first half in the AMAC 
game. 

Royce Warnick scored 
first for Southern on a pass 
from Conor Forrester at the 
two minute mark Nixon 
Malcolm had the second 
goal unassisted with six 
minutes left. Jake Bramande 
made another goal on assist 
from Andrew McCreery 
bringing the score to 3-0. 

Dustin Kimble scored the 
only goal for Keyser off a 
corner kick by Jack Tasker 
with 18 minutes left in the 
second half. 

Southern led in shots 25- 
10 in goal and 10-5 in cor¬ 
ner kicks. Kody Lewis had 
nine saves for the Rams. 
J.T. Costilow stopped 20 
shots for Keyser 

Southern will play Fort 


PREPARING A PASS is Southern’s AJ. Storck 
(#9) to teammate Derek McDonnell (#13), above photo, 
during last night's match against visiting Keyser. 
Storck scored for the Rams in the first half, aiding in a 


Hill on Tuesday in Cumber¬ 
land and will host Northern 
on Wednesday 


Southern Girls Defeat Allegany 
Before Falling To Huskies, 2-0 


The Southern High girls' 
soccer team came awav 
with a 3-1 win over Alle¬ 
gany in an AMAC match at 
Greenway Avenue Stadium 
last week, but suffered a loss 
of 2-0 to the Northern Hus¬ 
kies in Tuesday's match. 

Against the Campers, 
Southern's Gina Stuck and 
Claire Wilkinson recorded 
first-half goals, and Erin 
King scored in the second 
Stuck managed a goal on an 


assist from Morgan Ander¬ 
son lust 1:50 into the match. 
Wilkinson's point came on 
a pass from Joanna Guy at 
the nine-minute mark to put 
the Rams ahead 2-0. 

Olivia Umpierre had the 
first goal for Allegany at the 
8:19 mark of the first half 

King's goal was the only 
one in the second half, tak¬ 
ing Southern to a 3-1 vic¬ 
tory. 

Southern took 18 shots to 






FREE 

s Skull 
Candy 
Ink’d 


REP 1008 


.-ktb the purchase 
oX new board or 
twin tip skis 


20 % OFF 


New arrival 

kiust have thl* coupon 


Kids clothing! 

fri Oct 10 - Sun Oct 12 Onlj 
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f 1 arm Credit has great people with 
sen'ice on their mind and a smile 
on their face. 

We're been providing financing to 
Oakland farmers and homebuyers 
for more than 9 0 years. 



F.J. Grady 

Loan Officer 
fjgrady@agfirst.com 


Much more than good rates. .. 

We Make Loans For: 

□ Homes Sc Estates 
□ Farms & Farmettes 

□ Land Sc Construction 
□ Livestock Sc Equipment 

□ Barns 6c Facilities 

□ Recreation Properties 

Call or stop 
by today. 
We’re here 

to JSSISt 

you with 
jll your 
financial 
needs. 

❖Farm Credit 
Country Mortgages if* 

301-334-854,21800-296-8554 
www.farmcrcditofvirginias.arm 

Q 



pocomb Lflwn Products 

( 304 ) 735-3017 

Made in the USA! Support America! 

Get Attached... 

FROM A TO Z, 

COMMERCIAL 
OR 

RESIDENTIAL. 

SPRING, SUMMER, 

FALL OR WINTER, 

TO GET IT DONE... 

Cue A VeilL* ou! 


30 different attachments available! 



3-1 win over the Tornados. Below, Ram Chris Schad 
races a Keyser opponent for the ball. See story for 
details. Photos by John McEwen. 


Allegany's 11. Jade Wash¬ 
ington had 15 saves for the 
Campers, and Destinee 
Fulk made eight saves in 
goal for the Rams. 

Southern's junior varsity 
team won its match 2-0. 
Ayla Fulmer had the first 
goal and an assist for the 
Rams. Jordyn Livengood 
had the second. 

The Lady Rams will be 
hosting Bishop Walsh to¬ 
night and Mtn. Ridge on 
Tuesday. 

See other story for more 
details on the Southern, 
Northern game. 

SOUTHERN (3) 

ALLEGANY (1) 

Southern 2 1-3 

Allegany 1 0-1 

First Half 

S - Gina Stuck assisted by 
Morgan Anderson. 38:10. 

S - Claire Wilkinson as¬ 
sisted by Joanna guy, 31:00. 

A - Olivia Umpierre unas¬ 
sisted, 8:19. 

Second Half 

S - Erin King unassisted. 
0:36. 

Radio Amateurs Of 
Garrett , Allegany 
Support Savage Alan 

Radio Amateurs of the 
Garrett County Amateur 
Radio Emergency Service 
(ARES) and the Mtn Ama¬ 
teur Radio Club of Cumber¬ 
land both recently sup¬ 
ported the SavageMan Tri¬ 
athlon This communica¬ 
tions support activity tested 
the capability of Garrett and 
Allegany hams to respond 
under difficult radio condi¬ 
tions. 

The triathlon course led 
through heavy wooded ar¬ 
eas and deep valleys from 
which cell phone coverage 
failed. Radio hams used 
higher power equipment to 
communicate from these 
locations. The amateurs 
relayed through two Ama¬ 
teur Radio repeaters 
(towers), one at Deep Creek 
Lake and the other on Dan's 
Mountain, which were 
linked together to form a 
single system The net con¬ 
trol station for the amateurs 
was in the Garrett County 
Mobile Command Commu¬ 
nications Unit located at the 
Deep Creek Boat Ramp 

The triathlon bicyclists 
covered 56 miles of road¬ 
way in and around Garrett 
County. A total of 17 mem¬ 
bers of the two amateur 
radio groups deployed to 
locations at the Command 
Center on Spring Lick 
Road, Savage River Road, 
Jennings Road, Western 
port Road, Brenncman 
Road, and Blackhawk 
Road. 

Radio equipment and 
power for the stations was 
all drawn from the personal 
equipment of the individual 
hams. In addition to pro¬ 
viding communications, the 
amateurs were asked to help 
set up road blocks, direct 
hikers, and warn hikers of 
dangerous descents Some 
roads in the course were 
also used by motorists who 
had to he warned of cyclists 
on the road 

The Garrett County 
Emergency Services, Gar 
rett County Sheriffs Office, 
and Marvland Emeritencv 
Management Aacncv were 
monitoring the amateur 
radio communications and 
were impressed with their 
capabilities, noted a ARES 


4-0. 

Saturday, Sept. 27 

The PaintWorks Tornadoes 
defeated Lindal Cedar Homes 
Cyclones. 4-3 

Ashby Engineering Tsuna¬ 
mis and OMLP Lions Club 
Lightning, no score reported 
Tuesday, Sept. 30 

Lindal Cedar Homes Cy¬ 
clones and Gel 'N' Go Hurri¬ 
canes. no score reported 
Wednesday, Oct. 1 

Railey Realty Thunder de¬ 
feated Ashby Engineering Tsu¬ 
namis, 4-0. 

Local Archers 
Fare Well In 
World Turney 

Two Oakland archers 
ranked at the International 
Bow Hunting Organiza¬ 
tion's 2008 World Champi¬ 
onships, held Aug. 20-23, at 
the Holiday Valley Moun¬ 
tain Resort in Ellicottville, 
NY. 

Joyce Crawford, who is 
in her first year of compete 
ing, took 1st place in the 
Female Bow Hunter Trophy 
class 

Mark "Bubba" Friend 
placed 2nd in the Tradi¬ 
tional Recurve Trophy 
class. 

The event attracted ap¬ 



proximately 2,000 contest¬ 
ants from over 20 countries 
to compete for the World 
Championships and 
$200,000 in cash and prizes. 
The tournament allows at¬ 
tending archers a chance to 
participate in "the most 
prestigious competition in 
3-D archery." 

Seventeen ranges, con 
sisting of 448 targets, were 
placed along a GPS plotted 
course over 1,000 acres of 
the ski area The targets 
include bear, deer, warthog, 
elk, wolf, lion, turkey, 
sheep, goat, alligator, and 
more. The I BO officials 
place a shooting stake at 
each location, and the 
shooter has to estimate the 
yardage to the 3-D animal 
for a shot at the scoring 
rings on the animal 

The I BO World Champi¬ 
onship will be held in Elli¬ 
cottville for the next two 
years. 


NEED A LIM0 
301-501-LIMO 

deepc rcektlmea.com/Umo 


spokesperson Brad Franz, 
Garrett County Emergency 
Services manager, stated he 
felt the presence of these 
emergency communications 
stations was invaluable to 
the overall operation of the 
ract 

The next meeting of the 
Garrett County Amateur 
Radio Emergency Service 
will be held Monday, Oct 
13, at 7 p.m. at the Oakland 
Red Cross office, next to 
Pizza Hut. Radio operators 
who wish to participate in 
future events should call Bill 
Shomo in Garrett County at 
301-334-2997, or Bill 
Tucker in Allegany County 
at 301-729-6167 

MSA Rec League 
Scores Reported 

Recreational league play 
of the Mountaintop Soccer 
Association (MSA) contin¬ 
ued this week, with matches 
conducted in five age divi¬ 
sions. 

The scores for the Under 
15, Under 12, and Under 10 
divisions this past week 
were reported as follows 
UNDER 15 
Saturday. Sept 27 

Dental Health Group Blaz¬ 
ers defeated Markwood Family 
of Dealerships Jammers, 2-0 

WKHJ Spint defeated Re¬ 
gional Eye Center Rangers, 5- 

Monday, Sept 29 

WKHJ Spirit defeated Dental 
Health Group Blazers. 5-1 
Tuesday, Sept 30 

Regional Eye Center Rang¬ 
ers defeated Cornerstone Fam 
ily Medicine Blast. 2-1 


Wednesday, Oct. 1 

WKHJ Spirit defeated Mark- 
wood Family of Dealerships 
Jammers, 6-1 

UNDER 12 
Saturday, Sept. 27 

FCSI United defeated Santa 
Fe Grille Revolution, 5-0. 

NuWay Interiors Mutiny and 
Wilson Supply Fire tied. 1-1 

Wood Products Rapids de¬ 
feated RPM Construction Crew. 
4-0 

Tuesday, Sept. 30 

Wood Products Rapids de¬ 
feated Santa Fe Grille Revolu¬ 
tion, 1-0 

Wednesday, Oct. 1 

RPM Construction Crew. 
Wilson Supply Fire, no score 
reported 

UNDER 10 
Thursday, Sept. 25 

Railey Realty Thunder de¬ 
feated Get 'N' Go Hurricanes, 


Fall Golf 

as low as s 25 per player! 

Make your tee times online at: 
and check tec time specials link! 


Ctlebralmg (L7ctddavic/ A/<> // (r /ee/i 
OUR 70th BirtWav / 

Bradley Lane, Oakland. Maryland 301-334-3883 

Hi Scmt idy vt hjvt the hot peon in the innate area lit unite you u be the n>.ip ' 


Old Tavern Antiques 

fall PUMPKIN/ARt HERE! 

Great Selection - Best Prices! 

JUST ARRIVED: 100s MORE Vintage Linens. 
Quills. Jewelry, Benches. Soda Bottles. 

Old Advertising & Furniture 

Smokin’ BBQ Oet. 4 

BBQ Pork & Chicken Dinners 

TAKE-OUTS AVAILABLE 

" Saturday. Noon - (i 

LIVtKFolk Musician RON ROGERS 1 p.m. 
followed by J.C. & THE BOYS (of course) 


20% OFF 


EVERY ITEM IN OUR IHOP! 
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789-6602 - Sun. & Mon. 12-5: Daily 10-5; Closed Wed. 

111. 7. between Terra Mia A kingwiMitl. W\ 
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'Ipvu ate coidicUltf invited tv the 
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tv &e Add on Octv&ci $, 200$ tfvvm 
9:00 a.m. - Ltvvn 

in t/tc (?vmnua*ittf Serviced “Suildinty 

Please R.S.V.P. to (301) 533-4218 or (301) 533-4220 
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COLLEGE^ 


GARRETT 

EXPERIENCE. EXPLORE. EXCEL. 

Take online, non-credit courses fromiGarrett College. 

As law as $89.00 per caurse 

Choose a trusted source for your professional development or personal interest class. 


Course of the month for October: 

Introdictioi to MicrisaM heel 2007 

Work with numbers? Then you need to learn Excel 2007. In this unique six-week online 
course, you'll discover dozens of shortcuts and tricks for setting up fully formatted worksheets 
quickly and efficiently Don't wait...start today! 

Reconraenieri Departments: 

Computer Applications ♦ Digital Photography & Video ♦ Start Your Own Business 
Accounting ♦ Personal Finance & Wealth Building 

T | «f W WMI W8M* « ■ n « »»» w •» • i • 

or these courses 


Over 300 Courses Startiig Minthlvl . 
tor these courses visit www.etf 2 go.cara/garrett 


301 387 3069 

Garrett College 

continuing Lauv.oiion a 

Workforce Development 

667 Mosser Poad. McHenry. MD 21541 

www garrettcollege edu 


• >t«n<l your reach 
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Northern Boys Top Falcons, Blank 
Spartans To Up Record To 6-1-1 


Northern High School's 
boys' soccer team beat 
Frankfort 3-1 in last week's 
game at Short Gap and 
shutout Bishop Walsh 5-0 
Tuesday on the Huskies’ 
home field. The pair of vic¬ 
tories upped the Huskies 
record to 6-1 -1 

First to score against 
Frankfort for the Huskies 
was Carson Kamp, assisted 
by Tylor Kamp, 31 seconds 
into the first half Frank¬ 
fort’s Marc Phillips tied the 
score on assist from Tom 
Hughes with 2:28 to play in 
the half 

NORTHERN (5) 

BISHOP WALSH (0) 

Bishop Walsh 0 0-0 

Northern 3 2-5 

First Half 

N - Zac Lipscomb assisted 
by Tylor Kamp, 21:26. 

N - Lipscomb assisted by 
Daniel Warnick, 13:06. 

N - Lipscomb assisted by 
Kamp, 10:35 

Second Half 

N - Lipscomb unassisted. 
17:52 

N - Daniel Boylan unas¬ 
sisted, 5:32. 


Cody Brenneman had 
the first goal of the second 
half on a Zac Lipscomb 
assist for Northern Lips¬ 
comb shot the final goal 
unassisted, with 1:30 left in 
the second. 

Andy Hughes recorded 
17 saves in Frankfort's goal, 
while Husky Travis Mc¬ 
Farland stopped four shots. 
Northern led in shots 25-6. 

The Huskies' junior var¬ 
sity team won with a 4-0 
shutout Dylan Beitzel, Zac 
Beal, Jaymes Kelly, and 
Brody Fike all scored for 
Northern. 

Zac Lipscomb scored 
the first four of five North¬ 
ern goals, resulting in a hat 
trick by the end of the first 
half against Bishop Walsh 

Travis McFarland made 
four saves in the sixth shut¬ 
out in eight Northern 
games. 

The first Lipscomb goal 
at the 21:26 mark was as¬ 
sisted by Tylor Kamp 
Daniel Warnick assisted on 
the next goal at 13:06, and 
Kamp assisted Lipscomb 



AUTUMN GLORY 
TURKEY DINNERS 

Saturday, 
October 11 
3pm - 7pm 



Ryan's Glade 
Community 
Building 

Located off Rt. 560 
(Gorman Road) 
on White Church 
Steyer Rd. 


Adults $7.00 

Children 10 & under SS.00 

Carry Outs Available 

Benefits White Church 
& Maple Mt. 4-H Club 
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KICKING THEIR WAY to a 5-0 shutout of visiting Bishop Walsh Tuesday eve¬ 
ning were the members of the Northern High varsity boys’ team. Controlling the 
ball in the photo above is Husky Cody Brenneman. Below, Northern’s Tylor Kamp 
battles for possession. Photos by Karlo Gesner. 

Steelers Roll 
Over Walsh, Up 
Record To 3-2 

In Cumberland Area 
Youth Football League ac¬ 
tion Sunday, the Division 1 
Northern Steelers improved 
their record to 3-2 by rolling 
over Bishop Walsh, 31-14 
Jeremy Bender recorded 
188 yards of rushing four 
touchdowns, and three two- 
point conversion kicks to 
lead the Steelers 

Bender put his team on 
top in the first quarter with 
a 32-yard touchdown run, 
and then made it 8-0 with 
his first conversion kick 
Bishop Walsh knotted 
the score later in the same 
period when quincy 
Redman broke loose for a 
63-yard TD run, and then 
tacked on the extra two 
points with a successful 
kick. 

The Steelers took the 
lead for good early in the 
second quarter when 
Bender scored on a one- 
yard run and again booted 
the conversion, making it 
16-8. 

Bishop Walsh responded 
with an 84-yard run for a 
touchdown by Redman; 
however, the kick failed, 
leaving the score at 16-14. 

Just before intermission, 
Bender scored his third 
touchdown, this time via a 
10-yard pass reception from 
Aaron Broadwater Robert 
Hill then passed to Craig 
Funk for the extra point to 
give the Steelers a 23-14 
advantage at halftime. 

After a scoreless third 
period, the Steelers added 
an insurance touchdown in 
the fourth stanza, as Bender 
received a 23-yard aerial 
from Broadwater, and then 
booted his third two-point 
conversion. 

Defensive standouts for 
the Steelers were Skyler 
Barkman with a fumble 
recovery, Nick Turner, and 
Craig Funk. 

The Division II Steelers 
had no problem with their 


again at 10:35. 

The first point of the sec¬ 
ond half came unassisted by 
Lispscomb, and Daniel 
Boylan forced the score to 
5-0 with an unassisted goal. 

The Spartans used two 
keepers, Aaron O'Rourke 
with 14 saves and Brandon 
Kimble, who had 13 saves. 

The jayvee game went 6- 
0 in the Huskies’ favor. 
Ryan McCann, Jaymes 
Kelly, Cooper Corley, Eric 
Moser and William 
Thatcher all scored, with 


Bristol 

554995 


what a Wonderful, 
Rejuvenated ,eel,n9! 

This same great 
feeling is available 
to you after a night on a 
Kingsdown’ Mattress. 

Kingsdown Sleep Systems 
will maximize pressure reduction 
on the body while providing 
proper postural alignment 
This allows your body to stay 
in one position longer for a 
deeper night's sleep resulting 
in a more refreshed feeling 
the next day. 

KINGSDOWN' 

Over 100 Years of Sleep Innovation 


Belmonte 


full Sue 
Queen Sue 

Twin Size Set King Sue 


Bradford 

* 599 95 

Twin Size Set 


full Sue 
Queen Sue 
King Sue 


S649 95 set 
$699 95 set 
$999 95 set 


$699.95 set 
$799 95 set 
$1 099 95 set 


$ 999 95 

Twin Size Set 

Abington 

$ 1 , 199 95 

Twin Size Set 


full Sue 
Queen Sue 
King Sue 


full Sire 
Queen Sue 
King Sue 


$1,049 95 set 
$1,19995 set 
$1,499 95 set 


$1,299 95 set 
$1,399 95 set 
$1,949 95 set 


Andover Pillow Top 

$ 749 95 


Twin Size Set 


full Sue 
Queen Sue 
King Sue 


$899 95 set 
$999 95 set 
$1 299 95 set 


full Sue 
Queen Sue 
King Sue 


$1,499 95 set 
$1,599 95 set 
$2,199 95 set 


Brookheaven 

$ 849 95 


full Sue 
Queen Sue 
King Sue 


$999 95 set 
$1 099 95 set 
$1,399 95 set 


Bellingham Pillow Top 

$ 1 , 349 95 

Twin Size Set 

Brighton 

$ 1 , 699 95 


full Sue 
Queen Sue 
King Sue 


$1,799 95 set 
$1,949 95 set 
$2,499 95 set 


Thatcher getting two goals. 

The Huskies will play the 
Allegany Campers at home 
tonight The next three 
matches will be on the road, 
at Keyser on Saturday, Mtn 
Ridge on Tuesday, and 
Southern on Wednesday. 

Area Teams Invited^ 
To 1-Pitch Co-Ed 
Softball Tourney 

A 1-pitch co-ed softball 
tournament will take place 
in Bruceton Mills, W.Va., 
Oct. 11 and 12, and local 
teams are invited to sign up 
for the event 

A drawing to set the 
game time for each team 
will be held on Thursday, 
Oct. 9, at Little Sandy's 
Truck Stop in Bruceton 
Mills. All team representa¬ 
tives are welcome to attend. 
The start time of the tourna¬ 
ment (on the 11th) will be 9 
a.m. 

The entry fee is $125 per 
team For more informa¬ 
tion, persons may contact 
Brandon or Christie at 304- 
379-3617 or 304-290-5488; 
or Mark or Dina at 304-379- 
8512. 

Read. Then Recycle. 


End of Season 
lee Cream Spectacular! 

Sunday, October 12 



Scoop up the Savings 
at Sell-Out Sundae! 

3 gallons of your favorite premium 
ice cream only $40. 

Plus 25% off everything 
in stork from 
II am to 4 pm and 
50 % off remaining 
stock from 4 pm 
until closing ' 

We'U see you 
next season! 


No Hands Sundae Eating Contest 
Sunday, October 12, 2:00 pm 

Entry fee $5 All proceeds benefit Big BmthcrvBig Sistcnl 
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BW counterparts, and 
cruised to a 42-0 victory. 

The win also upped the Di¬ 
vision II team's mark to 3-2 

Justin Derato and Shawn 
Carr scored first-quarter 
touchdowns on 10- and 21- 
yard runs, respectively, and 
Derato kicked the conver¬ 
sion after Carr's touchdown 
to give the Steelers a 14-0 
lead. 

Derato scored again in 
the second period via a 22- 
yard pass from Carr. The 
kick was no good. 

Zac Harr’s 49-yard 
touchdown run late in the 
second period, followed by 
Derato’s conversion kick, 
gave the Steelers a 28-0 half¬ 
time lead. 

Tristen DeValk put the 
Steelers up 34-0 in the 
fourth period with a four- 
yard touchdown run, and 
then Hunter Hill capped the 
scoring with a 33-yard inter¬ 
ception return for a final 
TD. Derato kicked the two- 
point conversion. 

Both Steeler squads will 
play again this Saturday at 
Keyser. 


PEE WEE FOOTBALL 

MADDAWGS (75) 

GIANTS (0) 

Giants 0 0 0 0-0 
Maddawgs 19 31 12 13 - 75 

First Quarter 

M - Austin Evans 22 run 
(Marco Howard run). 

M - Evans 28 run (run 
failed). 

M - Cayleb Broadwater 4 
run (pass failed). 

Second Quarter 

M - Trevon Jones 38 run 
(run failed). 

M - Jones 44 run (run 
failed). 

M - Tyler Giles 41 run 
(Jones run). 

M - Jake Vernon 5 run (run 
failed). 

M - Aaron Rodeheaver 20 
pass to Tyler Giles (run 
failed). 

Third Quarter 

M - Jordon Day 21 run (run 
failed). 

M - Logan Yommer 6 run 
(run failed). 

Fourth Quarter 

M - Bradley McKenzie 27 
run (run failed). 


M - Justin Opel 23 run 
(Dylan Giles run). 

C Team: Northern Mad¬ 
dawgs defeat Westernport 
Giants. 

FROST. COUGARS (38) 
OAKLAND RENEGADES (7) 
Oakland 7 0 0 0 -0 
Frostburg 13 6 6 13 -38 

First Quarter 
F - Kaden McElhenny 6 
run (Garrett Whitaker run). 

F - Whitaker 26 run (pass 
failed). 

O - Tanner Myers 47 run 
(Broc Lohr run). 

Second Quarter 
F - Rashawn Johnson 18 
run (run failed) 

Third Quarter 
F - Whitaker 1 run (run 
failed) 

Fourth Quarter 

F - Johnson 33 run (run 
failed). 

F - Logal Jeffries 25 run 
(Brady Folk pass from Mike 
Livingston). 

C-Team Frostburg defeats 
Oakland. 

Visil The Republican Website at 
www.thercpublicanncws.eom 




William A. Saltvsiak 

General Practice of Law 
24 years of Trial Experience 

>DWI Criminal Defense 
Divorce 8s Family Law 
Personal Injury —Civil Litigation 

301-334-0900 • 323 E. Oak Street, Oakland, MD 




Garrett Land Sales, PC 

H Garrett County's "Original" Real Estate Company . 

1000 Thayer Center, Oakland, MD ! i 

301 - 334-5757 

www.riarrattlandtalnt.rnm 


www.garrettlandsales.com 

HOMES 

Completely Remodeled inside and out! Lake area chalet in 
private, wooded setting with large decks, views and stream. 

.Price reduced to $ 184,900 

Immaculate 2002 Oakland Two-story! Walk to schools and 
shopping from this 3 bedroom, 3 bath home with 2 master suites, 
Jacuzzi, full basement and two car garage.$239,900 

Tastefully Restored! Traditional style 4 bedroom home on historic 2nd 
Street. Walking distance to library and stores. Vaulted ceilings, 
fireplace.Only $299,900 

Fully Furnished Log Cabin! Lake area with 2 bedrooms and loft in 
Yellowstone Villages. Excellent rental history! Fireplace and hot tub! 

.$259,900 

Wisp 17 ,h Fairway! 4 bedroom, 4 bath home with 3 master suites. 
Exceptional Rental history! Custom chalet style cedar home. Deck, hot 

tub.$579,900 

100' Lakefront Bargain! Vintage 2 bedroom cottage on exceptional 
lakefront lot on Lakeshore Drive. Level lawn to waters edge. Type A dock 
permitted.$659,900 

Ski Slope views on 15 acres! Large 3 bedroom, 2.5 bath log 
home with full basement. Property may be subdivided! 

.Priced to sell at just $589,900 

New Construction! Brand new 3 bedroom, 2 bath rancher in 
Friendsville Spacious floor plan with full walkout basement and 
covered porch.$139,900 

Affordable Living! Clean, well kept 2 bedroom, 2 bath mobile with 
addition on block foundation. Level 1 + acre very private lot. ..$64,900 

Renovated Huge Farm House! Northern Garrett 3 bedroom, 1.5 
bath with attached garage and detached 40x80 pole barn on 4.6 
manicured acres.$399,900 

LOTS AND ACREAGE 

Incredible Views! 3 wooded acr s in Royal Charlotte Subdivision 

overlooking Pleasant Valley with county road front, and utilities to 

site.Price reduced to $49,900 

Southern Lake Area! 1 acre wooded lots with new road, underground 
utilities and ready to build. Near Turkey Neck Road.Starting at $24,900 

Northern Garrett! A premier quality country development consisting of 
3- to 12-acre home sites with incredible pastoral views from every 

lot. Starting at $79,900 

Southern Garrett Farm! 40 acres with streams, stocked pond, hard¬ 
woods and crop fields! Great hunting/recreation Everything you could 

want!. S 349,900 

Spectacular Views! 3.9 wooded private acres with high mountain views of 
Little Bear Creek Valley. Ready to build your dream chalet 
retreat.Price reduced to $134,900 

2 miles to DCL! Great location and even better breathtaking mountain 
range views from 4 wooded acres Private, lots of wildlife! 

..Price reduced to S154,900 


COMMERCIAL OPPORTUNITY 

South of Oakland! 30x60 building on a half acre lot with Rt 219 frontage 
and well and septic. Office, Large open space, his/hers bathrooms, storage 
space and full basement. Oil heat.$69,900 

In Oakland! 25 acres with commercial possibilities and great exposure 
and views of Wal-Mart and Oakland .Only $579,900 

Owner Will Subdivide! 80 acres bordering Oakland golf course and 
bordering state forest. Will subdivide into 25 acre parcels 

.for just $600,000 each! 

Ltt us put our loam to work for you. 
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Ram Netters Lose To Miners, 
Defeat Spartans And Campers 


The varsity volleyball 
team of Southern High 
School participated in four 
matches over the past week, 
winning three of the four. 
The Rams lost to host Mtn. 
Ridge last Thursday, de¬ 
feated Bishop Walsh in 
Cumberland on Monday, 
and topped host Allegany 
last night. 

The Rams also partici¬ 
pated in the Fort Hill Senti¬ 
nel Invitational on Satur¬ 
day, where they finished 1- 

2 . 

Against the Miners last 
Thursday, Southern's 
Shayna Sweitzer recorded a 
triple-double with 17 service 
points, 14 digs, and 11 kills 
She also had five service 
aces for the Rams 

Alycia Horner added 12 
points, four aces, 12 assists, 
and two blocks. Torie 


Bosley and Kaycee Acker¬ 
man both had four kills. 

Mtn Ridge won the jay- 
vee match 2-1. Mtn. Ridge 
swept the first game 25-6, 
but the Rams came back 
with 25-20 for the second. 
The Miners took the third 
with 15-13 

Tara Marple was the star 
for Southern's JV team with 
eight points and four aces. 

Southern, Frankfort, 
Boonsboro, and Pendleton 
Co were bracketed together 
for the invitational, with the 
Rams defeating Pendleton 
Co Southern lost to Frank¬ 
fort and Boonsboro, with 
Musselman defeating 
Boonsboro in the champi¬ 
onship match. 

In the match against Pen¬ 
dleton, Sweitzer starred 
again with a triple-double of 
16 kills, 10 assists, and 14 


digs 

Horner acquired 13 
points, eight aces, 15 assists, 
nine kills, and 11 digs, and 
Anna Keefer gained 11 
points and eight aces for the 
Rams. 

The Rams came back 
and defeated Bishop Walsh 
on Monday, 25-10, 25-20 
and 25-10. 

Shayna Sweitzer led 
Southern with 14 service 
points, three aces, nine 
assists, and 14 kills Alycia 
Horner had 13 service 
points, three aces, 12 assists, 
and five kills. Anna Keefer 
had eight service points and 
four aces, while Torie 
Bosley had three kills and 
two blocks. 

In the junior varsity 
match, Southern won, 2-1. 
Annie Graham and Corinne 
Fike both had five kills, and 
Bethany Rexroad had nine 


service points. 

In last night's match 
against Allegany, the Rams 
won in three straight games, 

25-12,25-10,25-16. 

Southern's Homer had 
17 service points, three aces, 
11 digs, and five assists 
Sweitzer gained 11 points, 
four aces, and nine kills, 
and Bosley had 6 kills. 

The Ram jayvees won 
their match against the 
Campers, 2-1. 

Allegany took the first 
game, 13-25, but Southern 
bounced back to win the 
final two, 25-19 and 19-17. 

Marple had 10 points 
and Courtney Graham had 
nine for Southern. Annie 
Graham had six kills. 

The Rams will play the 
Preston Knights in King- 
wood on Monday and 
travel to Fort Hill next 
Wednesday 
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Northern Volleyball Team Falls 
To Meyersdale, Mountain Ridge 


Winter Won t Wait SS6 
What we re all looking For.,. 




f Sold b\f the cord or V 2 cord t 

f Stacking available upon request * 

* Call for Pricing * 

? i 

* # 

♦ The quality of hard wood you # 

♦ expect & the service we demand! * 

• 301-334-6911 | 

* FREE DELIVERY * 

#♦•4* * ♦ * Yk • ** 0 3ft 
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RESORT 


Wisp Resort is looking for a hard working individual 
to join our Facilities Support Services team. 
Candidates should be willing to work both inside and 
out as w ell as perform a variety of duties. The position 
will be responsible for the cleaning and the day to day 
maintenance of the resort's public areas as well as the set 
up of the resort's conference areas. To be considered you 
must be able to lift up to 501bs and be able to carry 251bs. 
The chosen candidate must be willing to work a flexible 
shift and have previous housekeeping, cleaning and or 
related experience. Wisp Resort offers a competitive pay 
structure and a one of a kind wellness program. 

To apply, please stop by the resort and fill out an 
application For additional information, please call the 
Human Resource Office at 301-387-4911 or visit us on 
the careers page at www.wispresort.com. 

Wisp Resort is an Equal Opportunity Employer. 


It was a rough two days 
for the Northern High 
School volleyball team, as 
the Huskies were defeated 
by both Meyersdale on 
Monday and Mtn Ridge on 
Tuesday. 

Northern lost in three 
games to Meversdale 25- 
lb, 26-11 and 25-7. Hannah 
Sines had five points, four 
aces and one kill in the loss, 
and Chelsea Custer added 
three kills and one block 
Meyersdale won the jay- 
vee, 25-9 and 25-15. 
Miranda Beasom scored six 
points with five aces and 
one kill for the Huskies. 

With scores of 25-11, 25- 
20, and 25-18, Mtn. Ridge 
swept past Northern to 
move one game above 500. 

The Miners' Jasmine 
Lewis finished with 13 
points and five kills. Rachel 
Burkett added 11 points, six 
aces and 10 assists 

The Huskies got seven 
points and six aces from 
Jessica Baker. Taylor 
Maltba had four points, one 
ace and nine digs. 

The Miners won the jun¬ 
ior varsity match, 25-10 and 
25-14. Taylor Llewellyn had 


GARRETT 

AUTO RENTALS INC 


AUTORENTAL * 


LOW DAILY RATES 
INSURANCE REPLACEMENTS 
CARS VANS 15 PASS. VANS 


locally owned 1 Operated For It Tears! 

Rt. 219 Deep Creek lake 

Major Credit Cards Accepted 




f^AJVOV BUTLER 


ACCIDENT, MD 


Great Vehicles... 

...Low Prices... 

...The Best Warranty Around... 
See why we call it 

The Randy Butler Advantage 


2007 Toy ota Corolla LE 

22,000 miles $13,789 00 
2007 Chevy Cobalt 4 Door 

28,000 miles $10,995 00 
2007 Toy ota Corolla CE 

30,000 miles $13,995 00 
2007 Ford Focus ZX4 SES 

31,000 miles $12,995 00 
2007 Pontiac G6 

35,000 miles $12,495 00 
2005 Toy ota Corolla LE 

96,000 miles $8,989 00 
2005 Chevy Impala LS 

45,000 miles $11,895 00 
2005 Dodge Neon SXT 

34,000 miles $9,495.00 
2005 Honda Accord LX 

58,000 miles $13,695 00 
2005 Chevy Cobalt 2 Door 

31,000 miles $9,525 00 

2003 Honda Civic LX 

46,000 miles $10,295 00 
2002 Ford Escort ZX2 

85,000 miles $6,995 00 

2004 GMC Sierra Z-71 Ext. Cab 

56,000 miles $15,995 00 


2007 Kia Spoilage LX 

17,000 miles $14,995 00 
2007 Kia Sorento LX 

31,000 miles $14,795 00 

2006 Ford Freestyle Limited 

30,000 miles $15,995 00 
2005 Toy ota RAV-4 L 

50,000 miles $14,995 00 
2005 Chevy Suburban 

60,000 miles $16.989 00 

2005 Chevy Tahoe 

47,000 miles $18,989 00 

2007 Ford E-250 Cargo 

32,000 miles $14,795 00 

2004 Jeep Gr. Cherokee Laredo 

68,000 miles $9,325 00 

2006 Chrysler Tow n & Country 

28,000 miles $13,995 00 

2005 Ford E-250 Cargo 

110,000 miles $6,995 00 
2005 Ford E-150 Cargo 

78,000 miles $10,295 00 
2003 Chevy Astro Cargo 

42,000 miles $7,995 00 
2001 Dodge Grand Caravan EX 
66,000 miles $6,995 00 


23 points and 17 aces in the 
win. Maddie Whittemore 
had three points, two aces 
and one kill for Northern. 

Northern plays at home 
tonight against the Fort Hill 
Sentinels and Allegany next 
Wednesday. The Huskies 
will travel to Hampshire 
next Thursday 

Moth Prog. 

Continued from Page A-l 
last year and 82,000 this 
year. 

In contrast, Maryland 
had 68,000 acres last year, 
compared to 19,000 this 
year The inspector said if 
the state had relied solely on 
a virus and fungus, natural 
enemies of gypsy moth cat¬ 
erpillars, rather than 
sprayed, there would have 
been a severe defoliation 
problem this year. 

Thompson noted that 
about 6,000 acres of desig¬ 
nated wildlands were 
treated in Maryland this 
year. 

"In the past, we have not 
sprayed wildlands because 
of pressure put on the 
DNR," Thompson said 

There are about 44,000 
acres of wildlands in Mary¬ 
land, of which 11,000 are in 
Garrett County. 

Local Extension educa¬ 
tor Willie Lantz reported on 
the Garrett County cost- 
share program, which 
worked in conjunction with 
the MDA's. 

Lantz said 168 private 
land owners had contracts 
with his office this spring, 
with more than 11,400 acres 
being sprayed The land 
owners paid 60 percent of 
the cost, with the county 
contributing 40 percent. 
Land owners paid a total of 
$265,777; the Garrett 
County commissioners con¬ 
tributed $150,000; and the 
Deep Creek Property Own¬ 
ers Association added 
$22,500 to fund the spray 
operation 

In addition to negotiating 
the contracts for the local 
program, the GC Extension 
Office also completed egg 
mass surveys on more than 
20,000 acres of forest land, 
creating G1S maps, and 
collected payments. 

Lantz added that his of¬ 
fice sent out surveys to the 
2008 cost-share participants, 
asking them to evaluate the 
effectiveness of the opera¬ 
tion, survey their property 
for potential problems in 
2009, and indicate their sat¬ 
isfaction with this year's 
spray program 

The result of that survey 


Hilltop Inn 
Restaurant 
A Lounge 

Koutr 40 

2 mile* ea»t of C»fnnt*vtlle 
301R95-5168 


Iriday Specials 


All You Can Eat Kish Fry, 
includes choice of Potato or 
Vegetable & Salad Bar $10.29 
Fried Fish or (lams, 
includes choice of Potato or 
Vegetable and Salad $8.79 


Prime Rih, Roast Turkey 
and Dressing, Baked Crab 
Imperial nr Country Fried 
Steak, includes Choice of 
Potato nr Y’eortahle and 


is not yet known, Lantz 
said, as only 75 of the 168 
participants have returned 
the forms so far. 

Thompson recom¬ 
mended that the commis¬ 
sioners continue to fund egg 
mass surveys on private 
lands. 

"It’s not that much 
money; it's sort of like an 
insurance policy," he said. 
The inspector noted that the 
MDA only surveys state 
land and could miss poten¬ 
tial problems on private 
properties. 

"I would think that we 
would continue doing that, 
as long as it's affordable," 
said Commissioner Fred 
Holliday, noting current 
economic conditions. 

The commissioner 
added, however, that he did 
not want the county to re¬ 
turn to the bad shape it was 
in two or three years ago 
with the gypsy moth infesta¬ 
tion problem. 

"What's the prediction on 
the next parasite outbreak?" 
Commissioner Ernie Gregg 
asked, meaning the emerald 
ash borer. 

Thompson said no adult 
emerald ash borers had 
been found in recently set 
traps in Garrett County and 
surrounding areas. Offi¬ 
cially, he said, there are no 
borers in Uarrett County, 
but some people disagree. 

The emerald ash borer 
came from China at least 
four years ago via a boat in 
the Great Lakes area It has 
already been found in Fay¬ 
ette County, Pa., northern 
Virginia, West Virginia, and 
Prince George's County 

"It's coming our way 
from three different direc¬ 
tions," the inspector said 

The insect only attacks 
ash trees, but its impact is 
devastating It will move 
quickly through an area and 
kill all the ash. Thompson 
noted that there are several 
areas of Garrett County that 
have significant numbers of 
ash trees. 

He indicated that offi¬ 
cials are working on ways to 


Law Offices of 
Gary Harriger, LLC 


• BUSINESS & 
EMPLOYMENT LAW 

• REAL ESTATE 

• CONTRACT 
A LEASES 

• ESTATE PLANNIN6 
A WILLS 


148 Main Street 
Grantsville, MD 21536 
301-895-3331 

Fax: 301-895-4430 
9 harriger@allsh 0 retitle.com 


try to control the insect, but 
currently, there are no cost- 
effective ways to do so. 

Commissioner Denny 
Glotfelty asked if people 
should start timbering ash. 

"I've told people, 'If you 
have ash and it's a good 
size and you're doing a tim¬ 
ber job, make sure you take 
all your ash,"’ Thompson 
said. 

Fall Bazaar 
Slated At 
Zion Lutheran 

The ladies of Zion Lu¬ 
theran Church, Accident, 
are sponsoring a fall bazaar 
on Saturday, Oct. 18, from 
9 a.m. to 2 p.m. Lunch will 
be served the entire five 
hours. 

Arts and crafts, comfort¬ 
ers, woven rugs, holiday 
items, apple dumplings and 
other baked goods, home¬ 
made soups, and home¬ 
made sauerkraut will be for 
sale. Parking will be avail¬ 
able behind the church, 
with handicapped accessible 



REVIVAL SERVICES SCHEDULED - Mt. Zion 
United Methodist Church, Swanton, has scheduled 
revival services for Sunday, Oct. 5, through Friday, 
Oct. 10, at 7 p.m. each evening. Evangelists Dan, 
Jeanie, and Michael Frederick of Grayson, Ky., will be 
the guest speakers. The church is located at 2445 Mt. 
Zion Road. For more information, persons may call 
Rev. Michael Ludle at 301-359-3839. 


entrances located in the 
building. 


The public is invited to 
attend. 
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From Ion Until December 31, 2008 



Hybrids 






Fuel Efficient (27 mpg or greater hw 


3 . 75 % APR * 3 . 99 % APR ’ 


FOR 60 MONTHS 


FOR 60 MONTHS 


MAIN 

OFFICE 


204 North Branch Ave PO Box 157* Bloomington, MD 21523 
301 359 3081 800 292 8139 * Fax 301.359 3683 


OAKLAND 12826 Garrett Highway PO Box 614-Oakland, MD 21 550 
OFFICE 301 334 1431-877 334 1431 Fax 301 334 1544 
^ Drive-Up • 130 North 4th St. Oakland. MD 21550 

rwcpco KEYSER U S. Route 220South*PO Box 818*Keyser. WV 26726 
itDcitAL cioitunion OFFICE 304 788 5305 866 788 5305-Fax 304 788 5398 


www wepcofcu com 


12511 Winchester Road - LaVale, MD 21502 
301.729.0146 866 729 0146 Fax 301.729 9415 

*APR= Annual Percentage Rate Rate and terms are sub|ec! to change Loan must be new money 
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Social 


Mo. Motive Wedo Mx. 3taxoh Jtt 
W.Va. Supreme Count Cfuunfivio 


censes, according to Son-dra 
R. Buckel, clerk of the Gar¬ 
rett County Circuit Court. 
Two couples request-ed that 
their names not be pub¬ 
lished. 

Danny C Beckman, 55, 
Oakland, and Brenda Lynn 
King, 46, Swanton. 

David Mitchell Simmons 
Jr., 26, and Kathryn Lizbeth 
Slagle, 19, both of Friends- 
ville. 

Michael Leroy Swartz- 
baugh, 46, and Susa Goodall 
Mott, 53, both of Westminster. 

Brandon Chad Shaffer, 25, 
and Ashly Ruth Fishell, 25, 
both of Baltimore. 

Mo. Jfiamao Ja 


Che>ck it out! 
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Rhonda Lynn Miller and 
Roger Clay Harsh were unit¬ 
ed in marriage on Aug. 15 at 
the Supreme Court of West 
Virginia in Charleston. Jus¬ 
tice Larry Starchcr officiated 
the wedding ceremony. 

The bride is the daugh¬ 
ter of Bobby and Pauline 
Wheeler of Ona, W.Va. The 
groom is the son of B. El- 
dean Poling of Horse Shoe 


Front Page Stage 
Thursday, Oct. 9 
5:30 

Before Firemen’s 
Parade 


Run, W.Va., and the late 
Glen Harsh. 

A reception was held on 
Aug. 16 on a mountaintop 
on the Harsh family prop¬ 
erty in Horse Shoe Run. The 
newlyweds were joined by 
many friends for the event, 
which included professional 
catering, fireworks, and an 
evening of celebration. 

The bride is an attorney 
with Harsh Law Offices 
in Parkersburg, W.Va. The 
groom is a district manager 
for Kanawha Scales and Sys¬ 
tems of Poca, WVa 

The couple reside in Park¬ 
ersburg. 

Marriage Permits 
Recently Issued 

Six couples recently ap¬ 
plied for their marriage li- 


John and Robin Nick* 
elson and David and Judy 
Ream, Confluence, Pa., 
announce the forthcoming 
marriage of their daughter, 
Janet Lynn Thomas, Addi¬ 
son. Pa., to Ronald Kenneth 
Friend, Terra Alta, W.Va., 


rruff t oPO/ 


Featuring events that build assets in youth and promote 

community involvement: 

FRIDAY, Oct. 3 

• Deer Park Recreation Program, Deer Park commu¬ 
nity playground, 6 to 7 p.m. Deer Park Eliminators invite all 
ages to this recreation program, which will include 3-on-3 
basketball and other games for younger children Youth 
attending all seven weeks of the program will receive a 
reward. Drinks provided. Free. For this sixth week, partici¬ 
pants are to wear their clothes backward as part of the “rurn 
your back on drugs” theme. (301-334-7730) 

SUNDAY, Oct. 5 

• SuGO Sunday with LEGO Robotics, GEARS build 
ing, 116 Industrial Park Drive in Accident, 1-5 p.m Youth 
and families come together to build LEGO robots, which 
are used to compete sumo wrestling style in the ring All 
materials are provided and no experience is necessary All 
ages are welcome, but parents must stay and assist with 
young children. Snacks and sodas will be available for 
purchase. Rookie teams consist of 2-4 people and pay $10 
per team. GEARS members participate for free. Sponsored 
by the Garrett Engineering and Robotics Society. Persons 
should call 301-387-2331 or visit www.SuGO.GEARSinc 

for more information. 

• Creative Writing & Drawing Club for Teens. Ruth 

Enlow Library in Oakland, 7 p.m. This new group provides 
a quiet, private atmosphere to write, draw, and sketch, 
examine others’ works, and receive feedback on one's own 
work, if desired. Pre-registration is not required, but a 
courtesy call to the library will be appreciated (301-334- 
3996, ext. 115) 


Assets are qualities and experiences youth need to un¬ 
leash their potential for growing into healthy, caring adults 
For more information about Healthv Communities-Healths 
YouthTM (HC*HY): Garrett County and about building 
assets in youth, persons may call 301-334-1189 
son of Kenneth and Ftor*-- HOHY Garrett County and some of the activities above 
ence Friend, Terra Alta. are sponsored by Garrett 


The bride-elect is a gradu¬ 
ate of the Western School of 
Health and Business Careers 
in Pittsburgh, Pa., where 
she received an associate's 
degree in radiology and so¬ 
nography. 

The prospective groom is 
a graduate of East Preston 
Senior High School, Terra 
Alta, and has a career in 
carpentry. 

A fall 2009 wedding is 
planned and will take place 
in Gatlinburg, Tenn. 


County Partnership for Chil¬ 
dren and Families Inc./LMB 
(Local Management Board), 
the Garrett County Health 
Department, Garrett County 
Extension Serv-ice, and the 
Governor’s Office of Crime 
Control and Prevention. 




HEALTHY 
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Cool New Brewpub & Restaurant Now Open! 


6690 Sang Run Road, McHenry 

501 - 557 - 5^0 

Hand-crafted Ales and Craft Artisan Hat breads 
from a Wood-Burning Oven 

Check out the Weekly Lunch Specials and the 
Sunset Special every Monday - Thursday from 5 to 5 p.m. 

Call ahead for a flatbread & growler to ep\ 

Open Monday - Saturday, Closed on Sundays 
www.mountainstatebrewing.com 


Autum 


$25,000 Price Reduction! 

Luxury Townfiouses mi Oak Street! 


Luxury 

Limited Time for New Price; 

Monday, October 6th - Monday, OctoWh.3th! 

$264,000 End Units 
$254,000 Interior Units 


Visit our OPEN HOUSES! 


Thursday, October 9 th and Friday, October 10 


th 




2 - 4:00 pm 


DIRECTIONS: Route 219 South to Oakland. Turn left at 5th stoplight. 
Follow less than half mile to townhomes on Right 


mi a 


For more information contact: 
Sue Liller, Sales Associate 
Justin Liller. Sales Adlhrlatp 
301-387-2000/800-J 


: at # 415. 

V 
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Church Leaders 
Invited To Disaster 
Readiness Event 

Church leaders from the 
community are invited to 
attend a Disaster Prepared¬ 
ness Workshop on Saturday, 
Oct. 18. The workshop will 
be held at Will O’ the WUp, 
located along Route 219 u 
Deep Creek Lake, from 9 r 3u 
a.m. to 3 p.m. It is being 
sponsored by Community 
Lutheran Partners (CLP) 
and several local Lutheran 
churches. 

The Disaster Prepared¬ 
ness Workshop is designed 
to help congregational lead¬ 
er* begin the preparedness 
process in their churches. 
The session will cover three 
areas of preparedness: indi¬ 
vidual, congregational, and 
community. 

Representatives from the 
American Red Cross, Office 
- of Emergnscy Management, 
and Homeland Security will 
serve as speakers. Training 
will be provided by Commu¬ 
nity Lutheran Partners. 

September was Nation¬ 
al Preparedness Month, a 
spokesperson said, and the 
workshop will underscore 
the importance of being 
ready to handle emergen¬ 
cies in homes, churches, and 
communities. 

The registration fee is 
-ft0 per person, payable to 
Community Lutheran Part¬ 
ners (CLP). Checks and the 
participant’s name, address, 
and phone number should 
be mailed to Rev. Randy 
Richardson, 215 Brenneman 
Road, Bittinger, MD 21522. 

Community Lutheran 
Partners Inc. is a 501 (c) (3) 
nonprofit Social Ministry 
Organization (SMO). It was 
formed in 2002 to facilitate 
social ministry development 
in the West Virginia/West¬ 
ern Maryland ELCA Synod. 
CLP has developed working 
relationships with the Evan¬ 
gelical Lutheran Church in 
America, Lutheran Services 
in America, and other SMOs 
to facilitate social ministry 
development among church¬ 
es and groups of churches, 
including ecumenical, in¬ 
terfaith, and community 
partnerships. The vision 
of CLP is to help the area 
synod become a "servant 
synod," according to the 
spokesperson, committed to 
the development of "unique 
responses to the needs of 
the vulnerable throuah edu¬ 
cation, direct services, and 
advocacy" 


For more information, 
persons may contact Sherri 
Schafer, CLP program direc¬ 
tor at 304-242-5012, or Beth 
Johnson, Shepherd of the 
Hills Lutheran Church, at 
301-387-8547. Sponsoring 
churches are the Accident 
Lutheran Parish, Bittinger 
Lutheran Parish, and Shep¬ 
herd of the Hills 

Visit The Republican web site at 
www.therepublieannews.com 


UNITED WAY HONORS STEPHENS, TOTAL BIZ - Th« United Way of Garrett 
County recently thanked an individual and a local company for efforts in supporting the 
organization. Total Biz Fulfillment was presented with the United Way of Garrett County 
business Community Caring Award. The company was honorad for its commitment and 
involvement with the organization. Pictured above with presenter Ernie Gregg (center) 
are Rhonda Winebrenner (left) and Luanne Ruddell of Total Biz. Robert Stephens is 
pictured below as he accepts the Individual Community Caring Award from Jeannette 
Fitzwater. Stephens was recognized for numerous volunteer roles he has played in the 
United Way of Garrett County. He is employed by Garrett County Health Department 
as the director of behavioral and family health. 

St. Mark's To 
Sell Nachos, Host 
Moon Bounce 

St. Mark’s Lutheran 
Church in Oakland will be 
hosting a Moon Bounce for 
children on Saturday of the 
Autumn Glory Festival, and 
will also be selling deluxe 
nachos, sun chinks, ami oth¬ 
er refreshments throughout 
the day. 

The Moon Bounce is an 
inflated room where chil¬ 
dren, after paying a small 
amount, may "bounce” for 
a specified time. It will open 
at 9 a m. and will be set up 
in the lot right next to the 
church, which is located at 
the corner of Second and 
Center streets. 

The food will go on sale 
at 10 a m. The nachos will 
be sold with the customer’s 
choice of cheese and/or 
chili Baked goods will also 
be available. 

All proceeds will go to 
the St. Mark's Christian 


Early Learning Center, a 
non-profit pre-school op¬ 
erated by the church. For 


more information, persons 
may call the church office 
at 301-334-2668 


NEED A LIM0 
301-501-LIMO 


deepcreektimes.com/limo 




ELAINE L. McDONALD 

REALTOR 

Deep Creek Lake Office 
23789 Garrett Hwy., Suite 2 
McHenry. MD2IS4I 
Office: (301) 387-4700 
Mobile: (301)616-7723 
Rea: (301) 387-4772 
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October Schedule 
For Bloodmobile 
Visits Released 

The American Red Cros 
bloodmobile will make fou 
visits to Garrett Count; 
during the month of Oc 
tober, the first of whicl 
will be this Friday, Oct. 3 
at the American Legioi 
hall, Memorial Drive, Oak 
land. Donors will be wel 
corned there from noon ti 
6 p.m. 

The next visit is slatei 
for next Monday at Garret 
County Memorial Hospital 
Hours will be from 11 a m 
to 4:30 p.m. 

Grantsville Elementar; 
School will host a visit o 
the bloodmobile on Mon¬ 
day, Oct. 13, with donors 
asked to report from noon 
to 6 p.m. 

The fourth visit for Octo¬ 
ber will be hosted by Zion 
Lutheran Church in Acci¬ 
dent on Monday, Oct. 20, 
from 1 to 6:30 p.m. 

Donors must be at least 
17 years of age (16 years 
old with parental consent in 


CIVIC CLUB UNVEILS AUTUMN GLORY QUILT - The Civic Club of Oakland recently 
unveiled its 2008 Autumn Glory quilt, which will be raffled off, with tickets available 
beginning this week. Jackie Johnson, second vice president (left) and Barbara Frantz, 
president, display the new quilt, which was made by Joyce Pyle of West Virginia and 
is titled "Boston Common." The queen/king size quilt has a white background and a 
multicolored design, and comes with three standard pillow shams. Advance tickets 
may be purchased on Saturday, Oct. 4, at Browning’s Foodland between the hours of 
8 a.m. and 2 p.m. During the Autumn Glory Festival, tickets will be on sale at the Civic 
Club Antique Show, held Friday, Saturday, and Sunday, at the Oakland Community 
Center (the former armory), located along 8th Street. 


Maryland), weigh at least 
110 


erally good health. Persons 
‘ J ‘ hone 1- 


MOUNTAIN MARYLAND PLATES AVAILABLE - Charlie Ross, president/CEO of the 
Garrett County Chamber of Commerce, is pictured attaching his new Mountain Maryland 
license plate to his truck. Mountain Maryland license plate applications can be picked 
up at the Chamber of Commerce located at 15 Visitors Center Drive in McHenry. The 
application cost is $25, in addition to the regular licensing fees. For more information, 
persons are invited to telephone the chamber at 301-387-4386. 
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BROTHERS EGGS 

Certified Natural,Free 
Range Pastured Farm Eggs 

$2.69 doz. 

V or 2/$5.uu i 


Hilltop Inn 
Restaurant 
A Lounge 

Route 40 

2 mile. ra*t of Gmnlivillr 
.101-H95-5160 


Friday Specials 


All You Can Eat Flah Fry, 
Include* choice of Potato or 
Vegetable & Salad Bar $10.20 
Fried Fl*h or ( lam*. 
Include* choice of Potato or 
Vegetable and Salad $K.70 


Wi'ckriiil Specials 


Prime Klh, Roa.t lurkey 
and Drr**ing. Baked ( rah 
Imperial or Country Fried 
Steak, include* Choice of 
Potato or Vegetable and 
Salad Bar 


Fggplant Parme.an and Garlic 
Bread, Include* Salad Bar 


Hour*: 

1 U.ft, I ....... LI , 

Fri A, Snt. 11 - 8 i .$0 
Nun. 11 -f» 


qualifications to which par¬ 
ticipants must adhere. The 
orders, when placed, must 
be accompanied with ei¬ 
ther a money order, certified 
check, cash, or food stamps. 
No personal checks are ac¬ 
cepted. 

For additional informa¬ 
tion about this program or 
to place an order, persons 
may contact Deep Creek 
Baptist Church, 19841 Gar¬ 
rett Highway, Oakland, MD 
21550 or call 301-387-5688. 
Additional contact numbers 
are 301-533-0968 and 301- 
387-2920. 

Persons may visit www. 
angelfoodministries.-com to 
see each month’s menus. 

The program began in 
1994 in Monroe, Ga., and 
has grown to serve hundreds 
of thousands of families ev¬ 
ery month across 35 states, 
the spokesperson said. 




Miss Maryland Louise Schlegel 
To Participate In Festival Parade 


800-542-5663, ext 2861, to 
make an appointment for 
one of the October visits; 
however, walk-ins are wel¬ 
come. 

Persons with questions 
about the ARC blood servic¬ 
es program may telephone 
Leigh Hull, blood services 
director for the Western Po¬ 
tomac Chapter, at 301-722- 
cxt. 101. 

DC Baptist Church 
Announces“Angel 
Food Ministry” 

Deep Creek Baptist 
Church, which is located 
across from Uno’s Restau¬ 
rant at the lake, is now a 
host for Angel Food Min¬ 
istries. This is a non-profit, 
non-denominational orga¬ 
nization dedicated to pro¬ 
viding grocery relief and 
financial support to commu¬ 
nities throughout the United 
States 

“Angel Food" is a me¬ 
dium-sized box full of gro¬ 
ceries that costs $30 and is 
available to anyone, with no 
applications or qualifica¬ 
tions required. 

Each month’s menu 
is different than the pre¬ 
vious month and consists 
of both fresh and frozen 
items with a average retail 
value of approximately $60. 
Comparison shopping has 
been done across the coun¬ 
try in various communities 
using a wide range of re¬ 
tail grocery stores and has 
resulted in the same food 
items costing from between 
$42 and $78, according to 
a spokesperson. General¬ 
ly, one unit of food assists 
in feeding a family of four 
for about one week or a sin¬ 
gle senior citizen for almost 
a month, the spokesperson 
said. 

“The food is the same 
high quality one could pur¬ 
chase at a grocery store. 
There are no second-hand 
items, no damaged or out¬ 
dated goods, no dented 
cans without labels, no day- 
old breads or produce that 
is almost too ripe Also of¬ 
fered are specialty boxes 
such as steaks, chicken, 
pork, and fruit," the spokes¬ 
person said. "Many par¬ 
ticipants in this bonus pro¬ 
gram appreciate the expand¬ 
ed choices.” 

There is no limit to the 
number of units or bonus 
foods an individual can re¬ 
ceive, and there are no ap¬ 
plications to complete or 


The births of two babies 
were announced this week, 
a boy and a girl. 

A son, Jaxxton Mick, 
was born to Jason Todd and 
Lorrie Michelle (Filsinger) 
Miller, Swanion, ou Sept. 
17 at Garrett County Me¬ 
morial Hospital Maternal 
grandparents are Mike and 
Lona Filsinger, Swanton, 
and paternal grandparents 
are John and Carolyn Liven- 
good, Swanton, and George 
and Lois Miller, Keyser, 
W.Va. 

A daughter was born to 
Shannon Delaney, Gorma- 
nia, W.Va., on Sept. 12 at 
Garrett County Memorial 
Hospital. 

KITZMILLER 

BIRTHDAYS 

Among Kitzmiller resi¬ 
dents celebrating birthdays 
this week are: Barbie Nelson, 
Josh Tichnell, Don Cross, 
Helen Crouse, Faith Stiles, 
TfUresa Lucas, Kathy Arm¬ 
strong, and Tom Wilson. 


Louise Schlegel, Miss 
Maryland 2008, will be one 
of the featured guests of the 
41st annual Autumn Glory 
Festival’s Grand Feature Pa¬ 
rade on Saturday, Oct. 11, 
which begins at 1 p.m. 

Miss Maryland’s atten¬ 
dance is sponsored by Gregg’s 
Pharmacy, Oakland. Shaffer 
Ford Sales of Oakland will 
provide her parade vehicle. 

The Silver Spring resi¬ 
dent was crowned Miss 
Maryland on June 21 at the 
historic Maryland Theatre 
in Hagerstown, where she 
competed as Miss Allegany 
County. She captured the 


judges’ attention early in 
the competition and was 
named the winner of the 
Overall Interview, Prelimi¬ 
nary Swimsuit, and Talent 
(singing) segments. 

Schlegel, 20, is a senior 
theatre major at the Univer¬ 
sity of Maryland. She plans 
to get a master’s degree in 
acting and is interested in 
working in film or on stage. 

She will compete for the 


title of Miss America in Las 
Vegas, Nev., on Jan. 24,2009 

Schlegel has an adopted 
older brother, Christopher, 
and her platform is "Adop¬ 
tion is an Option, Not a Last 
Resort." She said Americans 
should consider adoption 
as a way to expand their 
families and help children 
in need. 

New Germany 
St. Park To Host 
‘08 Homecoming 

New Germany State Park 
will hold its third annual 
Homecoming celebration on 
Saturday, Oct. 4, beginning 
at 3 p.m. 

Members of families who 
once lived in the area are 
invited to gather together, 
share a meal, and share sto¬ 
ries, a spokesperson said. 

This year’s event will in¬ 
clude a ribbon-cutting cer¬ 
emony. The park staff re¬ 
cently installed two interpre¬ 
tive panels, one detailing the 
history of the lake and the 
life that developed around 
it, and the other describing 
the grist mill that once stood 
along Poplar Lick. 

Another recent accom¬ 
plishment is the complete 
renovation of the dam, origi¬ 
nally an earthen structure 
built for the mill, and rebuilt 
by the Civilian Conserva¬ 
tion Corps in the 1930s. The 
dav’s events will include 
a commemoration of the 
renovation and reopening 
of the historic structure, and 
the unveiling of the interpre¬ 
tive panels. 


Autumn Glory Sale 

• Longaberger Baskets, Pottery & Wrought Iron 

• Longaberger Totes & Purses 

• Primitive Furniture and Crafts 
•Furniture & Crafts Handmadedn-Ohio-* 


including cabinets, bookcases, shelves, 
side tables, fall decorations and much more 


Front Page Stage 
Thursday, Oct. 9 
5:30 

Before Firemen s 
Parade 


u. 


October^Oth’IO-6, 




Saturday, October 11th|9-12^& Sunday, 
October 12th in—L 
1046 E. High Street,^Oakland, MO ' 
(near Southern High School) 


Will your home or business run 
efficiently during a power outage? 

Whatever your electrical needs, 
we can provide for you. 

We offer Sales , Service , Warranty , and 
Maintenance Contracts for all 
Guardian Standby Generators. 


C 


GUARDIAN 

by (ia->ar»t fnw**r Sytt^T*. Int 


AUTHORIZED DEALER 
U 260068 


EVERGREEN 

ELECTRICAL 

Company, Inc. 


Master License #10280 Ml) • #30404 WV 


Evergreen 
Electrical Co., Inc. 

126 IIHIcreM l)r* 
(iriinHvllle, MD 

301-746-7687 
Cell: 240-580-7687 
Fax: 301-746-7688 
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County Native Planning “Green” 
Community in Remote California 


by Glenn Tolbert 

He hardly looks like the 
community planner type. 
With his hair twisted in sun- 
bleached blonde dreadlocks, 
and his face only occasion¬ 
ally shaven, former Garrett 
County resident David Pe¬ 
terson is in the process of 
planning a town in a remote 
area of California. 

“It’s primarily going to 
be for musicians and artists, 
a place where they can stay 
and feel comfortable while 
taking their talents to the 
extreme," said Peterson, a 
graduate of Southern High 
School and West Virginia 
University. 

Peterson, who is a per¬ 
cussionist and has a bache¬ 
lor’s degree in music/vocal 
performance from WVU, 
is able to make his plans 
because of a 40-acre piece 
of property that he pur¬ 
chased “incredibly cheap” 
after seeing it for sale on the 
Internet’s Craig’s List. 


He also seems to have 
the personality needed to 
bring the project to fruition, 
as he carries himself with 
a quiet, unassuming intel¬ 
ligence, combined with an 
uninhibited zest for life that 
draws people to him and 
his ideas. 

As a youngster in the 
Garrett County school sys¬ 
tem, his mother Susan, a 
teacher at Southern Middle 
School, remembers that his 
friends almost never used 
her name. Instead of “Mrs. 
Peterson,” she was always 
referred to simply as “Da¬ 
vid’s mom.” 

Arriving at his latest con¬ 
cept, he says, was partially 
due to the luck of finding 
the land at such a reason¬ 
able price. 

The parcel is located just 
east of Macdoal, Calif., and 
south of Kaliaha Falls, Ore. 
While the ultimate plans 
call for several structures 
on the property, Peterson 
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Beautiful Lakefront Location! 


: Monday Madness: 5-7 p.m. 
Half priced menu items 
and appetizers. 

Happy Hour 
Drink Specials 


(at the bar only) 


: 

.“1 
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Tuesday: 

Family Style Dinners 
Bring your family, friends 
or office for an Italian family 
style dining experience! 


Wednesday: 

Order a bottle of wine 

and receive 20% off 
j of your wine bottle purchase, j 
i Available in restaurant and bar. 

t 
P 

% 




Thursday: 

Live JAZZ 

from 7-9:30 
with Jenny 
and Nathan Wilson 


$ 


? 




¥ 


Daily S pecials: 

Join us for Happy Hour: 

Mon. - Fit, specials every night! 

$1 Domestic Draft 
$K Domestic Bottle 
$3 Rail Drinks 
$4 Well Drinks 




has had to do a lot of learn¬ 
ing along the wav. but he 
knows that he wants it to be 
a “green” community. 

“Everything from build¬ 
ing energy-efficient homes 
to installing alternative en- 
ergy systems has been care¬ 
fully studied,” he said. “My 


property is way off the grid, 
but we naturallv want elec¬ 
tricity.” 

As part of his investiga¬ 
tion into which source of 
power to use, Peterson re¬ 
cently visited George Schef¬ 
fers country house off New 
Germany Road. 


BINGO 


WEDNESDAYS 

St. Peter’s Social Hall 

Corner of 4th and Oak St. 301-334-2202 

Doors open at 5:30 p.m. Games start at 6:30 p.m. 

$ 500 Jackpot 

‘Mystery number ‘Winner take all ‘Refreshments 
NO admission under 18. 



PLANNING A COMMUNITY in a remote area of 
California is former Garrett County resident David 
Peterson, whose dream is to build a small, energy- 
efficient town that will be home to artists and musicians. 
His inspiration for the energy-efficient approach came 
from his time spent as an intern at an annual event called 
SolFest, sponsored by the Solar Living Institute. The 
photo at right is of the SolFest location in Hopland, Calif. 
To the right is a stature known as the “Iron Lady,” which 
was constructed with discarded metal. 


i hi: republic’an. Oakland, Maryland Thursday, (x iobkr 2, 2 tm b-i 

| to decide who will be per¬ 
mitted to live in the newly 
formed community 

"Right now we re just 
working with friends and 
people we know,” Peterson 
says, but adds, “that’s not 
going to work forever.” 

More info can be obtained 
via e-mail at patterninter- 
ruptCagmail.com. 

Lake Ford UM Church 
To Close Doors After 
ID4 Years Df Service 

The Lake Ford United 
Methodist Church, Cranes- 
ville Road, will be holding 
a congregational conference 
immediately after services 
on Sunday, Oct. 19, at 12:15 
p.m. 

After 104 years of ser¬ 
vice, Lake Ford UMC has 
decided to close its doors 
due to declining attendance 
and membership The deci¬ 
sion to close the church was 
made earlier this year. 

The disposition of church 
properties will be decided 
and voted upon at this con¬ 
ference, and all members of 
the congregation are urged 
to attend. 

For more information, per¬ 
sons may call 301-334-3948. 

Extra 


“He has a fantastic set¬ 
up, but it’s based on a wind 
(uibiuc, and I just duu’l have 
enough wind,” he said. 

So Peterson is turning 
toward another technology 
- solar power. He current¬ 
ly has a small solar unit, 
enough to power lights and 
his computer. He plans to 
obtain more solar equip¬ 
ment to operate a well on 
the property. 

Peterson became infatu¬ 
ated with and more knowl¬ 
edgeable about solar power 
after recently working as an 
intern for a project called 
SolFest, an annual event 
sponsored by the Solar Living 
Institute in Hopland, Calif. 

SolFest is considered the 
world’s premier two-day cel¬ 
ebration of renewable energy 
and sustainable living, as the 
Hopland area is becomes a 
global epicenter of green liv¬ 
ing. Over 50 workshops are 
offered, and there are vari¬ 
ous speakers, musicians, and 


artists involved. The project, 
which just completed its 

13i.li ycai, Jiaws hundreds 
of participants, who saw 
among other things numer¬ 
ous examples of solar power 
being used for just about 
everything. 

Peterson was one of the 
festival’s organizers, and 
went from place to place on 


an electric bicycle, which he 
still has. Because the Chi- 
ncse-buiit bike iias only one 
gear, he intends to upgrade 
it in the near future and use 
it on his new property 
As for more immediate 
plans, a workshop on struc¬ 
tural construction will be 
offered. Other priorities in¬ 
clude developing a system 


Attic 

Storage 


Self Storage Units 

IO’xIO’ & 10’x20’ 

Units Renting Now 


SI 4-662-2822 


101 Sherman Aliev 
Salisbury, PA 


Premier In-Home Care Since 1987 

Tender Loving Home Care 

Dependable and Qualified 

IN HOME ASSISTANCE WITH DAILY ROUTINES 
MEAL PREP - LIGHT HOUSEKEEPING - PERSONAL CARE 

4-24 WUES - I try 7 VAtyS A K/SS'K 

TENDER LOVING HOME CARE IS YOUR PROVIDER FOR: 

Health Watch ™ 

PERSONAL MEDICAL RESPONSE SYSTEMS - CALL FOR DETAILS! 

1-301-678-5080 
Toll Free: 1-888-876-4967 


State Licensed 
Bonded & Insured 


BETTER FINANCING 

FOR TOUGHER PRODUCTS 



LT 1045 

LAWN TRACTOR 


(LT 1042 shown) 


• 46” heavy-duty triple-blade mowing deck 

• 20 HP 1 Kohler* Courage” engine 

• Automatic hydrostatic transmission 

• 3-and-5 year warranty*** 


LOW $ 

INTRODUCTORv ; 

PAYMENTS 


24 


AS LOW AS 

/MONTH’ 


SALE *1,599“ 


www.cubcadet.com 
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SLT 1554 

SUPER LAWN TRACTOR 

• 54" heavy-duty triple-blede mowing deck 

• 27 HP" Kohler* Courage' V-Twin OHV engine 

• Deluxe high-back seat with arm rests 


LOW 

INTMOOUCTOHV 

PAYMENTS 


AS LOW AS 

r / MONTH’ 


SALE ’2,699” 


3Cran 



RZT 50 
ZERO-TURN RIDER 

• 50" Floating triple-blade 3-in-1 mowing deck 

• 22 HP Kawasaki* V-Twin OHV engine 

• Pivoting Front axle and Floating deck 


LOW 

INTRODUCTORY 

PAYMENTS 


‘45 


AS LOW AS 

/MONTH* 


SALE ’2,999” 
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GT 2550 

HEAVY-DUTY GARDEN TRACTOR 

• Heavy-duty sheFt drive with cast-iron transmission 

• 50" heavy-duty triple-blade mowing deck 

• 22 HP Kohler. Commend. V-Twin OHV engine 


LOW 

INTRODUCTORY 

PAYMENTS 

$ 

60 

AS LOW AS 

/MONTH’ 

SALE ‘ 

3,999 




ZTT 46 
ZERO-TURN TRACTOR 

• Zero-turn maneuverability with traditional 
tractor steering 

• 46" heavy-duty twin-blade 3-in-1 mowing deck 

• 20 HP" Kohler* Courage' OHV engine 

• Award winner for innovation excellence 

ZTT 42 wtlh 42* d*ck also •vaiiablt Etarting at 82.699 


LOW 

INTRODUCTORY 

PAYMENTS 


AS LOW AS 

> /MONTH’ 


SALE ’2,999** 


100% SERVICE ANO SUPPORT. EX PECT IT WHEN YOU VISIT YOUR IN DEPENDENT DEALER. WHO WORKS HARDER FOR YOU - BECAUSE YOU DO ENOUGH HARD WORK ALREADY. 

NAYLOR S ACE HARDWARE 

ESTABLISHED 1884 
32 S. 3RD ST. • OAKLAND, MD 21550 
(301) 334-3923 


STORE HOURS: 
MON-SAT 7:30AM-8:00PM 
SUN 9:OOAM-4:OOPM 


• 60 month? 'om apr ?a month introductory ravmcnt 
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Humane Society 
Schedules Autumn 
Glory Fundraiser 

The Garrett County Hu¬ 
mane Society will sell a va¬ 
riety of items during this 
year's Autumn Glory Festi¬ 
val A vendor table will be 
set up in the Mtn. Fresh 
Producers pavilion, Oak¬ 
land, on Friday and Satur¬ 
day, Oct. 10 and 11, from 9 
a m until 5 p m 

"Please stop by and see 
what we have for sale be¬ 
cause when you help us, 
you help more animals," 
said Lisa Baker, Humane 
Society president. 

Special themed Monop¬ 
oly games, wooden cat/dog 
ornaments, dog toys, and 
homemade dog treats will 
be available. Raffle tickets 
will also be sold for $1 each 
for chances to win a framed 
"3 Lab Bakery" print. 

The Garrett County Hu¬ 
mane Society has been dedi¬ 
cated to helping neglected 
and homeless animals since 
1983. The other major focus 
of this non-profit volunteer 
group is to provide discount 
vouchers for pet owners 
who need to have their pets 
spayed or neutered. 

Each year the GC Hu¬ 
mane Society gives out 


Adopt From Your local 


f >nciier or neicue ^/ J 

trrnnt I Vltttr...F!x Your Critter; * P ny or Neuter 
, www.garrettcohumanesociety com 


MILITARY SUPPORT GROUP SHIPS "CARE PACKAGES" - The Military Fam¬ 
ily Support Group recently hosted a "food drive" for local troops who are serving 
overseas. Ih the past few months, the members collected enough food and other 
items that they were able to mail 11 boxes last month, and just last week they 
shipped another 12 boxes. Pictured, left to right, are Anna Marie Miller, Margaret 
Kinch, Barbara Gaffney, "Santa" Potts, Ralph Miller, Beth Spencer, George Gaff¬ 
ney, Cathy Menker, and Mel Menker. This 35-member group is a voluntary organi¬ 
zation that helps families meet the challenges of military life. "We involve the entire 
family, as well as people from the community," said a spokesperson. "We welcome 
families from all branches of the armed forces. Families get together through the 
group and share many types of practical and emotional support. We communicate 
with each other and provide a chance to ask questions and express ideas and con¬ 
cerns. The group leaders understand military life and are a wonderful source of 
strength and comfort for the spouses and parents of service personnel." The 
group's next meeting is scheduled for Wednesday, Oct. 15, at 6:30 p.m. at Oak 
Park Church of the Brethren, located across from Southern High School. For more 
information about the meeting or joining the support group, persons may call the 
Menkers at 301-334-5906 or Sheila Shaffer at 301-616-6712, or visit supportlo- 
calmilitary.com. 


ADOPT A PET FROM YOUR LOCAL SHELTER, 


says the Garrett County Hu 
mane Society mascot. "And please visit our booth during Autumn Glory." The non 
profit organization will have a table set up on Friday and Saturday, Oct. 10 and 11 
at the Mtn. Fresh Pavilion in Oakland. See story. 


while at the shelter. 

The group also assists 
another local nonprofit or¬ 
ganization, HART for Ani¬ 
mals, with its rescue efforts. 
HART transports pets from 
the county shelter, which is 
not a no-kill shelter, and 
transports them to no-kill 
facilities in other areas. 

"This year the Humane 
Society has responded to 
more than 125 animal ne- 


thousands of dollars in 
vouchers, which in turn 
prevents hundreds of un¬ 
wanted litters from being 
born. 

Though it is not affiliated 
with the Garrett County 
Animal Shelter, the Hu¬ 
mane Society provides sup¬ 
portive services at the facil¬ 
ity by providing payment of 
medical bills for animals 
who are injured or sick 


gleet calls in the county," 
Baker added. "Some have 
resulted in lives being saved; 
others lesulted in improved 
living conditions for the 
animal." 

For more information 
about adopting a pet from 
the Garrett County Animal 
Shelter, persons may call 
the facility at 301-334-3553. 


Read. Then Recycle 


Affordable Custom Built Homes 


www.collegesavingsmd.org. may call 1-888-4MD 
For more details, persons GRAD or visit the web site. 


more Ravens with the col¬ 
lege savings expertise of the 
CSPM, the partnership will 
actively reach out to fami¬ 
lies and provide them with 
resources to help make col¬ 
lege accessible and afford¬ 
able. 

Anyone living outside 
the state of Maryland may 
want to consider whether 
the state or beneficiary's 
state offers state tax or other 
benefits for investing in its 
529 plan Persons are also 
asked to carefully read the 
enrollment kit which de¬ 
scribes the investment ob¬ 
jectives, risks, expenses, and 
other important information 
that should be considered 
before investing in the 
CSPM 

The enrollment kit is 
available at the web site 


A HEALTHY MOUTH FOR YOUR BABY 


HOME IMPROVEMENTS, LLC 

Additions Alterations Gar 

301 - 387-8040 

Call Today for your Free Estimate 


The American Academy of Pediatric Dentistry recommends a 
childs first exam be at 1 2 months of age Call our office 
today to give your child the healthy start he or she deserves. 

&arrett County Health Dept. Dental Care Center 
301-33H-1660 or 301-895-3111. ext. 1660 


MHIC 

69938 


MHBR 

4977 


‘ Countr 


No One Knows The Country 
Like We Do. 

Rt. 219 North * Humberson Center, 
McHenry, MD 21541 

U 301-387-8300 


Phone Heme #359 - 2+/- Acres, Buffalo Run River Frontage. Attention 
water and fishing enthusiasts Here is a beautiful wooded property bordering Buffalo Run 
trout stream! Plenty of area to build outside the flood plain. Road frontage for ease of 
yeor-round access and minutes to town and conveniences. No HOA or restrictions! 

GA6877703.. $78,900 

Phene Heme #304 • .85 Acre, Deerfield Estates Nice wooded building lot, 
perk approved and ready for you to build your dream home Mobile homes are excepted 

Approx 15 minutes from Deep Creek lokeS Wisp Resort GA5389205 . $24,900 

Phone Home #392 • 3 Acres, Accident, MD - Enjoy fresh mountoin air on this 
beautiful 3 acre lot on Marlin Sovage Rd Conveniently located between Oakland and 
Accident for country living with easy access to shopping, entertoinment, and all the 
amenities of a four season resort! Approved for a 4 bedroom septic and no HOA 

restrictions. GA6812288.... $85,000 

Phone Home #395 • 1.01 Ac, Accident, MD. Enjoy this county road frontage 
lot along Bumble Bee Rd Property is fairly level, primarily wooded and just minutes from 
the Wisp Ski and Golf Resort and shores of Deep Creek Lake No HOA 


HUMBERSON 


Sunday, Oct. 12, 9-11 o.m. fem']. *.V, 

DIRECTIONS Tokfdi 219 To Gro.ellv Run fo.XmgUl- y 

torn: lo o njhi on BtO' turning Loro ■ 

folio* up hill lo home on leh look for ugm [V'T 1 . 

PR #358 Deep Creek lake 
GA6498876 $649,900 te 

• Premier, “Brand New Constructed" custom home 

• Beautiful 3200 sq. ft. insuloted log finish home 

• Views of Deep Creek Lake and surrounding woodlands 

• Vacation Rental Potential! A True Must See! 


GA6827809 


PH#384 Deep Creek lake 

GA6427534 $575,000 

New (ooslrurtiori port ond beom Grand 
Chalet with 4 BR 3 5 BA gorage 
Conveniently located to Deep Creek lake 
ond Wisp Ski ond Golf Resort 
Bonos 100’ home theoler, plosmo TV integrated 
phone, wireless Internet serurity system ond 
other odded leohrres ’Smart Home Technology’ 
DOCK SLIP 


PH#370 Friendsville 
GA686/I/0 $214,900 
Recently Remodeled Home on 3.33 Acres 
Hardwood Floors, Granite Counters t More 
Formette' type property with Roil Fenced 
Posture 

Lorge 30 x40 Barn Building & Storage 
Shed 


Phone Homa #399 -1.04 Acres, McHenry - Lot 11 Sunset Ridge, public water 
and sewer available Located within easy access to all of the Deep Creek Lake area 
amenities and minutes to Wisp Ski and Golf Resort Start building your dream, year- 


$92,900 


round or vacation home today GA&849820 


Phone Home #330 • 3 Acres, McHenry, MD. This level, wooded 3 acre lot in 
College Estates is just what you’ve been searching lor Convenient to all orea activities yet 
a private secluded setting to escape GA6881246. $85,000 


PH#371 Deep Creek lake Area 
GA6761468 $494,900 

Mountoin Cholel on S ocres 
large, Fro* Flowing Stroam 
Close to Wisp Ski Resort 
Absolutely Incredible Property! 


PH#347 Deep Creek Loke 
GA6392851 REDUCED $449,000 

Great loke views ond lake occess! 

Established vacation rentol 

Recently upgraded 3 floors, Grand Chalet 


PH#348 Burlington, WV 

MI6557950 $139,900 
Cedar cabin shell ready for your personal 
touch 

10 private, wooded ocres 
Stream ond beautiful views 


PH #391 Friendsville, MD 
GA6809303 $114,900 

3 bdrm , 2 bath, open floor plan 
Nice yord, fruit trees, landscaping 
Easy occess, private & convenient 


Phone Home #378 - Accident, Rt. 219. Near 35 acre parcel with opprox 
1400 of road frontage on State Hwy Rt 219. Commercial, private residential or 
residential subdivision all potential uses lor this property. Phone and electric at site, 

public water on opposite side ol Rt. 219. GA6764 531 . $449,000 

Phene Home #342 - Deep Creek loke Area - Apartment Building - 
Excellent potential income producing property, this lour unit apartment building has 2 
one-bedroom apartments ond 2 three-bedroom apartments Located less than 1/4 
mile from Garrett College and minutes from Deep Creek Lake and Wisp Ski Resort. 

apartments ore rarely ever vacant. GA6664711. $215,000 

Phene Home #340 - Incredible commercial treasure awaits! 2 
buildings on level one-ocre commercial toned parcel Pole building has opprox 12 ft 
ceilings and 3 overhead doors. Block building has separate boys, office, bath, 
beating system, air lines, commercial wiring and electric, and is diverse as to 
use. Gate ond fence con remain or owner will remove 


PH#390 227+ Acres, Oaklend, M0 
GAM30247 $889,000 

• lorgv form rttot crops on still lemud on 1 (onto 
still grow 

* Titmtndous nows pond stroom l mix of woods 
(Kokh 

* folly IrovonoMo oxcotlonl hunting 

• Dohnito mvotrment opportunity 


PH#321 Deep Creek Lake Area 

GA6840439 $179,000 

Two full ocres 

3 bedroom Ranch homo with 24 x 24 

garage 

Minutes from Swallow Foils Stott Pork 


PH #374 McHenry 
GA6166482 $395,000 

Beautiful loke and ski slope views 
Pork like loke front with o boot dock! 
Minutes from Wisp Ski Resort, dining, 
shopping ond all area activities! 


PH#34* Friendsville, MO 
GA6490788 REDUCED $129,900 

Custom Crofted Stone Country Homo 
Mehcutoutly mointomed A many roctnt upgrodes 
2 Story dotorhod gorogt 

10 minutes from Deep Creek loke l Wisp Resort 


its potential 

GA6065040. REDUCED $224,900 

Phone Home #149 - Door Pork, MD. 5 unit oportmonl building on 1 
acre just minutes from town. Great investment opportunity, 4 3-bedroom ond 
1 2-bedroom apartments all currently rented through government assisted housing, 

solid rentols GA6194258 . $250,000 

Phono Home #377 - Deep Crook lake - Towering Oaks Marina 
located along a popular tourist areo ol Deep Creek Loke, o busy four season resort 
area Property includes 179 42 ft of lakefront, 14 dock slips ond two cottages that have 
been recently remodeled Beautiful loke views and ski slope views, and just minutes 

from oil oreo attractions and activities GA6377466 . . $1,900,000 

Phono Homo #324 6 acres with Rt 

219 state highway frontage dose to busy exit I4A-B of I 68 Surveyed, perk tested, 


For immediate information on any of our 
listings 24/7, just dial 301-387-3383 and 


PH#3*7 Deep Creek Lake 
GAS493206 lust Reduced) $595,000 

’ Lorge level lokefront with boot dock 
’ Beeuttful loke view ond ski slope views 


& Land 


Visit www.humberson.com 

for additional listings 


Business Opportunities 


DUI, DWI Charges 
Handed To Two 
Men Last Week 

Separate incidences led 
co the arrest of two men by 
Garrett County sheriffs 
deputies on drinking and 
driving charges last week. 

A traffic stop was con¬ 
ducted on Herrington 
Manor Road, near Mark- 
wood Drive, Oakland, 
around midnight last 
Wednesday The driver was 
identified as Noah Sun¬ 
flower, 23, Oakland. 

Sunflower was discov¬ 
ered to be under the influ¬ 
ence of alcohol, and he was 
placed under arrest He was 
charged with DUI and driv¬ 
ing while impaired by alco¬ 
hol. He was taken to the 
Garrett County Sheriffs 
Office, where he was re¬ 
leased pending a trial. 

A traffic stop was made 
on a 2004 Pontiac early 
Sunday morning by sheriffs 
deputies after the driver of 
the vehicle was observed 
"high beaming" oncoming 
vehicles. 

Matthew Richard Cope¬ 
land, 29, Dundalk, was 
identified as the driver. 
When deputies made con¬ 
tact with Copeland, an odor 
of alcohol was detected on 
his breath 

He was asked to perform 
field sobriety tests, which 
were not completed to the 
satisfaction of the deputies, 
and he was placed under 
arrest He was charged with 
DUI, DWI, and failure to 
dim headlights within 500 
feet of approaching driver 

Copeland was taken to 
the Garrett County Deten¬ 
tion Center to await a bond 
hearing. 

Child-Care Worker 
Training Course To 
Begin Next Month 

A 90-hour "Training of 
Child Care Workers" course 
will be offered at Garrett 
College's Southern Out¬ 
reach Center, Oakland, be¬ 
ginning on Monday, Oct. 6. 

Sessions will be held 
Mondays, Tuesdays, and 
Wednesdays from 6 to 9:15 
p.m. This course will re¬ 
place the postponed course, 
originally scheduled to be¬ 
gin Sept. 8 

The course is required by 
Maryland for persons seek¬ 
ing employment at child 
.are centers, as senior staff 
for Head Start programs, or 
as directors of small centers 

The topics will include 
safety and health, promo¬ 
tion of physical, cognitive, 
social and emotional devel¬ 
opment, family interaction, 
and program management. 

For more details or for 
registration information, 
interested persons may con¬ 
tact Patricia Baer at 301- 
334-8304 

Baltimore Ravens, 
CSPM Promote 
College Education 

The College Savings 
Plans of Maryland (CSPM) 
announced on last week 
that it has entered into a 
collaborative partnership 
with the Baltimore Ravens 
to help promote the value of 
a college education to fami¬ 
lies throughout the region 
that is designed to help keep 
kids on the path to college 

The CSPM is an inde¬ 
pendent Maryland state 
agency that administers 
two of the 529 college sav¬ 
ings plans, the Maryland 
Prepaid College Trust and 
the Maryland College In¬ 
vestment Plan These plans 
are managed, distributed 
and underwritten by T. 
Rowe Price Both plans are 
affordable, flexible and can 
be used at nearly any col¬ 
lege in the country. 

In addition, the CSPM 
offers the only plans that 
allow Maryland taxpayers 
to qualify for an income 
deduction on their state 
taxes of up to $2,500 per 
account or beneficiary, de¬ 
pending on the plan they 
choose 

The partnership will ex¬ 
tend throughout the Balti¬ 
more Ravens and CSPM 
network across the state and 
targets youth, such as the 
Baltimore Ravens' "Rookies 
Kids Club " and families as 
a means of demonstrating 
the power of education. 

Combining the commu- « 
nity influence of the Balti- 


• RkMenry oreo ond riot* to Wisp Ski Retort 

• f stoblish#d rotation rental history 


aw mu iiuiiii] 


views, level to moderote sloping terrain 
GA6S5212?___ 
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tledrioty ana public water available 

REDUCED $299,000 
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Support Group 
To Set Up AGF 
Military Display 

The local Military Fam¬ 
ily Support Group will host 
a display at the old Jan Flo¬ 
rist garage, located along 
Alder Street in Oakland, on 
Saturday, Oct. 11. The dis¬ 
play will be open before, 
during, and after the Au¬ 
tumn Glory Grand Feature 
Parade, which begins at 1 
pm 

"Please stop by and say 
Hello' to support our local 
military troops serving 
around the world," said a 
group spokesperson. "We 
will have a game for the 
kids and something for eve¬ 
ryone Look for us in the 
parade, too." 

The group will also be 
sending Christmas "care 
packages" to those service 
members Persons are in¬ 
vited to drop off an item or 
two to include in the mail¬ 
ing 

Possible snack-size items 
to donate include beef jerky, 
Slim Jims, peanuts, potato 
chip snack cans, cashews, 
canned sardines, trail mix, 
hard candy, cheese or pea¬ 
nut butter crackers, and in¬ 
dividually packaged cook¬ 
ies. 

Persons may also drop 
off yo-yos, crossword puz¬ 
zle books, Nerf balls, gum, 
breath mints, new movie 
DVDs, or magazines deal¬ 
ing with off-road vehicles 
ATVs, hunting, fishing, and 
other sports, but no news 
magazines. The magazines, 
however, need to be new or 
current (within the past 


Law Offices of 
Gary Harriger, LLC 


• BUSINESS & 
EMPLOYMENT LAW 

• REAL ESTATE 



SHS WELCOMES NEW 1800 CLUB MEMBERS - Several Southern High 
School students have joined an elite group of pupils by achieving an 1800 or 
higher score on the SAT Exam. New 1800 Club students are Morgan Anderson, 
Julie Bittinger, Benjamin Byrne, Adam Fitzwater, Joanna Guy, Krista 
Hollingsworth, Daniel Hughes, Matt Jordan, Emily Lipscomb, Ian Macy, and Jordan 
Schwinabart. As the latest additions to Southern’s 1800 Club, these students will 
receive a season pass to all sporting events for the 2008-09 school year and have 
their names immortalized on the 1800 Club plaque stationed in the school’s media 
center. Students who desire to improve their SAT scores can participate in after¬ 
school SAT tutoring or enroll in the SAT prep class offered during the school day. 
Both opportunities offer students extra practice and insight into the SAT exam. In 
the front row, from left, are Hughes, Schwinabart, Anderson, Guy, and Macy. Back 
row: principal Jim Maddy, Bittinger, Fitzwater, Jordan, Byrne, Lipscomb, and 
Hollingsworth. 






• CONTRACT 
& LEASES 

ESTATE PLANNING 
& WILLS 


148 Main Street 
Grantsville, MD 21536 
301-895-3331 

Fax: 301-895-4430 
gharriger@allshoretitle.coni 


RAM STUDENT OF THE MONTH NAMED - The September Southern High 
School RAM (Random Acts of Maturity) Student of the Month is Kaytie Riley. She 
was nominated by marching band director Joshua Elmlinger for demonstrating 
responsible leadership as well as her compassion for others. "Kaytie shows com¬ 
passionate ownership in the band she helps to lead," said Elmlinger. "On more 
than one occasion, she has come to me when she sees the band's morale suffer¬ 
ing, and communicates effectively and respectfully about what the band needs. 
She has rightfully earned the respect of the band, not by being a drum major but 
by doing at every practice what a drum major needs to do, then going beyond the 
call of duty. In so doing she has also earned the respect of myself and my staff." 
Riley is the daughter of Jack and Libby Riley and lives in Oakland. Above, from left 
are principal Jim Maddy, Riley, and Elmlinger. 


three months). 

Monetary donations to 
pay for postage to send the 


care packages will also lie 
accepted 

Two other locations will 


Confidence. 


Self-Esteem. 


Health. 


Give Your Child 

THE ADVANTAGES 

of\ Q 


accept care package items 
after Autumn Glory 
through Dec 1: Oak Park 
Church of the Brethren, 
located across from South¬ 
ern High School, Monday 
through Thursday, 9 a m.-2 
pm; and Englander’s 
(Dottle's Grill), Oakland, 
every day, 8:30 a m 3 p m 

"If you have family 
members or friends who are 
serving in the military, stop 
by and tell us about your 
military person," the spokes¬ 
person said "We'd like to 
add him or her to our list of 
support and to provide in¬ 
formation about this 
group." 

To contact the Military 
Family Support Group for 
more information, persons 
may call Sheila Shaffer at 
301-616-6712 or Mel and 
Cathy Mcnker at 301-334- 
5906 

Presentation On 
Gardening Given 
At Senior Center 


Orthodontics create straight smiles that give children the confidence they need to 
achieve their dreams. 

It's just one of the many options we offer for the dental health of your entire family. 

From preventive and general dentistry to specialized treatment, including Invisalign* 
invisible braces, we offer the care your family needs to look and feel their best. 

Give your child an advantage. Call today * 301 - 334-2225 


CALL FOR YOUR FREE ORTHODONTIC CONSULTATION 


CXW.I.PM INC 

NEW PATIENTS ALWAYS WELCOME 



Dr. Yant Of Dr. Longest 

DENTAL HEALTH GROUP 


The Grantsville Senior 
Center recently hosted a 
presentation on heirloom 
gardening hy Sherry Georg, 
who volunteers with the 
historical Drane House's 
garden in Accident 

"The seniors enjoyed 
learning about the variety of 
heirloom seeds popular 
among heirloom garden 
enthusiasts," noted Carrie 
Clow, senior center opera¬ 
tions director. Many heir 
loom seed catalogs, seed 
samples, and plants from 
the Drane House garden 
were on display. "Seniors 
were able to touch and 
smell many interesting 
plants from heirloom seed 
collections," she noted 
"This presentation oc¬ 
curred during Active Aging 
Week and was meant to 
encourage seniors to con- 


ENHANCING SMIltS • ENHANCING HEALTH 



tinue being active at home, 
in their community, and 
always learn about new 
things in which they can 
become active." stated 
L low 


RAM 

Notes 



shspromfa gmail.com or call 301-334-9447 and ask to 
speak with Melissa Barnes or Sara Shaffer The advisors 
are asking for any and all help 

PSAT TESTING HELD IN OCTOBER 
Sophomores will take the PSAT (preliminary scholas¬ 
tic aptitude test) on Wednesday, Oct. 15. Freshmen and 
juniors should have signed up to take the PSAT in the 
Guidance Office by the beginning of this week (Sept. 30) 
Those with questions should call Kelley Davis at 334- 
1660. 

HSA TEST PREP OFFERED 




3-D Archery-30 Targets Walk Through 

Call for details: 301-895-5054 or 301-707-0081 


Tutoring and HSA test prep assistance is available after 
school in the Media Center. The schedule is as follows: 
•Monday — 4:45 to 7:45 p.m., Diana Marks - biology 
•Tuesday - 3:45 to 6:45 p.m., Dave Bender - gov. 
•Wednesday -3:45 to6.45 p.m., Ryan Wolf - math 
•Thursdays — 3:45 to 6:45 p.m., Daniel Graham - Eng. 
Students who need assistance in any of the available 
subjects should plan to attend. 

SENIOR CLASS TRIP 

The Senior Class will sponsor a Longaberger Basket 
Bingo on Saturday, Oct. 18, at 2:30 p.m. at the Oakland 
Elks Lodge. The cost of a ticket is $25 and may be pur¬ 
chased from any senior or bought at the door Those in¬ 
terested in more information should contact Sandi Smith 
at 301-334-3086. The senior class will also sponsor the 
Winterball Dance on Saturday, Dec 20, to be held in the 
school cafeteria from 8 to 11 p.m. The seniors and staff 
ask for parent help. 

SENIOR PORTRAITS SCHEDULED 

Senior portraits have been scheduled for Monday, 
Tuesday, Wednesday, October 6, 7, and 8, in the auxil 
iary gym of the school. LifeTouch studios has mailed ap¬ 
pointment cards and information to seniors, and the year¬ 
book staff sent reminders to students this week If seniors 
are getting their pictures taken by another photographer 
they are advised to still get their picture taken by Life- 
Touch for the yearbook. Those with questions should 
contact Maria Zumpano at mzumpanofush ga.kl2 md.us 
or 301-334-9447. 

LEARNER’S PERMIT NOW NECESSARY 
FOR DRIVER'S EDUCATION COURSE 
New legislation requires that all students taking 
Driver’s Education must have their learner’s permit before 
instructors can take them on the road This law officially 
went into effect yesterday, Wednesday, Oct. 1. Students 
are not permitted to go onto the road without their 
learner’s permit, therefore students are required to have 
their learner’s permit before they even sign-up to take the 
class. Their learner’s permit will now be good for two 
years instead of the current one year term. 

MOUNTAIN TOP COLLEGE EXPO 
The 2008 Mountaintop College Expo is slated for 
Monday, Oct. 13, from 6:30 to 8 p.m in the Garrett Col¬ 
lege gymnasium. Over 40 college and trade school repre¬ 
sentatives will be in attendance. A financial aid seminar 
will be held at 7 p.m. in the art gallery. Seniors will have 
an opportunity to win one of three $500 scholarships 
FALL HOMECOMING RESCHEDULED 
The Fall Homecoming weekend activities that were 
originally planned for Friday and Saturday, October 17 
and 18, have been rescheduled for Friday and Saturday, 
October 24 and 25. Friday night activities will include the 
crowning of the king and queen at halftime during the 
Southern vs. Mtn. Ridge football game. The Homecom¬ 
ing dance will be held Saturday evening from 8 to 11 p.m 
in the cafeteria. The entire court will once again be hon¬ 
ored at this event, as well as the king and queen 


Directions: From Interstate 68 going west: Take exit 14A. 219 South approx 4 5 
miles, turn nght onto Bear Creek Road (road bears left along creek), follow for 2 3 
miles, turn right onto Everly Road (stays nght and straight), follow 1 mile to lop of h !i. 
park as convenient and follow signs/arrows near Pavilion to 3-D Archery Range 


‘Wrings 

°f 

Cftatterge 


Hunting Retreat: Oct - March 
Sporting Clays & Skeet & Double 
Wooble Trap: Year Round 
3-D Archery: Spring - Late Fall 


Pheasant Hunting 
at Its Bestl 
301-746-8868 

Accident, MD • Minutes 
from Deep Creek Lake 


“1’ve got a 

banker 

power 

■*- to get i 


things 


done” 


My Bank actually took time to learn about my business -- so 
when I need something they're already a step ahead. I get 
smart ideas and the right answers... fast! 

My banker is Julie Peterson, Commercial Lender, 
and My Bank is First United. 

Dr. Jim Jones, Optometrist 
Regional Eye Center 

My Bank First United Customer Since 1983 


DELIVERS 

SOLUTIONS 


My Bank Delivers SOLUTIONS’ 
... Does Yours? 


with 


( 301 ) 334-9471 

www.mybank4.com 

Oakland | Mid lowns | My B.ink Express 
Deep Crock Like | I iiondsville | Grantsville 


2007-08 YEARBOOKS 

Yearbooks are now available for pick-up by graduates 
of the 2008 class. Extras are also available for sale for $60. 

JROTC COLOR GUARD 

The Southern High School JROTC color guard re¬ 
cently participated in Frostburg State University's opening 
ceremony for their Sept. 27 football game. The Ram ca¬ 
dets presented the nation’s colors in coordination with the 
university’s marching band. The presentation was the 
guard's first for a Frostburg State University event. 

SENIOR CLASS DEADLINES 
Seniors are to turn in ticket stubs and money as they 
sell their Bingo tickets. All ticket stubs and money must 
be turned in to Sandi Smith by Wednesday, Oct. 8. Be¬ 
cause of the short school week before Autumn Glory, all 
sweatshirt and T-shirt money is due by Monday, Oct. 6. 

BUSINESS FIELD TRIP SLATED 
Marketing education and business education students 
in both first and second semester classes are invited to 
attend the Marketing Careers Day with the Washington 
Wizards on Friday, Nov. 21. The trip will include a visit 
to the "Newseum," a brand new museum in the nation’s 
capitol dedicated to the history of journalism and news. 
Students will then travel to the Verizon Center to hear 
several marketing professionals talk about their jobs with 
the NBA Wizards. Students will attend a college fair in 
the concourse area of the arena, and then stay to watch 
the Wizards play the Houston Rockets. The cost for the 
trip is $100, which includes tickets to the game, meal 
ticket at the arena, admission to the Newseum, lunch at 
the Golden Corral in Frederick, and the fee for the charter 
bus. Interested students should see Lisa Bender for a per¬ 
mission form and to make arrangements for payment 
The deadline to sign up is Wednesday. Oct. 15. 

RAM RED OUT 

The Southern Garrett Athletic Department is promot¬ 
ing a special "Ram Red Out" night for its home football 
game that is scheduled for the Friday evening of Autumn 
Glory weekend, Oct. 10. An invitation is being sent out to 
the community for everyone to participate in this activity 
by dressing in ram-red colors that night. 

AGENDA BOOK MISTAKE 
In the school agenda book that is issued to every stu¬ 
dent, it was mistakenly printed that school will be closed 
on Monday, Nov. 24. School will be in session that Mon¬ 
day, as per the Garrett County Board of Education calen¬ 
dar for the 2008-09 school year 

MSDF. ONLINE COURSES 
As the October and January HSA administrations are 
quickly approaching, parents and students should know 
that the MSDE online courses can be accessed from 
home. 

PARENT MEETING FOR 2009 PROM 

There will be a meeting for any parents interested in 
helping with the 2009 Prom at Southern High School on 
Wednesday, Nov. 5, at 6:30 p m in Room 1116, Melissa 
Barnes's art classroom Parents who cannot attend the 
meeting and would still like to help can e-mail 


Social Security Disability State and Federal Disability 


Short/Long Term Disability 
(Private and ERISA) 


Long Term Care 
Life Insurance Claims 


The Disability Benefits Law Firm 

Elkiml & Shea 

866-NEED-LTD or 866.633.3583 

www.disabilitybenefitslawfirm.com 

Oakland & Silver Spring Offices 
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APOSTOLIC 

Apostolic Church of Oakland 

Rev. Aaron Phillips, Pastor. SS 10 
am, Wor. 11 am; Bible Study Wed, 7 
pm. 

New Beginnings Fellowship 

Church Oakland, Pastor Russell 
and Jeanne Liller Sunday 10 am & 

6 pm; Wed. 7 pm 2nd & 4th week; 
youth serv Call 301-334-9638 for 
directions 

ASSEMBLY OF GOD 
Cornerstone Assembly of 

God, US 219, Boynton. Pa., Pastor 
Thomas Twigg, 814-662-4235. SS 
9:30 am. Wor. 10:30 am; Sun eve 
ser. 6 pm; Wed fam. night & Bible 
study 7 pm 

Crellin Assembly of God, Rev 

Pete Miller. Pastor. SS 9:45 am; 
Wor. 10:45 am and 6 pm; Prayer 
meet Mon 7 pm; Prayer and Bible 
study, Missionettes and Royal 
Rangers, PowerSource Youth 
MinistWed. 7 pm. 

Glendale Assembly of God 
Church, David R Goldizen. Pastor. 
SS 10 am; evening Wor 6 pm; 
Thurs evening wor. 7 pm. 

Good Tidings Assembly of 
God, Location Rd.. St George, WV 
Iris V Skipper, Pastor. SS 10 am; 
Wor. 7 pm & Fri. 7:30 pm; Cottage 
Prayer Meet. Tues. 7:30 pm. 

Hiway Assembly of God, Rt 
38, Kitzmiller. 304-693-7249 Rev 
John Friend, Pastor SS 10 am; 
Sun eve. ser 6 pm; Wed night ser 

7 pm. 

Kitzmiller Assembly of God 

Rev. Lee R Robertson Pastor SS 

10 am; Wor. 11 am; Eve Wor. 7 
pm: Prayer & Praise ser Wed. 7 
pm. 

Lakeside Assembly of God 

Rev Robert W. Collette Sr., Pastor. 
SS 9-30 am- Wor 10:30 am: 
Evang ser Sun 6:30 pm; Bible 
Study Wed 7 pm. 

Maple Grove Assembly of 
God Horse Shoe Run, WV, Rev 
Shaun Roberts Pastor. SS 9:30 
am; Fam. Wor 10:30 am and 6:30 
pm; Wed. Bible study 6:30 pm. 
Choir 7:30 pm. 

Maranatha Assembly of God, 

176 Springs Rd . Grantsville, 301- 
895-5300 Pastor John J. Munley 
SS 9 30 am; Sun. Worship 10:30 

am & 6 pm. 

Mt. Top Christian Assembly 

2655 Md Hwy Oakland. SS 9:30 
am; Wor and Children's Church 
10:30 am; Evening worship 6 pm; 
Wed Bible Study 7 pm. Rev. 
William E Helton. 

Rocky Drean Assembly of 
God, Bray School Rd Rev William 
C Skipper. Pastor SS 9:45 am; 
Wor. 10 45 am & 7 pm; Wed ser. 7 
pm. 

Terra Alta Assembly of God 

Rev Robert Travis, Pastor. SS 10 
am: Wor & Child's Church 11 am; 
Evang ser 7 pm; Adult Bible Study 
& Youth ser Wed 7 pm. 

Walnut Bottom Assembly of 
God Rev George Tichinel SS 10 
am evening Wor. 6 pm and Wed 7 
pm. 

BAPTIST 

Deep Creek Baptist Church 

Dr Ben J Lahay, Pastor SS 9:45 
am: Wor ser 11 am and 6 pm; Bible 
Study & Prayer Wed 6 pm 
www deepcreekbc com 

Ferndale Baptist Church. Rt 
219 3 mi N of Oakland Child's SS 
9 am; Wor ser 10 am 

Harvest Baptist Church off Rt. 
495. Jennings Rd Alan Birkby. 
Pastor phone. 301-895-5556 SS 
9:30 am; Wor and children's 
church, 10:30 am 

Little Meadows Baptist 
Church, Grantsville. Pastor 
Michael Lashbaugh, 301-895- 
4200 SS 9 30 am. Wor 10:45 am & 
6 pm. Bible study by Darlene 
Mealy, Wed 7 pm 

Mtn Lake Independent 
Baptist Church 1005 Broadtord 
Rd Dennis L Leatherman, Pastor; 
www mlibc org SS 9:45 am; Wor 
ser 10:45am&7pm&Wed 7pm 
New Testament Baptist 
Church 710 Dung Hill Rd., 
Grantsville. 301-895-4001, Tony 
Wilburn, Pastor SS 10am; Worship 

11 am and 7 pm; Wed Eve Bible 
study 7:30 pm. 

Pleasant View Baptist 

Church 2 mi S. ot Oakland, Rt 
219 Wally Weeks. Pastor. Mark 
Weeks Wor Pastor. 301-334-8515 
Sun Wor 10:15 am; Bible Study 9 
am; Family Mimst Wed 6 pm 
Rush Baptist Church 1985 
Old Morgantown Rd. West, near 


Frientjsville , Rev .Ray Perkins, 
Pastor. SS 9:45 am; Wor 11 am 
Victory Baptist Church, 3 
miles W. of Oakland, Rt 39, near 
Crellin SS 10 am; Wor 11 am & 7 
pm & Wed 7 pm 

BRETHREN 

Asher Glade Church of the 
Brethren, Rt 42. N of Friendsville 
Edwin Moore, Pastor 1-724-425- 
9792. SS 10 am; Wor. 11 am. 

Bear Creek Church of the 
Brethren, Brethren Church Rd , 
Accident Pastor Kevin Staggs SS 
9:30am; Wor. 10:30 am 

Bethesda Church of the 
Brethren, Rt. 495, Grantsville. SS 
9:30am; Wor ser. 10:30am 

Brookslde Church of the 
Brethren, Rt 50, Aurora. W.Va 
Rev Scott Rush, Pastor SS 10am; 
Wor. 11 am 

Cherry Grove Church of the 

Brethren, 3992 Chestnut Ridge 
Rd., Grantsville, Tom Wegman, 
Pastor. 814-662-931 1 . SS 9:30 am. 
Wor ser 10:30 am 

Fairvlew Church of the 
Brethren, 4 mi. off Rt 50. David C 
Moon. Pastor SS 10 am; Wor. 11 
am. 

Gortner Union Church of the 
Brethren-Mennonlte. Rev. Steven 
Sauder, Pastor SS 9:30 am; Wor 
ser 10:30am 

Grace Brethren Church. 3 mi 

S. of Accident on Bumble Bee Rd 
SS 10am; Wor. 11 am 

Laughlln Church of the 
Brethren, Amish Rd., Grantsville 
SS9:30am;Wor 10:30am. 

Laurel Glen Church of the 
Brethren, Old Mill Rd., Cranes- 
ville Berma and Carol Yerkey, 
Pastors. SS 10 am; Wor. 11 am. 

Maple Grove Church of the 
Brethren, Maple Grove Rd 
Worship 10:30 am 

Maple Spring Church of the 
Brethren SS 10 am; Wor. 10:45 
am. 

Markleysburg Church of the 
Brethren Mam St.. Markleysburg, 
Pa., 724-329-8155. SS 10 am; 
Worship 11 am. 

Mt. Grove Church of the 

Brethren Rev Curtis Ketlerman. 
Pastor Wor ser 10 30 am 

Oak Grove Church of the 
Brethren, Sang Run Rd. Pastor 
Philip Matthews 301-334-1248; 
church 301-387-7502. SS 10 am; 
Wor. 11 am. 

Oak Park Church of the 

Brethren, 110 Church Lane 
Oakland. Rev Mel Menker, Pastor 
301-334-2243. SS 9:30 am, Wor 
8:15 am, 9:30 am. & 10:45 am 
Pine Grove Church of the 
Brethren, Swallow Falls Don 
Matthews, Pastor SS 10 am, Wor 
11 am. 

Locust Grove Church of the 
Brethren, Bismarck Rd , Mt 
Storm Revival 9/21 -9-26. Wor ser 
11 am, 7 pm. 

CHURCH OF CHRIST 
Oakland Church of Christ 
1300 Memorial Dr., Oakland. 301- 
334-1501 SS 9:30 am; Wor. 10:30 
am & 6 pm 8 Wed 7 pm. 

EPISCOPAL 

Emmanuel Episcopal 

Church, 301 S. Mineral St., 
Keyser, WV 304-788-4475 The 
Rev Joe Mackov. Rector Holy 
Euch. & sermon 10am Sun ; Wed 
Healing ser. 10:30 am 

St. John's Episcopal Church. 
Rev Chip Lee, Rt 135, Deer Pk 
SS 8 Holy Euch. 9 am 

St. Matthew's Episcopal, 2nd 
& Liberty St.. Oakland "Church of 
Presidents " Holy Euch Sun. 8 & 
10:45 am Rev Chip Lee. Rector 
St. Michael's Episcopal 
Church. 107 McDonald St., 
Kingwood, WV Rev. Alan Jenks. 
Vicar. Holy Euch. ser. 10 am. 

EVANGELICAL FREE 
Faith Evangelical Free 
Church, 1009 MD Hwy , Mtn. Lake 
Pk., 301-334-4172.SS 9:30-10:30 
am; Wor ser 10:45 am; Pioneer 
Club during sch. yr. Wed Jr & Sr 
High 6:45-8 pm at the church. 
Wed. pr meeting 7 p.m. 

GOSPEL CHURCH 
Full Gospel Church. Blame, 
WV. Rev George Tichinel. Pastor 
SS 10 am, Sun Night ser 6 pm; 
Wed Bible study6:30pm 

Independent Full Gospel 
Revival Center Loch Lynn Hts 
SS 10 am; Wor. ser 6 pm; Wed 
Wor ser 6:30 pm 

Savage River Full Gospel 
Church, Rev Charles Braithwaite, 
Pastor SS 10 am; Sun ser 6:30 
pm; Wed ser 7 pm 

CHURCH OF GOD 
Bayard Church of God, 
Bayard. WV Rev William Mc- 
Calhster Pastor SS 10 am; Wor 
ser 11 am; Sun & Wed ser 6:30 
pm; Prayer meet Thurs 6 pm. 

The Church of God of 
Prophecy. 25 Back Street. Deer 
Park 301-533-3227, John 
Osborne.. Pastor SS 10 am; mom 


Another Possible Use for Vitamin C 

Vitamin C (ascorbic acid) is one of the water- 
soluble vitamins. This vitamin is necessary for many 
bodily processes, including iron absorption and 
collagen formation. Collagen is an important 
component of cartilage, bones, muscle, and blood 
vessels. Vitamin C is also an antioxidant that 
protects body cells and tissues from damage. Fruits 
(especially citrus fruits) and vegetables are excellent 
sources of vitamin C. 

One recent study evaluated the effect of high-dose 
intravenous vitamin C injections on the growth of 
brain, pancreatic, and ovarian tumors in test 
animals The scientists found that when injected in 
high doses, vitamin C slowed tumor growth by up to 
50% Interestingly, when high dose vitamin C is 
injected intravenously, it also exhibits pro-oxidant 
activity Studies in humans are needed to fully 
evaluate the effect of high dose intravenous vitamin 
C injections. Reported side effefcts of vitamin C 
include nausea, headache, vomiting, heartburn, and 
abdominal cramps. Vitamin C may interact with other 
medications, such as aspirin, acetaminophen, 
warfarin, levodopa, antacids, and certain HIV 
medications. 
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“What if! accept this position and find I can*? handle the responsibility?” 

“What if I marry and choose the wrong partner?” “What if I fly to Paris and my 
plane crashes over the Atlantic Ocean?” 

W hat if there is an answer to the ‘What Ifs’? As long as we continue to 
function, we must make decisions daily; some carry little risk, others will change 
the course of our lives. Decisions don’t have to be stressful or anxiety ridden. God 
can take away our worries: “...your love, 0 Lord, supported me...when anxiety 
was great within me. your consolation brought joy to my soul” (Psalm 94:19). 

Spend time with God at your house of worship this week. Talk w ith Him and 
trust Him w ith your daily concerns. Why not let go of your *\Yhat Ifs’? 


Be Light to the World 

There is an old story about a disciple who asked his 
teacher whether the blessings that accrue to an 
individual's good deeds can be divided amongst his 
fellow disciples. The teacher responded with a 
parable about a village where a single lamp is lit. The 
villagers may share in the warmth and light of this 
lamp, and may even light their own lamps from this 
single flame, thus creating multiple flames where 
there was only one, and without in any way dimin¬ 
ishing the original 
flame. The lesson of 
this parable is that 
goodness is like a 
lamp from which 
others draw warmth 
and light, and from 
which they can light 
their own lamps 
without detracting 
from the original 
flame. In many 
ways, our good 
deeds are indeed 
like lamps from 
which others derive 
immediate benefits, 
and when we share 
the credit for our 
good deeds and 
accomplishments, 

the blessings spread and multiply, without diminish¬ 
ing our bliss. So, we should share our blessings 
generously, and eagerly share the credit for our 
righteousness, remembering always that God is the 
ultimate source of goodness. 

Let your light so shine before men, that they 
may see youi good works and give giory to 
your Father who is in heaven. 

R.S.V. Matthew 5.16 



Sunday 
I Corinthians 
11.17-34 


Monday 

Leviticus 

25.1-34 


Tuesday 

Leviticus 

25.35-55 


Wednesday 

Deuteronomy 

5.1-33 


Thursday 

Deuteronomy 

6.1-25 


Friday 

Deuteronomy 

15.1-18 


Saturday 
Deuteronomy 
16.1-22 


Scriptures Selected by The American Bible Society 

Copyright 2008. Keister-Williams Newspaper Services. P 0 Box 8187. Charlottesville. VA 22906. www kwnews com 



invite vou to g House of Worship cadi week 


SISLER LUMBER CO., INC. 

“Buyers ot Standing Timber" 

P0 Box 40, New Creek, WV 26743 304-788-7590 

HELBIG'S RT. 560 CARPET 

and carpet cleaning 

301-334-9598 Rt. 560, Oakland 

STEWART FUNERAL HOME 

Bradley A Stewart, Owner 
32 S. 2nd St., Oakland 301 -334-2166 

PRECISION OPTICAL of OAKLAND 

J.V. Jones, O.D 

888 Memorial Dr., Oakland 301-334-1016 

G&W LUMBER 

Kitchen & Bath Center 
Rt. 219, Accident 301-245-4288 

KAM'S FLORIST/THE PROMISE SHOP 

Full Service Florist 
701W. State Ave„ Terra Alta, W.Va. 
304-789-4899 

CURVES 

The Power To Amaze Yourself 


GLOTFELTY ENTERPRISES, INC. 

Distributors of Cooper B F. Goodrich, 
and Michelin Tires 

Rt. 219 N.. Oakland 301-334-3911 

FARMERS' MARKET 

Open 7 Days a Week Year Pound 
219 North, Oakland 301-334-9146 

THE FLOOR STORE 

Carpet - Vinyl ■ Tile Sales a Installation 
36116 Garrett Hwy.. Accident 301 -895-3955 

WESTERN MARYLAND TIN SHOP 

Sheet Metal ■ Duct Work - 
Fabrication Heating Systems 
17 1st Ave.. Loch Lynn 301-334-0670 

HOME MONUMENTAL WORKS 
All types ot Monuments A Markers 
608 W Slate Avenue 
Terra Alta, W Va. 

304-789-6053 

EAST PRESTON TIRE 

Complete Auto Service Center 
Rt 7 W., Terra Alta. W Va 
304-789-6700 

SOUTHERN SPAS AND BILLIARDS 

A division ot Tub Tech, LLC 


MELANIE’S FAMILY RESTAURANT 

Across from Cathedral State Park 
Rt. 50, Aurora, W.Va 304-735-3219 

RUDY S 

Specializing in quality Clothing to tit your Lifestyle 
115 S. 2nd St„ Oakland 301 -334-2654 


12433 Garrett Hwy.. Oakland 


301-533-0331 147 Service Center Drive 

Oakland. Md 301-334-6226 


ALLEGHENY WELDING & MACHINE, INC. 

Rt. 219 S. Oakland 301-334-8181 

CORNISH MANOR 

Restaurant A Lounge - Lunch j Dinner 
830 Memorial Dr„ Oakland 301 -334-6499 

HOPEMONT AUTO REPAIR 

Major A Minor 

Rt 7, Terra Alta, W.Va 304-789-2352 

SUCCESS FLOOR COVERING, LLC 
108 E. Liberty St.. Oakland 301-334-2203 
D&E AUTO SALES 
Rt. 7 1 mile East of Hopemont 
Terra Alta. W.Va. 304-789-6223 
VISIBLE CHANGES 
301 S, 2nd St., Oakland 301-334-4473 


wor 11 am; eve wor 7 pm; Wed 
eve ser 7 pm 

Fresh Fire Church ot God Rt 

219 & Rt 50,301 -334-6500 Tom & 
Sandy McGinnis, pastors SS 10 
am; Sun Wor 11 am & 7 pm 
Prayer serv Tues., 7 pm 

Gorman Church of God, at 
7301 GW Hwy.. Oakland 301- 
334-4110 William Rhodes, pastor 
SS 10 am; Church ser 11 am, 
Eve ser 6 pm; Tues Bible study 7 
pm. 

Jennings Church of God, 

Rev George Plants. Pastor SS 10 
am; Preach 6 pm, Sat Prayer 
6 pm; Wed Bible study 6 


meet 
pm 

Laure 

Friendsville. 


Run Church 
SS 10 am; Wor ser 
10:45 am; Wed prayer & Bible 
study 7:00 pm 301-746 5320 Lay 
Pastor Craig Bolyard 

Loch Lynn Church of God 
Revs Ivan and Cindy Ackerman. 
Pastors SS 9:45 am; Wor 10 50 
am and 6 pm; Wed service 7 pm 
Sand Spring Church of God 
Fearer Rd . Friendsville, 301 746 
5675, Nevtn Umbel, Int Pastor SS 
9 am, Wor ser 10:15 am; Bible 
Study Wed 7 pm, Women's 
Mlnist 1st Wed 10 am Choir 
practice Wed 6 pm 

INDEPENDENT 
Creation tor Chrlet Min. 301 - 
334 3133, Rt 219 S Glenes 
Dumire, Pastor Sun Wor 7 30 pm, 
Wed prayer meet 7:30 pm 

Crossroad* every Sunday at 
Garrett 8 Cinemas. 9:15 am 
Interactive worship Children's 
Church is available for nursery 
through age 10 Dave Marsh 
pastor 304-599-2341 

First Christian Church, 
Frtendsvills Galen Beitzel. Evang 
SS 10 am. Wor & Com 11 am 
Frssdom Chapsl. Baa; Creek 
HU. near riwiutvms 


Smith, 301-746-5172 SS 10 am; 
Wor ser. 11:15 am; Bible study 
Tues eve 6 pm 

Grace Bible Church, 28099 
Garrett Hwy , Accident Larry 
Glotfelty. Pastor. 301 746-8635 
SS 10 am. Wor ser 11 am & 7:00 
pm; Prayer Meet & Bible study 
Wed 7 30 pm 

House ot Love. 104 E. Center 
St.. Oakland Pat & Libby Malone. 
301 707-0272 Gath Sun 10am; 
homemtg Thurs 7 pm 

Mercy Chapel, Pastor Day- 
mond Schmuck, 902 Mill Run Rd . 
5 mi N of Friendsville Wor ser. 
Sun 10 30am, Bible study 

New Life Christian Church 
Roger Kitzmiller. Pastor 3 ml N of 
Oakland, off Rt 219 on Nest Lick 
Acres Rd SS 10 am; Wor ser 11 
am, Prayer Meet 7 pm Wed 

Sang Run Christian Center. 
Sang Run Rd . Joe Spiker. Pastor. 
301 387-6142 SS10 am; wor 11 
am Bible study every 3rd Wed 7 
pm 

St. John's Christian Church 

Grantsville Pastor Jerry Rogers 
301 895 5256 SS 9 am; Coffee 
time 10am; Wor ser 10:30am 
St. Paul's Wllhslm Church. 
531 Rock Station Rd Meyersdale. 
PA Pastor Tommy Holliday. 814 
662-4555 Wor 9am;SS 10am 
Wsstsrn Md. Christian 
Center, Mike Robinson. Pastor 
827 1 st Ave, Friendsville 301- 
746-5715 Sun Fellowship & 
Childrens C L U B house 10 am; 
Eve Wor Sun 6 pm; Disc & 
Youth) 13-18) Wed 7 pm 

World Lighthouse Worship 
Csntsr. Grantsville Dewayne 
Johnson, Pastor 301 895-3868 
Sun wor 10 am & 8 pm. Tues 
w/youth & teens 7 pm Nursery 
avail. 

JEHOVAH'S WITNESSES 
Kingdom Hall ot Jehovah s 


Witnesses. 325 Weber Rd 
Oakland 301-334-8301. Delmus 
Evans presiding Sun 10 am 
Public lecture; 10:50 am 
Watchtower study; Tues 7:30 pm 
Bible study; Thurs 7:30 pm 
Ministry School; 8:25 pm Service 
meeting 

LATTER-DAY SAINTS 
The Church of Jesus Christ 
of Latter-Day Saints 1022 John 
Dr . Oakland Contact Gary 
Galloway, home 304-259-5565; 
office 301-334-9552 Sacrament 
meet 10 am 

LUTHERAN 

Accident Evangelical 
Lutheran Parish Roland E Nairn 
III, Pastor St. John's Cove Wor 
8:30 am; SS 9 30 am. Grace 
Friendsville, SS 9 am; Wor 9:45 
am; St. Paul's Accident, SS 9:30 
am; Wor 11 am 

Blttinger Lutheran Parish, 

Randolf Richardson, Pastor 301- 
245 4202 St. John's Meadow 
Mt Wor 8 30 am; Emmanuel 
Bittinger, Wor 10am; SS8 45am; 
Zion Jennings, Wor 11 30 am 
Christ Lutheran Church 180 
Main St.. Grantsville David E 
Fetter. Pastor Wor ser 11 am; 
Holy Euch 7/20 & 8/17 

EvangelicalLutheranChurch 
2706 Greenville Rd Meyersdale. 
Pa David E Fetter, Pastor Wor 
ser 9:45 am. SS 8 45 am. Holy 
Euch 7/13&8/10 

St. John's Lutheran Church 
104 Union St , Salisbury. Pa David 
E Fetter Pastor Wor ser 8:30am, 
SS 11 am (May only); Holy Euch 
7/6 & 8/3 

St. John’s Evangelical 
Lutheran Church, (LCMS), 1065 
Cove Rd . Accident. 301-746 
8466 Trad wor 9 am; SS & Bible 
cl 10 am 

C # Inhn'o I IlMMtMM ClMlI V l fc 

Red House, Rev Mar|orte E 


Lauver. Pastor, phone 301-334- 
4778 SS9:45 am; Wor. ser 11 am 

St. Paul's Lutheran. Aurora, 
WV Rev Marjorie E. Lauver, 
Pastor Wor ser 9:30 am; SS 8:45 
am 

St. Mark's Lutheran Church, 

6 S Second St., Oakland, 301- 
334-2668. Rev Dr C Scott Robin¬ 
son. pastor. SS 8:45 am; Wor ser 
10 a m; Wed Adult forum 6:15 
pm. Evening Wor 7 pm 

Shepherd of the Hills 
Lutheran Church 19741 Garrett 
Hwy . (at Garrett 8 Cinemas), 301- 
387-0400. Rev. Donald R 
Thomas. Wor ser 9:30 am; SS 
10:45 am 

Zion Lutheran Church 
(LCMS), Accident. Rev Keith M 
Clow. Pastor SS & Bible Class 
9:30am; Wor ser 10:30am 

Christ Luthern Church, 180 
Main St Grantsville Wor ser 9:45 
am Holy Euch. 9/21 & 10/19. 

Evangelical Lutheran 
Church. 2706 Greenville Rd , 
Meyersdale Wor ser 8:30 am, SS 
9:30 am, Holy Euch 9/14 & 10/12. 

St. John's Luthern Church, 
104 Union St., Salisbury, PA Wor 
ser 11:00 am, SS 9:45 am. Holy 
Euch 9/7 & 10/5 

MENNONITE 

Cherry Glade Mennonlte 
Church. 4 mi. E of Accident on 
Accident-Bittinger Rd Barry 
Maust. Pastor; Titus Beitzel and 
Danny Tice. Assoc Pastors SS 
9 30 am, Wor ser 10 30 am 
Anthony Lehman. Youth Pastor 
SS9 30am: Wor ser 10:30am 

Glade Mennonlte Church 
Accident Bittinger Rd & Rock 
Lodge Rd Phone 301-245-4285 
Pastor Brent Siegrist SS 9:30 am; 
Wor 10 30am 

Gortner Union Church of the 
Brethren-Mennonlts.Rev Steven 
bauder. Pastor bb 9.JU am. Wor. 


ser 10:30am 

Maple Glen Mennonlte 
Church Grantsville Pastor Phil 
Moser SS 9:30 am; Wor. 10:30 am 
Meadow Mountain Men- 
nonite Church, Rt 495 near Dry 
Run & Glendale Rd Duane 
Frederick, Pastor. SS 9:30 am; 
Wor ser 10:30 am 

Oak Grove Mennonite, Pastor 
Tim Fetterly. On Zehner Rd , 3 mi. 
W of Grantsville by Rt 40 SS 9:30 
am; Wor. ser. 10:30 am 

Red Run Mennonite Church 
Meyersdale Rd , 301-264-3039 
Rev Carlos Reyes. Pastor Wor 
10:30 am; SS9:30am 
NAZARENE 

Church of the Nazarene, Rev 

Art Evans, study 301-334-2251 
207 S 8th St Oakland. SS 9:45 
am; Wor. 10:45 am; Sun eve ser 6 
pm; prayer prajpe & study Wed 7 
pm. 

Kingwood Nazarene Church, 

125 Wellsley St .''Kingwood, WV 
SS 9:45 am; wor. 11 am; Sun. eve 
serv. 6 pm; Caravan (Sept -May) & 
Bible study Wed 7 pm 

PENTECOSTAL 
Calvary Tabernacle Acci¬ 
dent Rev. Larry Wallbrown, Pastor 
SS. 10 am: Evang. Ser., 6 pm & 
Wed 7:30 pm 

Friendsville United Pente¬ 
costal Church. Rev Marshall 
Bittinger, Pastor. SS 10am; Evang. 
ser. 6 pm; Mid-week Wed 7 pm 
Pentecostal Holiness, 
Corinth, WV. Revs. Paul and 
Cathy Snyder, Pastors. SS 10 
am; worship 8:30 am,11 am & 6 
pm; Adult Bible study & youth 
serv Wed 7 pm. 

PRESBYTERIAN 
First United Presbyterian 
Church, Terra Alta Donna Lee 
Shogren. Moderator Wor. ser. 
9:30 am 

Mt. Storm Presbyterian 

Church, Rev. Paul A Smith. 304- 
693-7546 Wor. ser. 9 am; SS 10 
a m . 

REFORMED 

Grace Reformed Church. 

Pastor Robert Bonser, 301-334- 
5635. meets at St. Matthews 
Episcopal Church at S. 2nd and 
Liberty Sts . Oakland tor 9:15 am 
worship. 

ROMAN CATHOLIC 
St. Anne's Catholic Church, 

Rt 40, Grantsville Mass Sun. 
9:30 am 

St. Peter the Apostle 
Catholic Church. Oakland. Rev 
Donald J. Parson. Phone: 301- 
334-2202 Oakland: Sat 5:30 
pm; Sun., 8 & 11:30 am Lake 
Mass. Courtyard of Uno's Rest¬ 
aurant McHenry: Sun.,9 30 am 
SEVENTH-DAY ADVENTIST 
Mountaintop Seventh-Day 
Adventist Church. Between 
DCL & Oakland. Geoff Starr, 
Pastor, 301-387-9532 Sat Sab 
Sch. 9:30 am; Wor Hr. 11 am. 
UNITARIAN/UNIVERSALIST 
UU Fellowship of Greater 
Cumberland 211 S Lee St.. 
Cumberland Church sch & serv 
10:45 am Sun 

UNITED BRETHREN 
Crellin United Brethren in 
Christ, Ed Calhoun, Pastor. 301- 
334-1870. SS 9 45 am; Wor ser 
10:50 am and 6 pm; Youth Gr 6 
pm Sun; prayer meet & Bible 
study 7 pm Wednesday 

Underwood United 
Brethren Church Marshall 
Woods. Pastor, 301-334-5777. 
Wor ser 9 am; SS 10:15 am; 
Sun Eve ser 6 30 pm; Thurs 
Bible Study. 7 pm. 

UNITED CHURCH 
OF CHRIST 

St. John's United Church of 
Christ, Salisbury. Pa Wanda 
Lester, Pastor. 814-662-4281 
Wor. Sen/. 9;30a m . 

Trinity United Church of 
Christ New Germany Wanda 
Lester. Pastor 814 662-4281 
Wor 11 am. 

UNITED METHODIST 
The United Methodist 
Church, Gsrrstt Highland 
Charge, Rev Joe Robinette, 
Pastor Phone 301-533-0999 
Crellin Wor ser 10 am; SS 

in 44 *rrv Whit* Chnrrh Wnr 


ser. 11 am; SS 10 am; Deer Park: 
Wor ser. 9 am; SS 9:45 am; Kurtz 
Chapel: Sun. Wor ser 8am. 

Aurora United Methodist 
Charge. John Foy. Pastor. 
Amboy: Sun. 9:45 am 1st & 3rd 
Sun.; 8:30 am 2nd & 4th Sun. 
Aurora: Wor. 11 amlst, 2nd. 3rd 
Sun.; 9:45 4th Sun Bethel: 9:45 
am 2nd Sun.; 11 am 4th Sun. 
Stemple Ridge: 8:30 am 1st & 
3rd Sun. 

Bethel United Methodist 

Church, Mtn Lake Park. Rev. 
Richard Hogg Jr.. 301-334-4488. 
Church SS 9:30 am to 10:30 am; 
Wor ser. 10:45 am w/Nursery 
(Infant to 5 years) 

Bloomington United Meth¬ 
odist Charge: Rev Donald 
Nelson. Pastor Mt.Zion Wor. 8:50 
am followed by SS; Bible study 
6:30 pm Tues Chestnut Grove: 
Wor 9:45 am; prayer meet Mon. 
6:30 pm Bloomington SS 10 am; 
Wor 11 am; prayer meet Wed. 
7:30 pm. 

Cranesville United Methodist 
Charge. Alan J. Granofsky. Faith 
Church: 304-789-2332. Wor. 10 
am; SS 11 am; Bible study Wed 
7:30 pm Lake Ford: Wor 11:15 am; 
SS 10:15am 

Deep Creek United Methodist 
Ministries: Rev. R. Samuel 
Wachter. Pastor. 301-387-6832 
Hoyes Church, Hoyes Rd . Wor 9 
am; SS 10 am; Bible study Tu 1 
pm; UMW 7 pm 1st Th; Children's 
adv 2nd Tu 4 pm Paradise 
Church Sand Flat Rd Wor 10:30 
am;SS11 am 

Friendsville United Methodist 
Charge. Rev Sarah Snyder, 
Pastor, phone 301-746-5251 Sun. 
Morn. Wor ser Blooming Rose 9 

am; SS 10 am; Selbysport 10 am; 
SS 9 am; Friendsville 11 am; SS 
10am 

Mt. Storm Bayard Charge. 

Rev Mary Radford. Pastor Bayard 
SS 10 am; Wor. ser 11:30 am Mt. 
Storm Wor.9:45am,SS9am. 

Grantsville United Methodist 
Charge. Rev William Durst, Pastor, 
301-895-5201 or 301-746-7049 
Jennings: Wor. 9:30 am; SS 10:30 
am; Women's meet 7 pm 2nd 
Mon St. Paul's: Grantsville Wor. 
10:30 am; SS 9:30 am; UMW, 7:30 
pm 3rd Wed State Line Wor 8 
am: SS 9 am; Women's meet 3rd 
Mon. 7 pm 

Kitzmiller Mt. Bethel United 
Methodist. Rev Joyce Anderson, 
Pastor Wor 9:30 am; SS 10:30 am. 
Bible Study & Prayer meet. Wed. 7 
pm. 

McHenry United Methodist 
Church Rev Dr Earnest Watkins. 
Pastor Mosser & Bumblebee Rds 
Parsonage, 301-387-9059 Wor 11 
am: SS 9:45 am Choir practice 
Wed 7 pm w/child care Fellowship 
dinners monthly Call for dates of 
youth ministry events 

Northeast Garrett United 
Methodist Charge. Rev Daniell 
Agnew. Pastor, 301-689-9835 
Emmanuel: Pocahontas Rd & Rt 
40 Worship9:30am; SS 10:30am; 
UMYF 1st Sun. at 6 pm; UMW 2nd 
Wed at 7 pm; UMM 7:30 am 2nd 
Saturday at the Casselman Mt. 
Zion, Route 40 & Longstretch SS 
9:45 am; Wor ser 11 am; UMW 1 st 
Wed at 7 pm 

Otterbein United Methodist. 

Swanton Rev Joyce Anderson, 
Pastor SS 9 45 am; Wor ser 11 
am; Bible study & prayer meet 7 
pm Thursday 

St. Paul s United Methodist 

Church, 4th & Oak Sts , Oakland 
Rev T Patrick Kerr, Pastor. Wor ser 
8:30 and 10:45 am; Childrens SS 
9 15 am; Adult SS9 30am 

Terra Alta First United 
Methodist Church, 303 W State 
Ave , Rev Michael Daniels, Pastor 
SS9 45am; Wor 11 am 

Terra Alta Wesleyan Church 
Rev Steve White, Pastor SS 10am, 
Worship ser 11 am & 6 pm; Bible 
study Wed . 7 pm 

Trinity United Methodist 
Church 3rd & State Sts , Terra 
Alta. WV Joanne Granofsky, 
Pastor SS 10 am; Wor 11 am. Eve 
Bible study 7 pm. Wed Bible study 
7 pm 
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Sam Waterston 

At this writing, no dale had 
been set for showings of the 
last new episodes to resume; 
however, you also ean look 
forward to a prequel titled “Ca- 
priea," which may or may not 
become a full-fledged series. 

Sei Fi Channel hadn't set a 
firm date for that at this writing 
either, but expect it to be soon 
since it was previewed for tele¬ 
vision writers (including this 
one) at their annual summer 
convention in July. 

Q: A program on PBS 
starred Sam Waterston as 
a widower with three small 
children and a housekeeper. 
Can you tell me the title of 
the show and who played the 
housekeeper? -Jeanne Win- 
nick. Columbus, Ohio 

A: It was the much-acelainted 
"J’ll Fly Away.” which actually 
was an NBC show (1991-93) 
before PBS agreed to finance a 
finale movie that gave closure 
to the show's story lines. As a 
prelude to that series capper. 
PBS acquired the rights to re¬ 
peats of earlier episodes. The 
actress in question is Regina 
Taylor, now a regular on CBS' 
"The Unit" 

Send questions of general interest 
via e-mail to H pipeline or tribune, 
com. Writers must include their 
names, cities and states. Personal 
replies cannot be sent. 


Questioning the orde r of ‘Law ’ episodes 

By Jay Bobbin 

OZapZil 

Q: I watched a rerun of 
“Law & Order" titled “Sec¬ 
ond Opinion" that was dated 
19*14. and I'm wondering if 
it was the pilot episode. -Bill 
Prather, Denver 

A: No, since the NBC series 
premiered in 1990. However, 
thal episode was the first one 
in which Sam Waterston played 
Assistant District Attorney Jack 
McCoy; he replaced Michael 
Moriarty. w hose character. Ben 
Stone, originally filled that slot 
on the show, 

Q: Does Jean Louisa Kelly, 
who played Kim on "Yes, 

Dear," have a mother who 
was an actress as well? I saw 
an old episode of “The Outer 
Limits” or "Alfred Hitchcock 
Presents," and there was an 
actress who looked very simi¬ 
lar to her. -Diane Plitt, Port 
St. Lucie, Fla. 

A: Evidently not. If she does 
have any relative who is or was 
in show business, we can't find 
any record of it. Here's an in¬ 
teresting offshoot of your ques¬ 
tion. though: Kelly did sing 
the music standard “Someone 
to Watch Over Me" as part of 
the soundtrack of an episode 
of ihe mid-1990s revival of 
"The Outer Limits." She also 
performed it as a co-star of the 
1995 Richard Drey fuss movie 
“Mr Holland's Opus." 

Q: Has the final episode of 
"Battlestar fialactica" aired? 

-Linda Mabry, Vandeave, 

Miss. 

A: Not vet. assuming vou’re 
referring to the Sci Fi Channel 
update rather than the original 
ABC version from the late 
1970s. The writers strike inter¬ 
fered with production, so the 
fourth - and final - season was 
split in two. and only the first 
half has been shown so far. 

Dtnrtime Programs 

Thunder (Thu) Ptnks — All Out 

(Frt) 

ED Outdoor America (Mon) Jim 
Shockey* Hunting Adventure 
(Tue) Step Outside (Wed) Big 
Game Profiles (Thu) The Catch: 
Costa Rica (Fri) 

ES Night Court 

ffl Movie (Mon) "Danny Roane: 
First Time Director" (Tue) Bick¬ 
ford Schmeckler s Cool Ideas" 
(Wedi "Cadillac Man" (Thu) 
"Grilled" (Fri) "Who's the Man?" 
S3 A Wedding Story 
SD The Waltons 
8:25 S3 Lou and Lou: Safety 
Patrol 

8:30 0 (22) ffl EB CD EB 
Paid Program 
0 ($33 This Is Your Day 

(D (133 Sid the Science Kid 
0 (33) Super Why! 

S3 The Beverly Hillbillies 
33 Dora the Explorer 
ED Movie (Mon) “Hatari!" (Fri) 
"The China Syndrome" 

ED Mickey Mouse Clubhouse 
ED Saved by the Bell (Mon-Tue. 
Thu) Saved by the Bell: The 
College Years (Wed. Fri) 

ED Sabrina, the Teenage Witch 
CD Robot Boy 

CD Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 

CD The Bernie Mac Show 
CD American Thunder (Thu) 

ED Ultimate Outdoors (Mon) 
Game Trails (Tue) Inside USA 
Shooting (Wed) track and Trail 
Adventures (Thui Outfitter 
Journal (Fri) 

ffl 3rd Rock From the Sun 
ED Paid Program (Mon-Thu) De¬ 
signing Spaces (Fri) 

ED New Dating Story 
8:45 ED Movie (Tue) "Letters 
From two Jima" 

8:55 ED Happy Monster Band 
9:00 0 (2) Pittsburgh Today 

Live 

O (43 O 33 Live With 
Regis and Kelly 
O 33 «D (Hi O (12) 
Today 

M (223 ED ED Paid Program 
0 (53) Life Today With 

James Robison 
(B (13) Super Why! 

0 36 Clifford the Big Red 

Dog 

EB Bewitched 

EB The Golden Girls (Mon-Thu) 
How to Look Good Naked (Fri) 
ED Ice Road Truckers (Wed) 

EB SportsCenter 
ED Starter Wife 
ED Newsroom 
EB Backyardigans 
ED Movie (Wed) "The Firm" 

(Thu) "The Delta Force" 

EB How It's Made (Mon, Wed- 
Fri) Crime Scene University 
(Tue) 

ED Handy Manny 
EB The Sopranos 
ED The Fresh Prince of Bel-Air 
ED Step by Step 
CD Baby Looney Tunes 
CB America's Newsroom 
CB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 
Haunted (Thu) Friday the 13th: 
The Series (Fri) 

CD Star Trek: Voyager 
CD Charmed 

CD Spin City (Mon, Wed-Fn) 

King of the Hill (Tue) 

CB Seconds From Disaster 
CD MSNBC News Live 
CD Wind Tunnel With Dave De- 
Spain (Mon) Big Shots: Titans 
at the Tee tue) Livin' the Low 
Life (Wed) Pinks (Thu) Wrecked 
(Fri) 

ED Outfitters Almanac (Mon) 
Roger Raalin Outdoors (Tue) 
Journal of the American Trophy 
Hunter (Wed) Huntin' the World: 
Southern Style (Thu) Hunting 
the Country (Fri) 

EB Extreme Makeover: Home 
Edition (Mom Sanford and Son 
(Tue-Fri) 

ED A Baby Story 
ED The Waltons 

9:30 33 122) ED ED Paid Pro¬ 
gram 

0 I S31 George Lope* 

0 (fl) Clifford the Big Red 
Dog 

0 (311 Sesame Street 

EB I Dream of Jeannle 
EB The Golden Girts (Mon-Thu) 
EB Go. Diego, Gol 
ED How It's Made (Mon. Wed- 
Efi) 

ED My Frienda Tigger A Pooh 


DAYTIME 

MORNING 

7:00 0 (» O 33 The 
Early Show 

O (43 Good Morning 
America 

0 33 O (2*3 Cl Cfl) 
0 (S3 Today 
S3 l&J Madeline (Mon-Wed) 
Horseland (Thu-Fri) 

0 (S3) Paid Program (Mon- 

Thu) Movie Reviews & Previews 
(Fri) 

0 (133 WordWorld 
0 13(3 Martha Speaks 

EB Changing Your World 
EB The Balancing Act 
23 The Real West (Mon) Civil 
V/ar Journal (Tue) Modern Mar¬ 
vels Wed) The Most (Thu) Save 
Our History (Fri) 

EB SportsCenter (Tue-Fri) 

ED The FSN Final Score 
ffl JAG 

EB The Fairly OddParents 
ED Movie (Wed) "Shattered" 

ED CD ED ED 33 Paid Program 
ED The Wiggles 
EB Third Watch 

ED Saved by the Bell (Mon-Tue. 
Thu) Saved by the Bell: The 
College Years (Wed. Fri) 

ED Sister. Sister 
CD Ben 10 

CB magicJack.com (Mon, Thu) 
Paid Program (Tue-Wed, Fri) 

CD Angel 

CD Malcolm in the Middle 
CB Paid Program (Mon. Wed-Fri) 
Make Money on eBay (Tue) 

CD Monster Jam 
E0 Engel s Outdoor Experience 
(Mon) We Live Outdoors (Tue) 
Ultimate Hunting (Wed; Bass 
Pro Shop's King of Bucks (Thu) 
Fly Fishing the World Fri) 

EB M*A*S*H (Mon-Thu) Star 
Trek (Fri) 

33 While You Were Out 
7:25 ED This is Emily Yeung 
7:30 f3 22 CD EB ffl ffl ffl 
Paid Program 

0 (533 Trolli (Mon-Wed) Sa¬ 
brina s Secret Lite (Thu-Fri) 

03 t3 Martha Speaks 
0 36 Curious George 

EB Believer's Voice of Victory 
09 Get Married 
EB SportsCenter (Mon) 

ED The FSN Final Score 
EB The Fairly OddParents 
EB Life Today With James Ro¬ 
bison 

ED Higglytown Heroes 
ED Saved by the Bell (Mon-Tue. 
Thu) Saved by the Bell: The 
College Years (Wed, Fri) 

ED Sister. Sister 
CD Johnny Test 
CB Paid Program (Mon-Tue, 

Thu) magicJack.com (Wed. Fri) 
CD Malcolm in the Middle 
EJ) Wild Game Nation (Mon) 

The Hunter's Journal (Tue) The 
Next Generation (Wed) Roger 
Raglin Outdoors (Thu) Trout 
Unlimited On the Rise (Fri) 
ffl M*A*S*H (Mon-Thu) 

8:00 f3 (22) CD CB EB Paid 
Program 

0 31) Paid Program (Mon- 
Thu) RE/MAX Select Realty 
Home Show (Fri) 

0 (II) Curious George 
0 (Ml Sid the Science Kid 
EB The Beverly Hillbillies 
EB Desperate Housewives 
ED The Exodus Decoded (Mon) 
D-Day: The Lost Evidence (Tue) 
Ice Road Truckers (Wed) Godfa¬ 
thers (Thu) Indiana Jones and 
the Ultimate Quest (Fri) 

EB SportsCenter (Tue-Fri) 

S3 The FSN Final Score 
ED Monk 

EB SpongeBob SquarePants 
EB Joyce Meyer 
ED Little Einsteins 
EB Crossing Jordan 
ED Saved by the Bell (Mon-Tue, 
Thu) Saved by the Bell: The 
College Years (Wed. Fri) 

ED Sabrina, the Teenage Witch 
CD Skunk Fu! 

CB Tales From the Darkside 
(Mon-Wedj Haunted (Thu) Fri¬ 
day the 13th: The Series (Fri) 

CB Charmed 

CD The Bernie Mac Show 
CD NASCAR Victory,Lane (Mon) 

l Ilia nrtrve in nnji.ii" 

Unique Whips (Wed) American 


e) Super Bikes! (Wed) 
I (Thu) SPEED Test 


ED The Fresh Prince of Bel-Air 
ED Living the Life 
CD A Pup Named Scooby-Doo 
CB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 

CD Spin City (Mon. Wed-Fri) 
King of the Hill (Tue) 

CD SuperCars Exposed (Wed) 
Pinks — All Outtakes (Thu) 
Wrecked (Fri) 

Ei) Paid Program (Mon-Tue 
Thu-Fri) Houses For $300 (Wed) 
EB Sanford and Son (Tue-Fri) 

ED A Baby Story 

10:00 0 (23 Guiding Light 

0 (33 Rachael Ray 
0 3) To Be Announced 
O 33 Live With Regis and 
Kelly 

0 (223 Judge Hatchett 
0 ($33 The Morning Show 
With Mike & Juliet 
Cl Cfl) The Ellen DeGe- 
neres Show 
0 (12) Today 
0 Cfl) Sesame Street 
EB Matlock 
EB Frasier 

ED Rogue Waves (Mon) Dog¬ 
fights (fue) Ice Road Truckers 
(Wed) History's Mysteries (Thu) 
Batman Unmasked: The Psy¬ 
chology of the Oark Knight (Fri) 
EB ESPN First Take 
EB SportsCenter 
S3 Paid Program 
S3 Movie (Tue) "For Richer or 
Poorer" (Wed) "Love Actually" 
S3 Starter Wife (Thu) 

EB The Wonder Pets! 

EB Cash Cab 
ED Imagination Movers 
EB American Justice 
ED Movie (Mon) "Housesitter" 
(Tue) “Lara Croft Tomb Raider: 
The Cradle of Life" (Wed) "U.S. 
Marshals ' (Thu) "Cocktail" (Fri) 
"The Running Man" 

ED The 700 Club 
CD Movie 

CB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 
Haunted (Thu) Friday the 13th: 
The Series (Fri) 

CD Whacked Out Sports 
CB ER 

CD Movie (Mon) “Terminator 
3: Rise of the Machines" (Tue) 
"The Gift" (Wed) “Halloween: 
Resurrection” (Thu) "Wes Cra¬ 
ven Presents Dracula II: Ascen¬ 
sion" (Fri) “tVaculs ill- Legecy" 
CB I Was Struck by Lightning 
(Mon) I Came Away Alive (Tue) 

I Came Back From the Dead 
(Wed) I Was Superhuman (Thu) 

I Fell From the Sky (Fri) 

CD MSNBC News Live 
CD Pinks — All Out (Mon) 
Barrett-Jackson 2008: The Auc¬ 
tions (Tue) Sup 
Wrecked 
Drive (Fri) 

ED Archer s Choice (Mon) Hunt¬ 
er's Specialties (Tue) Paid Pro¬ 
gram (Wed) American Gun Dog 
(Thu) Western Extreme (Fri) 

EB Extreme Makeover: Home 
Edition (Mon) The Jeffersons 
(Tue-Fri) 

ED Hope & Faith 

EB The Daily Show With Jon 

Stewart 

ED Bringing Home Baby 
SD Little House on the Prairie 

10:30 0 (223 Judge Hatchett 
0 i36i Dragon Tales 
EB Frasier 
ED Paid Program 
EB Dora the Explorer 
EB Cash Cab: After Dark 
ED Movie (Mon) "Mickey, Don¬ 
ald. Goofy: The Three Muske¬ 
teers” 

ED Charlie A Lola (Tue-Fri) 

CB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 

CD MXC 

CD Super Bikes! (Wed) 

Wrecked (Thu) MotorWeek (Fri) 
EB Houses For $300 (Mon; Paid 
Program (Tue-Fri) 

EB Good Times (Tue-Fri) 

EB Hope A Faith 
EB The Colbert Report 
SD Bringing Home Baby 

11:00 0 (23 0 (Si The 

Price Is Right 
O (33 The View 
0 (13 The Ellen DeGeneres 

Show 

O 22; Cristina's Court 
O (253 CD Paid Program 
0 (») The 700 Club 

0 fit) The Doctors 
0 (123 Rachael Ray 

0 13) Mister Rogers' 

Neighborhood 
0 36) WordWorld 

S3 In the Heat ol the Night 
S3 Will A Grace 
S3 Mega Disasters (Mom Dog¬ 
fights (Tue i Ice Road Truckers 
(wed) True Crime (Thu i Declas¬ 
sified (Fri) 

EB SportsCenter 
ED 2Xtreem Motorcycle TV 
(Mon) Beach Volleyball (Tue) 
FLW Outdoors (Wed Billiards 
(Thu) ClubWPT.com (Fri) 

ED Movie (Mon) "Cold Moun¬ 
tain" (Thu) "The Guru" 

ED Starter Wife (Fri) 

EB Ni Hao. Kai-lan 
EB Futureweapons 
ED Doodlebops (Tue-Fri) 

EB Cold Case Files 
ED Gilmore Girls 
CB Happening Now 
CB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 
Haunted (Thu) Friday the 13th: 
The Series (Fri) 

CD Married . With Children 
CB Las Vegas 

CB Death by Dragon ( Mon) Air 
Emergency (Tue) Is ft Real? 
(Wed) Extreme Genes (Thu) 
Explorer (Fri) 

CD MSNBC News Live 
ED American Gun Dog (Mon) 

RV TV (Tue) Dead Down Wind's 
American Archer (Wed) Out¬ 
door America (Thu) Pheasants 
Forever (Fri) 

EB Extreme Makeover: Home 
Edition (Mon) Good Times 

(Tue-Fri) 

EB Dharma A Greg 
EB Comedy Central Presents 
(Mon, Thu-Fri) Tompkins Square 
(Tue) Premium Blend (Wed) 

ED Jon A Kate Plus 8 
CD Little House on the Prairie 

11:15 ED Movie (Fri) “Fatal Attrac¬ 
tion" 

11:25 ED This Is Daniel Cook 

(Tue-Fri) 

11:30 0 (22j Cristina s Court 
0 (2$) CD Paid Program 

0 ffl) Dragon Tales 
0 (36J Calllou (Mon) Thom¬ 
as A Friends (Tue) Wunderkind 
Little Amadeus (Wed) Mlffy and 
Friends (Thu) Peep and the Big 
Wide World (Fri) 

EB Will A Grace 
S3 College Football (Mon) 

EB Yo Gabba Gabba! (Mon-Thu) 
NI Hao. Kai-lan (Fri) 

ED Higglytown Heroes (Tue-Fri) 
CD The Mr. Men Show 
CB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 

CD Married... With Children 
EB Paid Program (Mon-Wed. Fri) 
Houses For $300 (Thu) 

EB Leave It to Beaver (Tue-Fri) 
EB Dharma A Greg 

Itl leH rneerin (6 4 r>re,wliitw 

Blend (Tue. Thu) Mika Blrblglla 
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What I Should Have Said Was 
Nothing (Wed) Flight of the 
Conchords (Fri) 

SB Little People. Big World 
11:45 ED Movie (Tue) "The Great 
Raid" 

11:55 ED Lou and Lou: Safety 
Patrol 

AFTERNOON 

12:00 0 (23 O 33 0 33 
0 (253 0 (113 0 (S3 
News 

O (33 Ch. 4 Action News 
at Noon 

O (22) Maury 
0 ($33 Judge Alex 

0 Cfl) Barney A Friends 
0 ($6) Tavis Smiley 
EB Nash Bridges 
EB Desperate Housewives 
ED Mega Disasters (Mon) Dog¬ 
fights (Tue) Ice Road Truckers 
(Wed) Investigating History 
(Thu) Modern Marvels (Fri) 

EB ESPN First Take 
EB SportsCenter 
ED Spotlight (Tue) Pro Football 
Report 08 (Wed) English Pre¬ 
mier League Soccer (Thu) Halls 
of Fame (Fri) 

S3 Starter Wife (Fri) 

ED Your World Today 
EB Dora the Explorer 
ED Mad Men (Mon) 

ED Movie (Thu) "Commando" 
EB The Alaska Experiment 
(Mon) Smash Lab (Tue) Fight 
Quest jWedjl Shouldn't Be 
Alive (Thu) Extreme Engineer¬ 
ing (Fri) 

ED Movie (Mon) "Twitches" 

(Tue) “Twitches Too” (Wed) 

"The Haunted Mansion" (Thu) 
"The Muppets' Wizard of Oz" 
(Fn) "Now You See It..." 

EB Cold Case Files (Mon, Wed- 
Fri) The First 48 (Tue) 

ED Home Improvement (Mon, 
Thu-Fri) 

ED Full House 

CD Scooby-Doo. Where Are 

You! 

CB Scary But True (Mon) Tales 
From the Oarkside (Tue-Wed) 
Haunted (Thu) Friday the 13th: 
The Series (Fri) 

CD Married... With Children 
CB Las Vegas 

CD King of the Hill (Wed-Thu) 
Malcolm in the Middle (Fri) k 
CB L.A. Hard Hats (Mon) Sec¬ 
onds From Disaster (Tue) Is ft 
Real?JWed) Bizarre Science 
(Thu) Explorer (Fri) 

CD MSNBC News Live 
CD NCTS Setup (Mon) MotoGP 
Racing (Tue) Star Mazda Series 
Racing (Wed) NASCAR Racing 
(Thu) Racing Across America 
(Fri) 

ED American Birdhunter (Mon) 
Get in the Game (Tue) Maxi¬ 
mum Archery (Wed) Memories 
in the Field (Thu) Big Game 
Profiles (Fri) 

S3 Gunsmoke (Mon) I Love 
Lucy (Tue-Fri) 

EB Girlfriends 

EB Premium Blend (Mon, Fri) 
Comedy Central Presents (Tue) 
Dennis Miller: All In (Thu) 

S3 What Not to Wear 
S3 Touched by an Angel 
12:30 0 2 0 5 The 

Young and the Restless 
O 4' Access Hollywood 
O ft) 0 ffl) Family 
Feud 

0 (25) Paid Program 

0 53 Judge Alex 

0 (fl) The Andy Griffith 
Show 

0 (fl) Off Q (Mon) OnQ 
Magazine (Tue-Fri) 

S3 Penn State Football Story 
(Wed) Triathlon (Fri) 

S3 Movie (Tue) 'Notting Hill" 

EB Go. Diego. Got 
ED Mad Men (Wed) 

ED Home Improvement 
ED Full House 

CD What's New Scooby-Doo? 
CB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 
CD Married With Children 
CD Spin City (Mon) That 70s 
Show (Tue) King of the Hill 
(Wed-Thu) Malcolm in the 
Middle (Fri) 

CD NASCAR Racing (Mon) 

ED Waterfowler TV (Mon) Jour¬ 
nal of the American Trophy 
Hunter (Tue) Paid Program 
(Wed) Hunting With Keith War¬ 
ren (Thu) Tracks Across Africa 
(Fri) 

ffl I Love Lucy (Tue-Fri) 

EB Girlfriends 

EB Comedy Central Presents 
(Mon-Tue) Atom TV (Wed) Jona¬ 
than Katz (Fri) 

12:35 0 (36) Charlie Rose 

1:00 0 (4) All My Children 
Q 16) Today 
0 (22) Jerry Springer 

0 1 25) 0 112) Days of 

our Lives 

0 (S3) Divorce Court 

0 (11) Who Wants to Be a 

Millionaire 

0 (fl) Charlie Rose 

ffl WGN Midday News 
ffl Movie (Mon) "A Piece of My 
Heart" (Tue) " Another Woman's 
Husband" (Wed) “Live Once. 
Die Twice" (Thu) “Wedding Bell 
Blues " (Fri) "Love Song" 

ED Modern Marvels 
EB SportsCenter 
ffl Spotlight (Tue) Marshall 
Football Riday (Wad) Softball 
360 (Fri) 

ffl Movie (Wed) "Intolerable 
Cruelty” (Thu) "Blue Crush" 
ffl Starter Wife (Fri) 

ED Newsroom 

ffl Backyardigans 

ED Movie (Mon) “Waking Up In 

Reno" 

ED The Alaska Experiment 
(Mon) Smash Lab (Tue) Fight 
Quest (Wed) I Shouldn't Be 
Alive i Thu) Extreme Engineer¬ 
ing (Fri) 

EB CSI: Miami (Mon, Wed-Fri) 

The First 48 (Tue) 
tu Home improvement 
ED Sister, Sister 


CD Tom A Jerry 
CB The Live Desk 
CB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 
Haunted (Thu) Friday the 13th: 
The Series (Fri) 

CD Married... With Children 
CB Without a Trace 
CD King of the Hill (Mon-Wed, 
Fri) That 70s Show (Thu) 

CB World s Toughest Fixes 
(Mon) Critical Situation (Tue) 
Secrets of the Shroud (Wed) 
Brain Child (Thu) Iturl: Forest 
Primeval (Fri) 

CD MSNBC News Live 
CD MotoGP Racing (Tue) FIM 
Racing (Wed) 

ED In Pursuit With Greg Miller 
(Mon) Higher Ground (Tue) 
Buckmasters (Wed) Whitetall 
Freaks (Thu) Rocky s Geared 

Up (Fri) 

ffl Gunsmoke (Mon) The Bev¬ 
erly Hillbillies (Tue-Fri) 

EB Amazing Wedding Cakes 
(Mom Women Behind Bars 
(Tue) Hjgh School Confidential 
(Wou) Biiuexiiiaa (Thu) Girl¬ 
friends (Fri) 
ffl MADtv 

ffl What Not to Wear 
ffl 7th Heaven 
1:30 0 (23 O ($3 The 
Bold and the Beautiful 
0 53 Divorce Court 

0 (fl) Family Feud 
ffl Penn State Football Press 
Conference (Tue) Marshall Mag¬ 
azine (Wed) Street Heaters (Fri) 
EB Max A Ruby (Mon, Wed, Fri) 
Wow! Wow! Wubbzy! (Tue. Thu) 
ED Movie (Wed) "Stand by Me" 
ED Home Improvement 
ED Sister. Sister 
CB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 

CD Married... With Children 
CD King of the Hill (Mon-Wed, 
Fn) That 70s Show (Thu) 

CD NASCAR Confidential (Fri) 
ED Eastman s Hunting TV (Mon) 
Ted Nugent s Spirit of the Wild 
(Tue) Muzzy's Bad to the Bone 
Bowhunting (Wed) Summits 
High Places (Thu) Born to Hunt 
(Fn) 

ffl The Beverly Hillbillies (Tue- 

Fn) 

ffl Movie (Fri) "Celine" 

1:33 0 (It) Last of the Sum¬ 
mer Wine 

1 35 ED The Suite Life of Zack A 
Cody (Tue) 

1 40 ED The Suite Life of Zack A 
Cody (Mon, Wed. Fri) 

1:45 ED Movie (Fri) Sleeping 
With the Enemy" 

2:00 0 (23 0 (53 As the 
World Turns 

O (43 One Life to Live 
0 16 ) Days of our Lives 
0 (223 The Steve Wilkos 
Show 

0 (S3 The Martha Stewart 

Show 

0 (531 Judge Joe Brown 

0 (ID Today 
0 (12) The Doctors 
0 113; Beads. Baubles, and 

Jewels (Mon) Cook s Country 
From America s Test Kitchen 
(Tue) Sewing With Nancy (Wed) 
Best of the Joy of Painting 
(Thu) Zonya s Health Bites (Fri) 
ffl Homicide: Life on the Street 
ED The Exodus Decoded (Mon) 
D-Day: The Lost Evidence iTue) 
Ice Road Truckers (Wed) Godfa¬ 
thers (Thu) Indiana Jones and 
the Ultimate Quest (Fri) 

ED Best ol Mike and Mike in 
the Morning (Mon-Tue. Thu-Fri) 
NFL Films Presents (Wed) 

EB NFL Primetime (Tue) Sports¬ 
Center (Wed-Fri) 
ffl WVU Football Press Confer¬ 
ence (Tue) Youth Football in 
Steelers Country (Wed Savran 
on SportsBeat (Thu) Bad Boy 
of Fitness (Fri) 

ED Monk (Mon) Starter Wife (Fri) 
EB SpongeBob SquarePants 
ED Movie (Thu) "Midway" 

EB A Haunting 
ED The Suite Life of Zack A 
Cody (Tue) Studio DC: Almost 
Live (Thu) 

EB Crossing Jordan 
ED Just Shoot Me (Mon, Wed- 
Fri) Yes, Dear (Tue) 

ED Sabrina, the Teenage Witch 
CD Johnny Test 
EB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 
Haunted (Thu) Friday the 13th: 
The Series (Fri) 

ED Married. With Children 
EB Law A Order 
ED Malcolm in the Middle 
ER Dog Whisperer 
ED MSNBC News Live 
ED FIM Racing (Tue-Wed) 

ED QDMA Quality Whitetails 
TV (Mon) Dream Season (Tue) 
Bow Madness (Wed) Whistling 
Wings (Thu i Macmillan River 
Adventures (Fri) 
ffl Bonanza (Mon) Gunsmoke 
(Tue-Fri) 

ffl Amazing Wedding Cakes 
(Mon) Women Behind Bars 
(Tue) High School Confidential 
(Wedi Bridezillas (Thu) 
ffl The Daily Show With Jon 
Stewart 

ffl A Baby Story 
ffl 7th Heaven 

2:04 0 36: Keeping Up Ap¬ 

pearances 

2:05 ED The Suite Life of Zack A 
Cody (Mon. Wed, Fri) 

2:30 0 ($3) Judge Joe 

Brown 

0 (13) Sit and Be Fit (Mon. 
Wed. Fri) Knitting Daily (Tue) 
Cultivating Life (Thu) 

ED 1st and 10 

EB Outside the Lines First Re¬ 
port (Mon) 

ffl MSN WVU Game Replay 
(Tue) Highmark High School 
Practice Show (Wedi Inside the 
Big East (Fri) 

EB The Falrty OddParents 
ED The Suite Life of Zack A 
Cody 

(11 Fvervfwtv I rwM RMnwwwl 
(Mon) Yes. Oear llue) Just 
Shoot Me (Wed-Fri) 


ED Sabrina, the Teenage Witch 
ED Johnny Test 
EB Scary But True (Mon) Tales 
From the Darkside (Tue-Wed) 
ED Married... With Children 
ED Malcolm in the Middle 
ED NASCAR Live (Fri) 

ED Gold Prospecting (Mon) 
Obsession Revealed (Tue) 
Monster Bucks (Wed) Engel's 
Outdoor Experience (Thu) The 
Wild Outdoors (Fri) 
ffl The Colbert Report 
ffl A Baby Story 
2:35 0 (36J As Time Goes 

By 

2:45 ED Movie (Tue) "The Mag¬ 
nificent Seven” 

3:00 O 33 O (13 0 
(25) 0 (12) Dr. Phil 

General Hospital 
Guiding Light 
The Tyra Banks 


O (43 
O ($3 
O (22) 
Show 
0 (533 
0 11 
IB n 


Jerry Springer 
Days of our Lives 
Reading Rainbow 
ffl The Cosby Show 
ffl Wife Swap 
ED Ice Road Truckers (Wed) 
ffl PWBA Bowling (Mon-Wed) 
2008 World Series of Poker 
(Thu) NASCAR Racing (Fri) 

EB College Football Live (Mon) 
Outside the Lines First Report 
(Tue-Fri) 

ffl ClubWPT.com (Mom Beach 
Volleyball (Wed) Rodeo (Thu) 
Best Damn Top 50 Special (Fri) 
ffl Law A Order: Criminal In¬ 
tent (Mon-Thu) House (Fri) 

EB U-Pick 

ED Movie (Mon) " Murder by 
Numbers' 

EB A Haunting 

ED Cory in the House (Mon. Fri) 
Life With Derek (Tue) That's So 
Raven (Wed) Phineas and Ferb 

(Thu) 

EB The Sopranos 
ED Everybody Loves Raymond 
(Mon) Friends (Tue) Yes. Dear 
(Wed-Fri) 

ED 8 Simple Rules 
ED George of the Jungle (Mon, 
Wed) Camp Lazio (Tue) Johnny 
Test (Thu) Courage the Cow¬ 
ardly Dog (Fri) 

EB Studio B With Shepard 
Smith 

EB Sanctuary (Mon) Tales 
From the Darkside (Tue-Wed) 
Haunted (Thu) Friday the 13th: 
The Series (Fri) 

ED World's Most Amazing 
Videos 

EB Law A Order 

ED That "70s Show (Mon. Wed- 

Fri i The Bernie Mac Show (Tue) 

EB Dog Whisperer 

ED MSNBC News Live 

ED Dream Car Garage (Mon) 

My Classic Car (Tue) Two Guys 
Garage (Wed) Truck U (Thu) 
American Muscle Car (Fri) 

ED Gold Fever (Mon) Jim 
Zumbo Outdoors (Tue) Bass 
Pro Shop s King of Bucks 
(Wed) Wildlife Obsession (Thu) 
American Hunter (Fri) 
ffl Bonanza 

EB Amazing Wedding Cakes 
(Mom Women Behind Bars 
(Tue) High School Confidential 

(Wed) Bridezillas (Thu) 
ffl MADtv 

ffl Bringing Home Baby 
ffl Little House on the Prairie 
3:05 0 (36) Are You Being 
Served? 

3:30 0 Cfl) WordGirl 
ffl The Cosby Show 
EB NFL Live (Mon) College 
Football Live (Tue-Fri) 
ffl Inside Notre Dame Football 
(Tue) 

EB U-Pick 

ED Movie (Wed) "The Usual 
Suspects" 

ED Cory in the House (Mon, Fri) 
Studio DC: Almost Live (Tue) 
That s So Raven (Wed) Phineas 
and Ferb (Thu) 

ED The King of Queens (Mon) 
Family Guy (Tue) Yes. Dear 

(Wed-Fn) 

ED 8 Simple Rules 
ED George of the Jungle (Mon. 
Wed) Camp Lazio (Tue) Skunk 
Fu! (Thu) Courage the Cow¬ 
ardly Dog (Fri) 

EB Tales From the Darkside 
(Tue-Wed) 

ED King of the Hill (Mon) That 
'70s Show (Wed-Frij 
ED Movie (Tue) "Walk the Line" 
ED Truck U 

ED Elk Chronicles (Tue) Gettin" 
Close (Wed) Ultimate Hunting 
(Thu) North American Whltetail 

(Fri) 

ffl Movie (Fri) "Big" 
ffl MADtv 

ffl Bringing Home Baby 
3:36 0 136) All Creatures 

Great and Small 
3:45 ED Movie (Fri) "Poison Ivy" 
4:00 0 2 News 

Cl (43 (1 (25 i 0 (fl) 

Oprah Winfrey 
0 (V3 Judge Joe Brown 

0 (13 0 (11) Judge 


The Bonnie Hunt 


Judy 
0 122 ) 

Show 

0 (531 Maury (Mon-Thu) 

MLB Baseball (Fri) 

0 lit) Arthur 
ffl Becker 
EB Wife Swap 

ED Rogue Waves (Mon) Dog¬ 
fights (Tue) Ice Road Truckers 
(Wed) History's Mysteries (Thu) 
Batman Unmasked: The Psy¬ 
chology of the Dark Knight iFri) 
ffl Outside the Lines First Re¬ 
port (Mon-Thu) 
ffl NFL Primetime (Mon) NFL 
Live (Tue-Fri) 

ffl Amazing Sports Stories 
(Mon) Best Damn Top 50 Spe 
clal (Tue) ClubWPT.com (Wed) 
Beyond the Glory (Thu) Interna¬ 
tional Fight League (Fri) 
ffl Law A Order: Criminal In¬ 
tent (Mon-Thu) House (Fri) 
till I he bilualion Hoorn 
EB U-PIck 


EB The FBI Files (Mon. Wed-Fri) 
Dirty Jobs (Tue) 

ED Phineas and Ferb (Mon) 

That s So Raven (Tue) Hannah 
Montana (Wed) The Emperor s 
New School (Thu) The Suite 
Life of Zack A Cody (Fri) 

EB American Justice 
ED The King of Queens (Mon, 
Wed-Fri) MLB Pregame (Tue) 

ED What I Like About You 
ED Courage the Cowardly Dog 
(Mon) The Marvelous Misad¬ 
ventures of Flapjack (Tue) 

Chop Socky Chooks (Wed) 
Skunk Fu! (Thu-Fri) 

EB Your World With Neil Cavuto 
EB Tales From the Darkside 
(Tue-Wed) Haunted (Thu) Friday 
the 13th: The Series (Fri) 

ED World's Most Amazing 

Videos 

EB Charmed 

ED King of the Hill (Mon. Thu- 
Fri) The Bernie Mac Show 

(Wed) 

ED CIA Secret Experiments 
(Mon! Buildinq the Great Wall 
llue) is it HeaT? (Wedi Factory 
Floor With Marshall Brain (Thu) 
Dog Whisperer (Fri) 

ED MSNBC News Live 
ED Chop Cut Rebuild (Mon-Thu) 
Truck U (Fri) 

ED Aura 360 Ventures (Mon) 
Truth About Hunting Tue) 
American Rifleman iWed) 

Game Trails (Thu) Prlmos'Truth 
About Whitetails (Fri) 
ffl Hogan's Heroes 
ffl Amazing Wedding Cakes 
Mon) Women Behind Bars 
Tue) High School Confidential 
Wedi Bridezillas (Thu) 
ffl Take Home Chef 
ffl Little House on the Prairie 
4:30 0 5 o 161 0 

(113 Judge Judy 
0 Cfl) Cyberchase 
0 1361 Cyberchase (Mon. 

Wed-Fri) Bob the Vld Tech: The 
Mystery (Tue) 

ffl Funniest Pets A People 
ffl College Football Live (Mon- 

Thu) 

ffl Jim Rome Is Burning (Tue- 

Fri) 

ffl Baseball s Golden Age 

(Mon) 

EB U-Pick 

ED Phineas and Ferb (Mon) 
That's So Raven (Tue) Hannah 
Montana (Wed) The Emperor's 
New School (Thu) The Suite 
Life of Zack A Cody (Fri) 

ED Everybody Loves Raymond 
(Mon) MLB Baseball (Tue) The 
King of Queens (Wed-Fn) 

ED What I Like About You 
ED Courage the Cowardly Dog 
(Mon) The Marvelous Misad¬ 
ventures of Flapjack (Tue) 

Chop Socky Chooks (Wed) 
Chowder (Thu) Skunk Fu! (Fri) 
EB Tales From the Darkside 
(Tue-Wed) 

ED The Bernie Mac Show (Mon) 
King of the Hill (Thu-Fri) 

ED Movie (Wed) "Batman Be¬ 
gins” 

ED On the Edge (Mon-Thu) 

Chop Cut Rebuild (Fri) 

ED Browning s the Best There 
Is (Tue) Shooting USA (Wed) 
Limbaaver s Addicted to the 
Outdoors (Thu) We Live Out¬ 
doors (Fri) 
ffl Hogan s Heroes 
EB Movie (Mon) Bickford 
Schmeckler s Cool Ideas" (Tue) 
"Cadillac Man" (Wed) “Grilled" 
(Thu) "Who's the Man?" (Fri) 
"Juwanna Mann" 
ffl Take Home Chef 
5:00 0 (23 Cl (4) 0 6) 

0 (25) 0 (11) 0 (121 
News 

0 C$3 NewsChannel 5 at 5 

0 (22) Friends 
0 (53) Deal or No Deal 

(Mon-Thu) 

0 Cfl) Fetch! With Ruff 
Huffman 

0 (36) WordGirl 

ffl America's Funniest Home 

Videos 

ffl Still Standing 
ffl Mega Disasters (Mon) Dog¬ 
fights (Tue) Ice Road Truckers 
(Wed) True Crime (Thu) Declas¬ 
sified (Fri) 

ffl NASCAR Now (Mon-Wed. 

Fri) 1st and 10 (Thu) 
ffl Around the Horn 
ffl Air Racing (Mon. Thu) Club- 
WPT.com (Tue) International 
Fight League (Wed) Pro Foot¬ 
ball Preview (Fri) 
ffl NCIS (Mon-Thu) House (Fri) 
EB SpongeBob SquarePants 
(Mon-Tue. Thu-Fri) iCarly (Wed) 
ED Movie (Thu) "The Hunt for 
Red October" 

EB Cash Cab (Mon, Wed-Fri) 

Dirty Jobs (Tue) 

ED Studio DC: Almost Live 
(Mon) Cory in the House (Tue, 
Thu) the Suite Life of Zack A 
Cody (Wed) Wizards of Waverly 
Place (Fri) 

EB Cold Case Files 
ED Everybody Loves Raymond 
(Mon, Wed-Fri) 

ED Gilmore Girls 
ED Chowder (Mon._Wed-Thu) 
Johnny Test (Tu 
ous Mfsi 
(Fri) 

EB America's Election HO 
EB Star Trek: Enterprise 
ED World's Most Amazing 
Videos 
EB Charmed 
EB Movie (Mon) "Ray'' 

EB The Bernie Mac Show (Thu- 
Fri) 

EB Looked Up Abroad (Mon) 
The Real Dragon Emperor (Tue) 
Taboo (Wed) Factory Floor With 
Marshall Brain (Thu) Dog Whis¬ 
perer (Fri) 

ED Hardball 
ED Monster Jam 
ffl World of Trucks (Mon) Hunt¬ 
ing the Country (Tue) Sighting 
In With Shooting USA (Wed) 
Western Extrema (Thu) Reel- 
tree Roadtrips (Fri) 
ffl The Andy Griffith Show 
ffl Amazing Wedding Cakes 
(Mon) Women Behind Bars 


Tue) The Marvel 
irsadventures of Flapjack 


(Tue) High School Confidential 
(Wed) Bridezillas (Thu) 
ffl Jon A Kate Plus 6 (Mor 
Wed. Fri) Jon A Kate Plus 8 Hit 
the Road (Thu) 
ffl M*A'S'H 

5:30 O C$3 0 (6) 0 
CKD News 

0 (223 That 70s Show 
0 125) Access Hollywood 
0 C533 Deal or No Deal 

(Mon-Thu) 

0 (fl) 0 361 BBC 

World News 

ffl Still Standing 

ffl Jim Rome Is Burning (Tue- 

Wed) NASCAR Now (Thu) 

ffl Pardon the Interruption 

EB SpongeBob SquarePants 

(Mon-Tue. Thu-Fri) iCarly (Wed) 

ED Movie (Mon) "Psycho" (Tue) 

"A Fistful of Dollars'" 

EB Cash Cab (Mon. Wed-Fn) 

ED The Replacements (Mon) 
Cory in the House (Tue, Thu) 
The Suite Life of Zack A Cody 
JWed) Wizards of Waverly Place 

ED Everybody Loves Raymond 

(Mon, Wed-Fri) 

EE Chowder (Mon. Wed-Thu) 
Johnny Test (Tue) The Marvel¬ 
ous Misadventures of Flapjack 

(Fri) 

ED Movie (Thu) "'I, Robot" 

ED The Bernie Mac Show (Fri) 
ED Fisher's ATV World (Mon) 
Mossy Oak Classics (Tue) 

Guns A Ammo TV (Wed)_6utfit- 
ter Journal (Thu) Guide To The 
Outdoors (Fri) 
ffl The Andy Griffith Show 
ffl Jon A Kate Plus 8 (Mon- 
Tue. Fri) 

(3D M'A'S'H 

5:45 ED Movie (Fri) “Christine " 
6:00 0 C2) O 14) 0 (5) 

0 16) 0 25 0 12) 

News 

0 1213 The Simpsons 

0 (53) Two and a Half Men 

(Mon-Thu) 

0 (fl) 0 (36) The 

NewsHour With Jim Lehrer 
ffl 7th Heaven 
ffl Reba 

ffl Mega Disasters (Mon) Dog- 
tights flue) *ce Road Truckers 
(Wed! Investigating History 
(Thu) Modem Marvels (Fri) 
ffl Around the Horn (Mon-Wed) 
NASCAR Racing (Thu) Mo«or- 
sports Explained: Greatesi 
Racing Identities (Fri) 
ffl SportsCenter: Monday 
Night Kickoff (Mon) SporfsCen- 
ter (Tue-Fri) 

ffl In My Own Words (Mon 
Thu) Amazing Sports Stories 
(Tue) Best Damn Top 50 Special 
(Wedi BCS Breakdown (Fri) 
ffl NCIS (Mon-Thu) House (Fri 
EB Drake A Josh (Mon-Tue 
Thu-Fri) iCarly (Wed) 

ED Movie (Wed) “Commando 
EB Cash Cab (Mon, Wed-Fri) 
Dirty Jobs (Tue) 

ED The Suite Life of Zack A 
Cody (Mon) Phineas and Ferb 
(Tue) Wizards of Waveriy Place 
(Wed-Thu) Hannah Montana 
(Fri) 

EB Cold Case Files (Mon. Wed 
Fri) The First 48 (Tue) 

ED Friends (Mon) Everybody 
Loves Raymond (Wed-Fri) 

ED My Wife and Kids 
EE The Marvelous Misadven¬ 
tures of Flapjack (Mon. Thu) 
Total Drama Island (Tue) Skunk 
Fu! (Wed) Chowder (Fri) 

EB Special Report 
EB Stargate SG-1 
ED CSI: Crime Scene Investiga¬ 
tion 

EB Law A Order 
ED Movie (Fri) “American His¬ 
tory X” 

EB Final Report (Mon) Explorer 

i Tue) World s Toughest Fixes 
Wed! Naked Earth (Thu) Dog- 
Town (Fri) 

ED Race tor the White House 
With David Gregory 
ED Unique Whips 
ED DirtTraxTV (Mom Peters 
en s Hunting ADVENTURES 
Television (Tue) Hunter s 
Specialties (Wed) Bowhunter 
Magazine TV (Thu) Outdoor Ad¬ 
ventures (Fri) 

ffl The Andy Griffith Show 
ffl Girlfriends (Mon) Women 
Behind Bars (Tue) High School 
Confidential (Wed) Bridezillas 
(Thu) 48 Hours (Fri) 
ffl What Not to Wear (Mon 
Wed. Fri) What Not to Wear: 
Redo My Spouse (Thu) 
ffl M" A'S'H 

6:30 0 14) ABC s World 


News With Charles Gibson 

61 

(53 

CBS Evening News 

With Katie Couric 

O 

LIJ 

0 25 (9 11 

0 

i? 

NBC Nightly News 

0 

(22) 

Family Guy 

0 

(53) 

Frasier (Mon-Thu) 

ffl 

Reba 



ffl Pardon the Interruption 
(Mon-Wed) NASCAR Sprint Cup 
Happy Hour (Fri) 
ffl Savran on SportsBeat 
EB Drake A Josh (Mon-Tue 
Thu-Fn) ICarly (Wed) 

EB Cash Cab: After Dark Mon. 
Wed-Fri) 

ED The Suite Lile of Zack A 
Cody (Mon) Phineas and Ferb 
(Tue) Wizards of Waveriy Place 
(Wed-Thu) Hannah Montana 

(Fri) 

ED Seinfeld (Mon) Friends 

(Wed-Fri) 

ED My Wife and Kids 
EE The Marvelous Misadven¬ 
tures of Flapjack (Mon. Thu) 
Total Drama Island (Tuei Skunk 
Fu! (Wed) Chowder (Fri) 

ED Off-Road Adventures (Mon) 
The Wild Outdoors (Tue) Inside 
USA Shooting (Wed' Summits 
High Places (Thu) In-Fisherman 
(Fri) 

ffl The Andy Griffith Show 
ffl Girlfriends (Mon) 

EB RENO 9111 
ffl M'A'S'M 
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Your TV 
Channel 

Sudden Link 

Comcast 

Somerfield / QCOL, Inc. 

2 

KDKA Pittsburgh iCBSj 

KDKA-2 (CBS) 

KDKA Pittsburgh (CBS) 

3 

WGCTTV—We re Garrett County Television 

(Into) 

TNT 

4 

WTAE Pittsburgh (ABC) 

WTAE-4 (ABC) 

WTAE Pittsburgh (ABC) 

5 

WDTV Weston (CBS) 

WCWB-22 WB 

ESPN 

6 

WJAC Johnstown (NBC) 

WJAC-6 (NBC) 

WJAC Johnstown (NBC) 

7 

WCWB The CW 

TV Guide 

CNN 

8 

WHAG Hagerstown (NBC) 

WGN 

WWCP Johnstown (FOX) 

9 

Trinity Broadcasting Network 

WWCP-8 (FOX) 

ABC FAM 

10 

WPGH Pittsburgh (FOX) ~ 

WQPT36 (PBS) 

Spike TV 

11 

WPXI Pittsburgh (NBC) 

WPXI-11 (NBC) 

WPXI Pittsburgh (NBC) 

12 

WBOV Clarksburg (NBC) 

WNPA-19(UPN) 

TBS 

13 

WQED Pittsburgh (IND) 

WQED-13(PBS) 

WQED Pittsburgh (PBS) 

14 

WPCB Greensburg (IND) 

QVC 

Discovery Channel 

15 

Home ShoDDing Network 

WPCB-40 (IND) 

Disney Channel 

16 

WGPT Oakland 1PBS1 

Headline News 

Arts & Entertainment 

17 

WPCS CW 

HBO 

PAX 

18 

The Weather Channel 

Trinity 

USA Network 

19 

TV Guide Channel 

Shop NBC 

ESPN2 

20 

Celebrity Shopping Network 

Hallmark 

CMT 

21 



Food Network 

22 

WGN (Chicago) (IND) 


WGPT Oakland (PBS) 

23 

Lifetime Television 

HSN 

WPCB (Wall, PA IND) 

24 

The History Channel 

EWTN 

Outdoor Channel 

25 

ESPN Classic 

CSPAN 

C-SPAN 

26 

ESPN2 

CSPAN 

Turner Classic Movies 

27 

ESPN (All Sports Network) 


The Learning Channel 

28 

Fox Sports Pittsburgh 

PIN 

Nickelodeon 

29 

USA 

Lifetime 

Lifetime Network 

30 

CNN (Cable News Network) 

Arts & Entertainment 

CNBC 

31 

CNN Headline News 


Local Information Chan 

32 

Great American Country 

CNN 

QVC Shopping Channel 

33 

Nickelodeon 

Fox News Channel 

Trinity Broadcasting 

34 

American Movie Classics 

TBS 

VH-1 

35 

The Discovery Channel 

ESPN 

Great American Country 

36 

Disney 

ESPN2 

Fox Sports Pittsburgh 

37 

Arts & Entertainment 

Fox Sports Pittsburgh 

Game Show Network 

38 

TBS Superstation 

TNT 

Cartoon Network 

39 

ABC Family 

FX 

SciFi 

40 

Cartoon Network 

Animal Planet 

The Weather Channel 

41 

CNBC 

Disney 

History Channel 

42 

Fox News Channel 

Nickelodeon 

TV Land 

43 

Sci-Fi 

History 

WNPA (Johnstown UPN) 

44 

Spike TV 

MSNBC 

Home Shopping 

45 

TNT 

CNBC 

Outdoor Life Channel 

46 

FX 

Country Music TV 

Home & Garden 

47 

National Geographic 

Food Network 

FX Network 

48 

MSNBC 

VH-1 

TV Guide Channel 

49 

Speed Channel 

MTV 

Speed Channel 

50 

Game Show Network 

Weather Channel 

FOX News Channel 

51 

The Outdoor Channel 

Comedy Central 


52 

TV Land 

Learning Channel 


53 

SoapNet 

Discovery Channel 


54 

The Golf Channel 

Sci-Fi 


55 

WE Womens Entertainment 

USA 


56 

HGTV 

E! 


57 

Comedy Central 

Bravo 


58 

The Learnina Channel 

HGTV 


59 


Oxygen 


60 


TV Land 


61 


Cartoon Network 


62 


Travel Channel 


63 


AMC 


64 


Court TV 


65 

MTV 

Inspiration 


66 

CMT 

Family Channel 


67 

VH-1 

PAXNET 


68 

Hallmark Channel 

Speed Channel 


69 

Animal Planet 

Outdoor Channel 


70 

Food Network 

Spike 

Golf (QCOL only) 

71 

C-SPAN 



98 


VH1 

WCWB Pittsburgh 22 

99 


Showtime 
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6 AM 

6:30 

7 AM 

7:30 


11AM 

mum 

CBS 

q i 

0 € 

(2)News (N 

(5)Wlld 

America 

"Groxwna 

Up Wild X 

[(5)Outdoor- (5)Cake An 

smanWith article about 
Buck a town 

McNeely touches 
[Amy X 

(5)Horsela- 
nd A New 

Pup In 

Town" (In 
Stereo) (El) 

[(2)The Hum 

Early Show Pack i N) (In 

|(5)Dlno Stereo) (El) 

Squad X 

| Wannabe'" 

(5)The Early Show (N) (In 

Stereo) X 

(2)Dlno 

Squid 

"Wannabe" 
(In Stereo) 
(El) X 

(2)Suthl 

Peek (N) (In 
Stereo) (El) 

X 

(2)Hometo- [(2)Hometo- (2)Hometl- 
wnHIghQ [wn maPme 

(S)Strawbe- :(5)Car* wainscoting 

try [Bear*: ,(5)Apex 

[Shortcake j Adventure*' 

WTAEO 

; News i N) 1 Good Morning America 

|(N|X 

News iN) 

That t So 
Raven (El) 
X 

That's So 
Raven (El) 
X 

Hannah 

Montana 

(EDI 

The Suite 
Lite ot Zack 
* Cody (El) 

[College 

Football 

N8C :(6X8)Paid 

° 6 be 

g 2S (12)Outdoo- 
® ^ rsman With 
(B it [Buck 

Me Neely 

|(6)Paid [(6H«X12)Today (N) (In Stereo)! (6)Paid 

Program (ll)Newa(N) Program 

(8)To Be (l)ToBe 

Announced' Announced 

(12)Woode (12)My 

i Waters Friend 

[_RebbltX 

] 16)3-2-1 

Penguins 
(SUaneA 
the Dragon 
(f2)Decisio- 

n Makers 

(6)Veggre 
(8)Zula 
(11 (Friend 

1 Rabbit 

(12)Sporis 

Zone 

(6X11K12M- 

ane * the 

Dragon (E!) 

18)3-2-1 

Penguins 

In Stereo) 

(ED 

(6K11M12)Z- 
ula Patrol 

(In Stereol 
(Et)X 

<«)VeggreT- 

alea (El) X 

(«Hii)02p- 

2-1 

Penguins 

I Sm 

(El) X 

(8)Pald 

Program 

(6K11K12)V- 

eggieTales 

(EDS 

ffiPald 

Program 

Turbo 

Dogs (In 

Stereo) (El) 
X 

MNTO_afc rsnl 
FOX© life* 

Paid 

Program 

Paid 

Program 

The Littles 

(EI)X 

Animal 

Exploration 

Paid .Paid 

Program Program 

Paid 

Program 

[’Paid 

Program 

Paid 

Program 

Chaotic- 

lny : 

Paid 

Program 

Teenage 

Mut 

ChetClass 

X 

Paid 

Program 

Paid 

Program 

George 
Lopez X 

Sabrina s 
Secret Lite 

Wild 

America ? 

Di-Gata Biker Mice 

Defenders From Mars 

Sonic X (In 

Stereo) X 

Sonic X (In 
Stereo)X 

Kirby 

Right 

Wlnx Club 

X 

Paid 

Program 

PBS© 13 

Off Q (In 

Stereo)X 

NOW on 
PBS K 

‘Wealth- 
Track_ 

Washing¬ 
ton Week 

Moneytrack To the 

Contrary 

McLaughlin 
Group X 

Religion- 

ethics 

QED Cooks 

X 

’Martin Yan 

Woodcarv¬ 

ing 

Lidia s Italy 

(In Stereo) 

*Ciao Italia 

(In Stereo) 

PBS© 36 

Love ot 
Quilting 

Kaye- 

Quilting 

Sewing 

With Nency 

Joyol 

Painting 

Knit* Artworks 

Crochet Thie Week 

Woodsmith 

Shop_8 

‘American 

Woodthop 

Wood- 

wrigm 

^Yankee 

Shop 

Ask This 

Old House 

Garden 

Home 

^©SroniX! 

Paid 

Program XJ 

Paid 

Progrem « 

Adelante 

Chicago :k 

Paid Paid 

Program « Progrem X 

Paid 

Program I 

Paid 

Program ,S 

Paid 

Program 1C 

Paid 

Progrem ft 

Paid 

Program X 

Paid 

Program tt 

Bewitched 

« 

feam 

‘Paid 

Program 

‘Paid 

Program 

Paid 

Program 

Paid Paid 

Program Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Intimate Stranger" (2006, Suspense) 1 

A man stalks his former girlfnend. X 

HIST© 

Vietnam: 

The War 

Heavy Metal T-34 

Russian Victory'' X 

American Eats Salty 

Snacks Snack foods X 

Wild West Tech " Freak 

Show Tech X 

UFO Files Hangar 18: 

UFO Warehouse" X 

[MonsterOuest Giant 

Squid Found?” X 

Monster- 
Quest (ft. 

FSPtwm ' Whl,e,ai1 
ESPN2 S3 Hunting I 

Reatree 

Outdoors 

[Chronicles 

of the Hunt 

[Get Wild 

Pro Hunter Redtish 

Journal X Cup 

Bassmasters Little Rock, 

Aik. 

SportsCenter (Live) X 

College 

Football 

ESPN® s P° rt »C.n..rX 

[SportsCenter Tt 

SportaCantar X 

SportsCenter i Live) X 

College Gameday Live) X 

College 

Football 

„ Ben Golden ISports 

Age [Stories 

BCS Pro Football Preview Mike 

Breakdown! [Tomlin 

Inside the Stealers 

Big East | Youth 

Football 

Report 

Midwest 

Outdoors 

In 

Fisherman 

Endless 
(Golf (N) 

Softball 

360 

USA© 

Law * Order: Special 
Victim* Unit Doubt' X 

Paid 

Program 

Paid 
Program 
ly Morning 

Paid Paid 

Program Program 

Psych Daredevils 1 ’’X 

Monk Monk goes up 
against a chess genius. 

WingaTiii j 

S'erei « 

*»* "John Grishams 1 
The Rainmaker " (1997) 1 

CNN© 

NICK© 

CNN: Special 
Investigations Unit 

CNN Saturdr 

House Call 

1 

Saturday 

Morn. 

Open 

House! 

Newsroom 

_ 

Newsroom 

Newsroom 

As Told by 
Gingar i: J 

ChalkZone 

[(In Stereo) 

Jimmy 

Neutron 

[jimmy 

Neutron 

OddPar- [OddPar- 
ants ants 

Sponge- 

Bob 

Sponge- 

Bob 

Back at the 
Bamyard 

The Mighty 

BIX 

Sponge- Sponge- 

Bob Bob 

Sponge- 

Bob 

AMC© 

♦ «»* "Jesse James" (1939, Western) Tyrone Power. The James | **'; "The Return ot Frank Jamea "(1940) Frank 

[boys become outlaws after their mother is killed X [James Is driven to avenge his outlaw brothers death. 

** '■: White Feather " (1955) Robert Wagner. U.S. 1 

surveyor and Indian girl try to stop massacre. I 

TDCffi 

DISN© 

Paid Paid 

Program Program 

Paid 

Program 

Paid [Paid Paid 

Program Program Program 

Extreme Engineering 

| Offshore Oil Platforms" | 

Dirty Jobs " Chick Sexer 

Dirty Jobs New York 
tannery. X 

Mars 

Doodle- 
bopsX j 

Bunnytown 

(In Stereo) 

The 

Wiggles K 

Johnny^ [Little jTigger 4 

Sprites [Einsteins Pooh 

Mickey 

Mouse 

Mickey 

Mouse 

Imag. 

Moyers 

Handy 
Manny X 

Higglytown 
Heroes X 

Charlie & 
Lola X 

"Uaffaiei 

narrow- 
eentom " 

Program 

Paid 

Program 

Flip This House Rogue 
tenant. X 

Flip This Houtt 

Unforeseen problems. X 

Sell Thie 
House! li 

Sell This 
House! X 

We Mean 
Business 

Sell This 
House! X 

Flip This House Brent is 
put in charge. X 

Flip This 
House X 

TBS© tr 

Married 

With 

Married.. 
With , 

[»* "Varsity Bluet (1999), Jon Vorght A second- 
Istnng quarterback is propelled to sudden glory, I 

t* The Legend otZorro" (2005. Adventure) (PA) Antonio 

Banderas. The swordsman and his wife fight a count. X 

Sex and 
the City X 

FAM© Program Millions Step 1 Step I 

Ssbrir.2 [Ssbrlna- 

Witch [Witch 

'Ft:!! Hc’jte 1 

| (In Stereo) | 

C..II Un.ren 1 

(In Stereo) | 

Qmijn 4^4 1 

tor Life I 

iorUfeX 

Grc'jrdsd ^ 

lorUte X 

'That 70? 1 

Show i' 

Thst 70? 
Show I 

Irnmim TheMr Tom* Jerry George ol 

| lUUNUi) ugnShow ithe Jungle 

Misadv of Chowder 
Flapjack |_ 

Pokemon- Pokemon- [ 

Battle Battle , 

Ben 10: 

Alien Force 

Transtorm- 

ars 

Bekugan 

Play Nice" 

Robot Boy 

_ 1 

Ben 10: 

Alien Force 

FNCffi Th * ^ Reilly Factor 

Fox and Friends Saturday 

Bull* and 

Bears « 

Cavuto on 
Business 

Forbes X 

Cashin In {Election 
[1 HQ 

SCIFI© 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid magicJack- 

Program com 

"Path of Destruction" (2005) Damca McKellar A 
cloud of voracious nanobots threatens Earth. 

Magma. Volcanic Dlsaeter" (2006, j 

Science Fiction) Xander Berkeley. 

SPIKE © 

TNT© 

FX© 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid 

Program 

Paid Ten Minute 

Program Trainer 

TNA iMPACT! |N) (In Stereo) X 

[ 

Horse¬ 
power TV 

MusdeCar 

kin Stereo) 

Trucks! (In 1 

Stereo) X 1 

Angel Deep Down (In 
Stereo)X 

Angel Ground State” (In 
Stereo)X 

Charmed Which Prue Is 

It Anyway'’” (In Stereo) 

Charmed That 70s 
Episode’’ (In Stereo) X 

Law* Order Sport of 
Kings" (In Stereo) X 

tee “My Best Friend's Wedding" 

(1997) Julia Roberts, Cameron Diaz. X 

eBay Paid 

Money Program 

The Practice The Day 
Alter' (In Stereo) X 

The Practice 

"Awakenings' (In Stereo) 

•* u i "Dog Perk" M998) Luke Wilson Canines are 
the common denominator in a tale ol '90s dating. 

*'•’ "Dude Where s My Car?" (2000. 

Comedy) Ashton Kutcher. 

Ajpcn rri T^Bay j Paid 

. Money [Program 

Paid 

Program 

Paid 

Program 

Paid Paid 

Program Program 

Ultimate Factories Fire 
Trucks" 

E-1 Fire Trucks High- 
tech tire enqines. 

Dog Whisperer Lotus 
and Joey" 

Factory 

Floor 

uewar m * M SNBC Investigates 

w undercover investigation. 

MSNBC News Llva 

MSNBC News Live 

MSNBC News Live 

MSNBC News Live 

MSNBC News Live 

MSNBC 

News Live 

epeenm (•Bay "]PaW 

Money program 

MotorWeek 1 

(In Stereo) | 

American 

Thunder 

Two Guys [Chop Cut 
Garage Rebuild ’ll 

Gearz 

Hot Rod TV 

(In Stereo) 

IHRA Nltro Jam Drag 
Racing: Martin 

American Le Mens Series Racing 

The Petit le Mans. Braselton, Ga. (Live) | 

OUTDflffi 

Match Fiih. In- Offshore Guide- 

Fisherman Adventures Outdoor* 

Buckmas- 

ters 

Maximum 

Archery 

Outdoor 

Adventures 

Limbsav- 

er s 

Gold Fever 

Gold 

Prospect 

TVLffi 

Gunsmoke Dead Man s 
Law'X 

Bonanza Vendetta" I I 

Extreme Makeover 

Home Edition X 

Extreme Makeover 

Home Edition X 

1 Love Lucy 
X 

1 Love Lucy 

X 

1 Love Lucy 

X 

1 Love Lucy 

X 

Beverly 

UillhillUa 

nmuinies 

WE© 

Paid [Paid 

Program Program 

Paid 

Program 

Paid 

Program 

Paid 'Paid 

Program Program 

Paid 

Program 

Body 

Bootcamp 

John Edward Cross 
Country 

The 

Locator 

The 

Locator 

"D. Steel s 
Star" 

COM Cft P90X T P,id 

COM® | Program 

MADtv Elisha Cuthbert; 
Vanessa L. Williams X 

MADtv Nicole Richie, 

Sugar Shane Mosley. X 

MADtv iIn Stereo)! 

Dally Show 

Daily Show 

Dally Show 

Daily Show [Scrubs My 

New Game” 

IPaid TPaid 

iilBj [program |Program 

Paid 

Program 

Paid 

Program 

Paid Paid 

Program Program 

My First 
Home X 

My Flrtt 
Home X 

My First 
Home X 

My Flrtt 
Home! 

My First 
HomeS 

My First [Home 

Home X Made 

Little House on the 
#ALL© [ prairie X 

Little House on the 

Prairie A 

Little House on the 

Prairie The Aftermath 

*♦"; Mighty Joe Young"(tm Adventure) A 
noble IS-foot gorilla rampages through Los Angeles. 

** i "The Three Musketeers "(1993,1 

Adventure) Charlie Sheen. X I 


SATURDAY AFTERNOON 


OCTOBER 4, 2008 


NBC 

O 6 

02$ 

© 8 
ffi 12 

MNT O 22 

LPGA Tour Goff Samsung World Championsfsp- 
Third Round. Hall Moon Bay. Calif. (In Stereo Live) I 

College Football: Stanford at Notre Dame (in Stereo Live) X 

r (6XW2)N*. 
W6 N) X 

(11 (News 

NBC 

Nightly 

News 

George 
Lopez a 

Strange Bedfellows " (2004) Two men pretend to 

be a same-sex couple to receive a tax break. X 

. Blackwc 

janastysuro 

oda (2002; Patrick Muldoon. A man has 
rise in store from his lover's family 

Paid 

Program 

Paid 

Program 

dtvT 

Readyi 

Whacked 
Out Sports 
'Friend* (In 

[Stereol I 

FOX© $3 

Paid 

Program 

• e Six Days Seven Night* "(1998) A pilot and a 

high-strong editor are marooned on an island. 

"Proof of Lies" (2006) Amanda Dernier A scientist 
thinks her husband may be trying to kilt her. X 

Despente Housewives 

Pretty Little Picture" X | 

Two end • 
Half Men a 

*■»!£? »" » KxJ 

Wood- 

wright 

Yankee 

Shop 

Aik This 
.Old Houie 

Thie Old 

HOUM 11 
[Teat 

Kitchen 

Gourmet 

Smart 

Travels 

Steves 

Europe 

Antiques Roadshow 

Mobile AL X 

PBS© >6 ! 

WGN© 1 

. . --* 

Garden Primal Grill Julia's Complete* ] 

Smart 8 Kitchen Pepin 

Everyday 
Food T 

Lithe a Italy 

(In Stereol 

Cook's 

Country 

'Saraa 

Meals 

MotorWeek 

(In Stereol 

Outdoors 

Maryland 

America s Ballroom 
Challenge [In Stereol X 

Bewitched i Dream of 1 Dream of * Chsirmen ot the Boerd" (1998) Carrot Top A 
Jeanme « Jeannie X [kooky surfer heads a Fortune 500 company X 

[♦H “Bolt Trip" (2003, Comedy) Cuba ( 

| Straight pals unwittingly set sail on an all 

joodmgJr. 
•gav cruise 

Beckerln| 

Stereo) I 

Becker In 

Stereo) X 

-K® Mov " 

Her Fetel Flew' (2006 Suspense) Victoria Pratt An | 

attorney has a one-night stand with a murder suspect | 

"A Friend ol the Femlly " (2005) A woman suspects 

her husband's business partner is a killer X 

Reckten Behevior Ceught on Tepe"( 2007. 

Drama) Antonio Sabato Jr., Odette Vustman X 

HIST© [J 
IESPN2 © 

lAonsler- 

Juest X 

Jurassic Fight Club 

Deep Sea Killers X 

Juristic Fight Club 

Biggest Kilters" I 

Juristic Fight Club Juristic Fight Club ce 

Raptors Last Stand" I 1 Age Monsters I 

Super City: New York How Manhattan Island has 
evolved since being discovered in 1609.1 

[12:00 College Football Teams to Be Announced (Ltve) 

Scoreboard 

College Football Teams to Be Announced (Live) 

Scoreboard 

| ESPN® p 2:0 ° Co,lt 9« T eams to Be Announced. (Live) 

College Football 
Scoreboard jvei X 

Horse Racing Breeders Cup Challenge Lexington, 1 

Ky. (Live)X 

College Football Teams 
to Be Announced. (Live) 

F .p_ The Weekly In My Own [Spotlight 
Update Words 

-w - J 

ml . 

NHL Hockey Ottawa Senators vs Pittsburgh Penguins 

Stockholm Sweden (Live) 

FSN Live 

lm 

FSN 

Special 

Running: Distance Run 


1 

12:30 

1PM 

1:30 

2 PM 2:30 

3 PM 

C8S 

0 1 

0 £ 

— 

(2)Paid j(2)To Be 

Program Announced 

(5)Apex (S)Apex 

1 1 

|(5)Apax 

_ 

'(5)To Ba Announcad 

College 

Football 

Today 

(Lrve)X 


WTAEO 


(12:00) College Football Rutgers at West Virginia. (Live) 


College Football Kentucky at Alabama (Live) X 



College Football T eams to Be Announced (Live) 


111997. Drama) Matt Damon. Claire Danas. I Cool'd 1 undercover cop infiltrates the work) of street racing 


( 12 : 00 ) 

Newsroom 

f Sponge- 

B ob 

Movie 

Cont'd 

Mam 


Your Money 


Newsroom 


CNN Special 


The Fairly OddPsrentt in Stereo) I 


The Mighty 

_ BIT 

e* Seven Ways From Sundoim"(1960) A 

Texas Ranger hunts the outl aw who ki lle d ha par tner 
Human Body Pushing Human Body Pushing 
the Limits Se ..| . 


Unit 


The Mighty 

BIX 


Back at the 
Barnyard 


and a U S customs agent try to naH a criminal. X damned' 


Newsroom 


Back at the Beck at the 
Bamyard Barnyard 


Movie Htlloweenlown Zack 4 

[WBh"(200 4) I Cont'd C o dy 
[|12 00t FHp Rocco Gets Parking 
This House Real (N) B 'Wars 8 
Sex and te 4 ■ 
the C' 

That 
Show 


Sensation :s the Llmlta 


Zack* 

Cody 


‘t 


4 

Parking Parking 
(N) b wars n Wars * Wars X 
Mayor League r |T 994 i Charhe Sheen The 

■tty « I Cle veland Indians return lor another pennant race I 

70s »e Summer Catch " (2001!. Jessica Biel A beaM 


see "Hondo" (1953) John Wayne A cavalry scout 
finds a family threatened by an Indian war X 

u -«.-w,nj L- 


Human Body Puahli 
Its StH 


Vision the Limits 


That's So 
Raven 
^Parking 
Wars f 
Everybody 
Raymond 


— - " l‘MV I/, vojjrvo U-T3I n uaryrjuf}’ 

* s [player falls for a woman whos out of his leagu e I 

'Ban 10 George ol George ol Misadv ot 'Mlsadv ol 
(Alien Force the Jungle [the Jungle Flapjack Flapjack 
1(12:001 America a Election HO ‘Weekend Live 


Strength 

[That's So 
Raven 

Parking 

Wars B 

Everybody 

Raymond 


Human Body Pushing 
ths Limits Brainpower 
Cory in the Cory In the 
Houea X_ House X 
The New Skinheads X 


Everybody- The King ot 
Raymond Queans B 

04, Roman 


Newsroom 


Sponge- Sponge- 
Bob [Bob 
»«• Clear snd Present 

Ford CIA chief combats 


This Weak In Politics 


Sponge- 

Bob 


Sponge- 

Bob 


if Danger" (1994) Hamson 
Colombian 


n drug cartels 


MythBuiters Adam and MylhBusters 
Jamie build a cannon X Hindenburg Mystery X 
Hannah I Hannah Zack* ITha Suita 

Montana ) Mont ana X Cody Lit e _ 

Back tn the Hood: Geng *LA Gang fRedemp^ 
War 2 (In Stereo) I | Unlt(N)X [»on(N)X 


»e "Chaaing Uberty (2004 Romance Comedy) Mandy Moore 
A Briton and thejvesrdents daughter travel Europe. X 


The King ot MLB 
Queana X Pregame B 


Chowder Chowder 


Teen mans Trouble In Tokyo 

(2006) Volcas ol Greg Clpes _ 

America a Election HQ 


Movie [a* Atomic fade tor" (2002. Suspense) Mega 


1 

Confd 

[Xtreme «»4 1UFC Fight Night From Broomkek). Cdo (In Stereo) 

[(inStereo[ 


Division 

MWB'ltlltl Ini msTBAX 

*«* "The Sisterhood ol the 

Traveling PtnttJ^pOS) X _ 
Courage- T Courege- |Couraga- 


----,^ ¥ .. "Black HoM" (2006 Science Fiction) JukiNeleon A 

|tomadoes threaten to deslro, a nuclear power plert jjunt black hole threatens to swallow the Midwest 


*» Foote flush AT(1997) ion Tenney Pregnancy 
pushes or.-shoi lovers mto a difficult mgrrieoe. B I 


t Floor 

“snbc© JSSUL 

SPEED ffip, rL * 
OUTDflffi 


♦ Juif Married" 12003) Two newlyweds have bad 

luck while honeymooning In Europe 
LA. Hard Hall " [LA. Hh 

1 Rodbustem 

MSNBi 


NBC News Live 


Mud 

Men" 

MSNBC Neva Use 


The Ultimate Fighter n 

Stereo)_ 

e»'i "A Lot Like Love" (2005) Ashton Kutchei 

Casual tnends deepen their bond over seven yearn 


as Dtte Movla" (2006). Fred Willard A hopeless 

romantic laces many obstacles in her courtship 

LA. Hard Hate [LA. Hard Hat* Pipe 


Spartues 


uckior ai_ - | | u . 

WjlvDL ivfWI LITW 


Pullers 

MSNBC News Live 


TVLffi 


Beverly 

Hillbillies 


NASCAR Racing Sprint Cup -- Amp Energy 500 Qualifying’ From 
TaHadepa Ala 

Walartow- [The Mart 
( !er TV [Generation 

Btvtrly I Bsvtrty 

[Hillbillies [Hillbillies 
DenlelN Steel t Star 


Dog 

Jrnl Edit 

_. "P 1 , ._ 

♦ * " 10.5 Apocalypee" (2006) Kim 

scientist assesses the threat ot seismic 


Dog 

Bath 

Boys 


Dog 

Foi 

Witch 


The Ultimate Fighter (in 

St ereo) 

* "Pretty 


The Ultimate Fighter (In 

.Ster eo)__ 

• «* "Pretty Woman"(1990) A corporate raider 

lures a hooker to act as a business escort X 


Delaney A 

tic activity 


»*» HeNboy"(2004, Fantasy) Ron Perlman The 

tonal the devil Ughtspamnonnilcm^im. 


L.A. Hard Halt House ol 
Glass Glaziers 

MSNBC News Live 



NASCAR Racing 

From Talla dega. Ala (Live) 

American 


L.A. Hard Hats Race to 

the Finish' _ 

In Cold Blood 


Mountain Dew 250 


Trophy 

Hunter 


(1967. Action) Mel Gibson A 


_ veteran detective « palredwlth an eccentric partner 

yr rn •• ummumnw i**’5 Look Who a fj**ie"(1969) An unwed [20(20 A Different Love 

[[199 3 Drama) Jewne Garth ConTd_ .mothers baby ohars a running commenta ry on He |x 

~ r * TTli Ladba Han" (2000) Tkn Mesdowa A randy 


[Wild Game 

Nation 
Scrubs My The Coeby 

Office" X 


Bom to 
Hunt 


COM® 


Made 


TLCffi 

HAa© jc«r d 


* "Out Cold" (2001 ■ 
enoefcoerders tavern* 


Jason London. A 

_mto a yuggw ratiaat 

What Not to Waar 4 n 

! year-old CPA. X 
iruubi Hamca uuity A ■ 


What Not to Wear 
Jennifer B 

ueeoreuoo canyon 

-•' .■**' a 


radio hoet dispenses a special brand ol kwe advice 
Say Ya* to [Say Yea to Illy Flrtt 
tha Ortas the Draas Home B | 
Harourovntf I20U3) dun Heynowe a lawman 
sprtngt a bounty hunm horn nil to hunt killers X 


[SyFlrit 
iHomeX 


Scrubs (In 

Stereo) X_ 

20(20 A viewei stalks a 
TV anchor I 

'«ke*«Mw'(19M 

lovable tout threatens ■ 
Flip Thet [Flip Thai 
House B House B 


Amir Le 

Mans 

Pheasants 

Forever 
The Coeby 
Show B 


Show (i 

20120 A Mothers 
Nightmare I 

1996 Comedy) Chris Farley A 

hit brothe r s political amMione 


Moving Up Design 
I Divas X 


l*«»« fledflrvar (HMl)jann Wayne A came 

I baron and ha toner son argu* on tha Chohokn Trgf 


SATURDAY EVENING 


OCTOBER 4, 2008 


8 PM 8:30 9 PM 9:30 10 PM 10:30 11PM 11:30 


CBS 

e 2 

e s 


(2)News X | (2)The 
(5)Entertai- [Insider 
nment (In Stereo) 
Tonights: 


48 Hours Mystery i In 

Stereo)X 


EliteXC Saturday Night Fights Fro 

(Live) X 


X 

(Ch¬ 
annel 5 
Weekend 
Edition I 


Channel 4 

WTAEO Ac,ion 

News (N) 

|(6)Judge J 
(8)Wheel- 
Fortune 
(11 (Jerome 
Bettis 
(^(jeopar¬ 
dy | _ 

[Family Guy ‘Family Guy 

Airport 07 (In Stereo) 


NBC 

o i 

0 25 

Q) 4 

ffi 12 


Inside 

Edition 

Weekend 

taidgeT 

(B)Flfth Qtr 
(IIMeopar- 

«*y 

Fortune 


College Football Teams to Be Announced. (In Stereo Live) 


11:30 


(2)Th# 

(2)CSI: NY "Rain" (In 

Hines Ward 

Stereo) X 

Show 

(5)Boston Legal' Can't 

(5)The 

We All Get a Lungt (In 

Insider II 

Stereo) X 

Ch.4 

Monk Mr Monk Meets 

Action 

the Candidate" (Part 2 ol 

News at 11 

2)X 


MNT Q 22 
FOX© 53 
PBS© 13 
PBS© 36 
WGN© 
LIFE© 
MIST© 
ESPN2© 
ESPN© 
FSP© 
USA© 
CNN© 
NICK© 
AMC© 
TOC© 
DISN© 
AJEffi 
TBS© 
FAN© 
TOON© 
FNCffi 
SCIFI © 
SPIKE© 
TNT© 
FX© 
NGEOffi 
MSNBC© 
SPEED CD 
OUTDflffl 
TVLffi 
WE© 
COM® 
TIC© 
HALL© 


Friends (In 

Stereo)X 


"The Blood’ 


The Lawrence Walk 
Show 


(6:58) Antiques 
Roadshow Mobile. AL 


Knight Rider Journey to 
the End ot the Knight' 
Mike tries to bnng down a 
drag racing gang. (In 
Stereo)X 


Chuck Chuck Versus the 
First Date Chuck must 
stop a menacing 
operative. (In Stereo) I 


** "Walking TaT (2004, Action) The Rock. A 
sheriff and a deputy try to nd their town ol thugs. 


Copt (In 

Stereo) ( PA) 


Keeping Up 


At time 

Goes By B 

are revealed 


Cops (in 
Stereo) (PA) 

Being 
Served 
Keeping Up 


America a Most Wanted 
America Fights Back l_ 
As Time [Yes, 

Goes ByX I Minister 
Summer Welting tor 
Wine GodS 


Law * Order Special 
Victims Unit 

Confession' A teenager 
admits his pedophilic 
urge. (In Stereo) X 


(6K«X12)Ne- 
ws N)S 
(IDNews 

(N) 


That 70s 
Show X 


That 70s 
Show b; 


The Anniversary Party" (2001) Pamtul troths 
ivealed at a drug-fueled celebration. X 


Channel 11 

News 
New Red 
Green 
Being 
Served 
WGN 


Paid 

Program 


(In Stereo) X 


Excellent 

Adventures 

Manor 

Born 
at Nine 


Boston Legal New Kids 
on the Block (in Stereo) _ 

■Lovesick Secrets oia Set Addict" 2008) A i.« Angel Eyes" 2001 Drama) A policewoman 

Imamed woman tne s to recover from sexual addebon. | mee ts a man w ho saw Ns family di e m an aoodent 


College Football 
Scoreboard Live) X 


Ku Klux Klan: A Secret History The history ot the 
while supremacist organization Ku Klux Klan X 


Paid 


Saturday Night Live IN) (In Stereol X 


Paid 
Program 


MADtv Best ot Politics. 
Special Edition" (N) X 


Road! rip 
Nation X 


Fawlty 

Towert _ 

Scrubs In 

Stereo) X 


Rare 

Vltiont 
The Vicar 
ot DibttyX 


Talkahow 
With Spike 


Scrubs (In 

Stereo)X 


Army Wives Loyalties 

X 


College Football Teams lo Be Announced (Live) Xf 


Alaska: Big America Alaska shapes the lives of 

those who come under its spell. X 


[6 00) College Football Teams to Be Announced 

live) X _ 


College Football '->ias at Colorado (Live) 


Sports- 
Center X 


Williams 

Show 


Members Choice 


[5)Law * 
SVU 


Access 

Hollywood 

(N)l 


E lar Trek 
2)Poker 
r Dark 
irome 


(11 )Jerc 

Bettis 

Show 


One on 

One X 

My Wife 
and Kids X 

Paid 

Program 

Sex and 
the City ft 


The Who Tommy and 
Quadrophenit Llvt X 


Austin City 
Limits B 


RENO 911! 

X 


"Head Games" 
(In Stereo) X 


*« Nemesis Game 

12003) Adnan Paul. X 


Frasier X 


Ku Klux Klan A Secret 


uui™ 

nisiory 


X 


College Football: Teams to Be Announced (Live) X 


Baseball Tonight i Live) 

X _ 

SpoiteCenter (Live) X 


[Movie: The Condemned" (2007) Prisoners’fight to 
I the death before an audience on the Web X Cont’d 


[The FSN 

[Final Score 


[Lou Dobba This Week 


iCarty (In 

[Stereo)X 


ICarty (In 

| Stereo) X 


Movie: **t Clear and 
I Present Dange r" Cont’d 


MythBusters Lead 
[Balloon" X 


Zack* 

[Cody ^Montana 

[CSI: Miami Dead Zone 
(tn Stereo) X 


CNN: Speciil 
Investigations Unit 
iCarty (In r Drake* 
Ste reo) X [JoahX 


College Football Teams 

to Be Announced. X 

Football 

Final 


NHL Hockey Ottawa Senators vs Pittsburgh 

Penguins. Stockholm. Sweden. 


»♦ National Treasure" ( 2004. Adventure) Nicolas Cage. Hunter Gomez. Diane 
Kruger A man tnes lo steal the Declaration ol Independence. X 


Law * Order: Special 

Victim* Unit Tnals X 


Larry King Llva 


ICarty (in Drake 4 

_ _ Stereo) X [Jot h X 

et’i Stersky * Wtrtch"(2004. Comedy) Ben 
Sillier Two detectives inv estigate a cocaine d eale' 


MythBusters Bullets | 

Fired U p Deadly bulle ts 


Studio DC 


[Zack4 
[Cody 


(I n Stereo)) 
1l6 00) MLB 


CSI Miami Fade Out 

(In Stereo) X 


MythBusters Tie steam 
ol a water he aler X 

flefum lo I 


Newsroom 


George 
Lopez X 


George 

LopezJX 


CNN: Special 
Invest!gallons Unit 


Family 
Matters « 

**♦ “The Birdcage" 19%i Comedy! Robin Williams'. Nathan 
Lane A son's engagement th rows a ki nk into a gay c ouple's lit e . X 


Improve. [ Improve. 


[Home 

jlmpro 

Robin V 


Larry King Live 


Family 

Matter* X 


MythBusters Viral videos 
from the Internet X 


Division Senes - Teams TBA, (Live) X 


(2006. [Zack 4 

Comedy) Sara Paxton (in Stereo) X. [Cody 
CSI: Miami Skeletons ’the Sopranos A real 
(In Stereol X _ |estate offer tempts Tony 


[ [Zack* Zack* [i 

[ [Cody_ Cody | l 


The FSN 
Final Score 
HCIS (In 

Stereo)X 


Saturday 

Ui.ki 

nigni 

Home 

Improve. 


MythBusters Lead 
Balloon I 


’MythBusters Buffets 
Filed Up" Deady buteta 


**♦ Standby Me" 

(1986) Wil Wheaton X 


Movie Sisterhood ot 
Traveling PtnfiXontd 

Total [Totel 

[Drama [Drama 

[Fox Report 


MLB Baseball Division Senes ~ Teams TBA (Live) X 


Hannah [That's So [Cory in tha 
Montana X [Raven X House X 
The Sopranos The [CSI Miami r ade Out" 
Ride' (In Stereo) X [ (in Stereo) X 


*♦'0 "The Notebook" (2004, Romance) Ryan Gosling. Rachel McAdams 

James Gamer. A man tells a st ory lo a woman about two lovers I 


Total 

Drama 


[Total 

Drama 


Movie 


'The 0 Reilly Factor Special Progremming 


Neruto :N) 


Movie: «* "10.5: Apocalypse (2006) A sciential 
assesses the threat of seismic adrvrty X Cork'd 
UFC Unleashed I n 

Stereo; 


Cont'd 


UFC Unleashed In 

Stereo) 


Geraldo at Large i n 

__ .Stereo) X _ 

NYC: Tomedo Terror" (2008) a’ meteorologist must 

prevent to rnadoes from destroying New York 


■Cnn/Baaumir (2001) A hardworking student 

hard tor a wayward 


tt 

falls hard 


Bleach V 


Jml Edit 

“SL., 


wayward classmate X 

'Robot iMeteloce- 
Chlcken lypse 
Geraldo at Large (m 

Stereo)X 


PB Mels 

Alchemist 


[Boys 


MythBus¬ 
ters X 


Replace¬ 
ments 
CSI Miami 

Skeletons" 


Poatjame 


Ultimate Fighting Championship 66: Griffin va. Jackson From 
Las Vegas (N) (In Stereo) X 


Zone: Volcano In New York" (2006 

Action) Costas Mandylor Michael Ironside 


.... Titanic i'~ Drama)LeonardoDrCapno. KaMWtmM, Zant.A DOIMn Mf 
lor an artist aboard the ilHated ship X 


tea ' 

(2004, Fan tasy) Cont d 


E«p(or»r Archaeologists 
unearth mummies _ 

Sex Slaves in America 


tt "Mr. i Mrs. Smith" (20K. Action: Biad Pin Angelina Jolie, Vince Vaughn 

A husband and wde are assassins to r rival organizations 


Death by Dragon The 

Komodo dragon 


Bom In the Wrong 
Body All m the Family 


L.A Hard Hats 

Rodbu slers" 

Lockup: Pendleton 


(6 301 American Le Mint Settee Racing The Petit le Mans Braselton. Ga 


TWorid s Toughest Flxtt 

'Nudear Tuibine 

Lockup: Pendleton 

Angry teens_ 


MANswers 


Married. 

With 


*** "My Big Pat Break Wadding (2002) The 

da ughter at traditio nal Greeks Is engage d lo a WASP 


The Shield "Game Face 1 Nlp/Tuck Sean resists 


Daath by Dragon T ne 

Komodo dragon 


Western ] In Pursuit 
Extrem e I 
Extreme Makeover: 


[Guld*- 
lOutdoois 
f Ttie Cosby 
[Show « 

[The 

'Locator _ 

• • Tommy Boy ' 995. Comedy) Chiti Faatay An 
hen tnes to save ha lather's busxieM X 
Flip Thai 


Get In the 
Game 

The Cosby 
Show « 
The 

Locator 


Home Edition Home Edition a 

Tk. 


[The 
[Locator 


The 
Locator 


Flip It Back 8 

Movw: neo 

fllyer, 1946) Cont'd 


[Houee (N) 


Over 

DttiQDfd 


Track end 
Tt«H 

Extreme Makeover: 


Reglln 

Otars 


Ultimate Outfitters 
Hunting Almanac 
Extreme Makeover 
Home Edition it 
[John Edward Croat 

Country (N) _ 

South Perk South Park South Park 

_ * jl_J'l_ 

Property Ladder Treding Space! Groom/ 

Difficulties develop X |Groomsmen (N) 


Bom In the Wrong 
Body: All in the Femlly 
~ ’Tredin 
Pelnt (N) 


Pertorm- 
[ence 


The 
locator (N) 
South Perk 

TSST 1 ' X 


The 

Locator 


Jim Zumbo 
Outdoor* 


Ultimate 
Outdoore 
Extreme Makeover 
Home Edition X 
John Edward Croat 
O 

South Park 


Country 

South Park 

■ | 
Flip That 
Houte 


X 

Over 


Eden s advances 


L.A Hard Hats 

Rodbusters 


Lockup: Pendleton 
Juvenil e pnson _ 

SuperCara 
Exposed 
Monster 
Bucks 


Livin' 

Low Lite 
Spirit ol the 
World 
Extreme Makeover 
Home Edition X 


Fresh 

Prince 
Awesome 
Show 
The Line- 

%cr 

Tornado" 

MANswers 

Sleepiest 

In Seattle" 
Nlp/Tuck 

fougheat 
Fixes 
Lockup 
( Pendleton 
[Unique 


The 

Locator 
South Park 
X 


The 

Locator 
South Park 
X 


Property Ladder 

Difficulties develop X 


Whips 
Whistling 
Wing. 

The Cosby 
Show x 
John 
Edward 
"Trader 

ri- -i. QaiiW ' 

rtm noyt 

Trading 

Space* 


• •• l-or a new poems More yivoo, Ilww»i teeiwuuu, uw. van 
Cleel Two gunmen lomi an uneasy alliance to hurt down an outlaw 


rMMU UhMiW lavAaO/ Out; (HryiKjkoo n Hi*.,.*. 


springs a bounly hunter komjM to hum killera I I Ranger 


I 








































































































































































































































































































































































































































































































































































































































































































SUNDAY MORNING 


OCTOBER 5, 2008 


6 AM 6:30 7 AM 7:30 8 AM 8:30 9 AM 9:30 10 AM | 10:30 11AM 11:30 12 PM 


CBS 

0 L 

0 5 


j(2)Hayes- 

Fraeland 

(5lAmmal 

r 


!(2)Sunday 

Business 

I Mfl 

Xm 

Pack* 


'(2)Cake(ln |(2)Horsela- (2Uo«t (2)Sunday 

I Stereo) (El) nd Osteen a Edition 

[ (5)Otno (5)Harvest ‘SlWinga ot 

Squad (in Tima Faith 

Stereo) Ministries I 


CBS News Sunday Morning (N) (In 

Stereo)X 


Face the 
Nation (N) 

(in Stereol 
X 


|.f u Ch 4 Action News Good Morning America 

WTAEO (N) IN' 1 


NBC 

O 6 

025 

O) 8 

© 12 


MNT O 22 
FCt © : 
PBS© 13 


(US. 

(B)Feldick 
(It (Mass 

(12)Paid 

Prog 


PBS© 35 


Ini. 

i(8)Wall 
Street Jrnl 
(ll)Dlscov- 

*7)Woods 

Paid [Paid 

Program jProgram 
Our World jPaid 
With (Program 

Sesame Street 9ig Birds 
Nest Sale (In Stereo) (El) 


(6)Mmistrie- (8|Contem- 
s porary 

l8)Bible Retiree 


Zula Patrol Religion- 

(In Ster eo (Ethics 


(11) News 

(12) Upper- 
Church 

Paid 

Program 

Paid 

Program 
Big Comty 
Couch 


letiremenl 

‘(^(Evange¬ 

listic 

Outreach 

Paid 

(Program 

Paid 

Program 

'Mama- 

(Movies 

(Your 

Business 


IN) 


(6K8)today |M2)Falth 

(N) (In Seeds With 
Stereo) X Tim 
(12)0ecisio- Shuttles- 
n Makers worth 


(6)(8)Meet the Press IN) 

X. 

(12)Today N) (In Stereo) 


This Week With George 
Stephanopoulos (N) (Tn 

Stereo)X 


|6)Paid 

(8)Chris 

Matthews 


(6)Ho 

Powe 


WGN® 

LIFE® 

HIST® 


Tomor- 
I row's 
Paid 

(Program 
History s 
Lost 


Amazing 


___ Lost 

ecous ProHun,e ' Territories 
tSPNZW Journa | j Wild X 


To the 

i cum.. | Contrary 

Feed the Paid 
(ChildrenX Programs (Facts 
Paid for. Frederick K. Price 

Program 

[History's lost Treasures of the 


| Paid [Paid 

Program .Program 
The Coral [Believer's 
Ridge Hour [Voice 
Mister (Bob the 

Rogers Builder X 


State Circle Fetch! With 


Paid 
Program 
Lite Today 

Thomas A 
Friends X 


(Key of 
David X 


Paid 

Program X 


ESPN© 

FSP© 

USA© 

CNN© 

NICK© 

AMC© 

TOC© 

DISN© 


Paid 
Program 


Sports- 

I CenterX_,_ 

[Paid [Paid [Paid 

Program |Program Progr am 
[Law A Order: Special ^Paid 
Vic tims Unit "Weak" X Program 
(CNN: Special ~~[CNN Sunday Morning 

Investig ations U nit I_ 

Rocket All Grown 'jimmy 

Pow er X (UpX I Neutron 


(Hour of Power 1 
Mega Disasters Alien 

; Ancient World X [ Infection" X_ 

'Driven to “[Under Wild 'Whitetail [Territories 
[HuntJT_ [Skies X Huntin g X |W»d(N)I 


Maya A 

Miguel X 


Paid 

. Progr am 
Vakf 
Program 
llaka Way 
tor N oddy 


lour of 

ower 

|(8)P Allen 

(11) Busine- (Smith 

ss Gardens 

(12) Press (ll)Meet 

(the Press 

'Wd [Paid 
Program Program 

Fox News Sunday With 


(2)McDona- INFL Today 
Id's (Host James 

Steeters 


(2)Showca- 
seof 
Homes 
(5)To Be Kick-Off 
Announced 

jennifer [Teen Kids 
News (In 

Stereo)(El) 


Brown 
|(Uve) X 

Emperor 


Animalia 

(In Stereo) 


Jimmy Swaggart (In 

Stereo)X 

Health 
Comer X 


Paid 
Program 


|6)Van Impe 

Pres 

(8)TBA 

(12)Chris 

Matthews 

[Show 

[Paid 
[Program 
Paid 


(BNiDPald 

Program 

(12)Lifeof 

Victory 


(8Kl2)Paid 
Program 
(11)NBC 
I Primetime 
Preview (In 
Stereo)X 


Chrfa Wallace (In stereo) Program Program 
Zula Patrol [Animalia Nature (In Stereo) (Part 1 


(In Stereo) 


'Wishbone 

Arthur (In 

X 

Stereo) (El) 


Feed the 
Children X 
Will A 
Grace X 


(In Stereo) 


Paid 
Program X 


Paid 

Program 
[Paid 


I "Creator" 

(1985) 


of 2) X 


Wild 
Chronicles 


Oul Sports 


(Second- 

Health 
Whacked 
Oul Sports 


Foi NFL 
Sunday X 

Flea Market 


MotorWeek 

(In Stereo) 


Boston 
Legal X 


Return ot the Pirate* The modern-day pirate X 


*♦* "The Hand That Rocks the Cradle" (1992. 

Suspense) Annabella Sciorra. Man McCoy X 


College Football Final X ] NFL SportaCenter (Live) X 
Matchup X 

to.iw "'paid [All" 

Program Outdoors 
- Ed Young 'joel 


Reatres 

Outdoors 
Outside the 
Lines (Live) 
Trails N 
Traditions 


Drlvsn to NASCAR Now i Live) 

HuntX _ 

Sports - SportsCsnter i Live) I 
Reporters 


Hlahmark [Pro Football Preview 
HSPr: 


> Practice | 


Changing Ed Young | Joel Starter Wife Life for the wife of a Hollywood mogul 

[Your World Television (Osleen X changes dramatically X _ 

Reliable Sources X 


House Call CNN Sunday Morning ¥ 



(Movie: *» "Can-Can"(1960, 
Musical) Frank Sinatra. Cool’d 


Paid Paid Paid 

| Program Program Pr ogram 

(Doodle- [Bunnyfown (The 

I bopeX _ 

[Paid Paid 

Program Program 

Married 'Married... (Married. 

With [With 

Paid [Step by 

Program |Step X 


*** Lover Com# Back” 1 1961. Romance-Comedy) Rock 
Hudson. An ad enecutive competes to land a nonexistent account. 


Paid [Paid [Paid 

Program Program Program 

[johnny^ [Little Tigger A 

Wiggles it Sprites Einsteins Pooh 

Biography "Johnny Depp Actor Johnny Depp X 


MythBustere Concrete 

Glider" X 


( W ith 
'Paid 
Program 
'The Mr 
Men Show 

Jrnl Ed't 

| Rpt 

Paid 

[Program 

’Paid 

Program 


Mickey [Mickey 

Mouse [Mouse _ 

Private Sessions 

_ Squeeze Squeeze X 

Major League II "i 1994) Charlie Sheen The 


Triangle, j 


Ingth 

0. X 


Drive to the New York 
Auto Show New York. X 


Bull Riding 


NFL Countdown (Live) I 


FLW Outdoors Columbia,[2 Xtreem 

S.C. (N) 


Starter Wife X [Starter 

jWife X 

Late Edition With WoH Blitter X 


Back at the The Mighty 
Barnyard |B! X 


"Six Month 


Leave"X 


MythBusters The steam 

ot a water heater. X 


Imag. 

Movers 


| Manny X 


Clevelan d Indians r eturn lor another pennant race. X 
isteobv [Sabrina- iRehrlna. 'Full House 
I Witch 


[Tom A Jerry 


| Step X 


Chowder 


Sabrina- 
[ Wit ch 
tllii 


Beltway 

Ns 

[Paid 

Program 

Paid 

Pr ogram 


Fox and Friends Sunday 


Paid 
Program 
I Paid 
Program 


Judging Amy 
"Ruminspnnga X 
[Paid (Paid 

Program Program 

[Paid magicJack- 

[ Program [ com 

[MSNBC Investigates: 

' ^Eyewitness to Murder 

I Paid [Paid 

1 Progra m i Program 

. The Catch: 'Match Fish. [Reel in the 
‘ |Costa Rica [Outdoors 


[Paid 
Program 
P90X (in 

| Stereo) 


Paid 

Program 

Paid 

Program 


Misadv. ol 
Flapjack 

[Paid 


~!?ull House 

| (in Stereol 


The Sopranos A real 

[estate oiler tempts Tony. ___ 

Zjffiura" 2006 Adventurel Josh Hutcherson. Jonah Bobo 


Takand 

Power 


Shootout 

(N) X 


Sponge- 

Bob 

Movies 

Shook 


MythBusters Bullets 
Fired Up Deadly bullets. 


Higglytown Charlie A 
Heroes X LolaX 


The Sopranos The 

Ride" (In Stereo) I 


A mysterious game propels two young brothers into outer space X 

Full House TMy Wile Mv Wits Grounded ^Grounded 

|(ln Stereo) (end Kids X and Kids X lor Lit* X [lor Lite X 


Scooby-Doo and the Loch Ness Bakugan 

| Monster ____ [“PlayNice" 

[America s Election HQ 


Transform¬ 

ers 


Ben 10: 
Alien Force 


Sponge- 

Bob _ 

Movie* 
Shook 
Venom: 9 
Ways 


fleturn to 
Hall" 


The 

Cleaner X 


"Chront- 
cles-Ridd" 
Grounded 
tor Llfe.X 


♦ ' All Sou It Day "(2005. Horror) Mansa Ramirez 


Fooli Rush In" (1997). Jon Tenney Pregnancy 

[pushes one-shot lovers into a difficult mamage X 


Paid 

Marned... 

Married... 

Married... 

Horse- 

Horse- 

MusdeCar 

Trucks! (In 

(Program 

With 

With 

With 

power TV 

power TV 

(In Stereo) 

Stereo)I 


Election 

_ JfQ_ _ 

**♦ "In the Mouth ot Madness" 

(1995. Horror) Sam Nei, Juke Carmen. 


Goose- 

bumpsX 


*** 'S#f#na''(1997, Biography i Jennifer Lopez. Edward James 

Olmos, Jon Seda Mexican-Amencan singer skyrockets to tame. X 


The Practice ■ • Dude Where s My Car?" (2000 Comedy) Two |* "Juat Married" (2003) Two newlyweds have bad 

[ Crossover (in Stereo) . u [slackers are clueless aher a night ol he avy partying jluck while honeymooning in Europe 


(1990) Richard Gere X 


eBay 
Money 

Hardball ! Your 
Weekend Business 
Hot RodTvtGearz 

(In Stereo) | 

Trout 
Unlimited 


TVL® 

WE© 

COM© 


Gunsmoke Hill Girl' X [Bonanza "The Sisters 


(Paid 

Program 

'Paid 


Paid 

program 

'Paid 


Paid Paid 
[Program [Program 

MADtv Nicole Richie. 


Paid [Paid PaM 
Program Program Program 
MSNBC News Live 


Dream Car [Truck U 

- NJ_ 

Fly Fishing In- 
the World Fisherman 
i (Extreme Makeover: 

Home Edit ion X _ 

[Paid [PaM 
Program .Program 
MAOtv (in Stereo) I 


Akashi Kaikyo Bridge 'Italpu Dim 


MSNBC News Live 


MSNBC News Live 


Dog Whisperer Feral dog 
refuses lo be caught. 


MSNBC News Live 


** 

(1998) 

DogTown 


(Two Guys 
GengelN) 
We Live 
Outdoors 


Tradln 

Paint 

Memories 

in the Field 


Extreme Makeover: 

Home Edition X_ 

Ten Minute Paid 
Trainer ( Program 


Perform¬ 

ance 

Big Game 
Profiles 


NASCAR in , NASCAR RaceDay (Live) 
a Hurry (N) 


MSNBC 
News Live 


American 

Archer 


MADtv (In Stereo) X 


TIC© 

Paid Paid Paid Ten Minute Paid [Houses For 

Program Program Program (Trainer Program ($300 

Clean Sweep Caught in 
the Mouse Trap I 

Clean Sweep Sports ol 
All Sorts" I 

Flip That 'Over 

Houa* Designed 

Trading 

Spaces 

HALL© 

World Spoken Odyssey Network NASCAR 

Impact Word Presents Angels 

M'A'S'H ! 

M’A'S'H X 

M'A'S'H X 

Cheers (In 

Stereo)X 

Cheers (In 

Stereo)X 

Cheer* (In 

Stereo) X 

II 

Diagnosis 
Murder X 


Bridezlllaa Dona s beach 

wedding is rained out. 


Hunting 

With 


Hunters 

Specialties 


Archer's 

Choice 


I Love Lucy (I Love Lucy Beverly Beverly Hogan s 
Hillbillies Hillbillies 


Cakes 


ing V 

I X 


es iHeroes 

Bridezilles 


» The Ladies Man" (2000) Tim Meadows A randy IScrubs 


SUNDAY EVENING 


7 PM 

7:30 

8 PM | 8:30 

| 9PM 

9:30 110 PM | 

10:30 111PM | 11:30 | 12 AM | 12:30 | 1AM 


CBS 

0 2 
0 5 


60 Minutes 

Stereol I 


) (In 


The Amazing Race 13 

Do You Like American 
Candy 9 ' (N) (In Stereol 

!x 


Cold Caw "True Calling" The Unit Sudden Flight' 


(N) (In Stereo) I 


America s Funniest 
WTAE O Home Videos i Season 
Premiere) (In Stereol X 


NBC 

O 5 

O 25 

© I 

© 12 


Football Night in 

America NFL highlights. 
(In Stereo Live) X 


Exlreme Makeover 
Home Edition Akers 

Family" (N) (In Stereo) X 


Desperate Housewives 

"We re So Happy You’re 
So Happy" (In Stereol X 


The team follows a 
scienbst who may have 
been targeted by 
terronsts (In Stereol I 


(2)N#ws X 

($)N#weCh- 


Weekend 

Edition X 


Brothers A i 

Book Burning" (N) (In 
Stereo)X 


[Ch. 4 

Action 

News at tl 


[Ch.4 

Sporta 


NFL Football Pittsburgh Steelers at Jacksonville Jaguars Jacksonville Muruopal Stadium (In 

Stereo Live) X 


MNT Q 22 


Paid 
Program 

FOX© 53^* 


p Bsa> 5 : 

PBS© 36 


Scrubs 
Stereo) X 

[King ot the The 
Hill k Si mpsons 


Desperate Housewives 

j Pretty Little Picture ! 


Judge Joe 
Brown X 


Judge Jo* 
Brown X 


Will A 
Grace a; 


King ot the'Family Guy American Channel 11 

__ ]HM(N)X (N)I |0tod(N)X |News 

Biz KidS - "Nature n Stereoi (Part 2 ’Masterpiece Contemporary The Last 

[Stereo]! o<2)X _| Enetny (N)(InStereo)(Part 1 of5) 1 


WGN© 


Nature In Stereo: (Part 2 [Ruth Rendell Mysteries Masterpiece Contemporary The Last 

of 2) X Secret House ol Death Enemy (N) (In Stereo) (Part 1 ot 5) X 

Newhart " 1 Newhart ^Honev- r Honev- WGN New: 


WKRP in 
Cincinnati 


WKRPlnl 

Cincinnati 


Newhart 1 Newhart 

[ Cats" X 


,_ My Baby Is Missing" (2007, Drama) Gina Ptwtips. A 
LintaJ ■ l: 

uictctv Gangland Blood in the MonsterQuest Mutant 
him© streets X Canines X 

„ '2008 World Series ol M . 

cbPNz © I Poker Las Vegas 

SportsCenter Live: s 


Honey- Honey- 
mooners mooners 
' Army Wives Payback 
X 


MonsterQuest Giant 

Kilter Snakes' X 

2008 World Series of ‘2008 World Series ot 
Poker L as Vega s Poker L as Vegas 


WGN News 
at Nine X 


Will A 
Grace & 
Biacti and 
Gold Extra 


Ready 

Digital 


Ready 

Digital 


Instant 
Replay X 


Army Wlvet Thank You 
tor Letting Me Share X 


Sandhogs(NlX 


NASCAR Now c'vei 


Paid 
Program 


(5)Atthe 
Movies X 


(6H8)N»ws 

(N) X 
(11H12)N*- 

(N) 


Hall A Half 

X 


Seinfeld (In Van Imp* 


Stereo) I 


to 


the Edge 


From the 


Pres 
Burl Wolf 
Travel* 


Dest 


Grey s Anatomy The 

Hean ol the Matter I 


To Be Announced 


Series ot 
Poker 


ESPN® 


College Football Live (Livel X 


fflThe 
Insider In 

Stereo) I 
(5)To Be 
Announced 


K w 

o) 


Boston Legal Sbl Crazy 
Alter All These Years' (In 
Stereo)X 


^Whacked 

(It)LawA 
Order SVU 
(12)CSI: NY 


Halt A Halt 
I_ 

Two and a 
Hall Men X _ 

Globe Trekker 
Salvador A Honduras X 


(6|Cop* 
(SlEastarn 
Goll with 
Todd 
Sadowtki 


House ol 

5T- 

Program 


BBC World 

New* (i 


Dream of 

Jaanniel_ 

Army Wlvea Payback 


In the Life 

(In Stereo) 


I Dream ol 
Jeennie X 


MoneterQueet Mutant 
Canines X 


SportsCenter I Live: I 


2008 World Series of 
Poker Las Vegas 


FSP© 


Best Otmn Toughman 

Tunica, Miss 


USA© 

CNN© 

NICK© 

AMC© 

TDCffi 

DISN© 

AAE© 

TBS© 


House House lakes on a 
teenage laitn he aler X 


Newsroom 


Sports 
Stories 

House Euphona (in 


Golden 

Age 


Elite XC: Chempions of 'In My Own 
theCage'. Words 


The FSN ClubWPT.com 
Final Score 


Stereo) (Part 1 ol 2) X 


Drake A 
Josh 8 
Movie: »• Stersky 
Hutch’(200*) X. Cork'd 


CNN Special 
Investigations Unit 
The First Annual 


Housa Euphoria (In 
| Stereo) (Part 2 ot 2) X 

Larry King Live 


House A mother and her 
son are in grave danger. 


Newsroom 


ICarty (In j The First Annual Home [Home 
Worldwide Fido Award! Improve Improve. 
SfarskyA •• • The Princess Bride 

jstabieboy_in_disgoise sets out to rescue ms be l oved 


Dirty Jobs Mineral mine Planet Earth Shallow Planet Earth Caves 

nee plantation. X Seas"! _ leave habitats. X 

Zack A Hannah Studio DC Wizards- 
Cody Montana XI ; Place 

CSI: Miami "Innocent (In CST: Miami 1 

Stereo)! [(In Stereo) X _ 

(6:30) MLB Baseball Division Senes - Teams TBA (Live) X 


Georg* 
Lopez x 


Georg* 
Lopez 1 


House Who s Your 
Daddy’ (In Stereo) X. 

CNNSpedal 
Inveetlgetlons Unit 


Family 


Mad Men The | 

Inheritance (N) X 


Planet Earth Ice 

Worlds X 


Mahers E 


Family 

Matters X 


Mad Men The 

Inheritance" X 


Twitches ■ ■ ---fa«. ' i V Zack A 
[Reunited twins use magic against evil jCody 

CSI Miami Guerillas in [CSI. Miami” Miami “| 
|lhe Mist" (In S t ereo) X _ Confidential' (in S tereol 


Planet Earth Forests X 

Zack A Hannah 
Cody | Montana B l 
f Th# C leaner Back to 

One"! 


Golden 

*8* - 


(N) 

In Stereol 
X 


Entertain¬ 

ment 

Tonight! 



Weekend 


House ot 


Paid 


Sound- 

stage ! 


Contempo- 

2H _ 

B«v«rty 

kJlllK.ll.AO 

niiiDiiiits 


Army 

Wives X 


Monster- 
Quest 8 


2008 World 
Poker Las Vi 

>eries of 

‘gas 

SportsCenter (Live) X 

Sport* 

Storia* 

The FSN 
Final Score 


eee u 

Jude Law, Nicole Kidman.; 


Larry King Lhr# 


Home 


Improve 


MLB Baseball Division Senes - Teams TBA. (Live) X 


Breaking Bad Cancer 
Man" X _ 

Planet Earth Shallow 

Seas X _ 

That s So Cory in the 

Raven X House X 

CSI Miami Shattered 

(In Stereo) I _ 


Newsroom 


The Cosby 
Show X 


Mad Man x 


Earth X 
Replace¬ 
ments 
CSI: Miami 

(In Stereo) 


FAM© 

TOON© 

« ♦ * Mean Girls 2004 Comedy 1 Lindsay Lohan. 

A teen becomes friends with three cruel schoolmates 

Scooby-Doo and the Shadow Goblins 

Mean Girls’’ 2004, Comedyl Lindsay Lohan. 

A teen becomes Inends with three cruel schoolmates 
Chowder [Misadv ol Family Guy American 
Flapjack X Dad b 

Freah 

Princ# 

Fraah 

Prince 

Joel 

Osteen X 

Feed th* 
Children 

Zola Levitt 
Presents 8 

Family Guy 

(In Stereol 

Robot 
Chicktn N) 

Metaloce- 

lypt* 

Assy 

McGee 

Th# 

Oblongs i! 

Strategy 

Room 

FNCffi 

SCIFI CD 

Fox Report The Strategy Room 

Hannity s America Garaldo at Largt (In 

| Stereo]X 

th* Strategy Room 

Red Eye 

The Deaths ot Ian Stone " (2007) In a cycle a 

murdered man reawakes each day as a new person 

♦ « An American Haunting' (2006) Supernatural 

forces plague a family in 1817 Tennessee 

Sanctuary Sanctuary lor All" (In Stereo) X. 

tales- 

Darkside 


SPIKE © 
TNT© 
FXffi 
NGE0& 
MSNBC © 
SPEED© 
OUTDflffi 
TVL® 
WE© 
COM© 
TLCffi 


• Boyz H the Hood i '991. Drama) Three 
boys bec ome men in a tough L A. neighbo r hood 

Move .... Titanic" 

(1997, Dra ma) X Contd 

[Movie: "Mr A Mrs. Smith 


Poseidon " (2006. Adventure) Joeh Lucas A 
louiyJirwcapsizesintheNorthAtlarttic I 


»< Training Day "(2001 Crime Dramal Denzel Washington A 
rookie cop meets a corrup t Los Ange les n arcotics office r 


U2005 Achoni Brad Pitt Confd 

Si i Degrees Could 
jChenge the World 
(The Stranger 


♦ ♦ * Tarmlnator 3 Rise ot the Machine*" (2003. Science 
Fiction! A cyborg protects John Connor from a superior model 


Poseidon "12006, Adventure) Joeh Lucas A 
'unury liner capsizes in the North Altanlic X 


**♦ '■Training Day " (2001 Crime Dramal A rookie 
cop meets a corrupt Los Angeles narcotics offset 


SPEED Report 


Aftermath Population Zero E nvisiomng the work) 

without humans_ 

on Camera On The Santa Strangler 
dgeot Death 
NASCAR Victory Lane 


Caught on C 

thetdoeolC 


Fron 


beach 


L 


Mathews Gettln Hunting Game 

[TV Close Adventure Trails 

|l Lovt Lucy |i Love Lucy I Love Lucy I Love Lucy 

jx Jx [x X 

I Amazing Wedding Bridezlllas Dona 

Cakes i _ j weddi ng is ra ined 

Super Troopers 2001: Jay Chandrasekhar 
[Budget cuts threaten the jobs ol live stale troopers 
Bom a Boy Brought Up Help’ I m a Hoarder 8 'Pregnant tor 46 Years 

sGIff l I Outsid e Ihe womb X 

Murder She Wrol. . U.inter Ahw Winl. ’U>,-*•' ClwWMte Tw* 

|Moie (inbiereoj* |Wind Around ihe Tower IDeedFite (in Stereo) X 


Wind Tunnel With Dave 
alladeja. Al a (N) Detpaln (Uve) 

Reeltre* iAmer- 
Roadtrlps Whitetail 
Eslreme Makeover 
Home Edition 8 
Bridezlllas 


Hubble s Amazing 

Unlvene N]_ 

With Frlendt Like Thee* 

Pinka - All Out From 
Enflkshtown, N J 

Jackie Buehmen Show 


Entreme Makeover 
Home Edition a 
Amazing Wedding 

CetolX 

South Park Sooth Perk South Park South Park 


tee'- "Minority Report"(2002 

Sci ence Fiction) Tom Cruae X 

The Shield Game Face 


Son* ol Anarchy Giving 

Beck" _ 

Aftermath Population Zero Envisionsig the world 

withou t humans __ 

Caught on Camera O- The Santa Strangler 
the Edge ol Death 


dgec 

Wrecked 


Wrecked 


-rk Sou 


Bit Huntin', 

Chronicle* [World 
Entreme Makeover 
[Home Edition 8 
[Amazing Wedding 
Cektt 4 

South Peril "South Perk Futurama 

i _ k _ 

Help) l m * Hoarder 8 


Wrecked 


Wrecked 


Reeltre* 

Roadtrlpe 


Hunting 
Adventure 
Eitreme Makeover 
Home Edition 9] 
Bridezlllas 


Tragedy In Amish 
Country 

U...-W Ch* W—.. 

hkghl ot the Coyote X IMsryer eweelQetei the murdr ol a aaascal violinist | Stereo) X 


UnisM*- ttsxci kAsisee * 


Futurama 

(In Stereo) |(m Stereo) 

‘Pregnant tor 46 Years 

Outside the womb X 


Nip/Tuck 

Hubbles 

Amazing 

With 

Friends 

tOlCara- 

Drtvt 

Mathews 

TV 

Sanford 
and Son u 
Wedding 
Cakes 
Futurama 
(In Stereo] 
Amish 
Country 

^*-1-/let 
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12:30 

1PM 

1:30 

2 PM 

2:30 

3 PM 

3:30 

4 PM 

4:30 I 5 PM 

5:30 


SUNDAY AFTERNOON 


CBS 

0 2 
0 8 
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HI2 00) NFL 'NFL Football Tennessee' 
Today Host (Ove)X 
| James 



dans at Baltimore Ravens. MST Bank Stadium NFL Football Cinannab Bengals at Dallas Cowboys T eias Stadium iL.vel I 


Brown 
(Live) X 

The 

WTAEO RepUce- 

jmantsX |_ 

!(6Kl2)Paid ](6M12)Paid 
Program Program 
(8|To Be (11)0 
Announced 
,(11 (Sports 
Stars ot 
Tomorrow 


NASCAR Countdown 

(Live) 


NASCAR RKing Spnnt Cup - Amp Energy 500 From Talladega Superspeedway In Talladega. Ala. (Live) 


NBC 

0 6 

O 25 

© 8 

© 12 


(ll)Cops(ln 
Stereo)! I 


(6K11X12IP- 

ald 

Program 


MS T O 22 


Movie . 

j Comedy) 

tc». un 


** "Creator'' |1985. Romance- 
Peter OToole. Contd 


(6H11K12)P- 

aid 

Program 


CORR Off Road Racing Chula Vista. 
Calif (In Stereo) X 


LPGA Tour Golt Samsung World Championship - 
Final Round. Halt Moon Bay. Calif (In Stereo Live) X 


_L 


FOX© 53 Sun day X | Field (In Stereo Live ) 

ODC _ Flea Market ^Excellent [OnQ 

13 Adventures ( Magazine 

PBSfn -jTh* Lawrence Weik 
PBS© 36 Show 


Boston 
Legal X 

Movie: 

Contd 


Decoding 

the Past « 
[Bull Riding 


ingtoi 

ix _ 

[Black 

[Horizons 
Martin Yan [Meiico: 
.Plate 


»» Inside the Goldmine U-.4 Aia- 'D-vj 
G eneration X'ers endure empty lives in Hollywood 


Foreign 
Exchange 
Baking- 
Food 

«« Blind Horizon" (2004, Suspense)^)! Kilmer. A 

man thinks he is involved in a plot lo kill the president 

Cradle ot Lies" (2006) Shannon Sturges. An heir to 

a fortune needs his wife to give birth to a son. X 


Nostradamus 500 Years Later Ten of the seer s 

most famous prophecies. X 

Strongest [Strongest 
Man !Man 


|(11:00i NFL College Football Final X 
Countdown I _ 

'inside ihe 


[Penn St. 


story 

[Starter 

Wife! 

TLate 

Edition 

[Sponge- 

Bob 


Big East 


Bad Boy of 
(Fitness (N) 


WGN© 

LIFE® 

HIST® 

ESPN2© 

ESPN© 

FSP© 

USA© 

CNN© 

NICK© 

AMC© 

TDCffi 

_ ICIJ _ [Movie: Return lo Zack i 
UlbN© Halloweentown Contd [Cody 

” 1(12:00) The The Cleaner 'To Catch a 

Aa-ffi cleaner! (Fed'X 


Starter Wife X 

Fareed Zakaria GPS 

[Adventures ot Jimmy 
[Neutron: Boy Geni us 


Incredible Dog 

Challenge Orlando. Fla 


PWBA Bowling 2006 
USBC US. Open. X 


** Lone Hero"(2002) Lou Diamond Phillips A 


NFL 

P ostgame 


Bull Riding PBR Built Ford Tough 

Paid 

Paid 

Senes Grand Rapids. Mich. (In Stereo) 

Prognm 

Program 


against Jews started to a b ate, Orthodox Judaism X Stereo) X 


Chet Paul 
Cook 


Cooks 

Country 


Test 

Kitchen 


Antiques Roadshow 

“Tucson, Arizona"X 


* d Time Lapse" (2001) Roy Scheider. A federal 

it is secretly given a memory-altering drug. X 

me Leal Trimester 2006) A couple tries to adopt 

a baby trom a woman who ends up dead X 


Coach (In 

Stereo)X 


Coach (In 
Stereo)X 


News (N) Wrld News 
Sun 


(6K8K12IN*- 
•s N) X 

11 (News 

N) 


(6X8K12IN- 

BC Nightly 

News 

(tt)Black & 
Gold Zone 
Countdown 
to Kickoff 

TMZ (N) (In Stereo) X 


Explore PA'From the 

(In Stereo) |top 


New Tricks (In Stereo) X 

ALF (In [ALF (In 
“JSti 


PBA 

Bowling 


PBA 

Bowling 



Crucifixion The history and science of crucifixion I 


Bull Riding PRCA 
Xtreme Bulls X 


Ipba 

[Bowling 
Series ot 
Poker 



2008 World Series ol 


WNBA Basketball Finals Game 3 - Teams TBA 

(Live) 3C 


Penguins NHL Hockey Ottawa Senators vs Pittsburgh Penguins 
Pregem* [Stockholm, Sweden. (Live) 


Starter Wife X 

CNN: Special 
Investigations Unit 


Back at the Back at the 

Barnyard Barn yard 


NCIS Sharif Returns (In 

Stereo)X 


Your Money 


Zoey 101 (In Stereo) X 


I**'i “King Kong" (1976, Fantasy) Jeff Bridges, Jessica Lange. Charles 
Grod m. An oil mogul seeksjojexpkxt a monstrous apeln New Yor k! 


iVenom: 9 
Ways 


Killer Ant* X 


[killer Jellyfish X 


The Cleaner House ol 
Pain” X 

Movie:** The Chronicles ot Riddick" (2004) A 


Zack 6 
Cody 


Zack 6 

JcodjL 


ffi [ fugitive tights an invading ruler and his army Cont d 
[Grounded 

min tu 


MLB 

Pregame X 


I lor Life! 


TOON© Cumps 8 
FNCffi 
SCIFI ffi 


** Better Otf Dead "It985) John Cusack. The airl 

ot a young man s dreams spurns him tor an athlete 


Goose- 

bumps!^ 


Goose- 

bumps! 


(12:00 ' America s Election HQ 


Goose- 

bumps 8 


Movie 

Contd 


Bulls and 

Bears 8 


Goose- 

bumps a 


Cavuto on 

Business 


SPIKE© IKS 


TNT© 

FX© 


** V Dagon "(2001, Horror) Ezra Godden Fishlike 

creatures practice human sacrifice in their village 


Disorderly 
Con. 


Prisoners Oul of Control 


2008 World Series ot 

Baseball 

Poker Las Vegas 

Tonight X 


FSN Live 

FSN 

Air Racing Abu Dhabi, 

< LlV8 ) 

Special 

UAE. (N) 


** National Treasure" (2004. Adventure) Nicolas Cage. Hunter Gomez, Diane 

Kruger A man tries lo steal the Declaration ot Independence. X 


Newsroom 


Sponge- 
Bob 


Sponge- 
Bob 


Venom Hunter Toxic 
killers (N) 


Sponge- [Sponge- 

a _[Bob_ [Bob _ 

*»* The Birdcage" (1996. Comedy) Robin Williams, Nathan 
Lane A son s en gagement throws a kink into a gay couple s life I 


Newsroom 


Cory in theiStudio DC 

House 


The Cleaner Rag Dolls 
X 


Dirty Jobs: Jobs That 

Bite (Part tot 2) X 


and Ferb-and Ferb 


The Cleaner The 

Eleventh Hour” I 


Dirty Jobs: Jobs That 

Bite (Part 2 of 2) X 


Zack 6 
Cody 


Zack 6 
Cody 


The Cleaner Rebecca' 
X 


Lou Dobbs This Week 


Nad's 

School 


Drake 6 

Josh X 


»» '. "Stersky S Hutch' 

(2004) Ben Stiller. X 


Dirty Jobs Greenland 
Shark Quest" X 


Wlzards- 
Plact 


MLB Baseball Division Senes - Teams TBA. (Live) X 


Wlzards- 
Place 

CSI: Miami "Dead Zone" 

(In Stereo) X _ 

MLB 

Baseball 

A harrlworVtrvi eturlant 


Goose- 

bumps X 

Goose- 
bumps X 

Goose- 
bumps X 

Goose- 
bumps X 

Goose- 
bump* X 

Goose- 
bumps X 

Goose- 
bumps X 

Goose- 
bumps X 

Forbes! 

Cashln In 

X 

America's Election HQ 

Fox News Sunday With 
Chris Wallace (in Stereo] 

Beneath Still Waters" (2005) Patrick Gordon. 

Malevolent spirits resurface to terrorize townspeople. 

Borderland" 1 2007, Suspense) Brian Presley 

Fnends run afoul of deadly cufttsts in Mexico 


Movie; *** Pretty Woman"! 1990) 
Richard Gere. Julia Roberts I Cont d 

*** My Big Fat Greek Wedding"(2002) The 

daughter ol traditional Greeks is engaged to a WASP 

«**» Titanic"0997, Drama) Leonardo DCapno, Kate Winslet. Billy Zane A 
woman falls lor an artist aboard the ill-tatad ship X 

Movie:** Blade 11998, Honor) A vampire hunter |**« Bellboy" (2004, Fantasy) Ron Perlman. John Hurt. Selma Blair The son 1** ; "Mr. t Mrs. Smith" 12 005. 

does battle with a vicious bloodsucker. Contd [ot the devil tights paranormal creatures. [Action) Brad Pitt, Angelina joke. 


NGEOffi 

(12:00) Incredible Islands World s Toughest Fixes World's Toughest Fixes 

DogTown [ Dubai Nuclear Turbine ['Boeing 767 

Locked Up Abroad 

"Lima" 

Final Report Heavens 
Gale" 

World’s Toughest Fixes 

MSNBC© 

MSNBC MSNBC News Live MSNBC News Live 

New* Live__ 

NASCAR (Wrecked [My Classic (Star Mazda Series 

RaceDay 'Car Racing: Millville. (N) 

MSNBC News Live 

MSNBC News Live 

MSNBC News Live 

Meet th# Press X 

SPEED© 

FIM Racing: World 
Superbike 

FIM Racing: World 
Superbike 

MotoGP Racing 250cc •• 
Australian Grand Prix. 

MotoGP Rac 

Championsh 

ing: World 

P 

0UTDR ffi 

TVL® 

Kina of 
Bucks 

Hogans 
Heroes 

The Next Outdoor Whitetail QDMA 
Generation America Freaks Quality 

Adventures 

Abroad 

Higher 

Ground 

Petersens Macmillan 

Hunting River Adv. 

Hunter's Tracks- 
Joumal Africa 

Whitetails 

Bowhunter 

*** 'Lethal Weapon '(1987, Action) Mel Gibson, A 
veteran detective is paired with an eccentric partner 

1 Love Lucy 

X 

1 Love Lucy 

X 

1 Love Lucy 1 Love Lucy 

x |x 

1 Love Lucy Lucy must 
pay for furniture I 

1 Love Lucy 

X 

1 Love Lucy 

X 

WEffi 

COM® 

(12:00) 

Bridezlllas 

Bridezlllas Megan A Bridezlllas Carlos A 
Carlos'' Ijenntfer” 

Bridezlllas Jennifer A 
Vanessa" 

Bridezlllas "Vanessa A 
Dona” 

Amazing Wedding 

Cakes X 

Amazing Wedding 

Cakes X 

Scrubs My 

Cake' X 

«* Super Troopers "(2001) Jay Chandrasekhar 

Budget cuts threaten the tobs of five state troopers 

* '. Black Sheep" ( 1996, Comedy) Chris Farley. A 

lovable lout threatens his brothers political ambitions. 

** "Tommy Boy" (1995, Comedy) Chris Farley An 
he* tries to save his fathers business. X 

TIC© 

HALL© 

Trading 

Spaces 

LA Ink Kat consults a LA Ink Kat turns lo Corey 

doctor! llorhelp.X 

LA Ink Pixie’s bad work 
habits anger the artists X 

LA Ink Kat must find 
someone to till in lor Pixie. 

LA Ink Obi's Secret" X | LA Ink Kat's relationship 

[with Oibi is on the rocks. 

Diagnosis 
Murder 8 

«» : Perry Mason: The Case ot the Heartbroken **'? Matlock: The Secret ” (1990) Andy Griffith 
Bride" (1992, Mystery) Raymond Burr. X |Ben defends a gambler accused of killing fits bookie 

McBride: Requiem" (2006) John Larroquette A 
lawyer investigates the murder ol a classical violinist. 
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NICK© 
AMC© 
TDCffi 
DISN© 
AAE© 
TBS© 
FAM© 
TOON© 
FNC® 
SCIFI ffi 
SPIKE© 
TNT© 


Zoey 101 liCarly (In 

js. - 


"3 

iSt: 


(inStereol [Stereo)! 


Movie *♦ "Psycho" 

(1996, Suspense) Contd 
How It's |Howlt‘s 
Made K, _ Made ! 

Zack 6 {Hannah 
Cody Montana 8 

CSI Miami Broken (In 

[Stereo)! _ 

Seinfeld MLB 

Stereo)! Prtga mt! 
That 70* That 70s 
Show :: Show 8 

Robot Boy [Skunk Fu! 

| (In Stereo) 
The Fox Report With 
Shepard Smith 8 
[Lott Shannon s litelT 
placed in sudden pent ! 
[CSI: Crime Scene 
I nveeltgalton Bum Out" 
Law 6 Order Thinking 
Makes 8 So" (In Stereo) 


[Sponge- 
Bob 


jHome 

Improve. 


Family 

Matters X 


Sponge- 
Bob 

♦ «* "Troy" (2004 Adventure) Brad Pitt. Enc Bana. Orlando Bloom Achilles leads Greek 


(Home 

Improve 


C8S ! (2)Evening 

a ? N * ws 

« 2 :5)Enlertain 

0 5 

The Insider 

(N) (In 

Stereo)X 

The Big 
Bang 

Theory (N) 

(In Stereo) 

X 

How 1 Met 
Your 

Mother '1 

Heart NJ” 

(In Stereo) 

Two and a 
Hall Men 

Charlie 
attempts lo 
cook. (N)X 

Worst 

Week The 

Monitor (N) 
(In Stereo) 

X 

CSI: Miami And How 
Does That Make You 

Kill?" Delkos therapist s 
daughter is murdered. (N) 
(In Stereol X 

(2)News (N) 

(In Stereo) 

X 

(5)News (N) 

X 

Late Show With David 
Letterman Russell 

Crowe. Sarah Vowell; the 
Pretenders. (N) (In 

Stereol X 

The Late Late Show 

With Craig Ferguson 

Seth Greer,; Sarah Shahi, 
(N) (In Stereo) X 

WTAEO 

Inside 
Edition X 

Entertain¬ 

ment 

Tonight! 

Dancing With the Stars (In Stereo Live) K 

Boston Legal Dances 
With Wolves (N) (In 
Stereo)X 

Ch.4 

Action 

News at 11 

Nightline 

(N) X 

Jimmy Kimmel Llv*(ln 

Stereo) X 

Oprah 

WintreyS 

NBC 

O 6 

0 25 

© 8 
ffi 7 

^(Entertai¬ 
nment 
Tonight ' 
(8)Wh#el ol 
Fortune X 
(11X'2)J«o- 
pardy! X 

(6)Be a 
Millionaire 
(8)J#o pardy 
(11X12)Wh- 
eel-Fortune 

Chuck Chuck Versus Ihe 
Seduction Chuck must 
retrieve the opher horn a 
dangerous female spy. 

(N) (In Stereo)! 

Heroes '1 Am Become 
Death" Peter takes on a 
dark, dangerous ability 
(N) (In Stereol X 

Life The Business ol 
Miracles" The body of a 
cancer research scientist 
is tound frozen solid. (N) 

(In Stereo) X 

(6H«K12)N*- 
wsIN)X 

(11 (News 

(N) 

Th* Tonight Show With 
Jay Lano Gerard Butler 
(N) (In Stereo)X 

Late Night With Conan 
O'Brien (In Stereo) X 

MNTO 22 

The 

Simpsons 

Family Guy 

(In Stereo) 

Celebrity Expose 

(Season Premiere) (N) X 

Magic s Biggest Secrets 
Finally Revealed (N) X 

TMZ (N) (In | 

Stereo) X J 

Frasier IQ" 

(In Stereo) 

Law & Order: Criminal 
Infant Tuxedo Hill" I 

Paid 

Program 

Paid 

Program 

The Berme 
Mac Show 

FOX © 53 

Two and a 
Hall Men in 

Seinfeld (In 

Stereo) X 

Terminator 
Connor Chrc 
Antiques Ro 

Salt Lake Cl 

The Sarah 
inicles 8 

Prison Break "Five the 
Hard Way (N)X 

Channel 11 News on 

FOX 53 at 10 (N) 

Seinfeld 

,"The Cafe" | 

Scrubi 'My 

Screwup' 

Scrub* (In 

Stereo) X 

Paid 

Progrem 

Paid 

Program 

PBS® 13 

Business 

Rpt 

OnQ 

Magazine 

adshow 

ty, Utah X 

American Experience Jimmy Who 9 Hostage Jimmy Carter captured the 

White House in 1976. (In Stereo) X 

Charlie Roaa (N) (In 

Stereo) I 

Nature X 

PBS© 36 

Business 

Rpl. 

Direct 

Connection 

Antiques Roadshow 

San Lake City. Utah' X 

American Experience Jimmy Who 9 . Hostage Jimmy Carter captured the 

White House in 1976. (In Stereo) X 

Worldtocu* 

(In Stereol 

Th# Desert 

Spaaka X 

Dragon- 
tlyTv ! 

WGN© 

7th Heaven Like a 

Harlot fin Stereo) £ ! 

America s Funniest 

Home Videos 

ALF "Weird 
Science"! 

ALF (In 

Stereol X 

'WGN News al Nine (N) 

(In Stereo) X J 

Scrub!X 

Scrubs! 

Corner Gas 

(In Stereo) 

Becker (In 

Stereo)X 

Horn* 

Videos 

LIFE® 

N 

? 

jl 

? 

cr> <7> 

Army Wives 

for Letting Me Share X 

"1 Me Wed" [2 007) A woman becomes a media 
sensation when she marries herself X 

‘Will A 

Grace! 

Will A 

Grace X 

Fraslar (In 

Stereo) X 

Frasier (In 

Stereo) X 

The Golden 
Girls X 

HIST® 

Modern Marvels Latest 
bends in gadgets I 

Modern Marvels Gold 
Mines' X 

Fort Knox: Secrets Revealed U S Bullion 

Depository X 

Earth's Black Hot*! 

Modern Marvels Gold 

Mines' I 

Ft Knox 

Secret 

ESPN2® 

Boling [Shooter- 

> ound 

WNBA Basketball Finals Game 4 - Tearns TBA. It 
necessary. (Live) X 

Mix Tape 
Tour 

Mix tape 
Tour 

E:60 

NASCAR Now I 

Baseball 

Tonight# 

— 

ESPN® 

Monday Night Countdown (Live) .1 NFL Football Minnesota Vikings at New Orleans Saints Louisiana Superdome 

_’_t(LJve)___ 

SportsCenter (Live) S 

NFL 

Primetime 

FSP® 

Savran on 
SportsBeat 

College Football Slppery Rock at Indiana (Pa) 


SportsBeat 
Late Night 

[The FSN 
i Final Score 

Best Damn Rock Paper 
Scissors 

The FSN 
Final Score 

Best Damn 1 

Scissors 

lock Paper 

USA© 

Law A Order Special 
Victims Unit Payback _ 

House Paternity" (In WWE Monday Night Raw (In Stereo Live) X 
[Stereo)! 

*’ ‘The Condemned" (2007, Action) 5 

Prisoners fight to the death betore an au< 

>teve Austin, Vmnie Jones. 1 

dience on the Web I 


MONDAY EVENING 


OCTOBER 6, 2008 | 


7 PM 7:30 8 PM 8:30 9 PM 9:30 10 PM 10:30 11 PM 11:30 12 AM 12:30 1 AM 


George 

Lopez! 


George 

Lopez! 


forc es in the Trojan War X 

Destroyed Destroyed iTornado Rampage 
in Seconds in Second* 


Twffcbe* Too " 1 2007 Mystery) Tia (Wizird*- 
Mowry TameraMowry [In Stereo' 8 [Ptac* 
Intervention Leslie Intervention Dari ! 

Alcohol or tamily X | _ 

MLB Baseball Division Senes -Teams TBA (live)X 


Man vi. Wild Bear travels 
to South Dakota X 
[wizards- Lit* With 

[Place Derek !_ 

Intervention Lawrence 
[Alcohol addiction. X 


How It a 
Made 8 

Zack 6 
Cody 


Family 

Matters E 


Improve. 


Home 

Improve. 


Cooper 360 


George 

Lopez! 


” (2004) Colin Farrell Macedonia's 


How It's 

Made 8 

Destroyed 

In Seconds 

Destroyed 
Jn Second* 

Tornado 

Rampage 

Hannah 

Montana 

That - * So 
Raven 

Cory In the 
House 8 

Replace¬ 

ments 


Crank: Made In America 

(In Stereo) X 


»*» While You Were Sleeping" (19951A lonely 
woman latches onto a comatose accident victim X 


George ot Ben 10: 
the Jungle | Al ton Force 
The O'Reilly Factor 8 

Loet Special |Tn Stereof 

K _ 

CSI: NY Happily Never 
After (N) (In St ereo) ! 


Movie •** 


Johnny 
Te»t T 
Hannity 6 Colmet 8 


Johnny 
Teat ! 


"(In 


America s Funniest 
Horn* Vid*o* (i n Stereo) 

Chowder jEten 10 

Ion the Record With 
IGret*y*nSu»t#ren !_ 

[ Lo»t Outlaws (In 
St ereo)X 


MLB 

Pot tgame 
Th# 700 Club! 


Intarvention Leslie 
Alcohol or tamely X 


Interven¬ 
tion Dari 


My Nem# It 

Eart! 


Lost Homecoming 
Stere o)X 

• Get Shorty" (1995) John Travolta A sly 
hoo dlum conspires lo break into the movie bu siness 


Law 4 Order A docforis The Cloaar Cherry Raising th* Bar Hang Bona* The Man in the 
tound murdered X Bomb X Time' (Nl! _ Outhouse (in Stereo) X 

Walk the Line" 12005 Biography! Joaquin Phoenix. Reese Witherspoon. GmnAer ~[*"*'» 


Family Guy [Family Guy 

(In Stereo) l(ln Stereo) 


O Reilly Factor 


Gurren [Gurren 

Lagann [N] [Lege 
CSI Crime Scene 
Invwattgatton Bum Out 


M. 


Samurai Girl A brutal 
attack disrupts plans X 


My Nam# It Sex and 
Earl Y2K the City! 


Robot 

Chicken 


The 
Boondocks 


Hannity A Colmes 


MO Getat K: Death Force 

J& 


CSI NY Happily Never 
Altar (In Stereo).! 


Without a Tract 
w]X I Baggage (InStereo)! 

■The OKI" (2000) Cat* BMnchatt A 


Paid 


SquIdblF 

lies 


Onth* 

Record 


Scar* 

Tactics X 


Star Trek: 
Voyager a 


Ratting th* 

Bar ! 


NGEOffi 

Dog Whisperer Dog Conspiracy Moon 

Psychology Center j Landing 

Locked Up Abroad [Th# Davit’* Playground 

Malaysia (N]_ 

Conspiracy Moon 
Landing 

Locked Up Abroad 

Malaysia 

Th# Davit a 
Playground 

MSNBC© 

Hardball 8 [countdown With Keith 

Olbermann 

Th* Rachtl Maddow Countdown With Keith 

Show Olbermann 

Th* Rachel Maddow 
Show 

Hardball « 

White 

Hout* 

SPEED© 

Pinks [Pass Time This Week In NASCAR 

m 

Big Shots Titans at th* Barrett-Jackeon 2008 

Tea (N) The Auctions 

Pink* 

Pass Tima 

This Weak In NASCAR 

Big Shots 

Airrno m Aur> 360 Ventures Fisher s 

0UTDR ® |ATV World 

OirtTrax 

TV 

Off-Road Worldof [Muzzy* jJImZumbo 

Adventures [Trucks [Bow [Outdoors 

Advtnturas 

Abroad 

Fisher s 

ATV World 

Aura 360 Venturas 

Dirt Trai 

TV 

tui[E xtreme Makeover The Cosby 

VL “ Home Edition in Stereo! ! Show 8 

The Cotby 
Show 8 

Scrub* Scrub* My [3rd Rock- [3rd Rock- 

Her Story Cake'I [Sun [Sun 

Extrema Maktover 

Horn# Edition (In Stereo) 

ThtCoaby [Tha Coaby 
Show! [Show ! 

M'A'S'H X 

i Girlfriends Glrttrtenda 'Girlfriend* 

(In Stereo) (In Stereol (in Stereo) 

Girlfriends 

(In Stereo) 

Girlfriend* [Girlfriends [Bridezlllas 

(In Stereo) (In Stereo) 

Amazing Wedding 

Cake* I 

Amazing Wadding 

Cakts ! 

Bridezilles 

COM© 

Scrubi Mv Scrubs (In [Dally Show 
Dumb Luck Stereol X 

Little [Little Kldibyth* 

People [People Fourteenth d 

Th# Colbert 
Report ! 

Futurama [southPark [Futurama {Futurama 

(InSterao) X Band Her" (In Stereo) 

Dtlly Show 

Th« Colb#rl 

Report I 

S 

Silverman 

Lewie 

Black 

Dally Show 

TIC© 

Dozen 

ttk) X 

Jon A Kat# ’jon A KM# [17 Kids- [17 Kids- 
Plus 1 |N) Plus 8 X [Count Count 

Kid* by the Dozen 

Fourteenth chid X 

Jon A Kate 
Plus 8 

Jon 6 Kat* 
Plus II 

IT Kid*- 
Count 

luietba* Te.ee Beeae* 'toi.lt... Te.ee n..... 

t . H IIMmI* T*k. nAe««M«41 A*»<4• ^ «****■ 

f»*..~A.. M/.-e. 

OK. UA.~*. 



Bordarkne (m Stereo) | A Shadow m Ihe Night iMatlock mveatigatsa th* murder ot an assistant DA I' Famity Doctor I , Suspicion ptMurdw x |Rt-ge- 


ft 






































































































































































































































































































































































































































































































































































































































V-4 IIIK KK.Pl BI.K ,\N.«) \KI.AM>. MAKVI.AM) THI RSDAV. (K TOBER 2. 2008 


TUESDAY EVENING 






CBS 

0 ? 

0 5 

ZiEven-ng 

News 

l5)Entertein 

The Insider 

(N) (In 

1 Stereol X 

(N) (In Stereo) 


Inside 

Entertain¬ 

Dancing With the Stars 

WTAEO 

Edition ' 

ment 

Tonight! 

(In Stereo Live) X 

NBC 

f"l L 

(6)Entertei- 

nment 

(6)Be a 
Millionaire 

The Biggest Loser 

Families Contestants 

s 

Tonight X 

(8Weo pardy 

face a competition ttiat 

(DlWheel ot 

(11 K12)Wh- 

tests their endurance. (N) 

d) 8 
© U 

Fortune X 
(11Kl2)Jeo- 

eel-Fortune 

(In Stereo) (Part 1 of2)X 


OCTOBER 7, 2008 I WEDNESDAY EVENING 


OCTOBER 8, 2008 


9:30 

10 PM | 10:30 11PM 

| 11:30 

| 12 AM 

12:30 j 

1AM 


pardy! 8 


1,1 '' O 22 jsimp»on» 


FOX© 53 
PBS© 13 


Presidential Debate At Belmont Unrversity-Nashville, 

I candidates discuss issues (In Stereo Live) X 


Presidential Debate In Stereo Live) I (Presiden¬ 
tial Debate 

_ |An*lyeto 

Presidential Debate Al Belmont University Nashville, 
candidates discuss issues. (In Stereo Uve) X 


Family Guy Street 

(In Stereo) Patrol It 

Two and a ! Seinteld 
Half Men X The Sheer 


Street 
Petrol a 


Jail Salt 
Lake City. 


'Jail (In [TMZ (N) (In 
| Stereo) a | Stereo) £ 


Business OnO 


-4iL 


House Ugly (In Stereo) [Presidential Debate (in Stereo Live) X 
(PA) S 


Frasier Dr. 

Nora" X 


Channel 11 

News 


_ 

Business 
PBS© 3ft R p, 


Magazine 
Outdoors 
| Maryland 
7th Heaven And 


Nova Arctic Dinosaurs' 
N)X 


Frontline The power ol 
the presidency X 


Presidential Debate At Belmont Umversity-Nashville. 
candidates dscuss issues (In Stereo Live) X 


uirucii ,In neaven 

Girlfrien ds’ X 

Mre _ [Still Still Reba 
Lmt standir g X Standing X | Surprise 


Nash Bridges Skirt 

Chasers ( mStereo)! 


Presidential Debate At Belmont Ui 

candidates discuss issues. (In Stereo Live 


HIST© 




ESPN2© 

ESPN® 

FSP© 

USA© 

CNN© 


[Reba (In 

{Stereo)X 


Mooerr Marvels World's I Modern Marvels Bread" 

Stro igesl III" X _[X_ 

Football 


Nash Bridges High 

mpacf (In Stereo) X 


Wile Swap Smith 

Weiner" (In Stereo) X 


Ancient Discoveries X 


NFL Live 

<Uve)X 

£60 IN' 


Live 


College Football TroyatFlonda Atlante (Live) I 


'•Nashville. 


WGN News at Nine |N) 

(In Stereo) X 


How to Look Good 

Naked Spark in mamage 


Sandhogs X 


Savran on In My Own 
SfoisHeat Words 
Law & Order: Special 

Victims Unit \’n Stereo) 

LouDodbs Tonight ti 


Madden Madden 

Nation \ Nation ••_ 

World Poker Tour: [Best Damn Sports Show 

^Season 1 (N)_j Period (Live) X _ 

Law & Order Special House "Occam's Razor" 
Victims Unit Bad Blood" |(ln Stereo) X_ 


2008 World Series ol 
Poker Las Vegas. 


CNN Election Center Larry King Live X 


2008 World Series ol 
Poker „ i- 


SportsBeat ! TheFSN 

Late Night “ 


!2)News (N) 'Late Show With David 

(In Stereo) Letterman Debra 
X Messing; John Cain 

(5)News (N) Carter (N) (In Stereo) X 
X 


The Late Late Show 
With Craig Ferguson In 

Stereo)! 


Ch.4 
Action 

Newt at 11 


Nightline 

(N) X 


, Jimmy Klmmel Live (In 

Stereo)! 


(6X8X'2)Ne- The Tonight Show With 

ws IN) X Jay Leno (In Stereo) X 
(ItlNews II 

(N) 


Oprah 

Wintre 


Inlrey X 


Late Night With Conan 
O'Brien (In Stereo! X 


Law A Order: Criminal 
Intent Dead" (In Stereo) 
Seinteld [Scrubs (In 
The Tape" | Stereo)! 


Charlie RoseiN) (In 

Stereo) X 


Travels to 

the Edge 


Scrubs My 

Unicom" X 


Will A 
Grace X 


Rudy Maxa 


Scrubs (In 

Stereo)X 


Will A 

Grace X 


History o( Prostitution 

Sexin the City! 


Madden 

Nation 


Nation (N) 


SportsCenter (Uve) X 


Best Damn Sports Show 


Final S core [Peri od ( Uve) X 
House Maternity" (In Law A Order' Special 
Stereo) 1 _Victims Un H Clock" X 


Anderson Cooper 360 X 


Paid 
Pr ogram 
Scrubs My 

Student" X 


OnQ 

Magazine 


Worldtocus 

(In Stereo) 


Corner Gas 

(In Stereo) 


Frasier I 


Paid 

Program 

Paid 

Program 


Tavis 
Smiley X 


The Desert 

Speaks X 


(In 
Stereo)X 


Frasier I 


Mooern warveis 

X 

NASCAR 


Bread" 


Now X 


Tonight X 


The FSN 

Final Score 


The Bernie 
Mac Show 
Paid 
Program 


Antiques 

Roadshow 


Voyageur 

Geography 


Home 

Videos 


The Golden 
Girls X 


Discover¬ 

ies 


2008 World Senes ol 
Poker Las Vei 


NFL Live 

(N)X 


Center X 


Period (Live) 


Sports 5 

i)X 


Law A Order: Criminal 
Intent Vacancy" X 


Larry King Uve 


Psych X 


Anderson 


j NICK© 

Zoey 101 [Drake A 

i Stereo) Josh X 

Sponge- Sponge- Home 

Bob Bob Improve. 

Home 

Improve. 

George 
LopezS 

George 
Lopez 3 

Family 
Matters X 

Family 

Matters X 

Home 

Improve 

Home 

Improve. 

George 
Lopez X 

j AMC© 

Movie: #** A Fistful of 

Dollars '(1964) K Cont'd 

♦ ** "The Last Samurai" (2003, Adventure) Tom Cruise, Ken Watanabe. 
Timothy Spall A Westerner leams the ways ol the samurai in the 1870s. X 

Mad Men The 

Inheritance" X 

Stand by Me "M986, Comedy- 

Drama) Wil Wheaton, River Phoenix X 

TDC© 

Dirty Jt bs Mike works at 
a recycmg center. X 

Dirty Jobs Vike rounds | Dirty Jobs Tar Rigger’ 

up wild geese , (Season Premiere) (N) 

Dirty Jobs Handmade 
bncks, cranberry (arming. 

How tt's 
Made 8 

How It s 
Made 8 

Dirty Jobs Mike rounds 
up wild geese X 

Dirty Jobs 

. DISN© 

Zack A Hannah 

Cody Montana 8 

** "The Haunted Mansion" (2003, 

Comedyl Eddie Murphy (In Stereo) X 

Wlzards- 

Place 

Wizards- 

Place 

Studio DC 

Zack A 

Cody 

Hannah 

Montana 

Th«t s So 
Raven 

Cory In the 
House 8 

Replace¬ 

ments 

, AJE © 

The First 48 River's 

The First 48 s'lgat'ng [The First 48 (N)X 

two homicides in Miami 

The Cleaner Five Little 
Words” (N) X 

The Cleaner Five Little 
Words' X 

The First 48 Investigating 
two homicides in Miami 

The First 

48 8 

j TBS© 

MLB Baseball Division 

(Senes - Teams TBA. X 

MLB Baseball: Division Senes - Teams TBA. (Live) X 

MLB 

Postgame 

The Office 

(In Stereo) 

The Office 

(In Stereo) 

Sex and 
the City X 

j FAM© 

That 70s That 70s 
Show' Show! 

Lincoln Heights The Greek Formally Yours" 

!">9w QeWo Trvrvwrnw ft TKaj c.cforc Mav V 

America s Funniest 
Hnro# VifUf>« (In Qtornni 

The 700 Club X 

Lincoln Heiahts The 

Hay Mnr* Trwrwrow ’ V 

Paid 

j TOON© 

Robot Boy 1 Skunk Fu! 

i (In Stereo) 

George ot Ben 10: Johnny 

the Jungle Allen Force Test! 

Johnny 

TestX 

Chowder 

Ben 10 

Family Guy 

(In Stereo) 

Family Guy 

(In Stereo) 

Robot 

Chicken 

The 

Boondocks 

Squidbil- 

lies 

FNCffi 

The Fc Report With 
Shepard Smith X 

The O'Reilly Factor Presidential Debate (In Stereo Live) X 

On the 
Record 

The 0 Reilly Factor 

Hannity A Colmes 

On the 
Record 

SCIFI CD 

Sanctu iry Sanctuary lor AH in Stere * ECW(Uve) 


Scare 
Tactics I 

Scare 
Tactics X 

"Tfie Hive" (2007, Horror) Tom Wopat Flesh-eating 
army ants rampage through Brazil I 

QaaIau 

M*piey- 

Believe 

SPIKE© 

CSI: Cr me Scene 
investigation un Stereo) 

CSI: NY Two murder CSI: NY "City ot the 

victims are discovered X !Do«s ' (In Stereo) X 

CSI NY Jamalot" (In 
Stereo)X 

CSI: NY Trapped (In 
Stereo) X 

CSI: NY Two murder 
vicbms are discovered X 

Star Trek: 
Voyager X 

TNT© 

Law A Order Ghosts'' 

(In Stereo) X 

Law A Order Captive Law A Order Darkness" 

lln Stereo)! [(InStereo)! 

Law A Order 

Kingmaker" (In Stereo) 

Raising the Bar Hang 
Time” X 

Without#Tree* Odds 

or Evens' (In Stereo) X 

Without a 
Trace X 

FX© 

* * • £ atman Begins " 2005, Action) Christian Bale. Michael Came, 4am 

rjccc.-in Bruce Wayne becomes Gnlham City's Dark Kmqht 

The Shield Vic sets plans 
into motion. (N) X 

Sons ot Anarchy Giving 
Back” 

'The Shield X 

That 70s 
Show X 

NGEC O) 

i Doc W sperer Unruly 

Night Shift Road Crew Business ot Death (N) 

Explorer Trading in body 
parts 

Night Shift: Road Crew 

Business ol Death 

Explorer 

MSNBC -3 


Counts.. - • ;h K" The Rachel Maddow 

Olbermann Show 

Countdown With Keith 
Olbermann 

The Rachel Maddow 

Show 

Hardball 3 

White 

House 

jSPEED © 

Pinks Pass Time Unique Whips Prepping Livin'the SuperCars 

for the SEMA trade show Low Lite Exposed 

Super 

Bikes! 

Super 

Bikes! 

Pinks 

Pass Time 

Unique Whips Prepping 
tor the SEMA trade show. 

Livin' the 
Low Lite 

0UTDR® 

Jim Zumbo .Spirit ot the Dream Truth- Hunting the 

Outdoors World Season {Hunting [Country 

Obsession 

Revealed 

Wildlife 
Obsess.on 

Browning- 

Best 

Eastman s 
Hunting TV 

Mossy Oak 
Classics 

Truth- 

Hunting 

Hunter's 

Journal 

Wildlife 

Obsession 

TVLffi 

Extreme Makeover: 

Home Edition in Stereol 

The Cosby 'The Cosby (Scrubs (In 
ShowX (Show! | Stereo)! 

Scrubs (In 

Stereo) X 

3rd Rock- 
Sun 

3rd Rock- 
Sun 

Extreme Makeover: 

Home Edition (In Stereo) 

The Cosby 
Shows 

The Cosby 
ShowX 

M’A’S'H 

"DerTag" 

WE© 

Women Behind Bars 

( Peggy and Susan" X 

Women Behind Bars X [Secret Lives ot Women 

| Girl Gangs" X 

Secret Lives ot Women 

Transsexuals’ 

Cruel and Unusual Transgender 
Women In Prison 

Secret Lives ot Women 

"Girl Gangs" X 

COM® 

Scrubs My [Scrubs My Daily Show ITheColbsrl Futurama 

c irstDay" [Mentor"! Report! |(lnStereo) 

South Park 

"Probably" 

Daniel Tosh: Completely 
Serious X 

Daily Show 

The Colbert 
Report X 

Daniel Tosh: Completely 
Serious X 

Dally Show 

TIC© 

Amazing Medical 

Stories X 

My Shocking Story Mystery Diagnosis 

Pnmordial dwarfism I [unexplainedpam I 

Dr. G Medical Examiner 

Needle in the Haystack" 

My Shocking Story 

Pnmordial dwarfism I 

Mystery Diagnosis 

Unexplained pain X 

Med 

Examiner 

HALL© 

Walker. Texas Ranger 

| Bounty i in Stereo) J. 

Walkar. Texas Ranger •• Perry Mason: The Case ot the Skin-Deep 

Storm Warning’ X Scandal '993 Mystery) Raymond Burr. X 

Murder. She Wrote 

"Moving Violation” X 

Murder. She Wrote Who 

Killed J B. Fletcher?" X 

Texas 

Ranger 


7 PM 

7:30 

8 PM 

8:30 

9 PM 

9:30 10 PM 10:30 

11 PM 

11:30 

12 AM 


(2)Evenlng The Insider 

{News ‘IN) (In 
i(5)En1ertain Steieo)! 


• V.‘, 


Adventures 

olOld 

Christine 

(In Stereo) 


WTAEO 


Inside 
j Edition 1 

f(6)Enteital- 
nment 
Tonight X 
(B)Wheel ol 
Fortune X 
(HXl2>Jeo- 
pardy! X 

The 

Simpsons 
Two and a 
Halt Men B. 
Business 

.M 


Entertain¬ 

ment 

Tonigh t I 

(6)Be a 

Millionaire 

8)Jeopardy 

(11K12)Wh- 

eel-Fortune 


Pushing Daisies Circus 
Circus" (N) (In Stereo) I 


Family Guy 

n Stereo 


Seinteld (>n 

Stereo) X 


OnO 

[Magazine 
{Artworks 
[Th is Week 
7th Heaven Drunk Like 


'Gary 


Unmarried 

Gary wants 
Allison to 
remarry, I 


[Criminal Minds "Minimal ICSI: NT Turbulence An 


Knight Ridei A Hard 
Days Knight A 
mysterious woman trom 
Mike s past returns. (N) 
(In Stereo) X 


Tony Rock [Under One 


oss' Reid and Prentiss 
are taken hostage while 
investigating a cult (N) (In 
Stereo)! 


Private Practice Equal 
and Opposite (N) (In 
Stereo) X 


Roof X 


Bones The He in the 
She" (In Stereo) (PA) X 

Secrets ol the Dead 

Aztec Massacre X 


Modern Marvels Deep 
Freeze Ice cream, Alcot 


E:60 (N) 

'Baseball [NFL Live 
Tonight X [(Live: X 


Secrets of the Dead 

Sinking Atlantis X 


Corner Gas Corner Gas 


Bear Attack" X 


Morning Light (N) 


Savran on 


[Football 

Live 


Boxing i! 

IHotyfiew I. 


The Biggest Loser: 
Families A contestant 
talks with a bamet about 
relationship issues. (N) (In 
Stereo) (Part 2 of 2) X 


World's Funniest 

Moments Nl X _ 

Til Death [Do Not 
(In Stereo) Disturb « 


Latinos 08 (N) (In 

Stereo)X 


air marshal is murdered 
on a Night to the District of 
Columbia. (N) (In Stereo) 
X 


Dirty Sexy Money The 

Family Lawyer' (N) (In 
Stereo)! 


Lipstick Jungle Chapter 
Ten: Let It Be Nico butts 
heads with the new chief 
executive olticer. (N) (In 
Stereo)X 


Late Show With David 

Letterman Dennis Ouaid; 
Sarah Chalke, Buddy 
[Guy. (N) (In Stereo) X 


(2)News (N) 

(In Stereo) 

X 

(5)New$ (N) 

X 

£h.« 

Action 
News at 11 
News N U The Tonight Show With 
Jay Lano (In Stereo) X 


II 

The Late Lite Show 
With Craig Ferguaon I In 

Stereo)! 


[Nightline 'jimmy Klmmel Live (In 

|(N[ X j Stere o) X 


Oprah 

Wintre 


Intrey X 


Late Night With Conan 
O'Brien (In Stereo) X 


TMZ N) (In Frasier Hn 
St ereo)! [Stereo)X 

Channel II News on 
FOX 53 at 10 N 


'Law A Order: Criminal 
I ntent Bright Boy X 
Seinteld i in 

Stereo) X 


P.O.V. Up the Yangtze" (N) (In Stereo) 
X 


Frontline Bush $ War" The scope and detail of the Iraq War. how 

it began and how it has been (ought (In Stereo) (Part 1 ot 2) X 


Becker In 


Becker in 


WGN News at Nine N, 


Still Still 

Reba All 

Reba (In 

"in God's Country’ (2007) A woman (lees her 

Will A 

Standing 8 Standing u 

Fore One 1 

Stereo!X 

polygamous husband, taking her children with her X 

Grace 3 


MonsterOuest Giant 

Squid Ambush (N) X 


Jurassic Fight Club 

River ot Death" (N) X 


Scrubs (In 


Scrubs My 


Paid 
Program 
Scrubs i In 


Charlie Rose (N) (In 

Stereo) X 


Ready 

Worldtocus 

Digital 

(In Stereo) 


Scrubs (In 

Stereo) X 


Will A 
Grace X 


UFO Hunters 

"Abductions' X 


2008 World Series ot 2008 World Series ot ]2008 World Series of 

Poker L as Vegas. Pok er Las Vegas. _Poker L as Vegas. 

l.i992Bowevs Boxing 1993 Bowe vs. Hotyfield II ?SportsCenter(Live)X 
Dec. 13,1992. From Nov. 6,1993. X 


High School Football Penn Hills al Central Catholic 

SgorttBeM 1 _ 

[Law A Order: Special 


:Victims Unit Entitled X 


|Lou Dobbs Tonight X 


House Dr House treats a]Law A Order: Special 

nun. (In Stereo) X |victims Unit Recall' 1 X 


SportsBeat The FSN 
Late Night [Final Score 


CNN Election Center | Larry King Live X 


Zoey 

(In Sti 


101 


TlCatiy (in 
1 Stereo) X 


Sponge- 

Bob 


[Sponge- 

Bob 


’Commando 

(1985, Action) Cork'd 


How It's 
MadeX 
'Zack 4 
Cody 


How It's 
Made X 


Hannah 
Montana X 


ICSI: Miami 
Slaughterhouse' 1 X 
[Seinfeld (In 
Stereo)! 


i That 70s 
' Show a 


Seinfeld (in 
Stereo)! 


That 70s 
Show a 


[Home 

Improve 


[Home 

Improve. 


Law A Order: Special 
Victims UnH Haystack" 
Anderson Cooper 360 X 


Best Damn 
Period (Live) 


Show 


George 
Lopez X 


[George 
| Lopez! 


Law A Order: Special 
[victims Unit (I n Stereo) 


[Family 
Matters 8 


Corner Gas 

(In Stereo) 


Frasier X 


Paid 

Program 

Paid 

Program 


OnO 
Magazine^ 


[The Bernie 
Mac Show 
Paid 

Program 
Nova X 


The Desert 
Speaks « 


Becker! In 

Stereo)X 
Frasier We 

Two Kings" 


MonsterOuest Giant 
Bear Attack” X 


Top! En 
Eapanol 


Home 
Videos 
The Golden 
Girls X 


Quest X 


*»*'. The Hunt tor Red October" 11990, Suspense) Sean Connery, Alec 
Baldwin. Moscow. D C. and CIA analyst track rogue Soviet captain and sub. X 


MythBusters James 

Bond gadgets. X 


MythBusters "he team 

tests four myths. (N) X 


The Muppets' Wiord of 01r" (2005) Dorothy and 
Inends light the Wicked Witch ot the West. X 


Dog the Bounty Hunter 

Young, temale fugitive. X 


House ol 
Payne 


House ol 
Payne 


America's Funniest 
Home Videos (In Stereo) 


Bounty 
Hunter 
House ol 
Payne 


Bounty 
Hunter 
House ot 
Payne 


America s Funniest 
Home Videos (In Stereo) 


Total 


Ben 10: 

Allen Force Drama 


Test 


[Robot Boy 'Skunk Fu! George ot 

I_ |(ln Stereo) [ the Jungle 

’The For Report With 'The 0 Reilly Factor X Hannity A Colmes X 

Shepard Sm ith X_|_i 

[Ghost Hunters (In [Ghost Hunters 'Toxic Ghost Hunters Oak 

Stereo)!House"(In Stereo) X Alley Plantation' (N)X 


CSI: Crime Scene CSI: NY Playing With 1 

Investigation (inStereo) Matches (inStereo)! 


Law A Order Suicide Law A Order Payback 

[Box (InStereo)X [(InStereo)! 


UFC Unleashed N) (In 

Stereo) 


MythBusters Exploding 
Steak"X 

[Life With 
[Derek 
[Jacked: 
[Auto Theft 
[House ot 
Payne 



NASCAR 

NowX 

NFL s Greatest Game 

1980 NFC Playoffs (N) X 

Baseball 

Tonight X 

NFL Live 

(N)X 

Sports¬ 
Center X 

The FSN 
Final Score 

Best Damn Sports Show 
Period (Live) X 

Law A Order: Criminal 
Intent Slither X 

In Plain 

Sight K 

Larry King Live 

Anderson 
Cooper 360 

Home [Home 

Improve. Improve. 

George 
Lopez 3 


"(1976, Drama) Charlton Heston, Henry Fonda. 
Japanese and American forces battle over a Pacific island. X 


Wlzards- 
Place 
Jacked: 
Auto Theft 
House ol 
Payne 


America s Funniest 
Home Videos (In Stereo l 
Chowder [Ben 10 


On the Record With 
Greta Van Susteren 8 
Destination Truth ssie 
Icelandic Elves" (N) X 


How It s [How It's 

MadeX_'Made 8. 

Zack A Hannah 


Cody 

Cries Angel 
Mindtreak 
Seinteld (In 

Stereo) X 


The 700 Club t: 


Montana 
Criss Ange 
Mindtreak 
Sex and 
the City X^ 


Family Guy 

(In Stereo) 


Family Guy 

(In Stereo) 


. "Mr, Deeds "(2002. 
pizza maker inherits a fortune 


The Ultimate Fighter (N) 

In Stereo) 


•* I, Robot" (2004, Science Fiction) Will Smith, Bridget 

jConf d [Moynahan A homicide detective tracks a dangerous robot in 2035. 


Adam Sandler. A 

a distant relative 


[Dog Whisperer 


Hardball X 


Lockdown Gang War 


[Pinks 

Stop 
Outside 
Extreme 


Pass Time 


Cowboys 


I Home Edition in Stereo) 


120(20 ‘Til Death Do Us 
Part" X 


IScnibs (In 

Stereo)! 


Jon A Kate 
Plus 8 K 


Scrubs My 

Old Lady " 


Countdown With Keith 
Olbermann 

American [American 
Thunder Thunder 
Shooting [Shooting 

Gallery 'USA I_ 

The Cosby [the Cosby 
Show! Show_S_ 
20/20 Love turns to hate 
when mamaqes laH apart 


Taboo Physical sutferng 
and pain 


The Rachel Maddow 
Show 


Pinks 


[Sighting 


Daily Show [The Colbert 


Scrubs X 


Pinks-All 
Outtakes 
[Guns A 
Am mo TV 
Scrubs '■< 


Sons ot Anarchy A favor 
becomes a problem N 
World s Toughest Fixes 

Thirty-Eight Ton Engine" I 


The O'Reilly Factor 

Ghost Hunters Oak 

Alley Plantation' X 


MANswers MANswers 

(In Stereo) |(ln Stereo) 


MythBusters James 
Bond gadgets X 


That's So 
Raven 


Cory in the 
House X 


Dog the Bounty Hunter 

Young, female fugitive. X 


Sex and 
the City X^ 


MythBus- 

torsX 

Replace¬ 

ments 

Bounty 

Hunter 


Greek Formally Yours" 
The sisters lest Max X 


*'. "Underclassman" 

(2005) Nick Cannon X 


Robot 

Chicken _ 

Hannity A Colmes 


Scare 
Tactics X [Tactics M 
CSI: NY "Playing With 
Matches' (In Stereo) X 


[Paid 

[Program 
The 'Squldbil- 

Boondocks .lies_ 

[On the 
Record 
Scare Destination 
Truth X 


» "Mr. Deeds" (2002, Comedy) Adam Sandler. A 
pizza maker inherits a fortune from a distant relative 


Sons ot Anarchy A favor 
becomes a problem. 
Lockdown "Gang "War" 


-4 


20(20 Behind Closed 
Doors’! 


Futursma ’South Park 


Repor t X (In Stereo) |X 


Countdown With Keith 

Olbermann_ 

Wrecked [Wrecked 

American [Cowboys 

Rifleman [_ 

TV Land TV Land 

Myths Myths 


The Rachel Maddow 

[ Show _ 

[Pinks [Pass Time 

'shooting I Step 
Gallery Outside 


It s Always Sunny in 

Philadelphia _ 

Taboo Physical suffering 
and pain 


Hardball ■ 


Jon A Kate Jon A Kate Jon A Kate Jon A Kate Jon A Kate 
[Plus 81 | Plus 8 X. [Ptus»X | Plus 8 X iPhtotB 


The 
Locator 
South Pirk 

(N) I 


Walker Texas Ranger Walker. Texas Ranger 

[ Crime Wave Dave" ! ['End Run" (In Stereo) X 


The 
Locator 
S. 

Silverman 
Jon A Kata 
Plus 8 X 


Extreme Makeover: 
Home Edition (In Stereo) 


20(20 Love turns to hate 
when marriages tall apart. 


Jon A Kate 

__ [Plus 8 X 

'You've Got a Friend" ( 2007) John Schneider An 
orphan develops an unlikely tnendshp with a iftdafte 


Daily Show The Colbert 

_ Report! 

Jon A Kate [jon A Kate 
Plus 8 X [Plus 8 X 


Murder, She Wrote The 

Taxman Cometh"! 


American American 
Th under Thunder 
Shooting [sighting 
USAX 


The Cosby The Cosby 
Show! [Show! 


20(20 Behind Closed 
Doors"! 


Jon A Kate 
Plus 8 X 


South Park S 

X_ [Silve rman 

Jon A Kate 
Plus 8 X 


Murder. She Wrote 

"From the Horse s Mouth 


Star Trek: 
Voyager X 


Without a 

Trace X 

Sonsol 

Anarchy 

Toughest 

Fixes 


House 

Pinks 


Amtrican 

Rifleman 


TV Land 
Myths 


The 
Locator 
Daily Show 


Jon A Kate 
Plus 8 X 
Texas 
Rangei 


THURSDAY EVENING 


OCTOBER 9, 2008 I 


9PM | 9:30 10PM| 

10:30 111 PM | 11:30 

1 12 AM | 

12:30 

| 1AM 


CBS (2)Evening 

_ News |(N) (In 

*-* 1 (5|£ntertain Stereo! X 

0 5 


WTAEO 


Inside 
Edition X 


NBC 

O 5 

O 25 

(D ft 

© 12 


MNT0 22 


Entertain¬ 
ment 

j_ [Tonight! 

|6)Entertai- i6.Be a 
nment Millionaire 
Tonight 8 !8|Jeopardy 
l8)Wheel of Hl||12)Wh- 
Fortune 8 eel-Fortune 
[(11K12Meo- 
pardy 1 A 

[The Family Guy 

Simpsons !(ln Steieo] 


The Insider Survivor: Gabon It Was CSI: Crime Scene 

[Like Christmas Morning!” Investigation For 
(N) (In Stereo) X |Wamck The CSI team 

deals with the aftermath 
[ ot Warrick’s shooting. X 

Ugly Betty ;■ Grey s Anatomy Here 

Tashion |N| (In Stereol |Comes the Flood' (N) (In 
Jx ISiereo) X 


My Name Is j Kath A Kim [The Office 

Business 
Ethics' A 
seminar 
gets out ol 
control. (In 
i Stereo) X 


Eari We ve ! Pilot" Kim 
Got Spirit" I decides to 
Earl goes to jmove back 
cheerlead- [home. (N) 
ingeemp. X 
(In Stereol 


SNl 

Weekend 

Update 

Thursday 

(Season 
Premiere) 
(In Stereo) 


cnvzm c, T *o and a Seinteld (In 
fUkldJ 53 Hall Men .8 Stereo, S 


Wes Craven Presents Drecute 2000" (2000) The 
{infamous count searches tor Van Hets i ng's daughter. 


Eleventh Hour 

"Resurrection" Evidence 
suggests that someone * 
attempting human 
cloning. (N) X 
Life on Mars Out Here 
in the Fields ' (Senes 
Premiere) (In Stereo) X 


-ZINews M 

(In Stereo) 
X 

(5)N«WS!N) 

I 

CM 
Action 
News at 11 


ER Another Thursday at 
County" Dr. Banfield's 
arrival and attitude causes 
the ER start to feel 
defensive IN) (In Stereo) 
X 


TMZ(N) (In 

Stereo)! 


Frasier X 


MLB Baseball National League Championship Senes Game 1 - Teams TBA 

(In Stereo Live) X 


PBS© 13 
PBS© 3ft 
WGN© 

uffe 

HIST© 

ESPNZ© 

ESPN© 

FSP© 

USA© 

CNN© 

NICK© 

AMC© 

TOC© 

DISN© 

AAE© 


Business 

[ Rpt 

Business 


Issues PA 2008 i Mystery' Dr Arthur Calgary proves 

Stereo)!. _ Jacko had an akbi. (In Stereo) I _ 

MotorWeek This Old Frontline Bush s War" The scope and detail ot the 


Ready 

Digital 


OnQ 

Magazine 

[Your 

3 pt Busines s ]'in Stereo) |Houte J | Iraq War now it began and how it has been (ought 
TthHeaven Cutters" (In **': Dummy" (20031 Adrien Brodv Ashyman 
8 leams ventriloquism and comes out of he shell. X. 

Still Still Rate (In 'Reba 

Standi: g Standing u Stereo; u |Stereo ) a cnaulteuks daughter awakens 


'WGN News at NlneiN) 

[(In Stereo) I 


(6X8X12)Ne- 
ws ‘J) X 
(If)News 

(N) 


Late Show With David 

Letterman Bill Murray: 
Beck (N) (In Stereol X 


The Late Late Show 
With Craig Ftrguson (in 

Stereo) X 


Nightline 

(N)X 


Jimmy Kimmel Uve lln 

Stereol X 


The Tonight Show With 

Jay Leno (in Stereo) X 


Law A Order. Criminal 
Intent Anti-Thesis X 


(in 
Stereol I 


Sc rube lln 

Stereo) X 


Charlie Rose N) (In 

Stereo) X 


Frontline Pakistan, trtjal 

areas. (In Stereo) I 


Scrubs In 

Stereol I 


Modern Marvels Traps 


♦«’. ttajtotaf"(i995 Romance-Comedy) Hamson Ford. A 
akens love In a rich workaholic. X 


NFL Live 
| (Live) X _ 

Baseball 

Tonight 8 


Modern Marvels 

Magnets' 


Modern Marvels Lead 

Versatile but toxic lead. X 


Shooter- WNBA Basketball F r,als Game 5 - Teams TBA It 

ound_| n ecessary (Live)X _ 

College Football Clemson at Wake Forest. (Live) X 


Cities of the Underworld 

Viking Underground" X 


Scrubs My 

Quarantine 


Will A 
Grace X 


Cities ol the Underworld 

"Maya Underworld' X 


MLS Socder Red Bull New York at Real Salt Lake 
Rce-Eccles Stadium (Lwe) 


High School Footbell North Allegheny at Pine Richland (Live) 

„ LawA Order Special Houae The Socrabc 
Victims UnH Remorse Mettwd (In Stereo) X 


H.S. 


SportsBeat 


SportsCenter . .. 


Squared 

Scrubs V, 
I I 


Old Man 

oSo 


Worldtocus 

(In Stereo) 


Comer Ges 

Wash Me 


Frasier 

Door Jam 

wootm Mirvvis 

Magnets' X 


Oprah 

Wintre 


nfrey I 


Late Night With Conan 
O'Brien (In Stereo) X 


Pal'd 

Prog 

Paid 


Tavis 
Smiley S 


Secrets ot 
the Desd a; 


The Desert 
Speaks b 


(In 

Stereo) X 


Home 
Videos 
The Golden 

GlrleX 


Morning Light 


Late 


Lou Dobbs Tonight 8 


Zoey101 

Hr Stereo, 

Movie: 


itt 

tor Red October" Coot d 


Sponge- 
_ Bob 

The Hunt ** 


Drake A 

Josh a 


CNN Election Center 


Law A Order: Special 
Victims Unit Taken b 
L arry King Live « 


Night ! 

A Order 


The FSN 
Final Score 


Sponge- 

Bob 


Home 

Improve. 


iHome 


Law A Order Special 
Victims Unit (I n Stereo) 

Anderson Cooper 360 X 


Tonight! 


NFL Uve 

Ml. 


High School Football North Allegheny al Pine 

Richland. _ 

Law A Order: Criminal 


Law A Order : Special 
Victims Unit Uncle' X 


How It’s 
Made :' 

Zack A 

Cody 

CSI Muml 


How It's 
Made 8 
Hannah 
Montana 8 A 
11 ' The Firs: 48 


’Sleeping With the Enemy" (1991) A woman 
lakes drastic measures io flee her abusive husband 
Destroyed Destroyed Destroyed 
in Seconds in Seconds in Seconds 


Mow You See It... " '2005 Adventure) 

(In Stereo) X 


Destroyed 


George 

George 

Family 

Family 

Home 

Home 

George 

Lopez 8 

Lopez X 

Matters X 

Matters X 

Improvt. 

Improve. 

Lopez 8 


Intent Wrongful Lite" X 


Larry King Uve 


teenager rebuilds a demone auto in Stephen King's tale X 


Seinteld 
$tef0O) 

That 70s 
Show : 

toon© jsyy 


TBS© 

FAME 


(The Foi 


Seinteld r Family Guy Family Guy 

Ster eo) X | H 

That 70s 
Show 8 


Johnny 
Test 8 
Report With 

th T 


Stere o) |(l n Stereo 

Nanny 911 " - 
Family (in Stereo) I 

Chowder IMIeadv. of 
Flapjack 
The O'Reilly Factor X) 


The First 48 « 


Engineering Thrills \ 
in Seconds [ 8 

Wlzardt- 
Place 
Jacked 
Auto Theft 


Wizards 

Place 


'Lite With 
[Derek! 
Jacked 
.Auto Theft 


How It's 

Made 

Studio DC 

'Crime 360 r 


How It's 
Made 8 

Hannah 
Montana 8 


Destroyed 
In Seconds 
Thet'eSo 
Raven 


The Bernie 
Mac Show 


Paid 


Spanish 


Modem 
Marvels X 


NFLs 
Greatest 
Sports¬ 
Center X 


The FSN 

Final Score 


Bum 
Notice X 


Anderson 
Cooper 380 


■Fetal 


Attraction" 


in Seconds 
Cory in the 
House X 


The First 48 X 


FsmityGuy Family Guy [*' "A Night at the Roxbuty ". 1996 ! 

[In Stereo) |(In Stereo) Comedy) Will Ferrell, Chns Kalian X [the City 8 
Nanny 911 VcRoberts [ttenny tff Dunleavy |The 700 Club I 

Family' (in Stereo) X. Family (In Stereo) X 

Total [Johnny [Chowder Tfotel 
Drama Test a __ J [Drama 

Hannity A Colmes 8 [on the Record With 
j Greta Van Susteren X 


Sesand 


Family Guy Family Guy R 

(In Stereo) | (In Stereo ) |C 

‘the 0 Reilly Factor '' 


[Ses and 
the City! 
Whose 
Line? 
Robot 
Chicken 


SPIKE © 
TNT© 
Ft© 
NGEO© 
MSNBC © 
SPEED© 


SI C me Scene 
Investigation (In Stereo) 


Law A Order Thin Ice' 
(In Ster eo) X _ 

Movie:** /. Robot' 

1 2004j Will Smith Cont'd 
Dog Whisperer 
Unsocia'ized aggressive 

Hardball « 


Pinks 


Pass Tims 


niiTnn on Am * nc,r 

UUIUH W Erpertence Blrdhunler 
Eitreme Makeover 
Home Edition ir. Stereo 
Bridezlltef 


TVLffi 

WE© 


Rr-rubs Mv 


CSI NT . iA t.jr a Day 
(N) (In Stereo] X | 

• • Men in Blech II" 12002. Comedy" 
Will Smith X 


Rote Red The team encounters weird noises and 
[odd rooms lln Stereo) (Part 2 dl 3| X 
*TNA IMPACT! (N) (In Stereo) X 


1967)! 


Destroyed 
In Seconds 
Replace¬ 
ments 
Ths First 
48 X 


Whose 

Line? 

The 

Boondocks 
Hannity A Colmes 


*H “A Night et the 
Roxbury‘ r {} 998) X 
Pad 

Program 
Squldbil- 

Itos 


I _ 

Rose Red The mansion has strange effects on each 
member ot the tea m (In Stereo) ( Part 3 ot 3) X 


»yi I** "Men In Blech It"(2002, Comedy) Agei 
l and Ke y defend Earth trom a su«ry aken era 


The Ultimate Fighter 'In 

Stereo) 


T ommy Lee Jo nes, WM Smith X [and Kay defend Earth from • sultry 
*»* 'The Rundosn"(2003) The Rock. A bounty [ Always Iteetoee (N) 


mtsj 
enemy. I 


hunter must And ha boss son m the Amazon 


Factory Floor With 


Countdown With Keith 
Olbermann 


Pinks - All Out Jupiter 
Fla 


Whistling 
Wings 
TV Land 
Myths 


Elk 

Chronicles 
TV Lend 
Myths 


Fight Sciencs Mured 

martial arts _ 

The R»ch*l Maddow 
Shr 

Pink A UutFrom 
Denver (Nj 


American 
Hunter 
Scrub* I In 


( Sunny 
Naked Science 
| Supercont menl' (N) _ 

'Countdown With Keith 
.Olbermann 
Wrecked 

M__ 

Bow 


Madneei 

i 3rd Rock- 

Sun 


Wrecked 


MXC (in 
Stereo)X 


[MXC (In 


On the 
Record 
Ripley- 

Believe 


With 


Always Teste#* 

Sunny 
Factory Floor With 
Marshall Brain 
Th* Rachel Maddow 
Show 
Pinks 


tt "Paycheck" (2003) Ben Affleck. A technical 

wizard learns his memory has been erased X 


*♦* "TheRundown" (2003, 

Adventure) The Rock, Roeano Dawson 
Fight Science Mued 

Science 


martial arts 

Hardball * 


Walker Tesas Ranger 


Outfitter 
Journal V 
3rd Rock- 
Sun 


Monster 
Bucks 
Scrubs My 

Unicorn X Stereo)! 

Two Weeks Notice "(2002, RomanceComedyTSandra 
Bullock A millionaire confronts ha teekngs for ha lawyer 
Osily Show 'The Colb»rt'Futurama South Part South Perk S. 

'Report I fin Stereo) | G oobacfta" X j Silverman 

an Chopper \ LA Ink 

.uirette JL _. tin Stereo) X 1 __ 

Wilkei Tests R»ng#r Out or the Woods 2005 Drama) fd Aaner A oft 


Pheasants Elk 


Forever 


Pinks - All Out From 
Denver 


Chronicle* 


Estrem* Makeover 
Home Edition (In Stereo) 

Tr 


IS 

[G 


Inside 
Grand Phi 


Jackie Bushman Show 


Th* Cosby 
Show 8 


[The Cosby 
(Show T 


#♦* "Big"(1988 Fantasy) Tom Hanks[Elizabeth Ptrtons A 

wishing machine tuna boy Info qmen wrtrti a job and girlfriend 

Delly Show The f mhnu ft S 

Silverman 


House 
Fomult 
One Racing 
Macmillan 
River Adv 
M , A*S*H X 


Kurpfiy's 

Romence" 

'Dally Show 


Amencan Chopper (In , LA Ink -ieip Wanted X 
Stereo) X 

Overhaul^ 

X 

Murder Shew- . Uurdw She Wrote tn 

i» tsAi^tt. 1 tfftittft JL lOitHVUj 

T«vm 


FRIDAY EVENING 


OCTOBER 10, 2008 | 


7 PM ! 7:30 8 PM 8:30 9 PM 9:30 10 PM 10:30 11 PM 11:30 12 AM 12:30 1 AM 


DISN© 

AAE© 

TBS© 

FAM© 

TOON© 

FNCffi 


SCIFI® 
SPIKE © 
TNT© 


FX© 

NGEOQj 

MSNBC© 

SPEED© 

OUTDRffl 

TVL® 

WE© 

COM© 

TIC© 


Cody Monti ns I 

CSI Miami A Horrible 
Mind" (In Stereo) X 

lln Isa 


CBS 

0 $ 

0 5 

(2)Evening 

(SjEntortain 

Th* Insider 

(N) (In 
Slereol X 

Ghost Whisperer Big 

Chills' Melinda 
reconnects with ok) high- 
school friends (N) (In 
Stereo) X 

The Ex List "Climb Every 
Mountainbiker' Bella 
reunites with her ex, Jake, 
a former couch potato (N) 
(In Stereo) X 

NUMB3RS The Decoy 
Effect' 1 The team 
investigates an increase 
m ATM kidnappings (N) 

(In Stereo) X 

(2)News (Nj 

(In Stereo) 

X 

(5)News (N) 

X 

Late Show With David 

Letterman Jeremy Piven, 
Elizabeth Banks; Lou 

Reed. (N) (In Stereo) I 

The Late Late Show 

With Craig Ferguson (In 

Stereo)X 

WTAEO 

Channel 4 
Action 

News (N) 

Entertain¬ 

ment 

Tonight X 

Wife Swep McCaslitV 
Deekens IN) (In Stereo) 

X 

Supernanny Baulisch 
Family" (N) (In Stereo) X 

20/20 « 

Ch 4 

Action 

News at ft 

Nightline 

(NIX 

Jimmy Klmmel Live (In Oprah 

Stereo)! Winfrey X 

NBC 

0 i. 

0 25 

© 8 

CD i2 

(6)Entertat- 
nment 
Tonight a 

18 Wheel of 
Fortune X 
(11X12)J*o- 
pifdy! X 

MiHkmaire 

(8)Jeopardy 

(l1|(12|Wt»- 

eel-Fortune 

America s Toughest 

Jobs The contestants 
(earn to drive monster 
trucks. (N) (In Stereo) X 

Deal or No Deal 

Contestants get a chance 
to win money (In Stereo) 

I 

Lite Not tor Nothing" 
Crews obsesses over a 
recording he got trom a 
wiretap he placed on 

Reese (N) (In Stereo) X 

(6H8K12)Ne- 
ws N) X 

(11 (News 

(N) 

The Tonight Show With 

Jay Leno (In Stereo) X 

Late Night With Conan 
O'Brien (In Stereo) X 

MNTQ22 

The 

Simpsons 

Family Guy 

(In Slereol 

WWE Friday Night SmackDown!! In Stereo) X 

TMZ (N) (In 
Stereol X 

Frasier X 

Law A Order: Criminal 

Intent Best Defense I 

Paid 

Program 

Paid 

Program 

The Bernie 
Mac Show 

FOX© 53 

Two and a 
Halt Men a: 

Seinfeld 

"The Strike" 

Are You Smarter Than a 

5th Grader? 'in Stereol 

Don't Forget the Lyrics! 

(N) (In Stereo) X 

Channel It News on 

FOX 53 at 10 Ni 

Seinteld (in 

Stereo) X 

Scrubs His 

Story II" X 

Scrubs iln 

Stereo)X 

Paid 

Program 

Paid 

Program 

PBS© 13 

Business 

Rpt 

Oft 0 (In 

Stereo) X 

Washing¬ 
ton Week 

NOW on 
PBS |N) X 

Bill Moyers Journal (N) 

(In Stereo)X 

Murder House (In 

Stereo)X 

Charlie Rose(N) (In 

Stereo) X 

OtiQ lln 

Stereo) X 

Tavis 

Smiley I 

Issues PA 

20081 

PBS© 3ft 

Business 

Rpt 

State Circle 

Inside 

Wash 

Washing¬ 
ton Week 

Bill Moyers Journal (N) 

(In Stereo) X 

Masterpiece Mystery 1 (In Stereo) X 

NOWon 

PBS (N) 8 

Worietlocus 

(In Stereo) 

The Desert 

Speaks X 

Values Go 

to School 

WGN© 

7th Heaven And the 

Home of the Brave" X 

*** Open Water (2003) Blanchard Ryan Scuba 
divers become stranded in shark-infested waters X 

WGN News al Nine(N) 

(In Stereo) X 

Scrubs (In 

Stereol I 

Scrubs (In 

Stereo)X 

Chappelle s 
Show X! 

Chappell* s 

Show K 

RENO 911! 

X 

LIFE® 

Still 

Standing s; 

Still 

Standing « 

Reba (In 

Stereo) X 

Reba Hn 

Stereo)X 

Making Mr Right (2008) A woman transforms a 
man into a handsome, mannerty bacheior X 

Will A 

Greet 3 

Will A 

Grace X 

Frasier (In 

Stereo)X 

Frasier (In 

Stereo)X 

The Golden 

Girls X 

HIST® 

Modern Marvels "Pirate 

Tech”! 

Modern Marvels 

Strange Weapons' X 

Gangland From Heaven 
to Hell" (N) X 

In the World ot... Jack 
the Ripper (N) X 

Shockwave X 

Modern Marvels 

Strange Weapons I 

Gangland 

X 

Series ot 
Poker 

ESPN2© 

Happy 

Hour 

NASCAR 

Countdown 

NASCAR Racing Nationwide Senes - Dollar General 300 From Concord, N.C 

NASCAR Sprint Cup 
Happy Hour 

2008 World Series ol 
Poker Las Vegas 

ESPN® 

Baseball 

Tonight C 

Football 

Uve 

_ 

College Football Louisville at Memphis. (Uve) X 

SportsCenter uve) X 

Baseball 

Tonight X 

NFL Uve 

(N) I 

Sports¬ 

Center X 

FSP© 

Savran on 
SportsBeat 

In My Own 
Words 

Linder the Lights 

FSN [FSN 

Special Special 

SportsBeat The FSN 
Late Night [Final Score 

Year-Old Virgin Queen; 
sewtfe" (Senes Premiere) 

Pro Football Preview 

House Adverse Events 
(In Stereo) X 

The FSN 

Final Score 

Best Damn Sports Show 

Period (Live) X 

USA© 

House Insensitive" (In 
Stereo)X 

House Half-Wit (In 
Stereo)X 

The Starter Wile The 40- 

The Diary ot a Mad Ex-Hoi 

Th* Starter Wile X 


CNN© 

Lou Dobbs Tonight X 

CNN Election Center 

Larry King Uve X 

Anderson Cooper 360 8 

Larry King Uve 

Anderson 
Cooper 360 

NICK© 

Zoey 101 [ICirty (In 

(In Stereo) Istereo) S 

Sponge- [Sponge- 
Bob [Bob 

Sponge- ' Sponge- 

Bob [Bob 

George George Home 

Lopez Lopez X Improve. 

Home 

Improve. 

Family 
Mailers X 

Family 
Matters X 

George 

Lopez! 

AMC© 

Movie: •* Christine' 

(1983. Honor) X Cont'd 

*** The Princess Bride "1987) Cary Elwes A 
stabteboy in disguise sets out to rescue his beloved 

»* History otthe World: Partl 'i 1981! Bawdy 
segments include the dawn of man, Moses. Nero. I 

*** The Fly" (1986) Jeff Goldblum. 

Scientist s molecules merge with a tty s. 

TDC© 

How It's [How It s 

Made I Mad* 8 

Sunrivormen Georgia s 

Altamaha River Basin X 

Survivorman iltah wikis 

X 

Survivorman Traveling 

Ihe plains of South Africa. 

How It's [How It's 

Made u Made X 

Survivorman Georgia s 1 Survlvor- 

Attamaha River Basin X men! 


Seinteld (in MLB 


Cody [and Ferb 

CSI: Miami "Bom to Kit 
|(ln Stereo) X 


Radditte. J.K Rowling's student wiz ard h as his first a dventure (in S ter eo) X 


CSI: Miami One of Our 
Own" (In Stereo) X 


Stereo) 6 

That 70s 
Show # 

Johnny 
Test X 
The Fo« Report With 
Shepard Smith a 
Star Trek. Th* Next 
Generation QPID X 


Pregam* aJ 
That 70s r ’ 
Show 8 
Johnny 
Test! 


MLB Basebsll American League Championshp Senes Game 1 


That 70s 

Show b_ 

The Secret 
Saturdays 


That 70s 
Show X 

+i 


Star Wars 
Clo. 


That 70s 
ShowX 
Star Wars 
Clo 


[That 70s 

Show X_ 

(Ben 10. 
Alien Force 


_ Raven [House X 

CSI: Miami "Silencer' (In [Criminal Minds Charm CSI: Miami Bom to Kill 

Stereo) X_ |and Harm" (In Ster eo) X (In Slereol X _ 

Teams TBA. (Live) X TMLB Sex and Sex and 

__ |Poetgem* theCItyX tit* City X 

America s Funniest [the 700 Club X [that 70s [Thet 70s 
Home Video* (In Stereo) 1 [ShowX [Show! 


The O'Reilly Fedor T Hannity A Colmes 8 


CSI: Crime Scene 


Investiaitlon 
Law A Order 


(In Ste reo) 


Likely 

Unui* 

•nuvre 


'Girl Most 
(In Stereo) X 


Stargate Atlantis 'irsl 
Coniact" (In Stereo ) X 


CSI: NY Right Nexl 
Door" (N| (In Stereo) X 

** r Flm 


Slargale Atlantis The 

Lost Tribe" (In Stereol X 


UFC Unleashed 'In 

Stereo) 


Chowder Misadv ot 
[Flapjack 

On the Record With 
Greta Van Susteren t‘ 
Sanctuary F a ta 
Morgana (In Stereo) X 


The 


Mission Hill [The 


CSI: Miami 
(in Stereo) 

| Pretty 
i Woman "I 
Paid 

Program 
'Squldbil 


rial Destination" (2000) Devon Sawa 
Death stalks the survivors ot a doomed airliner X 


[Robot 

Chicken Oblong* Boondocks lies 

The O Reilly Factor [Hannity A Colmes [On th* 

Record 
Stargate 
SG-1 8 


LostT nbe (InSter eo)! 


UFC Fight Night From Las Vegas (In Stereo) 


Sanctuary Fata 
Morgana' (In Stereo) X 


MANswers 

(In Stereo) 


*** American 

1998J)rama] Edward Norton 


Whisperer Taming 


HlitorvX" ]**« American History X"n99B Drama) Edward Norton An ex 
orton Cent d [ skinhead fries to save his bro l her from hate' s legacy. 

Dog Whisperer Bozley 
4 Cun 


et'h "Underworld" (2003. Honor) Kale Beckinsale. Michael 
Shee n A vampire prote cts a medical student from werewol ves X 


Hardball 8 


Pinks 


Pass Tim* 


.far 


4 Grng er (N) _ 

Countdown With Keith 
Olbermann 
Barrett-Jackson 2008 
The Auctions 


Offshore 
Adventures 
Eitreme Makeover 
Home Edition (In Stereo) 
48 Hours nvitahnr In i 
Murder" (In Stereo) X 
Scrub* "My I Scrub* (In 
Super Ego | Stereol X 
What Not to Wear 

Healher x _ 

Walker. Texas Ranger 


Dog Whisperer 

Agowesrve bulldog 
Verdid With Dan 

Abrams 

Barrett-Jackaon zuua 
Th* Auctions 


iDogTown New Lives 

(N) 

ICountrlnwn With Keith 


Teslees 


Match Fish. 

Scrubs i'n 
ISier eo) X 

Women Behind Bars 8 


In- 

Flsherman 
Scrubs (In 

Stereo) X [» 


|barr*ti- 
.Jackson 
‘The Catch 
Costa Rica 


Always 

Sunny J 

Dog Whisperer Bozley 

A G inger 

MSNBC Documentary 
at Ti 


UAUeuiex 

(In Stereo) 


GemeTrell- 
ers TV 


. Vltrevlolat" (2006! 
_ Milla Jovovich X_ 

« "White Nolee" (2005, Suspense! 
Michael Keaton, Chandra West 


Dog Whisperer 

Aggressive bulldog 


Trout Fly Fishing 

Unlimited [theWottd 
The Coshy The Cosby 
Show « Show 8 

48 Hours Murder They 
Wrote By Two and Two 
Dally Show Ths Colbert iChippelle s Chappelle s Com - 
■ 1 Biport X [SltOwX Show ti 'Present* 

it Not to Wear 


uudge Test [Trsckside AL.. (N) 
Drive 


Steve 

Grubtr 


Offshore 

Advsntures 


.It"’ 


MSNBC Documsntary 

Formula t Debrief 

Singapore. (N) 


DogTown 

New Lives 


Women Behind Bare X 


Police Acedemy : 1984. Comedy) A police 
academy open* As doors to some motley msftts 
John Edward Cross 
Country 

Com.- [Com- 

Presents Presents 


WaOttf. Ttvat Rtngtr 

Ait IIMKA4NM M«Ui 


|***t 

jdilO U b 


Com.- 
Presents 
Ves to 

[ 111 * Dress 
Driving Miss OWey" (1989) Atlanta widow 


In* 

Fisherman 
TV Land 
Myths 
John Edward Cross 
Country 


Rest In the 
Outdoors 
TV Land 
Myths 


[t he Ores * 


What Not to Wtar Then [Say Yes to 
end Now ! jth# Dress 

Murder. She Wrote 
i- 


Documen- 

_ 

Formula 
On* Racing 
Outdoor 
Adventures 
The Cosby 
Show 8 
48 Hours 
(In Stereo) 
Sommore 


Com.- Corn- 
Presents Presents j 

Say Yes tolWhat Not 
the Dress .to near 8 
Murder She Wrote i !n | Texts 
jjL 


I 
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Look Who n ■ . i 

Mount.!,' H| |7 

( outer i- .*%' 9|#pH 

return ot M '*/ % ; We T jH 

APRN, to Preston C our 1111111111 11H 

Mary Ann will be p ■ : li.v medical care to patients in our 
new Terra Alta office. >penu October 9, 2008. Merten yearsof 
experience as a nurse practitioner are a welcome addition to our 
medical staff. 

Mary Ann is cun utt accepting new patients for 
the Terra Alta oftn i. ! on Rt. 7, just east of town. 

Please call 304- V ■ >o schedule an appointment. 
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By Dl Bob Doyle 


Frostburg State Planetaria* 


OAKLAND ELKS HONOR LOCAL VETERANS - Oakland Elks Lodge #2481 
held a dinner for local fire, rescue, and law-enforcement personnel at the lodge on 
Sept. 11. The purpose of the program was to remember those who lost their lives 
on Sept. 11, 2001, and to honor local men and women who have served their com¬ 
munity and country. Local military veterans from Dennett Road Manor and the Oak¬ 
land Nursing and Rehabilitation Center were recognized during the event. Pictured, 
left to right, are Joe Ervin, Bob Ferguson, George Swoop, Mary Swoop (seated), 
John "Jack" Butts (seated), and Exhalted Ruler Sue Saunders. 


New ‘08 Motor 
Vehicle Laws 
Now In Effect 

Several pieces of motor 
vehicle legislation passed 
during Maryland’s 2008 
session officially became 
law at midnight yesterday, 
Oct. 1, including legislation 
targeted at teen drivers. 

Legislation passed to 
improve teen driving safety 
includes I IB 1426, impact¬ 
ing learners' permits, and 
SB 460/HB 511, regarding 
moving violations by mi¬ 
nors. 

“These new teen laws 
will strengthen the Mary¬ 
land's Graduated Driver's 
Licensing (GDL) laws, as 
well as improve safety on 
our roads and help to re¬ 
duce traffic fatalities," said 
Ragina Averella, manager 
of Public and Government 
Affairs at AAA Mid- 
Atlantic. 

House Bill 1426 increases 
the period in which a learn¬ 


er’s permit is valid from one 
year to two years. This will 
allow student drivers a 
longer period to continue 
practicing their driving and 
accumulate their required 
hours behind the wheel if 
they are not ready or eligi¬ 
ble to apply for a provi¬ 
sional license after six 
months. Previously, if stu¬ 
dent drivers did not gradu¬ 
ate to a provisional license 
before the one year expira¬ 
tion date of their learner’s 
permit, they had to reapply 
and iclake and pass the 
written exam for another 
learner's permit. 

This bill also repeals a 
previous law that did not 
require a student driver to 
have a learner’s permit if 
driving on Maryland roads 
with a certified or driver ed¬ 
ucation program instructor. 
The new law requires that 
student drivers now must 
have a learner’s permit to 
drive with certified instruc¬ 
tors on Maryland roads. 

Senate Bill 460 and its 
companion House Bill 511 
requires the Maryland Mo¬ 


tor Vehicle Administration 
(MVA) to notify parents or 
guardians when their under¬ 
age driver receives any mov¬ 
ing violation. Previous law 
only required the MVA to 
make such notification 
when a teen driver was cited 
for exceeding the speed 
limit by more than 20 mph. 

A recent study conducted 
by AAA’s Foundation for 
Traffic Safety showed that 
the more involved parents 
are, the lower the crash 
rates are among their young 
drivers. 

“If parents are notified 
when their young drivers 
are cited, they can be more 
effective in reinforcing good 
driving behaviors and issu¬ 
ing their own punishments 
if their young drivers aren't 
obeying Maryland’s traffic 
laws,” said Averella. 

“Parents are the ones 
who are the most influential 
the lives of their teens 
to leverage 
to impact 
behind the 
the lives of 


in 

and they need 
that influence 
their behavior 
wheel to save 


Cl imaglia Foot 

Dr. Cathy Cimaglia, Podiatrist, is pleasecTto serve the 
Oakland community in all their foot care needs. 

•Heel Pain ‘Warts 

• Ingrown Toenails • Diabetic Foot Care 

•Nerve Pain • Diabetic Shoes 

69 Wolf Acres Drive, Oakland, Md 
(behind old Treasure Island) 
301-334-3647 


their teen drivers This new 
law will further ensure pa¬ 
rental involvement by keep¬ 
ing parents informed about 
their teen’s risky driving 
mistakes, mishaps and mis¬ 
adventures,” she added. 

Another motor vehicle 
legislation that became ef¬ 
fective yesterday was SB 
174/ HB 1119, which tight¬ 
ens the procedures for vehi- 
■'de towing procedures and 
defines the appropriate 


OCTOBER SUN — In early October the sun rises in 
Oakland about 7:15 a m. and sets about 6:55 p.m During 
October, the sun appears to drift across the star group 
Virgo. As October draws to a close, Oakland and sur¬ 
roundings will have sunrises about 7:40 a m. and sunsets 
about 6:20 p.m. So we lose more than an hour of sunlight 
in October, as the sun moves farther south along its path. 

OCTOBER MOON — In early October the moon 
emerges in the southwestern dusk as a skinny crescent, 
appearing near the bright planet Venus in the early dusk. 
On the evening of October 6, the half-full moon appears 
to the right of the very bright planet Jupiter On this eve¬ 
ning, you can spot the moon’s larger craters along its left 
edge and the large moons of Jupiter with binoculars held 
steadily. The moon grows to full on the evening of Octo¬ 
ber 14. This is the Hunter's Moon, a near rerun of Sep¬ 
tember’s Harvest Moon, bringing extra evening moon¬ 
light for the following three nights. By October 21, the 
moon has retreated into the morning sky, appearing half 
full at dawn On October 25, the crescent moon appears 
near the planet Saturn in the east southeast at dawn On 
the next morning, the moon will appear to the right and 
above the innermost planet Mercury in the 7 a m dawn 
On October 31, the moon will again be seen in the eve¬ 
ning, appearing below the brilliant planet Venus, in the 7 
p.m. dusk 

THE BRIGHT PLANETS IN OCTOBER - There 
are two evening planets, brilliant Venus at dusk and the 
bright planet Jupiter Both planets shine steadily, not 
twinkling as the night stars. Venus is visible as darkness 
falls from a place with a flat western horizon. By the time 
it gets completely dark, Venus will set. The planet Jupiter, 
in Sagitttarius stays in view into the late evening hours. 
On October dawns, the planet Saturn is in view in the 
southeast. In the last half of October, the planet Mercury 
appears close to the southeastern horizon at dawn. 

THE EVENING STARS IN OCTOBER - The 
brightest stars on October evenings include white-blue 
Vega high in the west, the star Fomalhaut low in the 
south, and the golden star Capella. low in the northeast. 
As the evening hours pass, Vega descends and Capella 
climbs higher. More delicate sights on moonless October 
evenings include: the Seven Sisters, or Pleiades, star clus¬ 
ter low in the east (to the right of Capella) and the Milky 
Way, seen as a delicate glow running from the northeast, 
across the top of the sky and down into the southwest. 

PLANETARIUM PROGRAMS - The October pub¬ 
lic program at the Frostburg State University is "The Life 
Story of the Stars,” with free presentations on Sundays at 
4 and 7 p.m. The planetarium is in Tawes 302, just ofT the 
front lobby and facing the Compton Science Center. To 
get a free Planetarium bookmark with an included map of 
location and parking, persons may telephone 301-687- 
7799 and leave name and mailing address. 

Dr Doyle writes this column for those who would like to iden¬ 
tify the brightest stars, planets and sights in their backyards. To 
ask questions or get a planetarium /science discovery center book¬ 
mark, persons may call Dr Doyle at 301-6X7-7799 and leave 
name and mailing address %, 


The Loar Auxiliary of 
Garrett County Memorial 
Hospital recently honored 
Betty Croston as the fea¬ 
tured Volunteer of the 
Month for September. 

Croston has been a vol 
unteer for the hospital for 
18 years and volunteers a 
regular weekly shift for both 
the Loar Auxiliary Gift 
Shop and VI VA (Volunteers 
in Various Areas). She als< > 
serves in the capacity as 
assistant buyer for the gift 


airs the Baby 
oject, which 
clothing for 
need to wear 


home from the hospital. 

Betty spends many Sun¬ 
day evenings unpacking 
boxes, pi icing merchandise, 
dusting shelves, and arrang¬ 
ing displays as we prepare 
for another busy week of 
sales in the gift shop," com¬ 
mented Denise Shay, Loar 
Auxiliary Gift Shop man¬ 
ager 

The Loar Auxiliary is a 
volunteer organization of 
Garrett County Memorial 
Hospital Although its main 
function is the management 
and staffing of the Hospital 
Gift Shop, the organization 
has branched out to include 
oversight and management 
of the Cup O' Joe vend ing 
area. 

The group also hosts spe¬ 
cial vendor sales, and spon¬ 
sors bake sales and various 
other efforts that nil ulti¬ 
mately benefit the 'hospital. 
Those interested m volun¬ 
teering for the Loar Auxil¬ 
iary should contact the Hos¬ 
pital’s Volunteer Services 
Department at 301-533- 
4041 

Try our Want Ads. They Pay. 


SUBARU 
Parts Si Service 

PM Inspections - All Models 

©acPtKS&S AQflft®0D0co^8^® 

301-387-6148 


Prostate Cancer Is The Second 
Leading Cause Of Death In Men 


equipment that must W ‘j, am p rC ston Lane Jr Me¬ 
morial Bridge (Bay Bridge) 
in May 2007 when a trailer, 
which was being towed by a 
sports utility vehicle, be¬ 
came unhitched. Three peo¬ 
ple were killed in that inci¬ 
dent. 


used when one vehicle tows 
another. This legislation 
was introduced in response 
to a multiple-vehicle crash 
that occurred on the Wil- 


First Time Homebuyer 
Construction-One time close 
Lot Loans-10% down 
Purchase or Refinance 

Call today for a free pre-qualification: 

Shirley Bernard 

FIRST HOME MORTGAGE 

317 East Oak Street 
Oakland, MD 21550 
Phone 301-533-0535 or 
301-707-1215 cell 
sbemard@gofirsthome.com 
www.gofirsthomc.com 
Equal Opportunity Lender 


from the Garrett County 
Health Department 

Many people know men 
who have prostate cancer 
and men who have lost their 
battle against this cancer 
Prostate cancer is not un¬ 
common In fact, it is the 
second leading cause of can¬ 
cer deaths in men in the 
United States 

"The Cancer Facts & 
Figures 2008 of the Ameri¬ 
can Cancer Society" reports 
that 186,320 men will be 
diagnosed with prostate 
cancer and 28,660 men will 
die from this cancer in 2008 
in the United States In 
2008, Maryland is expected 
to have 3,420 men who will 


GARR€TT| 
COUNTY 
NNCfTORIAL 
HOSPITAL I 


Trinity Jade Hardesty and 
Garrett County Memorial Hospital thank the 
following businesses for their generous 
welcome gifts for 

BABY NUMBER 20,000 


Accident Garage 
Advantage Florist 
Book Market 
Browning's Foodiand 
Clear Mountain Bank 
Deep Creek Cinema 8 
Deep Creek Pharmacy 
Denny's Restaurant 
Dheils Ford 

First United Bank 8 Trust 

Garrett County Commissioners 

Garrett County Memorial Hospital 

Green Acres 

Gregg's Pharmacy 

Helbig s Jewelry 

Loar Auxiliary 

K S. T Bnr,V 


Ml Top Crisis Pregnancy Center 
OB Physicians, Dr. Buckingham, Dr. 
Buczynaki. Dr. Porter and Dr Savopoulos, 
Patriot Auto Dealers 
Perkins Restaurant 
Pizza Hut 

Proudfoot's Pharmacy 

Robert White ot 7-East Creations 

Seven Eleven 

Simon Pearce 

Snazzl Stitches 

Subway 

Susquehanna Bank 

Team One Auto Mall 

Uno's 

Walmart 

Weoco 


develop prostate cancer and 
550 men who will die from 
it. 

The major risk factors for 
prostate cancer are age, 
family history, and race. 
Men over the age of 50, 
African American men, 
men of African descent, and 
men with a father, brother, 
or son with prostate cancer 
are at greater risk for pros¬ 
tate cancer. African-Ameri¬ 
can men are more likely to 
be diagnosed at an ad¬ 
vanced stage of prostate 
cancer and are twice as 
likely to die from it as white 
men, according to the 
American Cancer Society 

According to Centers of 
Disease Control and Pre¬ 
vention, symptoms for pros¬ 
tate cancer may include 
blood in the urine; the need 
to urinate frequently, espe¬ 
cially at night; weak or in¬ 
terrupted urine flow; pain or 
burning feeling while urinat¬ 
ing, the inability to urinate; 
and constant pain in the 
lower back, pelvis, or upper 
thighs Men should consult 
with their health care pro¬ 
vider if any of these symp¬ 
toms occur 

The Garrett County 
Health Department encour¬ 
ages men to learn as much 
as they can about their per¬ 
sonal risks for prostate can¬ 
cer Men should talk to their 
health care provider about 
options for screening and 
potential benefits and com¬ 
plications of diagnosis and 
treatment in order to make 
an informed decision about 
their health 

For more information 
about prostate cancer, per¬ 
sons may call the Garrett 
County Health Department 
at 301-334-7770 or 301-895- 
3111, or call the 24-hour 
line of the American Cancer 
Society’s cancer information 

rrtrt/'i lirt 1 0(30 A /’"'C* 

2345 (1-800-227-2345). 
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_Super Crossword P0SSESSE D - 


ACROSS 51 College 92 Chimney 

1 Myron growth pan 

Floren's 52 Belore, to 93 Duel tool 

Boss Byron 94 Pan 4 ot 

5 Malcolm— 53 Mendicant remark 
Warner monk 97 Domino or 

10 Priam's 54 litter Waller 

kingdom 56 See 90 . 98 Hemot title 

14 Daddy duck Across stan 

19 Adams or 59 Dispute 99 "Excuse 

Sedgwick 61 Pigment me" 

20 Napoleon s 62 Hibachi 100 Western st. 

late residue 101 Mugabe ol 

21 Something 63 Oal Zimbabwe 

to skip? 65 "Love— 105 Whetstone 

22 De Valera the Ruins" 107 Out ol 

ol Ireland ('75 film) control 

23 Stan ol a 66 Part 3 of 109 She s a 

remark by remark sheep dale 

Dan Post 69 "I Got a 112 Venerate 

26 Rectify Name" 113 End ol 

27 Sprinted singer remark 

28 Part ol a 73 Add mlo 117 “The Kiss" 

suit 74 Mil. group sculptor 

29 Pastoral 76 Genesis 118 One ol the 

poem vessel Waughs 

.10 Sherbet 79 "Little —'" 119 "East ol 

flavor C64 hit) Eden" 

3 V Norm 81 "Be my director 

32 Rib — guest'" 120 Imminent 

34 One ol 82 God with a 121 Upright 

'Them!" trident 122 Michael ol 

35 Di rty 84 Storms "Cabaret" 

37 Part 2 ol 85 — Dinh 123 Unkempt 

rem ark Diem 124 "Vissi d —" 

45 Colle ague 87 Paw part Hosca" 

ol Doily and 88 Jergens or ana) 

Loretta Astaire 

46 Mature 89 Field ol DOWN 

47 Peachy- knowledge 1 Sport 

keen 90 With 56 2 O'Brien or 

48 Plumb crary Across. Skinner 

49 "Maria —* common 3 Mortgage. 

('41 song) appetizer e.g. 


4 Beer barrel 39 Bom 82 Hogan or 

5 Baseball's 40 You'll get a Hindemith 

Derek kick out ol it 83 Perfect 

6 Shalt 41 Texas 86 Word with 

7 Freshen a landmark baby or 

fuchsia 42 Symbol snake 

8 Cover girl 43 Buttercream, 87 Homer's 

Carol e.g Iruit 

9 Kapaa 44 Laramie or 90 Sensed 

keepsake Sumter 91 New Jersey 

10 Auto 45 Devour town 

transaction Dostoevsky 92 Adversary 

11 Actress 50 — carte 95 One who 

Schneider 53 "Fee. Fi. no's best? 

12 Fall Fo. — .. 96 "What a 

birthstone 55 Leading reliefl" 

13 Craving man? 97 Charlatan 

14 Lack 56 Container 100 Uncool 

15 "— Lama 57 Arm bones 101 Hard to find 

Ding Dong" 58 Annie ol 102 Miasma 

('61 tune) "Designing 103 Portend 

16 Prayer Women" 104 Rohmer or 

tmale 60 Jets and Carmen 

17 Hong— Sharks 105 Sign ol 

18 The 63 Opening sanctity 

NeverEndmg 64 UK honor 106 “Glad All —" 

Story" author 67 Delayed f 64 hit) 

24 — Office 68 Worn down 107 Carpenter's 

25 Regret 69 Cugat tool 

audibly consort 108 Knight's 

30 In the know 70 Mississippi quail 

31 Nero’s or Missouri 109 Kind ol 

instrument 71 New York ptcher 

32 Duplicate city 110 "Huh?" 

33 Savored the 72 Bk 111 Bronte hero- 

seitan offenngs rne 

34 Fall flower 75 It's in the 113 Horse 

35 David ol bag hash 

"Dark 76 Skilled 114 Endorses 

Shadows" 77 Romeo and 115 Duncan's 

36 Too tubby Juliet denial 

37 Twist and 78 Banjo locale If 6 "Jurassic 

turn 79 Grouch Park" 

38 Bee flat? 80 Register stuff 



St;pan&© 

BUT TRUE 

By Samantha Weaver 

• Those who speak English call il a 
French kiss, hut those who speak 
French call il an English kiss. 

• It was Roman slalcsman Cato the 
Elder who made the following sage 
observation: "After I'm dead I would 
rather have people ask why I have no 
monument than why I have one." 

• At 140.000 square miles, ihe Papa- 
hanaumokuakea Marine National 
Monument, located (unsurprisingly) 
in Hawaii, is larger than all the other 
U.S. national parks pul together. 

• Have you ever met an oligochactcl- 
ogist? You have if you've ever been 
introduced to someone who studies 
earthworms. 

• If you could cut out a piece of a 
pulsar the si/e of a standard baseball 
and weigh it. it would be heavier than 
the F.mpire Slate Building. 

• The largest diamond ever found 
was discovered in 1905 and weighed 
3.106 karats, or more lhan I 1/3 
pounds, in Ihe rough After the Culli- 
nan diamond changed hands several 
limes. King Edward VII of England 
received it as a gift for his birthday. 
When he finally had ihe stone cut. the 
enormous diamond yielded 96 small 
gems and nine large ones, including 
the 5.30-karat Great Star of Africa. 

• Il was once the custom among the 
Danakil tribe of Ethiopia to mark a 
man's grave with one stone for each 
man lie had killed during his lifetime. 

• If you're not a history buff, you 
might he surprised to Icam that during 
the American Revolutionary War. 
more residents of the Colonics loughl 
on the side of the British than on the 
side of Ihe revolutionaries. 

*** 

Thought for the Day: "If a woman 
has to choose between catching a fly 
ball and saving an infant's life, she 
will choose to save the infant s life 
without even considering if Iherc arc 
men on base." — Dare Barry 


Solution to last week's 
Super Crossword 




Moments 
in time 

m 


THE HISTORY amm. 


• On Oct. 10, 1845. the United Stales 
Naval Academy opens in Annapolis. 
Md . as ihe Naval School The school 
offic ially became the U.S. Naval Acad¬ 
emy in 1850. when a new curriculum 
went into effect, requiring midshipmen 
to study at the academy for four years 
and to train aboard ships each summer. 

• On (>ct. 6.1866. ihe Reno gang car¬ 
ries oul ihe first robbery of a moving 
train in ihe U.S.. taking more than 
SIO.IKKI from an Ohio & Mississippi 
irain in Jackson County, Ind Previous¬ 
ly. holdups had taken place only on 
trains sitting at stalions or freight yards 

• On Oct. 7, 1913, for the first time. 
Henry Ford's entire Highland Park. 
Mich., automobile factory is run on a 
moving assembly line, cutting the 
man-hours required to complete one 
"Model T" from 12 1/2 hours to six. 
Within a year, further improvements 
slashed the umc to 93 man-minutes. 

• On (let. 9.1934. the St. Louis Cardi¬ 
nals defeat ihe Detroit Tigers in Ihe sev¬ 
enth game of Ihe World Series. The 
Cardinals' "Gashousc Gang" nickname 
had to do with the team's close resem¬ 
blance to the rowdy, dirt-streaked Ihugs 
w ho hung around the C iashouse District 
on Manhattan's East Side. 

•On Oct. 12.1945, PFC Desmond T. 
Doss of Lynchburg, Va.. is presented 
the Congressional Medal of Honor for 
outstanding bravery. Ihe first consci¬ 
entious objector to receive the award. 
Doss, an Army medic, put his life in 
peril during ihe batlle for Okinawa, 
saving dozens of lives. 

• On Oct. II. 1950, ihe Federal Com¬ 
munications Commission issues CBS ihe 
first license to broadcast color television. 
However. RCA contested the license and 
a restraining order was issued. Despite 
ibis setback. CBS did broadcast the first 
color TV pnrgram in June 1951 

• On Oct. 8. 1998. ihe U.S. House of 
Representatives votes to impeach 
President Bill Clinton on charges of 
perjury and obstruction of justice He 
was acquitted after a five-week trial. 
Clinton was the first president lo be 
impeached by the House since Andrew 
Johnson in 1868. 


Trivia Test Answers 

1. Greece and Turkey 

2. A bird 

J Famous diamond, now among the 
British crown jewels 

4 Diplomat 

5 Buddhism 

6 Figure skating 
7. Three 

8 Clover, or thrcc-lcafed 

9 An organism 's response lo light 

10 Mrilnh Thermal I '*%«♦ 

C 1 JOfW King Kutuiti Synd lm 



I . GEOGRAPHY: Which two coun¬ 
tries have claimed part of the Mediter¬ 
ranean island of Cyprus? 

2. ANIMAL KINGDOM: Whal kind 
of creature is a kookaburra ? 

3. GENERAL KNOWLEDGE: 
Whal is the Koh-i-noor? 

4. POETRY: Whal was poet Octavio 
Paz's earlier profession? 

5. RELIGION: Which religion 
espouses the Eightfold Path? 

6. OLYMPICS: A "salchow" jump is 
employed in which winter sport? 

7. HISTORY: How many banks of 
oars were used in an ancient warship 
called the trireme? 

8. SYMBOLS: Whal is the shape of 
a trefoil? 

9. SCIENCE: What is phototro- 
pism? 

10. LANGUAGE: Whal does ihe 
acronym BTU stand for? 


/ 


1 


-V 


Xs, Paw’s 
A ■ 5 comer 

by Sam Mazzotta 


Pukey Cat 


/"""V. My cat pukes all the time. 
\V.Wcti, not constantly, but at 
least once a day “Jimmy" will cough 
up part of his dinner. Afterward he 
seems perfectly fine. Why does this 
happen? —Bill T., via e-mail 


A .Cats do vomit a bit more than 
. whal we might consider normal 
for us. However, puking every day 
indicates a possible problem. Even 
though Jimmy seems fine after each 
episode, take him to the veterinarian 
right away lo be checked oul. 

The vet will ask you if you noticed 
anything in ihe vomit — yes. you have 
lo look — particularly blood, undi¬ 
gested food, furor foreign objects He 
or she may ask you to bring a sample 
along (or maybe not — ask when you 
call). You'll be asked lo describe Jim¬ 
my's behavior before and after the 
vomiting episode, and his general 
behavior during Ihe day. 

Cats are very good at hiding illness. 
That's why owners need to look for 
oul-of-lhc-ordinary behavior. Even 
something as simple as an otherwise 
friendly cat that suddenly runs and 
hides. Or a cal that suddenly i^ows 
all the lime (or slops meowing com¬ 
pletely). Or changes in the appAnnce 
of its coat. 

Even if Jimmy's health checks oul. 
keep a close eye on him. Those puke 
sessions indicate something is up. He 
may not ho digesting his food well — 
if he only cals dry food, try alternating 
a couple times a week with fresh 
steamed chicken or shrimp Make sure 
he has plenty of water al all limes — 
cats will drink when they're thirsty, 
but won't overindulge. 

If you sec clumps of his fur in the 
vomit, and/or Jimmy has a lot of "hair- 
ball" wheezing sessions, start brush¬ 
ing out his coat daily to reduce (he 
amount of fur Jimmy picks up during 
his self-cleaning sessions. 

Send your tips, questions and com 
meats to Paws Corner, do King Fea¬ 
tures Weekly Service, PO. Box 
536475, Oriando. FL 32853-6475. 
or e-mail them to pawscorner(a 
hotmail.com 
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Q . I have a small political cam- 
• paign pin that says "1 Like 
me. ’ Is it worth anything? — 
Sandy, Easy Bethany, N. K 

A .Not much. According lo War- 
• man's Political Collectibles by 
Dr. Enoch L. Nappcn (Krause. 
$24.99), your Ike button is common 
and probably not worth than about 
$5. I checked with several collectors 
and they agree Some of the rarer 
Eisenhower/Nixon jugates are cur¬ 
rently selling in the $75 to $450 
range. 


Q . My sister has a copy of Ihe 
* Declaration of Indepen¬ 
dence. She claims one w as sold on 
eBay recently for a small fortune. 
Since she is interested in selling. I 
hope you can help us. — Pam, 
Batavia, S’.Y. 

A . Although you enclosed no doc¬ 
umentation. I suspect your 
copy is just that, a copy. To determine 
how early a copy and if it has much 
value, only a good appraiser can 
determine. If you suspect that you 
have an extremely valuable Item. M is 
lime to find an expert I highly rccom 
mend Brian Kalhcncs. a specialist 
and certified appraiser of autographs, 
manuscripts and historical docu¬ 
ments His address is PO Box 482. 
Hope. NJ 07844 You should expect 
lo pay lor his services. 



"I think I have here a very interesting close-up oI 
a limbuiger cheese" 


The Spats 


THE *FARK HA* 

(50NE.0UT OF 
0UK MARRIA6E-! 


by Jeff Pickering 


WHY DO YOU 

*AY THAT?. 



THE only Time You ki** 

ME ANYMORE I* WHEN 

YoU run out of napkin*! / 
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Amber Waves 


by Dave T. Phipps 



R.F.D. 


by Mike Marland 


HERE'S AllTUE 
RIBBONS Vs/E WON 
AT THE FAIRS THIS 
REAR, MAS* 


GREAT. 

WHAT ARE WE 
Ever gonna 

DO WITH ALL 

these?* 


WELL... MAYBE 
WO COULD 
RECYCLE 'EM, 
Turn'EM INTO 
SOMETHIN’ 
USEFUL- 
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HOCUS-FOCUS 


BY 

HENRY BOLTINOFF 


Find at least six differences in details between panels 

















































































































































































































































































































































































































NHS CLASS REUNITES - The Northern Garrett 
High School Class of 1998 recently held its 10- 
year class reunion at the Fazenbakery in Grants- 
ville. Twenty-one classmates attended the event, 
with music provided by Troy Garlitz. Pictured from 
left are Mike Hasilip, Kista (Knox) Weimer, Chelsea 
(Frickey) Brenneman, Derrick Bender, Aaron Fisher, 


Amy (Hinebaugh) Lang, Jeffrey Folk, Jason Belt- 
zel, Brandi (Frazee) Folk, Jeff Spear, Adam Bach, 
Seth Flores, Andy McKenzie, Tony Miller, David Ogden, 
Tara (Daniels) Hinebaugh, Doug Weimer, Amanda 
(Logsdon) Wilburn, Jennifer (Wiley) Chandewar, Jeremy 
Reed, and Sara (Bever) Parks. 


NWTF Offers 
Free Wildlife 
Habitat Seed 

The Western Maryland 
Chapter of the National 
Wild Turkey Federation has 
a limited supply of free wild¬ 
life habitat corn, soybean, 
and grain sorghum seed 
available during the Fall 
Hunting Heritage Banquet, 
being held at the Eastern 
Garrett fire hall on Nov. 1. 

Each new attendee who 
purchases a single or couples 
ticket with a new NWTF 
membership will receive 
a free 50 lb. bag of habitat 
seed and a free sportsman’s 
raffle ticket for becoming 
a member and for attend¬ 
ing the banquet for the first 
time. 

The free wildlife habi¬ 


tat seed is made available 
through the Maryland State 
Chapter, NWTF Hunting 
Heritage Superfund pro¬ 
gram, and is purchased 
through funds raised at lo¬ 
cal chapter Hunting Heri¬ 
tage banquets throughout 
Maryland. 

The federation is a pri¬ 
vate, non-protit conservation 
and education organization 
founded in 1973 with a mis¬ 
sion dedicated to conserving 
wild turkeys and preserving 
hunting traditions. 

The NWTF, with 
more than a half million 
members, volunteers, wild¬ 
life agencies, and corpo¬ 
rate partners, has helped 
restore and manage North 
America's current popula¬ 
tion of more than 7 million 
wild turkeys. In addition, 
the organization has helped 


Robert O. Kazary 

Attorney At Law 
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Grantsville Office 

Phone: 301-895-3138 


Cumberland Office 
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acquire and improve habitat 
on 13.9 million acres of pub¬ 
lic, private, and corporate 
lands. 

Through its outreach 
programs, the NWTF has 
helped thousands of chil¬ 
dren, women, and people 
with disabilities across the 
country learn new outdoor 
skills. "The federations 
JAKES, Women in the Out¬ 
doors, arid Wheelin’ Sports¬ 
men programs have helped 
people learn to better enjoy 
the outdoors as well as un¬ 
derstand the importance of 
wildlife management and 
appreciate hunting as an 
honorable pursuit,” noted a 
spokesperson. 

Ticket order forms are 
available at Backbone 
Mountain Sports Shop, Lit¬ 
tle Sandy’s Restaurant, Bill's 
Outdoor Center, the Bassin’ 
Box in La Vale, or by calling 
301-616-1360. Seed supply 
is limited and available on a 
first-come-first-served basis. 
The offer is not valid for 
current or previous NWTF 
members. 

For more information, 
about the organization, per¬ 
sons may call 1-800-THE- 
NWTF or visit the web site 
at www.nwtf.org. 

Dennett Road 
School To Host 
Festival Dinner 

Dennett Road Elemen¬ 
tary School will host its 
annual Autumn Glory Fes¬ 
tival spaghetti dinner on 
Friday, Oct. 10, from 4 p.m. 
until 7 p.m. in the school 
cafeteria. 

This “all-you-can-eat” af¬ 
fair will include spaghetti, 
bread, salad, drink, and des¬ 
sert. Take-outs will be avail¬ 
able 

The cost is $7 for adults 
and $4 for children. Pro¬ 
ceeds benefit Dennett Road 
Elementary School. 




Computer giving you a hard time? 
Contact the CHIPS Network today for all 

your commercial computer and website needs. 
Offering services in: 


• Custom Programming and Software 

• System and Network Engineering 

• Website Design, Maintenance and Support 

• Graphic Design 

• Hardware and Software Troubleshooting 

• Site Management and Consulting 

21287 Garrett Highway, Suite 200, Oakland, MD 

(301) 387-5652 • (800) 590-9907 


Course Offered At 
ACM To Focus On 
HIV/AIDS Updates 

Important updates on 
AIDS and HIV infection 
will be provided for health 
care and human service per¬ 
sonnel in a regional confer¬ 
ence slated for Friday, Oct. 
17, from 8:30 a m. to 3:30 
p.m. at Allegany College of 
Maryland. There is ho cost 
to participants. The daylong 
event is sponsored by ACM’s 
Center for Continuing Edu¬ 
cation in cooperation with 
the Pennsylvania/Mid-At¬ 
lantic AIDS Training and 
Education Center and the 
Johns Hopkins Local Perfor¬ 
mance Site. 

Nurses, social workers, 
professional counselors, and 
psychologists are among the 
health care and human ser¬ 
vices professionals who can 
benefit from this CE course. 
The program centers on re¬ 
vised testing recommenda¬ 
tions from the Centers for 
Disease Control and Pre¬ 
vention. Topics include £e 
legal implications of these 
CDC recommendations, 
assistance to clients in ac¬ 
cessing care, recognition of 
barriers to care, nurse-case 
management, and preven¬ 
tion strategies. 

The instructors are Dor¬ 
cas Baker, training coordi¬ 
nator for the AIDS Educa¬ 
tion and Training Center 
at Johns Hopkins Univer¬ 
sity; Kelly Lowensen, case 
manager for JHU’s Depart¬ 
ment of Infectious Diseases, 
HIV/AIDS Services; and 
Maureen Blanco, HIV case 
management nurse for the 
Allegany County Health De¬ 
partment. All are registered 
nurses. 

The deadline to register 
for the course is Friday, Oct. 
10. Although it is offered 
without cost, participants 
must register in advance and 
may do so by calling 301- 
784-5341. Those seeking 
more information may call 
301-784-5526 

SWANTON 

DINNER SLATED 
The Swanton Commu¬ 
nity Center will be the loca¬ 
tion for a buckwheat cake, 
pancake, and sausage dinner 
on Oct. 18 starting at 4 p.m. 
Everyone is welcome. 
WOMEN’S MEETING 
The United Methodist 
Women will meet at the 
Swanton community center 
on Tuesday, Oct. 14, at 1 
p.m. All women are invited. 
RALLY DAY 
The Otterbein United 
Methodist Church will host 
Rally Day and a hayride 
on Sunday, Oct. 5. All are 
welcome Missionaries Jay 
and Linda Six will be going 
along on the hayride., which 
will leave the church around 
1 p.m and travel the back 
roads to Camp Agape for re¬ 
freshments Those go ing are 
ask to bring $1 for Operation 
Christmas Child boxes 
“UNDIE SUNDAY” 
“Undie Sunday” will 
be Oct. 12 at the Otterbein 
U.M. Church. New under¬ 
wear will be collected for 
the needy All sizes, baby to 
adult, are needed 
MEMORIAL SERVICE 
A memorial service for 
Freddie Howell will be held 
at Otterbein U.M. Church 
on Saiuiuay, Oct. itt, <u 2 
p.m. All are welcome 
PERSONALS 
Ron and Ann Harvey 
Smithfield, Va., were re¬ 


cent visitors of Mary June 
Harvey. 

BIRTHDAYS 

Swanton area residents 
celebrating birthdays this 
week are Gunnar Ward, 
June Sweitzer, Lucinda Da¬ 
vis, Ryelynn Sweitzer, and 
Genevieve Rinker. 

Rally For McCain 
Supporters Slated 

There will be a rally held 
for McCain supporters held 
on Sunday, Oct. 19, at the 
Double G Ranch from 3 to 
5 p.m. The event is free of 
charge. 

Those in attendance are 
asked to bring a covered 
dish. This event is for all 
ages. The Mosser Road en¬ 
trance should be used. 

“Finding Your 
Way With GPS” 
Slated Next Sat. 

Garrett College’s Con¬ 
tinuing Education and Work¬ 
force Development Division 
has scheduled a course titled 
“Finding Your Way with 
GPS” for Saturday, Oct. 11. 
from 9 a m. to 4 p.m. 

Designed for those who 
enjoy the outdoors, this 
course will teach the en¬ 
thusiast the basics of GPS 
(Global Positioning System) 
technology using a combi¬ 
nation of classroom discus¬ 
sion, hands-on activities, 
and field exercises. Training 
will not be provided on per¬ 
sonal GPS units. 

Topics to be covered in¬ 
clude an overview of how 
GPS works using Gar- 
min Etrex, how to deter¬ 
mine one's position using 
GPS, how to mark way- 
points, and how to navigate 
in unfamiliar territory. 

This hands-on course 
will begin at the North¬ 
ern Outreach Center, 
Grantsville, with a two- 
hour morning lecture 
and then continue at Big 
Run State Park near the 
Savage River Reservoir for 
the afternoon session. Stu¬ 
dents will use GPS receiv¬ 
ers to mark waypoints and 
navigate to various locations 
around the park. 

The course will be held 
rain or shine, and no trans¬ 
portation will be provided to 
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MCCAIN SUPPORTERS CELEBRATE - A grand opening ceremony for the 
Republican party headquarters was held at the Genua Center in Oakland on Tuesday, 
Sept. 30, at 8:45 a.m. Pictured, left to right, front row, for the celebration are Sheila 
O’Neill, Joe OiSimone, Wayne Wilt, Brandon Butler, and Arzella Parsons. Back row, left 
to right, are Sondra Buckel, Senator George Edwards, Bea Croaco, Ed Clemons, Mike 
Bittinger, and DeCorsey Bolden. The headquarters will be televising the VP debate 
tonight at 9 p.m., and members are encouraged to attend. The main office can be found 
next to Sky Tech and China Wok, and hours of operation are Monday through Friday, 
12-8 p.m. and Saturdays from 12-3 p.m. 

the park. 

Peter Skylstad, an as¬ 
sociate professor of biolo¬ 
gy at Garrett College, will 
instruct the course. 

For additional informa¬ 
tion, persons may contact 
Terry Beachy, Northern 
Outreach Center coordina¬ 
tor, at 301-895-4700 or ter- 
ry.beachy(ajgarrettcollege. - 
edu. 

To register for these cours¬ 
es, one may call Garrett Col¬ 
lege at 301-387-3069. 


DENIED SOCIAL SECURITY? 

CALL 

KIRKWOOD & ROGERS, P.A. 

Experience You Can Trust 

KEYSER CUMBERLAND 

304-788-8080 301-759-4040 

♦ SERIOUS PERSONAL INJURY 

♦ WORKERS' COMPENSATION 
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(KODERICK ^ • Berkline • Flexsteel 
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203 Main St. 
Westernport, MD 

Open Mon., Wed., Fri. 10-8; 

Tues. & Thurs. J0-5; Sat. 10-4 
Closed Sunday 

301-359-0451 www.roderickoutlet.com 


• Broyhill 
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Garrett County WIC Program 


VIIIC Offers: 






•Healthy Foods 

•Breast Feeding Education and Support 
Health Screening and Growth Checkups 
•Nutrition Education 
Information on Other Services 



Better Nutrition 
For 

A Brighter Future 


You can participate if you: 

Are pregnant, breast feeding, recently had a 
baby or have an infant or child under 5 yrs. old 
Live in Maryland and meet nutrition and 
income guidelines 

(or qualify for another program such as Medical Assistance 
or Energy Assistance) 


Income Eligibility Guidelines for Maiylaud HTC Ihvgram Benefits 


Tamils Si/e 

Vniitiul Income 

Monthly 

Twice Monthly 

lii-W cckly 

Weekly 

1 

$19,240 

r 

$1,604 

$802 

$740 

$370 

2 

$25,900 

$2,159 

$1,080 

$997 

$499 

3 

$32,560 

$2,714 

$1,357 

$1,253 

$627 

4 

$39,220 

$3,269 

$1,635 

$1,509 

$755 

1 

For each 

additional (am. 
member add 

+ $6,660 

+ $555 

+ $278 

+ $257 

+ $129 


Call WIC for an appointment at: 301-334-7710 
Kll» Grantsville area: 301-895-3111 l/V/C 

HclpS Kl® Statewide call: 1-800-242-4942 ffc/flS /(/^ 

www.muwlc.oiy 

The Garrett Count\' Health Department is an equal opportunity' provider and employer. 
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DEDICATION HELD TO HONOR VETERANS - The 
Veterans Park in Oakland will be flying new flags that 
were dedicated in honor of war veterans. The dedication 
ceremony took place on Monday, Sept. 29, at 4:30 p.m. 
and included representatives from nine different veterans 
associations to raise each respective flag. In the above 
photograph, left to right, are Lisa Sweitzer and Phyllis 


Williams, U.S. Army flag; Ernie Foglepole, POW-MIA 
flag; Chris Helbig and Paul Everly, Marine Corps flag; Val 
Drummond and Bill Sweitzer, Navy flag; Randall Kahl, Air 
Force flag; Chuck Nolan, Marine Corps representative; 
and Steve Green Sr., Coast Guard flag. The money for 
the flags came from a fundraiser drive chaired by Paul 
Everly and the Marine Corps. 


QuickBooks Class 
Slated In McHenry 

A two-session class in 
"QuickBooks Intermediate 
Level" will be offered on 
Monday and Wednesday, 
Oct. 13 and 15, from 6 to 
8:30 p.m. at Garrett College, 
McHenry. A one-day session 
“crash course" will also be 
available on Thursday, Oct. 
23, from 9 a m. to 3 p.m. 

These classes are designed 
for the individual with mod¬ 
erate experience using the 
program. Course topics will 
include tracking credit card 
transactions, invoicing cus¬ 
tomers, creating sales orders, 
generating customer state¬ 
ments, receiving payments 
from customers, and making 
bank deposits. 

It will also include writ¬ 
ing checks and assigning 
amounts to specific expense 
accounts, working with asset 
and liability accounts, enter¬ 
ing bills into QuickBooks, 
accounts payable, and pay¬ 
ing bills. 

For more information 


COMPLETES EAGLE SCOUT PROJECT - Alex Mellinger, a member of Boy Scout 
Troop 31, Oakland, recently completed his Eagle Scout project, under the direction 
and supervision of his uncle, Mark Carpenter. For his project, Alex chose to build a 
playground at Bethel United Methodist Church in Mtn. Lake Park. Alex attends the 
church, which is a Troop 31 sponsor. Many of Alex’s friends, troop members, and family 
members helped him. Alex is now waiting for Potomac Council to set his Eagle Scout 
board of review. Alex and Mark are pictured at the playground. Under the leadership of 
Scoutmaster Bob Ash and assistant Scoutmasters Mike Bernard and Tom Compton, 
Alex has been an active Scout member for the past seven years. Anyone interested in 
joining Troop 31 may call Ash at 301-334-3518 or Liz Goldsbough at 301-616-9732. 


or to register, persons may 
contact Maney Gale at 301- 
387-3069 or maney.gale@- 


garrettcollege.edu. 

The class is an offering 
of the Continuing Educa¬ 


tion and Workforce Devel¬ 
opment Division of Garrett 
College. 


nd cold-related emergen¬ 
cies. 

This course meets OSHA 
guideline**! and is designed 
to fit the needs of businesses 
and industries. 

The cost is $25 for new 
certification and $20 for re¬ 
certification, and includes 
text, a practice first aid kit, 
and a three-year certifica¬ 
tion card. 

Registration and pay¬ 
ment are required in ad¬ 
vance for all courses. For 
more information or to reg¬ 
ister, persons may contact 
Lorri Wharton, health ser¬ 
vices director, at 301-722- 
1760, ext. 105, or lkwhar- 
tonfaallconet.org 

Turkey Dinners 
To Be Served At 
Brethren Church 

Oak Park Church of the 
Brethren, located across 
from Southern High School, 
will serve Autumn Glory 
Festival turkey dinners on 
Saturday, Oct. 11, beginning 
at noon. 

The menu will consist 
of turkey, dressing, mashed 
potatoes and gravy, green 
beans, sauerkraut, cranberry 
sauce, rolls, pumpkin pie, 
and drinks. Carry-outs are 
available. 

The cost is $7.50 for 
adults and $4 for children 
10 years and younger Pro¬ 
ceeds will go toward the 
principal of the church’s 
mortgage 

Oak Park Church of the 
Brethren is handicapped ac¬ 
cessible and located at 110 
Church Lane. For more in¬ 
formation, persons may call 
301-334-2243. 

CDL Training 
To be Offered 
In Grantsville 

Garrett College is accept¬ 
ing applications for its next 
senes of courses geared to¬ 
ward training individuals 
to obtain a Class A commer¬ 
cial driver's license (CDL). 
Weekend classes will begin 
Nov. 1, with weekday classes 
to start Nov. 3. 

Training will be held 
at the Mountaintop Truck 
Driving Institute, Grants¬ 
ville. 

The course is all inclu¬ 
sive, offering classroom, 
yard skills, and over-the-road 
training The program con¬ 
sists of 320 hours of train¬ 
ing over a 15-week period 
for weekday students and 
a 20-week time frame for 
those choosing the weekend 
option. 

“This training will qualify 
students for entry level po¬ 
sitions as a driver in over- 
the-road or local driving 
vehicles," said a college 
spokesperson "Government 
grants, tuition reimburse¬ 
ment and student loans may 
be available to qualifying 
individuals " 

For more information or 
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persons may contact Terry 
Beachy, institute director, at 
301-895-4700 or tbeachv | 
garrett college edu. 


^ Let us help you find a location: visit uscellular.com or call 1-888-BUY-USCC 
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ARC Releases 
Schedule For 
Oct. Classes 

The Western Potomac 
Chapter of the American 
Red Cross has scheduled 
several health and safety ser¬ 
vices courses for October. 

An adult, child, and in¬ 
fant cardiopulmonary re¬ 
suscitation (CPR) class will 
be held from 6 until 10 p.m. 
on Tuesdays, Oct. 7 and 21, 
at the Cumberland chapter 
house, and Monday, Oct. 
20, at the Keyser, W.Va., 
ARC office. 

This four-hour course 
includes caring for and 
recognizing breathing and 


cardiac emergencies, in¬ 
cluding choking, in adults, 
children, and infants. In¬ 
jury' prevention and how to 
lead a healthy lifestyle for 
people of all ages are also 
covered. 

The cost is $30 for new 
certification and $25 for 
recertification, and includes 
a CPR kit and one-year cer¬ 
tification. 

A professional rescuer 
CPR/AED (automated ex¬ 
ternal defibrillator) course 
will be held Saturday, Oct. 
18, from 9 a m. until 4 p.m. 
at the Cumberland chapter 
house. 

This is an eight-hour 
class developed for volun¬ 
teers and career profess¬ 


ionals who routinely re¬ 
spond to emergencies. It 
emphasizes how to recog¬ 
nize and respond to respira¬ 
tory and cardiac emergen¬ 
cies in adults, children, and 
m-fants. Two-rescuer CPR 
and AED training are in¬ 
cluded. 

This course meets the 
standard requirements for 
nursing, allied health pro¬ 
fessions, and emergency 
medical services. 

The cost is $35 for new 
certification and $30 for re¬ 
certification, and includes a 
text book, pocket mask, and 
one-year certification. 

A lay responder CPR/ 
first aid/AED course will 
be held from 9am until 5 


Dr. James R. Snodgrass 

and the 

A llegany Orthodontics Team 

are pleased to announce 

that effective October 6, 2008, 
they will be seeing patients at 

1279 .Memorial Drive, 
Oakland on Mondays, 

8:30 a.m. to 4:30 p.m. 

Please call 301-533-1003 
to schedule an appointment. 

Certified by The American 
Board of Orthodontics 
Most insurances accepted 

- Invisalign Provider 

- New patients are welcome! 

A Nice Smile is Always in Style! 


p.m. on Wednesdays, Oct. 

1, 15, and 29, at the Oakland 
ARC office; Thursdays, Oct. 

2, 16, and 30, at the Cum¬ 
berland chapter house; and 
Satur-days, Oct. 11 and 25, 
at the Cumberland chapter 
house. 

This eight-hour course 
combines adult, child, and 
infant CPR, AED, and first 
aid into one entire day of 
training The cost is $40 
for new certification and 
$35 for recertification, and 
includes text, CPR kits, first 
aid practice kits, and two 
certification cards. 

A first aid class will also 
be held from 6 until 9 p.m. 
on Thursday, Oct. 9, at the 
chapter house in Cumber¬ 
land. 

This three-hour course 
offers recognition and car¬ 
ing for life-threatening emer¬ 
gencies in adults, such as 
burns, injuries to muscles, 
bones, and joints, sudden 
illnesses, bleeding, and poi¬ 
sonings, as well as heat- a 


Discover the Difference Put our network, products and customer service to the test for 30 days ■ Change your 
calling plan at any time during your service agreement without signing a new contract • Renew your contract and 
take advantage of new phone pricing before your current contract ends 


Steve Edwards, Owner 

301 - 616-6465 

Oakland, MD 

New Home Construction 




Call for y°“. 
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free 




U.S. Cellular 

believe in something better 


ANSWER your PHONE 

FREELY. 


Get Free Incoming Calls, Texts and Fix only from U.S. Cellular 


After {50 mail-in rebate that comes as a 
Visa Debit Caid. New 2-yt agtmt plus 90-day untainted 
easyedge* plan required While supplies last 


MOTOQ 9c 

SMARTPHONE 

with wireless e-mail & Web 
and 1.3MP camera 


$9995 

After 1100 mail-in rebate that comes as a 
Visa* Debit Caid Requires new 2-yr agrmt. plus 
{39 95 voice plan and Smartphone Plan purchase 


Also available in licorice 


LG UX830 

touch screen 

$9995 
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LG UX300 

GPS with voice 
turn-by-turn directions 


New 2-yi airmt required 


Save over $175 instantly. 


SAMSUNG R500 

with music player 

$3995 

New 2-yt agrmt required While supplies last 

Save $180 instantly. 


Remodeling and Additions 
Steel and Shingle Roofs 
Garages and Pole Buildings 
Decks, Drywall and more 
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Off All 
In-Stock 
Buildings 
ind. Sheds 


100 Mile FREE Delivery 
Site Prep Available 
Exceptional Service 
4x4 Delivery Trucks 
Easy Financing Terms 

*10 discount applies to the Morgantown location. 
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Everyday 
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the screen is made up of hundreds of interspersed lines that 
are repeated at fixed intervals One television "pic ture” 
requires a little time to be replaced by a new “picture,” and 
the human eye reacts in essentially the same way as when 
watching a movie. 

Now let’s focus in on a stagecoach moving across the 
screen from left to right The wheels rotate forward, clock¬ 
wise. Suppose one spoke of a wheel is pointing to exactly 
12 o’clock when the camera shutter opens and a photo is 
taken. A very short time later, that spoke has moved in 
the direction of 1 o’clock, to the right However, the next 
spoke, advancing from 11 o'clock toward 12 o’clock, hasn’t 
quite made it to 12 when the camera shutter opens again. 
Therefore, that photo captures a spoke pointing a little to 
the left of 12 o’clock. One more cycle goes by and the next 
photo shows another spoke that has moved forward still 
less, and is located more toward 11 and less toward 12. A 
sequence of such photos, when projected as a movie, ap¬ 
pears to the eye as if the original top-pointing spoke were 
rotating leftward, that is, counter-clockwise. The wheel is 
turning backward! 

This optical illusion depends on the eye ignoring the 
difference between one spoke and another. 

How fast does the wheel appear to be moving backward? 
That is determined by several factors: the actual speed of 
the stagecoach, the number of spokes in the wheel, and 
the interval between pictures taken by the camera. If the 
combination is just right, consecutive spokes might keep 
on appearing exactly at 12 o’clock, and the wheel would 
not seem to rotate at all. The moviegoer would get a weird 
feeling watching a posse gallop alongside a stagecoach with 
stationary wheels. 

Meanwhile, back at the ranch ... (the studio?): If the rate 
of flashing can be adjusted, any apparent motion (either 
backward or forward) can be achieved. A lamp that can 
do that is called a stroboscope. They’re used all the time 
in discos and dance halls to achieve a jerky appearance of 
the people dancing. 


WHEELS AND OPTICAL ILLUSIONS 
by Dr. Thomas P. Sheahen 

Q. Why do spinning tires and wheels seen on television 
and/or under fluorescent light appear to the human eye to be 
spinning in the opposite direction? 

A. This is an optical illusion, caused by a stroboscope 
effect, which means very rapid “blinking” of lights. 

The appearance of wheels rotating backward was first 
noticed in early motion pictures of the last century (The 
Great Train Robbery is a good example). In lots of western 
movie scenes, stagecoach wheels often seemed to be rotat¬ 
ing the wrong way. Here is what is going on: 

With the unexposed film in one position, the shutter on 
the movie camera opens for perhaps 1/100 of a second, 
then (with the shutter closed) the film advances for about 
1 40 of a second, and then the shutter opens once again 
for 1/100 second One cycle requires .01 + 0.025 sec = 
0.035 sec. That sequence repeats countless times. A "mo- 
tion picture” is really just a series of still pictures, projected 
rapidly one after another, and that creates the appearance 
of motion. 

The human eye does not respond instantly, but customar¬ 
ily only sees differences that take place on a time scale of 
about 1 /25 of a second (0 04 sec). However fast something 
might actually be happening, the eye integrates over a short 
time span, and sends to the brain an average of the image 
that entered the eye. That’s how the entire concept of a 
movie works in the first place. 

Television does a very similar thing, but the image on 


A fluorescent lamp is actually a flashing light: Since the 
alternating-current (AC) electricity from the wall going 
into the bulb is 60 Hertz (60 cycles/second), the current 
goes through zero twice every cycle, and so the light flash¬ 
es on and off 120 times/second. The human eye doesn’t 
notice that flashing at all - it just integrates over anything 
happening faster than about 1/25 of a second. (This 
doesn’t matter for an incandescent bulb, where the filament 
stays hot.) 

The on-off cycle of the fluorescent lamp has the same ef¬ 
fect as a camera taking pictures 120 times/second. If some¬ 
thing is rotating (like spokes in a wheel), what the eye will 
perceive is the same slow rotation (in the wrong direction) 
that a rotating stagecoach wheel produces in a movie. 

If you watch a rapidly-spinning wheel under such illumi¬ 
nation gradually slow down, the appearance will grad-ually 
change from “rotating backward” to “rotating forward." 
There is a brief interlude when it appears not to rotate at 
all. That’s when its rotation speed exactly matches the rate 
at which the lamp is flashing on and off. 

Dr. Sheahen is a physicist who was educated at MIT. He 
lives at Deep Creek Lake and has taught physics at Garrett College. 
Persons wishing to submit questions for this column may e-mail 
them to newsroom(a,therepublicannews.com. 

HOME ENERGY AUDITS 





For Pricing and Details See: 


www.hotshotzinspections.com 


240 - 321-5050 

Certified Infrared Thermographer #7244 
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Celebration Of 
I leritage Set By 
Lutheran Parish 

Congregations from the 
three churches of the Bit- 
tinger Lutheran Parish wel¬ 
come visitors and friends to 
its annual Appalachian heri¬ 
tage celebration being held 
on Sunday, Oct. 5, 10 a m. 
at the Emmanuel Lutheran 
Church, Bittinger. 

The service will include 
performances by the choir, a 


& 


hammered dulcimer group, 
recitation of “The Place 
Where I Worship," a trum 
pet and harmonica number, 
and a local trio singing old 
time folk songs. Homemade 
quilts and prayer shawls, 
autumn flowers and decora¬ 
tions, and canned food will 
be on display as well. 

Persons are asked to 
come dressed for the period 
- denim and flannel shirts 
are encouraged - with a fel¬ 
lowship lunch afterwards. 
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TURKEY DINNER 

with all the trimmings 
AMERICAN LEGION 
POST HOME 71 

Saturday, Oct. 11 

$£00 

Children (under 10) $4.00 yf </ 

A POST HOME 
FUNDRAISER 

American Legion 
Auxiliary 





$469,900 


$280,000 

Newer construction 3 BR/ 2 
BA home 

Oversized insulated garage w/ 
heat & AC 

Wooded level lot in Deep Creek 
area 

LNF.com/GA6567047 


$379,000 


$235,531 

Pristine 3 BR/ 3 BA home 
2 acres with park-like setting 
Attached 2 car garage; 18 x 
24 shed 

lNF.com/PR6868983 


$69,900 

Mobile & garage on 2 acres 
Private stream on property 

Private setting on gated road 

LNF.com/SS6d64776 


$158,900 

Charming home w/ unique 
features 
4 bedrooms 

Close to Yough Lake & bike 
trail 

LNF.com/SS6871515 


4 BR/ 4+BA detached vacation home 
Over 3,100 sq ft of living 
space 

Views of the lake from every room 

LNF.com/GA6723060 


$47,000 

• Great starter home 

• Private setting close to 
amenities 

• Minutes to Yough Lake 

FY6833932 


Ski-in/ ski-out location on the 
slopes of Wisp Resort 
2 BR/ 3 BA end unit town 
home 

Fireplace and 4th floor loft 

LNF.com/GA6877872 


5 BR/ 4 BA/ 2 FP 
Convenient access to Deep 
Creek Lake amenities 

Beautiful log construction 

LNF.com/GA6756007 


$230,000 

Cozy chalet w/ 2 car detached 
garage 

Fully furnished 

Pool table, lawn tractor and 
more included 

LNF.com/GA6873236 


$465,900 


$779,000 

New construction log home 
3 Master BR/3 stone FP 
Eligible for Lakeside Club 
Membership 

LNF.com/GA6748565 


$349,000 

Completely remodeled lower 
level BR & BA 

Newly tarred & chipped driveway 

3 levels with 3 Master Suites 

LNF.com/GA6805618 


$254,900 

Solid, traditional 3 BR home 
Situated on 2.89 acres 
Horse barn, shed & fenced 
area 

LNF.com/GA6729704 


$140,000 

4 BR modular home w/1 acre 
Appliances convey 

Lots of extras including A/C 

LNF.com/PR6833298 


PRICE REDUCED! 

» Lake Access/ 4 BR/ Furnished 
* Family Room/Large Deck 

» Recently renovated 

LNF.com/GA6818684 


Saturday, October 4th 
11:00 AM -3:00 PM 


$195,000 

3 BfV 3 BA home 

Close to Oakland and Deep Creek 

Situated on 1 + acre cleared lot 

LNF.com/GA6861044 


$459,900 

3 BR custom home with views 
3 car garage w/ workshop 

Large deck & paved drive 

LNF.com/GA6867712 


85 Heron Cove West 
$989,900 

Directions: South on Garrett Highway (RT. 219) to 
left on Glendale Road; right on Zeddock Miller; right 
on Paradise Point; left on Heron Cove West, first house 
on the left. 

LNF.com/GA6823207 


$326,515 

• Pristine lower level condo 

• Indoor pool/ 4 Season 
Restaurant 

• Sandy beach/ spectacular 
views 

LNF.com/GA6885799 


$249,900 

Custom built 4 BR/ 2 BA ’barn' 
style home 

Countless built-ins & unique 
features 

Pavilion, 3 stall garage, 2 sheds 
& more 

LNF.com/GA6642444 


$135,000 

Recently remodeled home 
3 BR, kitchen island and two 
great decks 

Minutes to Oakland and Deep Creek 

LNF.com/GA68520dl 


PRICE REDUCED! 

» 3 BR/ 2+BA well maintained home 
* 8+ acres; close to area 
amenities 

► Spectacular views from the deck 

LNF.com/GA6800321 


$175,000 

1910 Victorian w/ 4 FP & 9’ 
ceilings 

4 BR/ 3 Yi BA/ sunroom & 
wrap around porch 

28' x 40' detached 2 car garage 

LNF.com/GA6824385 


$239,000 


$479,900 

Lake access condo w/ views 
End unit, 3,000 sq ft of living 
area 

Close to area amenities 

LNF.com/GA6724137 


$449,900 

• 5 BR/ 3 BA fully furnished 

• 1 acre lake view lot 

• Established rental history 

LNF.com/GA6732097 


122' of level lakefront 
3 BR/ 2 BA one-level home 
Lakefront allows canoeing 
fishing & swimmino 

LNF.com/GA687l579 


$124,900 

Close to Yough Lake 
Charming home on comer lot 
Many area amenities 

LNF.com/SS6825264 


209 Heron Cove West 
$895,000 

Directions: South on Garrett Highway (RT. 219) to 
left on Glendale Road; right on Zeddock Miller; right on 
Paradise Point; left on Heron Cove West; left at circle, 
first house on the left 

LNF.com/GA6831070 


PRICE REDUCED! 

• Lake front condo with boat slip 

• 3 BR/2 BA with 10x14 loft 

• Common grounds, tennis & more 

LNF.com/GA6707639 


$435,000 

88 acres of prime hunting 
Pond on property 
Unrestricted 

LNF.com/GA6800330 


$300,000 

• 7.82 acres borders State 
Forest 

• Fronts Garrett Highway; no 
zoning 

• Mountaintop plateau with 
numerous possibilities 

LNF.com/GA6882768 


$304,000 

Lake access w/ dock slip 
82 aces; lake views 
Located at Stilwater 
subdivision 

LNF.com/GA5500016 


$150,000 

Lake & Ski area views 

7.6 acres located near many 

amenities 

3 bedroom perc 

LNF.com/GA6679418 


$22,500 

• Elevated, wooded lot 

• Filtered seasonal views of 
Alpine Lake 

• Enjoy the many amenities 

offered by Alpine Lake Resort 

LNF.com/PR6350735 


$69,000 

2.12 acres with a beautiful 
tree canopy 
Utilities at site 

Close to area amenities 

LNF.com/GA6745073 


$109,000 

Nestled in a quiet cul-de-sac 
Minutes to State Parks and 
area amenities 

4 77 acres with excellent tree 
cover 

LNF.com/GA6472443 
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Northern FFA 
Competes In 
Regional Event 

The North Garrett FFA 
Livestock Evaluation Team 
recently participated in the 
Eastern Regional FFA com¬ 
petition held at the Eastern 
States Exposition in Spring- 
field, Mass. 

The Big E, as it is com¬ 
monly called, hosts a vari¬ 
ety of events, including 
adult and youth market live¬ 
stock competition for indi¬ 
viduals from across New 
England. The Big E is also 
the venue for the Eastern 
Regional FFA Program. 


This competition includes 
over 900 FFA youth from 
20 eastern states ranging 
from Rhode Island to 
Michigan. 

The livestock evaluation 
competition required par¬ 
ticipants to evaluate nine 
classes of market and breed¬ 
ing beef, sheep, and swine 
Additionally, team mem¬ 
bers completed a compre¬ 
hensive written exam test¬ 
ing their knowledge of live¬ 
stock and a yield grade exer¬ 
cise. 

All participants were also 
required to give oral reasons 
on one class of beef, sheep, 
and swine Each student 
presented comprehensive 


oral reasons to a judge de¬ 
fending the rankings of the 
animals in the class. These 
reasons are given without 
the benefit of notes or hav¬ 
ing the animals present. 

Northern's team achieved 
a fourth place team finish in 
the livestock judging com¬ 
petition. 

Ashley Rodeheaver 
placed ninth in the individ¬ 
ual scoring and recorded the 
highest score of the compe¬ 
tition in oral beef reasons. 

The North Garrett FFA 
Chapter will host a pancake 
and buckwheat cake dinner 
at the high school on Fri¬ 
day, Oct. 3, from 3:30 to 7 
p.m. Proceeds will support 
the group's participation in 
various events. 

Nutrient Mg/nt. 
Visits Available 
For Area Farms 

Local farmers are re¬ 
minded that a nutrient man¬ 
agement consultant can visit 
area farms and conduct tests 
for com silage or corn grain 
yield checks 

According to Willie 
I.antz of the Garrett County 
Extension Office, the Mary¬ 
land Department of Agri¬ 
culture requires producers 
to keep accurate yield re¬ 
cords on all fields. 

Maryland Department of 
Agriculture nutrient man¬ 
agement specialists who 
come to evaluate the imple¬ 
mentation of a nutrient 
management plan expect 
the plan to have yield re¬ 
cords. In addition, the state 
of Maryland nutrient man¬ 
agement regulations require 
that nitrogen application 
rates for corn be based upon 
expected crop yields. 

If a producer has accu¬ 
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FARM-O-GRAM 

Western Md. Cash Grain & Hay Prices: 

Cash Grain Prices: #2 Yellow Shelled Corn, $5.60 
bu, Yellow Soybeans, $10.71 /bu; Red Winter Wheat, 
$5.05/bu; Barley, $4.28/bu 

Hay & Straw Prices: New Holland, Pa. - Allalta, 
$ 150-290/ton; Mixed Hay, $85-280/ton; Timothy $85- 
275/ton; Grass, $150-280/ton; Straw, $97-195/ton 

Westminster, Md. - Alfalfa, $1.30-3.30/bale; Alfalfa 
Mix, $1.70-5/bale; Timothy, $3-5/bale; Timothy Mix 
$1.10-4.50/bale; Grass Mix, $2.50-4.85/bale; Straw, 
$1.50-2.90/bale. 

Winchester, Va. - Stocker-Feeder Cattle (S/100 wt.) 

Steers: (300-400 lbs ), $105-115; (400-500 lbs ), $97- 
108 50; (500-600 lbs.), $91-109.50; (600-700 lbs.), $90-101; 
(700-800 lbs ), $81-93.50; (800-900 lbs ), $84-90 25. Heif¬ 
ers (300-400 lbs ), $89-97.50; (400-500 lbs ), $80-96; (500- 
600 lbs.), $75-91.50; (600-700 lbs ), $79-86; (700-800 lbs.), 
$81-83. 

Slaughter Cattle - Westminster 

Fed Steers: Choice & Prime, $93.50-97; Low Choice, 
$91.75-93.50; Holsteins, $74-86.75. Fed Heifers: Choice, 
$94-95; Holsteins, $64 Slaughter Cows: Breakers, $59.75- 
64, Boners, $54.50-59; Thin & Slow, $53 & down. 

Garrett County Extension web site: www extension.- 
umd edu/local/garrett. 
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THE NORTH GARRETT FFA Livestock Evaluation Team participated in the 
Eastern Regional FFA competition, held recently in Springfield, Mass. Pictured 
above, from left, are Bradley Rodeheaver, Jordan Fratz, Andrea Upole, and Ashley 
Rodeheaver. The team is coached by Richard McCrobie of Northern High School. 
See story for details. 


rate yield records for the last 
five years, then the highest 
three out of five year yields 
can be used for the nutrient 
management plan. If no 
yield data is available, the 
average yield for soil type 
and state is used. Since the 
average is usually lower, the 
amount of nitrogen that can 
be applied is limited. 

"Long-term, site specific 
yield goals will be the most 
reliable means for determin¬ 
ing nitrogen application 
rates," said Lantz. "There is 
also peace of mind in know¬ 
ing which of your fields 
pioJuLlJ tin. most MldgC Ul 


FISH DAY! 

IT'S TIME TO 
STOCK YOUR PONDI 

Delivery will be: 
Monday, October 13 

Cumberland, 3:30-4 15 pm. 
at Southern States 
Tuesday. October 14 
Grantsville. 7 30-8 15 a m. 

at Grantsville Ag 
Oakland, 900-945 am. 
at Southern States 

FISHWAGON 

To Place an Order Call 

Toll-Free 1-800-643-8439 
www fishwagon com 


grain per acre, which may 
ultimately help you choose 
your crop rotation for the 
2009 growing season." 

The yields will be re¬ 
corded and can be used to 
compare seed brands, fertil¬ 
izer types, and tillage prac¬ 
tices, instead of relying on 
visual comparison. 

To schedule a farm visit, 
persons may call the Garrett 
County Extension Office at 
301-334-6960. 


FRIEND’S 

STOCKYARD INC. 

Market report for Mon¬ 
day, Sept. 29, 2008. 

Stock Steers and Bulls 
(200-500 lbs), $75-104; 
Stock Steers (700-850 lbs.), 
$78-92; Stock Heifers, $60- 
94 Slaughter Steers, good 
to choice, $94-95; medium 
to good, $82-93.50; heavy 
choice (over 1,450 lbs.), 
$75-85. Holstein Steers, 
heavy choice, $62-76; light 
(500 to 600 lbs.), up to $72. 

Slaughter Heifers, good 


ir vm in nnm/rn 
io i uur\ Di\ur\ci\ 

LEAVING TOWN? 


If wo, ina\bc now u a pwd lime to look al Kdward Jones. At Kdward 
Jofiea, you get pcnonal, confidential, tw-on-tme service from one financial 
adviMir who can help you with ail your financial need*. 


I ranafrrring vour account is raxy. ( all today to learn more. 



John A Rose 

Financial Advisor 

440 Weber Rd 
Oakland. MD 21550 
301 334-3375 


wwwedwardjonet.com M«mb«rsiec 


Edwardjones 

MAKING SENSE OF INVESTING 


to choice, $85-94 75; me¬ 
dium to good, $80-84.50; 
utility, $55 75-72 Bulls, 
heavy, $55-63; light, $50-64 
Cows, utility, $50-63.50; 
commercial to good, $42- 
54; culls, $44 and down. 
Veals, good to choice, $50- 
94.25; medium to good, 
$50-67 Bob Calves, $50 and 
down Holstein Bull Calves, 
return to farm (85-120 lbs ), 
up to $90. Holstein Heifer 
Calves, return to farm (85- 
120 lbs ), up to $400 Beef 
Cross Calves, return to 
farm, up to $110. 

Hogs, top quality, up to 
$60. Sows, up to $39. 

Lambs, choice, up to 
$103. 

Goats, choice (by head), 
$25-75. 

GRANTSVILLE 

STOCKYARDS 

Market report for Satur¬ 
day, Sept. 27, 2008. 

Stock Steers and Bulls 
(200-500 lbs ), $70-95. Stock 
Heifers, $50-88. Slaughter 
Steers, good to choice, up to 
$85; medium to good, $55- 
83.50. Holstein Steers, 
good, $54-70; light, up to 
$55. Slaughter Heifers, good 
to choice, up to $83; me¬ 


dium to good, $55-76 Bulls, 
heavy, $60-67.50; light, $60 

Cow>, utility (Holsteins), 
$53-58; canners, $45-52, 
culls, $44 and down. Bob 
Calves, $50 and down. Hol¬ 
stein Bull Calves, return to 
farm (90-120 lbs ), up to 
$45. Holstein Heifer Calves, 
return to farm, up to $200 
Beef Cross Calves, return to 
farm, up to $85 

Hogs, top quality, up to 
$54; heavy, up to $52; light, 
$20-58; feeder pigs, by head, 
up to $45 Sows, up to 
$50.50. Male Hogs, $3-25. 

Lambs (70-85 lbs ), up to 
$105; (85-125 lbs ), up to 
$100; (30-60 lbs ), up to 
$127.50; culls up to $60 
Sheep, up to $50; fat 
sheep, up to $35 

Goats, large, by head, 
$60-100; medium, by head, 
$25-60; small, by head, $10- 
40; kid, by head, $5-20 
Livestock prices are all 
given per hundredweight 

mastermind] 

DESIGNZ 

Signs • Banners 

240.321.469Q 


Preston Farmers Market, Inc, 


345 Sanders Street 
Terra Alta, WV 26764 

304-789-2788 

304-789-6811 Home - 301-616-5231 Cell 

SPECIAL FALL SALES 

GRADED CALF SALE 

Wed., Oct. 8 at 10:00 a.m. 

Please note the lime. It is wrong on the state schedule 
Check-in will be Tues., Oct. 7. 

Scales will be open 7:30 a.m. to 8:00 p.m. 

BRED COW SALE 

Friday, Oct. 17, at 2:00 PM 

CALVES AND YEARLINGS 

Graded and Farmer Bunches 
Fri., Oct. 24, at 2 p.m. 

COW SALE 

Fri., Oct. 31, at 2:00 p.m. 



301 - 387-2000 


Congratulations to Andrea Steyer, recipient of 
Railey Realty’s Skip Bernard Memorial Scholarship! We wish you success! 


NEW OFFERINGS 


PRICE CHANGES 


OPEN HOUSES 















GREAT 24-ACRE RANCH LAKEFRONT GETAWAY 

One of a kind 24-Acre Ranch 4BR/3BA split lakefront 
property offers an immaculate @Cherry Creek Cove Type A 
brick ranch-style house and (2) GA6870011R $779,000 
large workshops Fenced 
pastures for livestock/horse 
grazing Conveniently located 
in a beautiful country setting! 

GA6873377R $1,500,000 


AMAZING MT TOP HOME 

Secluded log home in the 
Highlme II neighborhood 4 
bedrooms, 3Vi baths. Enjoy 
your evenings relaxing on the 
screened-in porch or in the hot 
tub Spend family time around 
1 of the 2 stone fireplaces 
GA6883738R $729,900 


MARSH HILL ROAD 

2 bedroom, 1 bath home 
located close to Wisp Resort 
GA6873426R $269,900 


PRIME LOCATION 

Take a look at this well 
maintained condo, so close to 
Deep Creek Lake, the Wisp 
Resort, Garrett College. & the 
hubbub of McHenry town 
center! 2 BR. 1 Bath with great 
views, conveying furnished 
GA6880274R $135,900 


DEEP CREEK DRIVE 

Custom built 7 BR lakefront 
home with great views 
GA6757725R $2,150,000 


AMAZING LAKEFRONT! 

Charming chalet with lake 
views from every room 
GA6865365R $1,100,000 


88.294 ACRES 

Mostly wooded, gently rolling, 
perked & surveyed' 
GA6877586R $569,000 


OAKLAND 3B/R 2%BA 

Oakland 3 Bedroom, 2% Bath, 
paved drive, 2 Car Garage 
GA6870066R $229,900 

BUSINESS OPPORTUNITY 

1.34 Acre parcel-unzoned & 
ready for your business 
opportunity Within one minute 
drive to Deep Creek Lake in 
high trafTic area Parcel is level 
with access off of Rt 42 & will 
convey with public sewer tap 
GA6877769R $189,000 


BLUE VIEW 

Lakefront chalet with great lake 
views 

GA6874809R $1.050,000 

TRUE SKI IN/SKI OUT! 
Located on the slopes of 
Wisp@Deep Creek Mt Resort, 
put on your skis et your back door 
S you're on the slopes! Walk to 
the new Adventure Sports 
Center 4 BR/38A, furnished with 
many extras 


FANTASTIC LAKEFRONTI 

Spacious Cottage with 4 BR. 3 
Bath A great Lake views! 
GA6863017R $875,000 


VICTORIAN COTTAGE 
EXCEPTIONAL UNIT Adorable Victorian Cottage 
3bedroom. 2V4 bath, single with level yard, detached 
boatslip, sold furnished garage fish pond gardens 

GA6873256R $550,000 covered front porch S rear 

deck Fireplace located In the 
study/library Great location in 
Historic Mountain Lake Park 
GA6M1533R $140,000 

LAKE ACCESS LOT 
Conte take a look at this large 
1 7 Acre tot with lake access & 
lake A mountain views 
Located on a quiet cul-de-sac 
wkh private lake access area 
across the street Established 
community Convenient 


■OLE SOUTH 
una TiarOwy 


WISP HOTEL UNIT 

2 BR larger unit with great 

views & amenity package 
RR0000040R $92,500 

10 ACRE LOT 

Wooded lot on Walnut Bottom 
Road Ready to build! 
GA6874205R $89,900 

BEST VIEWS IN COUNTY 

3 acre lot with incredible 

mountain views 
GA6863946R $87,900 

BACKBONE DRIVE LOT 

7 72 Acres 

GA6873596R $62,500 

VALLEY VIEWSI 

Two building lots totaling 3 3 
acres Call today! 

GA6874686R $59,900 

GREAT STARTER LOTI 

One of Deep Creek's original 
developments! 

GA6877389R $45,000 


CHESTWOOD MANOR 

Incredible Stone Lodge with 
150'of level lakefront 
GA6502244R $1,075,000 


>149 


tmjM GAM82740R 


VALLEY VIEWSI 

1.5 acre lot with breathtaking 
views Call today! 

$139,000 GA6874681R $29,900 


YOUGHIOGHENY RIVER 

21.75 acres of privacy with 940' 
river frontage 

GA6568624R $725,000 


FISHERMEN & SKIERS 

3 BR 3.5 Bath New Home on 
Trout Stream & near Wisp 
GA6878209R $529,900 


TOP OF THE MOUNTAIN 

5 Bedroom 4 Bath Log home, 
on top of Wisp Mountain! 
GA6617649R $1,099,000 


CAESER'S HIDEAWAY 

5 Bedroom, 5 5 Bath home with 
views of Deep Creek Lake 
GA6660968R $499,000 


HAZELHURST LAKEFRONT 

3BR. 3BA. level lakefront. 
oversized garage & more 
GA6843073R $899,900 


INCREDIBLE VIEWS! 

Mountain top chalet with over 3 
acres & 3 car garage! 
GA6767061R $398,000 


ROCK LODGE ROAD 

3 Bedroom cottage with 60’ of 
split lakefront. 

GA6733403R $279,000 


CONDO-VIEWS OF LAKEI 

2 Bedroom Condo with great 
views of Deep Creek Lake 
GA5547170R $229,000 

HOLIDAY HILLS 
Level lot approved for a 3 
bedroom perc. 

GA6839362R $110,000 


DUPLEX 


LAKE ACCESS CHALET 

3 bedroom 2 bath lake view 
chalet with slip. 

GA6035789R $399,000 


CEDAR CREEK TOWNHOME 

New 3 bedroom. 3 V4 bath 
town homes close to DCL! 
GA6822582R $289,900 


DUPLEX RENTAL HOMEI 

Duplex rental home in good 
condition producing $740 per 
month! Rented!! 

GA6782030R $69,900 

GA6782028R $69,900 

TOP THIRTY ACRES 

2 04 Acre lot with potential 
mountain views 

GA6326949R $37,900 


For 

Information 
on All Our 
Listings, 
Please Visit 
Our Website 


SATURDAY 10-4 
NOON - 2:00 PM 
& FRIDAY 10-10 
2:00-4:00 PM 

THIS IS DIFFERENTII 

4 Bedroom, 3V4 Bath, fully 
landscaped, lake view! 
GA6884751R $ 728,000 

DIRECTIONS: Rte 219 to 
Sang Run Rd (between First 
United Bank & Exxon) Left on 
Marsh Hill Rd. Right to 
Overlook Pass Left on Wisp 
Mountain Rd Left on Shingle 
Camp Rd. First house on left. 


SATURDAY 10-4 
1:00 -3:00 PM 

SOUTHERN LAKE 

5 bedroom. 2 bath Bi-level 
home with deeded lakefront 
GA6538255R $479,000 

DIRECTIONS: Rt 219 to 
Glendale Rd Glendale Rd to 
Glen Cove Rd Go to end of 
road-property on the left 

fc 


SUNDAY 10-5 
1:00-3:00 PM 

LAKEFRONT 5 bedroom / 3 
Bath home with 3 Acres & 307' 
lakefront GA6855250R 
$ 2 , 950,000 DIRECTIONS 
Rt 219 to Mayhew Inn Rd 
Third driveway on the right past 
the entrance to Red Run 
Lodge 


THURSDAY 10-9 
& FRIDAY 10-10 
2:00 -4:00 PM 

LUXURY TOWNHOMES! 3 

Bedroom 3 Bath townhomes in 
downtown Oakland! Limited 
time $25,000 price reduction! 
GA6494465R $264,000 

GA6494450R $254,000 

DIRECTIONS: Rt 219 South 
to Oakland Turn left at 5th 
stoplight Follow less than half 
mile to townhomes on RIGHT 
at415 _ 


SATURDAY & 
SUNDAY 
NOON - 3:00 PM 

LUXURY LAKEFRONTI Lake 

Front Luxury Living at 
Creekside Nemith built 
GA6270349R $995,000 

DIRECTIONS From Railey 
Realty(McHenry) Rt 219 
South On left before UNO's 


SATURDAY & 
SUNDAY 
NOON • 3:00 PM 

NEW CONSTRUCTION! Don 

Nemith Builders New 
Construction. Dock Slip! 
GA6742976R $825,000 

DIRECTIONS Rt 219 N Left 
onto Sang Run Rd. Left onto 
Deep Creek Dr, approx 1/4 
mile on right at Waltons 
Landi ng. 

BY 



cst Selection of Properties - WWW. 


deepcreek.com 
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SENIORS LEARN ABOUT HEIRLOOM GARDENING - The Grantsville Senior 
Center recently hosted a presentation on "Heirloom Gardening" by Sherry Georg 
(pictured). "Mrs. Georg volunteers with the historic Drane House garden in Acci* 
dent, and the seniors enjoyed learning about the variety of heirloom seeds popular 
among heirloom garden enthusiasts," said Carrie Clow, senior center operations 
director. Many heirloom seed catalogs, seed samples, and plants from the Drane 
House garden were on display. Seniors were also able to touch and smell many 
plants from heirloom seed collections. "This presentation occurred during Active 
Aging Week and was meant to encourage seniors to continue being active at 
home, in their community, and to always learn new things that they can become 
active in," Clow added. 


Jl heeler Family 
lb Serve Oakland 
Church Of Christ 

Nathan and Brandy 
Wheeler, along with their 
two sons Jacob, 13, and 


Jordon, 11, have recently 
come to Oakland to work 
with the Oakland Church of 
Christ. 

"This church has been 
serving various needs in 
Garrett County," said Pas¬ 
tor Wheeler, "and we are 


FLU SHOTS 

for patients of 

Dr. P. Daniei riiiier D.O. 
and Lisa Browning P.A. 

The office of Dr. R Daniel Miller will begin 
giving Flu Shots October 7. Please call 
301 -334-4400 to schedule a time. 


looking forward to helping 
with even more." 

As a preacher, Wheeler 
says his goal is to let God's 
biblical message be heard in 
a fresh way. "Most impor¬ 
tantly, I work to encourage 
Christians to act on what 
we are hearing; to live dif¬ 
ferently, more godly, more 
lovingly, after every Bible 
message that we study to¬ 
gether" 

The family relocated to 
Oakland from Perkins, 
Okla., where they worked 
with the Perkins Church of 
Christ for just over two 
years. As a family, they en¬ 
joy outdoor activities avail¬ 
able in Garrett County. Jor¬ 
don now plays for the Oak¬ 
land Renegades football 
team The Wheelers say 
they hope to find other 
ways to contribute to the 
life and people of Garrett 
County. 

Read. Then Recycle 
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Now offering: 
Massage, facials, 
pedicures/spa pedicures 
and manicures 


Becky Hardesty - Manager/Stylist 
Ashley Hardesty Gregg-Stylist 
Shantelle Brenneman Spiker - Stylist 


STOP BY TO REGISTER TO WIN A PEDICURE, MANICURE OR FACIAL! 

<Llou/iS: Mor., 12-7; lues. Sat., 8-2 

104 E. Oak St. OAKLAND 301 -334-6132 


Buckwheat Cake 
Dinner Scheduled 

The North Garrett FFA 
will hold a buckwheat cake/ 
pancake and sausage dinner 
tomorrow, Friday, Oct. 3, 
from 3 30 to 7 p m in the 
Northern High School cafe¬ 
teria. 

The cost is $6 for persons 
over 12 years of age and $3 
for those younger than 12. 

WEPCO Gives 
Tips To Public 
On Fraudulence 

WEPCO Federal Credit 
Union recently posted on its 
web site a link to get infor¬ 
mation about fraud and 
where to report any suspi¬ 
cious e-mails or phone 
calls The web site address 
is www.wepcofcu.com Per¬ 
sons wishing to forward any 
suspicious e-mails should 
send them to phishing@- 
wepcofcu com 

There are two terms used 
to describe fraudulent e- 
mails and/or phone calls: 
"phishing" and "vishing." 

Phishing is the act of 
sending an e-mail to a user 
falsely claiming to be an 
established legitimate enter¬ 
prise in an attempt to scam 
the user into surrendering 
private information that will 
be used for identity theft 
Vishing is the telephone 
equivalent of phishing It is 
the act of using the tele¬ 
phone in an attempt to scam 
the user into surrendering 
private information that will 
be used for identity theft 
WEPCO would like to 
provide some helpful hints 
to prevent fraud and iden¬ 
tity theft. Persons should 
•be suspicious of e-mails 
or phone calls with urgent 
requests for personal or fi¬ 
nancial information 

•report to a financial in¬ 
stitution any suspicious e- 
mails or phone calls as soon 
as possible 

•not use the links in an e- 
mail to get to any web page 
if he/she suspects the mes¬ 
sage might not be authentic. 

•always ensure that he/ 
she is using a secure web 
site when submitting credit 
card or other sensitive infor¬ 
mation via a web browser 
•regularly log into his/ 
her online accounts and not 
wait for as long as a month 
before checking each ac¬ 
count. 

"Main rules of thumb," 
says a WEPCO spokesper¬ 
son, "if it sounds suspicious 
or too good to be true, do 
not respond and report it 
ASAP. WEPCO does not, 
under any circumstances, 
request personal or financial 
information by e-mail or 
automated phone calls " 

Subscribe to The Republican 


Thank Moul 
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Hospice of Garrett County 

would like to thank 

$ank! 

Tit FIRST UNITED 

mEE Bank & Trust 

for the 10th Annual 
I lot Dogs for Hospice. 

$3,785 was raised 


YJ 


Pictured above, L-R Cheryl Smearman, Customer 
Service Representative, Chiquita Sweitzer, Customer 
Officer Operations Manager, Josephine Sweitzer, 
Customer Service Representative, Brenda Butscher, 
Hospice of Garrett County Executive Director, Sarena 
Rodeheaver Community Office Manager and Ginger 
Wolf Customer Service Officer 


Special thanks 
to the following 
businesses and 
individuals for 
your support: 

Advance Auto Parts 
Allison Shaffer 
Arby’s 

Browning's Foodland 
Chuck McCubbin 
Debbie Workman 
Deep Creek Gourmet 
Kay's Korner 
Loch Lynn Restaurant 
Magical Styles 
Manor Home Center 
Painted Cupboard 
Schoolhouse Earth 
Shawnee Trading l\jst 
Smiley's 

Southern Auto Supply 
Stained Glass Gallery 


VYinners 

Brittany Welch 
Lori Hill 
Bill Wilson 
Barbie Bolden 
Betty Jo Svvauger 
Jamie Beeman 
Mike Hill 
Jim Beeman 
George Thomas 
Norma Bowman 
Maggie Moore 
Roland Murray 
Louise Hardesty 
Ernie Ganoe 
Jeremy Sines 
Porter Welch 
Scott Bittner 
Phil Workman 
Scott Bittinger 
Paige Rodeheaver 
Randy Strawser 
Cathy O'Neil 
Brant Miller 


www.hospiceofgarrettcounty.org 

Hospice of Garrett County, Inc., P.0. Box 271, Oakland, MD 21550 
301-334-5151 *Fax 301-334-5800 email hospiceofgc@verizon.ne1 
Grantsville Area Phone 1 -800 521 -5252 • TTY 800-735-2258 
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2008 GCASC HOLDS FIRST MEETING - The 
Garrett County Association of Student Councils re¬ 
cently opened the year with its first meeting at Garrett 
College. The meeting included the election of officers, 
planning of events, and the sharing of information 
from each school's students who were in attendance. 
The Board of Education Meeting was discussed by 
Sierra Pitman, who was the substitute for Joanna Guy 
as student member of the board. The council com¬ 
prises students from Northern high and middle 
schools and Southern high and middle schools. The 
officers for the 2008-09 school year are as follows; 
Sierra Pitman from NHS, president; Krista Hollings¬ 
worth from SHS, vice president; Bryson Holler from 
SHS, second vice president; Kaitlyn Swift from SHS, 
secretary and co-historian; Amanda Brenneman from 
NHS, treasurer; Teresa Friend from NHS, co-historian; 


and Jessica Simson and Heath Naylor, both from SHS, 
will share the position of public relations. The council 
will meet each month. Those seeking more informa¬ 
tion may contact advisor Lowell Leitzel, SHS, at 301- 
334-9447. 




HEARD? 


I LI 


/Aim sosaa oca ottsxsdsb 

For hauling Firewood, 

Coal and Miscellaneous Materials 
WE SERVICE WHAT WE SELL! 

GARRETT AUTOMOTIVE LLC 

301-387-6148 


by M. Keith Nester, Sr., BC-HIS 

m. Kafr fesM, earn cany Arm*!, HIS 

EVER HEAR OF STONES IN THE EAR CANAL? 


Io maintoin its balance, the body 
normolly relies on the innec eon' sensitive 
hairs lo deled the movement of tiny stones 
called "otoconia,' which shift as the body 
changes position The otoconia ace composed 
of colcium corbonole (combined with a 
protein), which is olso o constituent of 
‘limestone' Hence, otoconia ace literally 
small stones. Occasionally, these stones 
become dislodged, causing dizziness, nausea, 
and loss ot balance lo treat otoconia, a senes 
of head ond upper body movements (called 
the Epley maneuver) con be performed lo 
move the stones to on area where they will not 
offed balance Ibis procedure should be 
performed by on experienced specialist after 
other, more serious conditions that cause the 
some symptoms ore ruled out 


If you have questions about unusual 
healing conditions, oi if you just need lo talk to 
a hearing specialist about the state of youi 
hearing, we wont you lo know you ore olways 
welcome ol AUDIBEl Perhaps you hove o 
hearing aid that sits in the bock of o drawet 
instead of in youi eai because it did not live up 
to your expectations If so, bring it lo us ond let 
us take a look It may be that o simple 
odiustment or o switch in styles is oil it will take 
to bung your hearing abilities up lo moximum 
capacity. 

P S. Die Semonl moneuvec is similar lo the 
Epley maneuver 

AUDIBEL 
Office o? Or. Waoms Clump nebe 
SO'OsKJcfroAw • Marian U*e°trV MD 21550 

1-866-AUDIBEL • 1-866-283-4235 


www.audibel.com 
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Garrett Medical Group, RA. 


Providing Primary Care to our Community 
in Maryland and West Virginia Since 1973 

Cardiac Care • Pediatrics 
Adult Medicine • Geriatrics • Women's Care 
Dermatology • Minor Office Surgery 


Thomas Johnson, M.D. Karl Schwalm, M.D. 


Robert Goralski, M.D. 


Linda Streskv, 
Nurse Practitioner 


Carolyn ShcatTer, 
Nurse Practitioner 


Jackie Snelson, 
Nurse Practitioner 


Call for an appointment 


In Oakland 
301 - 334-8171 

311 N. 4th Street 

(next to Garrett Memorial Hospital) 


In Friendsville 
301 - 746-4160 

248 Maple Street 
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Buckwheat And Cookbooks On 


Pancake Dinner 
Slated In Swanton 

The Swanton Commu¬ 
nity Center will host an all- 
you-can-eat buckwheat and 
pancake dinner on Satur¬ 
day, Oct. 18, beginning at 4 
p.m 

The menu consists of 
buckwheat cakes and/or 
pancakes, sausage, and sau¬ 
sage gravy. The fee for 
adults is $7, children is 
S3.50, and children under 5 
years can eat for free. 

Awards Banquet 
Held By WOW 

The Woodmen of the 
World annual awards ban¬ 
quet was held Sept. 27 at 
the Grantsville fire hall. 
Approximately 70 people 
attended 

Entertainment was pro¬ 
vided by Diona Broadwater 
and the Goldmans. A wel¬ 
come and blessing were 
given by Lillian Guthrie, 
and a steak meal was 
served. 

Awards were given to 
Lucy Stein, environmental¬ 
ist; Richard Broadwater, 
good neighbor; Janis Pope, 
special award; and James 
Carey, conservation award. 

Pins were given to 
Wilma Wilburn, 25 years; 
and James Wilburn and 
Robert Butinger, 50 years. 
Pins were presented by 
Lillian Guthrie, secretary. 

Fraternal co-coordinator 
Phyllis Mervine spoke 
about the ranger program 
and the activities of Lodge 
41. 

Door prizes were given 
by Angie Guthrie and Lucy 
Stein Tickets were drawn 
by Gloria Cornfield. 

The next meeting is 
planned for Monday, Oct 
13, at 6:30 p.m , and will be 
a covered dish dinner 


PUBLIC NOTICES 


NOTICE OF 
PUBLIC HEARING 

Notice is hereby given that a 
Public Hearing will be held 
Tuesday, October 7, 2008, in 
the Board of County Commis¬ 
sioners' Public Meeting Room, 
Room 209, Courthouse, in 
Oakland at 10:30 a m. for the 
purpose of obtaining public 
comment on an application for 
re-designation of an Enterprise 
Zone under Article 83A §5-402 
of the Maryland Annotated 
Code 

The area to be re-designated 
consists of approximately 110 
acres and is located adjacent 
to Interstate-68 near 
Grantsville, Maryland. The area 
is known as the Northern 
Garrett Industrial Park. 

Interested persons will be 
heard at the public hearing on 
Tuesday, October 7, 2008. 

R. Lamont Pagenhardt 
i ok County Administrator 


Sale Through 
I .utheran Parish 

Cookbooks are now on 
sale through the Bittinger 
Lutheran Parish for $10 and 
may be purchased from any 
member of Emmanuel Lu¬ 
theran Church in Bittinger, 
St. John Lutheran Church 
in Swanton, or Zion Lu¬ 
theran Church in Jennings 

Church group members, 
family, and friends worked 
together to compile a keep¬ 
sake cookbook that contains 
425 recipes including appe¬ 
tizers, main dishes, and des¬ 
serts. 
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NOTICE OF APPOINTMENT 

NOTICE TO CREDITORS 

NOTICE TO UNKNOWN , 
HEIRS 

Estate No. 11058 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF: 

CARRIE SARAH CLUTTER 

Notice is given that Thomas 
Harry Clutter, Rt. 2, Box 100-B- 
3, Terra Alta, WV 26764, was 
on September 17, 2008, ap¬ 
pointed Personal Representa¬ 
tive of the estate of Carrie Sa¬ 
rah Clutter, who died on August 
6, 2008, with a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment (or 
to the probate of the 
decedent's will) shall file their 
objections with the Register of 
Wills on or before the 17th day 
of March 2009. 

Any person having a claim 
against the decedent must 
present the claim to the under¬ 
signed personal representa¬ 
tive or file it with the Register 
of Wills with a copy to the un¬ 
dersigned on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent’s death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death, or 

(2) Two months after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claim will be barred unless the 
creditor presents the claims 
within two months from the 
mailing or other delivery of the 
notice. A claim not presented 
or filed on or before that date, 
or any extension provided bv 
law. is unenforceable thereaf¬ 
ter. Claim forms may be ob¬ 
tained from the Register of 
Wills. 

Name of newspaper desig¬ 
nated by personal represen¬ 
tative: The Republican. 

Date of Publication: Septem¬ 
ber 25, 2008. 

Thomas H. Clutter 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
Oakland, MD 21550 
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PUBLIC REAL 
ESTATE AUCTION 

Saturday, Oct. 4,10 a.m. 

Green Lantern Road, Frostburg, Md. 

13 acres (1 perk) in parcel l.and 33acres (1 perk) in parcel 
2. Only 20 min. from Deep Creek Lake, Md Beautiful country 
setting Owner willing to finance. Surveyed in 2006. 

Terms of Real Estate: $10,000 non-refundable deposit in 
cash or certified funds required at the time and date of auction; 
balance at settlement in 30 days 

Donald Ringer, Auctioneer - WV 1634 
DEEP CREEK LAKE AUCTIONS, LLC 

For Info. call304-735-3426 or 301-616-7407 
www deepcreeklakeauctions.com • www auctionzip.com 


PUBLIC AUCTION 

Saturday, Oct. 11, 9 a.m. 

Folk, Real Estate & Household 

1981 Springs Rd , Springs, PA 15558, on Rt 669 

Real estate consists of 1+acres, w/ a black top driveway, 
consisting of a 1’/7-story brick house w/3-bedrooms, full 
basement and 114 baths, hardwood flooring. Oil & coal heat 
and is in move-in condition. A large 3-bay garage holds 3 
vehicles and plenty of space for tools. Property is located % 
mile from the Maryland line on Rt 669, only minutes from 
1-68, skiing, groceries, schools, churches; a clean quiet 
community. Executrix reserves the right to accept or reject any 
or all bids on real-estate 10% down, required day of sale, 
balance due with delivery of deed 
Household items: Lais coffee mugs, powder horn, wood 
mallets, old keys, piano rolls, Kodak wood film tank & glass 
negatives, croquet set, Queen City Dairy & Country Belle milk 
boxes, hand carved wood figures, microwave, TV w/remote, 
couch, chairs, old oak table w/leaves. dinnerware set. wringer 
washer, dryer, Speed Queen washer. GE chest freezer, 
upright freezer needs work, 2 refrigerators, knick-knacks, 
quilt frame, pots and pans and kitchen items, wood/coal 
burner, 40” oven, stained glass stand, humidifier. Warm 
Morning stove, and more 

Garage & outdoor: Simplicity 18hp lawn tractor w/48" deck, 
snowblower and snowblade, folding ladder, extension lad¬ 
der, drills, saws, sanders, hand saws. HD16" Walker/Turner 
bandsaw, Sears table saw, Rockwell 4” jointer, scroll saw, 
hammers, wrenches, tools, soldering gun, nuts & bolts 
organizer bins, Sears 2hp air compressor, license plates, 
Ford driving lamp. FoMoCo Ford sign, Mustang emblems, 
hub caps. 2-man saw, pedal grinding wheel, wood barrel 
staves, floor jack, extension cords. Warm Morning stove, lawn 
& garden tools, apple crates 
Many items not mentioned 

Check auctlonzlp com for photos 

Jesse W. Maust Auctioneering 

AU004048 

too Phone: 814-662 -2943 


Proceeds from the cook¬ 
book will go to various pro¬ 
jects, such as to Zion in 
Jennings in preparation for 
a 100th anniversary celebra¬ 
tion in February and to the 
parish Angel Bells mission 
For more information, 
persons may contact Cindy 
Richardson at 301-245- 
4249, Linda Bucket at 301- 
245-4287, or Ruth Beckman 
at 301-387-4704 


PUBLIC NOTICES 


REQUEST FOR BIDS 

The Town of Kitzmiller is 
seeking bids for the Kitzmiller 
Museum roof replacement at 
610 Third St. 

Bids need to be received in 
Town Office by 3:00 p.m. on 
Tuesday, October 14. 

For additional information 
contact Diane at 301-453- 
3449 _ _ 1072,9(2) 

NOTICE OF APPOINTMENT 

NOTICE TO CREDITORS 

NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11062 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF 

ELLEN IMOGENE 
KESSELRING 

Notice is given that James 
A Kesselring, 59 Glenview 
Road, Swanton, MD 21561, 
was on September 19, 2008, 
appointed Personal Repre¬ 
sentative of the estate of Ellen 
Imogene Kesselring, who 
died on June 14, 2008, with a 
will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment (or 
to the probate of the 
decedent's will) shall file their 
objections with the Register of 
Wills on or before the 19th day 
of March 2009. 

Any person having a claim 
against the decedent must 
present the claim to the under¬ 
signed personal representa¬ 
tive or file it with the Register 
of Wills with a copy to the un¬ 
dersigned on or before the 
earlier of the ‘ollowing dates 

(1) Six months from the date 
of the decedent's death, except 
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if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claim will be barred unless the 
creditor presents the claims 
within two months from the 
mailing or other delivery of the 
notice. A claim not presented 
or filed on or before that date, 
or any extension provided by 
law, is unenforceable thereaf¬ 
ter. Claim forms may be ob¬ 
tained from the Register of 
Wills. 

Name of newspaper desig¬ 
nated by personal represen¬ 
tative: The Republican. 

Date of Publication: Septem¬ 
ber 25, 2008. 

James A. Kesselring 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E. Alder Street 
Oakland, MD 21550 

9 / 55 - 10 / 9 ( 3 )_ 

COST PROPOSAL 

The Town of Friendsville is 
accepting cost proposals for 
the Design/Engineering/Con¬ 
struction of Phase 11 for parking 
improvements on Chestnut 
Street. Cost Proposal packets 
can be obtained at the 
Friendsville Town Hall during 
regular business hours (Mon¬ 
day, T uesday or Thursday, 9:00 
a m. to 3:00 p.m.) or by calling 
301.746.5919. 

Evidence of Workers' Com¬ 
pensation Insurance and a 
minimum of $1,000,000.00 li¬ 
ability insurance must be in¬ 
cluded with the sealed cost 
proposal. Proposals must be 
received by 3:00 p.m. on Mon¬ 
day, October 6, 2008, at the 
Friendsville Town Hall, 313 
Chestnut Street, Friendsville, 
MD 21531. They will be opened 
for review at the Mayor and T own 
Council meeting that evening 
at 7:00 p.m. 

The Mayor and Town Council 
reserve the right to reject any or 
all bids. 

By authority . 
Mayor and Town Council 
of Friendsville, Maryland 

92 5 . 10 / 5 ( 5 ) 


AUCTION 

416 +/- Acres Mountain Property 
to be offered in 6 tracts. 
Excellent hunting & recreational. 

Saturday, Oct. 25, Noon 

Location: Near Cumberland, MD. 
Log onto auctionzip.com #3960 

Mike Curran 
Auctioneer #272 
„304-289-3674 or 304-289-3173 


QUARRICK EQUIPMENT 
& AUCTIONS 

Rt. 119 Gallatin Ave. Exit west on Bute Rd. 

2V4 miles on right. 

Open daily for business. Tractor & equipment sales. 
Auction service available. 

Consignment auctions of farm tractors, equipment, 
light industrial, lawn & garden, tools & more the first 
Thursday of every month. Consignments welcome 1 Doing 
business for 18 years Visit our web site for lists & pictures 
@ www.quarrickauction.com 

Tony Quarrick & Sons 

166 Quarrick Rd. 


Uniontown, PA 

724-439-1621 
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Cathedral Equipment 

FALLCONSIGNMENT AUCTION 

Saturday, Oct. 4, 9 a.m. 

Located at Cathedral Equipment in Aurora, West Virginia, 
on the comer of Rt. 50 and Stemple Ridge Road 

Mowers • Country Clipper Zero-Turn Mower, John Deere 
Quik Trax Stand-on Mower, Landpride 60" Finish Mower. 
John Deere 4' Rotary Cutter, Landpride 4' Finish Mower, John 
Deere LX279 Tractor with 48" Mower Deck. Landpride 72" 
Finish Mower, ST110 Bolens Lawn Mower, Service star 46" 
cut lawn mower, Statesman 12.5 HP Lawn Mower, John 
Deere 212 Lawn Mower. 

Tractors - Ford 8210 (4WD with no fluid in tires), John 
Deere 4020 (newly rebuilt engine with 95% rubber on tire), 
John Deere 170 Lawn Tractor, John Deere 180 Lawn Tractor, 
John Deere 5302 tractor (54 HP), 1955 Massey Harris M50 
tractor. Case 75 XT skidsteer 

Mlsc. items - JD 35 Forage Harvester, JD grass head, 
Landpride 60" Back Blade, Landpride 72" Back Blade, 
Landpride 84" Back Blade, 24 Bushel Manure Spreader 
Landpride Fertilizer Spreader, Pequea Chipper/3-pt Hitch, 
several walk behind snowthrowers, 1989 Chevrolet Truck 
2’/> ton 36,000 miles. New Idea Manure Spreader. Exhaust 
Fan, Sink, Feed Trough, Computer Desk, Fuel Pump, Single 
Garden Plow, Hay Spear, Hydraulic Cylinder. Water Tank. Pet 
Carrier, MF 2-bottom plows, Sub-soiler. Cartop Carrier, Box 
of Ropes, Electric Heater, New Holland 4-prong tedder, John 
Deere Snowblower, 12 -ton Tandem Axle Kroy wagon, John 
Deere 16" 2-bottom plows, John Deere Hydraulic Oil, Tools, 
Winch, Frontend loader for John Deere, Snow Blade for 
pickup, Sprayer, Ladder Carrier for on top a van, front mount 
snow blade 48", Gravity wagon with Auger.Gravity box. 

TERMS: Cash or Good Check on day of sale Not respon¬ 
sible for accidents. 

This is only a partial listing and due to daily sales. Items 
may change and are added daily. 


Auctioneer; 

I Artmr/t rinrlnr 


iaa/w-tcc 

*• ■ n i t/w 


For information or questions call 
Cathedral Equipment, 304-735-5000 


PUBLIC AUCTION 

OF REAL ESTATE , ANTIQUES, 
COLLECTIBLES & HOUSEHOLD ITEMS 

Saturday, Oct. 18 

9:30 A M. - PERSONAL PROPERTY 
12:00 NOON - REAL ESTATE 

Located at 241 Smouse Rd. Oakland, Md 

18.25 acres with 2-story dwelling, bam, and outbuildings. 
Quiet setting Great opportunity for the country life, but close 
to the amenities of Oakland. 

Complete listing next week. 

CUSTER REALTY & AUCTION 

301-334-4876 or 301-616-4876 
auctionzip.com 


PUBLIC AUCTION 

Vans * Flat Bed Trailer * Ford GT Tractor 
* Kitchen Equipment 

Welders * Antique School House Bell * Etc. 

Saturday, Oct. 4,10:00 a.m. 

Sale on the Premises 

Garrett County Board Of Education Warehouse 
North Eighth Street 
Oakland, Maryland 21550 

2001 Dodge Van-1998 Chevrolet 3500 Van-Hudson 18 
ft. tri-axle trailer - Ford GT 75 tractor w/mowing deck & plow 

- 2 Bolens 5hp. snow blowers - 810R22.5 tires - Kalamazoo 
#2 cast iron stoves - Miller spot welder - DeWalt radial arm 
saw - Schaffer welder - AC 225 welder - Aluminum & 
Fiberglass extension ladder - Drill press - 2 Wheel utility cart 

- Tool bins - Torit dust collection system - Floor sander - 
Oil space heater - Hobart SS double pizza oven - SS work 
table w/drawer - Pots & pans - 2 SS Food warmers - 2 Elkay 
wall mount water fountains - 16 Portable stage risers - 
Nelson cabinet convectors - Holt floor scrubbers - Tornado 
sweepers - Electrical boxes - Electric motors - Exhaust fans 

- Antique school house bell - Hoko sweepers - Roll filter 
matting - Popcorn machine - Magazine racks - Korkan 
power washer - Speakers - Transformers - Computers - 
Cleaning supplies - Homelite water pump - Belting - 
Basketball rims & backboards - Many student desks & 
chairs - Urinals - Sinks - Handles - Buckets - Card file - 
Door riardware - Partitions - Power mowers - Water heat¬ 
ers - Doors - Play wooden train - Hospital beds - Louvers 

- Landscape timbers - Folding tables - Large amount of 
aluminum scrap - and other items not listed. 

All items sold in (as is) condition with no warranty, either 
expressed, written or implied. 

Terms: Cash or Approved Funds. Immediate removal 
required. 

Wendell Teets. Superintendent 
of Garrett County Board Of Education 


HENLINE AUCTION SALES 

Tom Henline 
301 -334-4888 
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www.henlineauctions.com 
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LARGE AUCTION 

Located at Ball Auction building in Terra Alta, WV, 
1206 E State Ave (13 miles from Oakland MD, 25 Miles SE 
of Morgantown WV) 

Saturday Oct. 4, 3 p.m. 

4:00 p.m. - New TV s& Electronics: Great selection of TVs 
20 flat screen/plasma TVs, digital camcorders, digital 
cameras, DVD players, and much more. Check web site 
after Thursday for a detailed list of the electronics. 

4:00 p.m. - New Household Items/Gifts: TUMI messenger 
bags, luggage sets, sheets, blankets, Rubbermaid, rugs, 
gift sets. Pyrex, gift baskets, perfume, crystal, dishware. 
nuts, household necessities, food items, gum packs, kids' 
socks, juice, and more. 

4:00 p.m. - Estate Furniture: Bedroom suites, living room 
suites, appliances, office items, 8 pc. dining room suite, 2- 
and 3-pc living room suites, cherry curio, 4 pc. queen 
bedroom suite, table and 4 chairs, bunk bed, china 
cupboard, 3 pc. queen bedroom suite, chest freezer, washer, 
dryer, side-by-side refrigerator, marble top lamp stands, 
many dressers, chest, coffee tables, end tables, ent. 
center, full bed, single bed, and much more. 

4:00 p.m. - Office Furniture: Desk, chairs, lateral, files, 
dividers, many chairs, desks, and more. 

Tools: Large selection of power hand tools, lawn and 
garden, 10 pallets of tools (check web site for photos) 

Baby Items: Toys, strollers, infant seats, baby beds, 
giftware. bags, and many other items (10 pallets full of 
baby items). 

3:00 p.m. - Box lots outside. 

Terms: Cash or check; all major credit cards accepted w / 
2 percent buyer's premium added. 

Refreshments available. 

Check web site for 150+ PHOTOS 

Mark Ball, Auctioneer - Lie. 320 

Ball Auction Inc 

1206 East State Ave..Terra Alta, WV 267C4 
304-789-6879 
www.ballauctioninc.com 

Ball Auction, Inc. & & 
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ESTATE AUCTION 

Saturday Oct. 11, 9 a.m. 

We will be auctioning off the personal items 
of the late Dortha O. Clark of Valley Point, W.Va. 

Located along Rt. 26 (turn at Valley Point Grocery Store. 
Hudson Road. Go 5 miles to Nebo Road, make a left, go one 
mile to auction on left. WATCH FOR SIGNS! 

ANTIQUE FURNITURE - COLLECTIBLES 
GLASSWARE - VEHICLES 

Antiques & Collectibles: Oak table w/4 chairs and 2 
leaves, 2-door jelly cupboard, 4-door oak display cabinet, 
blanket chest, Victorian stand, princess dresser, oak 
washstand w/towel bar, spinning wheels, library table, 
early 2 dr. empire stand, wooden pedestal, oak treadle 
sewing machine, 6-door display cabinet, wooden beds, 
dressers, chest, ent. cabinets, sofa, recliner, chest 
freezer, cast iron engine, a lot of depression glass, 
stoneware jugs and bowls, milk glass, cigar boxes, coffee 
grinders, bakeware, pots and pans, golden wheat china 
set, wooden butter molds, many sets of salt and pepper 
shakers, cookie jars, hen on nest, Enterprise #12 meat 
grinder, tools, Bradford plates, Gone with the Wind 
collection, apple butter stirrer, old medicine bottles, a 
lot of crystal glass, wooden chum, metal butter chum, 
old lanterns, oil lamps, old Farmer's Almanacs, side saddle, 
humpback trunks, many old frames, old baskets, wooden 
buckets, old kitchenware, old radios, many old magazines 
( McCall's Post. Life), oak porch glider rocker, carnival 
glass, spice set, old toys, flatirons, railroad lantern, 
old sleigh bells, Buckwheat Festival books, a lot of box 
lots, a lot of other items, home packed full. 

Vehicles: 1986 Ford Bronco II, 1987 Ford Bronco II 

Terms: Cash or check, all major credit cards accepted w/ 
2% buyers premium added. 

Mark Ball, Auctioneer • Lie. 320 

Ball Auction Inc 

1206 East State Ave..Terra Alta, WV 26764 
304-789-6879 
www.ballauctlonlnc.com 
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PUBLIC AUCTION 

Saturday, Oct. 18, 9 a.m. 

Real Estate & Household 
Betty Lindeman Estate 
108 Doneytown Rd, Boynton, PA 15532 

Property consisting of 1-'/4 story house, 2 bedrooms, 
kitchen, bath, sewing room, living room, basement, with a 
newer 2 bay garage, sitting on 45 acre 

10% down day of auction w/balance due within 45 days. 
Owners reserve the right to accept or reject any or all bids. 

Also for sale will be a lifetime of doll collecting (1,000+ 
dolls), doll figurines, doll lamps, sewing supplies, pots and 
pans, household, and some garage items. 

Watch auctlonzip.com, ID #2049, for photos. 

Jesse W. Maust Auctioneering 

AU004048 
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Contact 1-814-662-2943 


Very Large, 2-Party 

ESTATE AUCTION 

Thursday, Oct. 9, 6 p.m. 

Natalia Galluzzo, Uniontown, Pa. 

Clarence Humberson, Markleysburg, Pa. 

Merchandise has been moved to Jim Rexroad's 
Farm, Bruceton Mills, W.Va. 

1-68 to Bruceton Mills exit. Rt. 26 N . to Brandonville, 
Follow "Todd Rexroad Auctions, LLC" signs. 

Antiques and collectibles • Furniture and household items 
• Large and small tools and tool items • Porta-garage 
• Utility trailer and cart • Rolls of new wire. 

This is a sale you won't want to miss 
Go to auctionzip.com, Auctioneer #6690, for more 
complete listing and pictures. BRING YOUR TRUCK!! 

Todd Rexroad Auctions, LLC 

Lie. WV 780 
'<» 304-288-7079 


A MAJOR 3 DAY 
CONTRACTORS AUCTION 


EXIT 35 

Located in Prime Location near 

HAGERSTOWN • MARYLAND • USA 


At the State of the Art 



3 S 
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4k. Cochran Auction Theatre 

November 6,7, & 8 


CONSIGN NOW 


Call Today To Consign For Fall '08! 

We are currently adding equipment and 
trucks to this auction... 

Let us show you how we can market your equipment 
and trucks to maximize the price that you receive at 
auction Whether you have one piece of equipment or 
a complete fleet, contact us now for further information. 

Early consignments will receive 
maximum advertising coverage! 

For further information please call 
301.739.0538 or 1.800.310.2844 (MD) 

CochranAuctions.com 
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OUTSTANDING 
DAIRY DISPERSAL 

Saturday, October 11, 10:30 a.m. 

for Grandview Farms in Somerset County 

From Berlin, PA. take Rt. 160 South 10 miles or from 
Cumberland, MD, take 160 N. 10 miles to Grandview Drive. 

100+ head 

80 reg Holsteins w/20 grade Holsteins 
and several Jersey & Jersey crosses 

Top herd on DHIA for Somerset Co. 
for the last 10 months 
RHA 28885 979 908 

An extremely young herd with 35 two-year-olds, 34 three- 
year-olds and balance in various lactations Also selling 10 
springing heifers. 

Individual cows on Aug. test milking to 148 # with many 2- 
year-olds milking over 100 #, 26 cows milking over 100 #, 24 
milking 80-100#. 

Herd averaging 80.3 # out of the tank. Never used BST and 
consistently low SCC. With the exception of two, every 
animal has been raised by the Troutman family for 3 
generations. Entire herd is bred Select Sires 

Sires - Mr. Sam, Zenith. O-man, Forbidin, HiMetro and 
Advent Red. 

Service sires - Best, Zenith, RSVP, Socrates, Damion & 
Boone. 

Herd health - Herd has been cared for by Casselman Vet 
Service of Grantsville, MD, and is 9-way vaccinated, TB, 
Bangs tested & will interstate 

Auctioneers note: The Troutman family has had to make a 
very heartbreaking decision in dispersing this herd and due to 
the unexpected loss of Larry Troutman, are discontinuing 
their dairy operation Without a doubt, this is one of the best 
herds to be sold this year The udders, feet and legs are 
exceptional with a lot of 2- and 3-year-olds milking 100-135 
lbs. This is the top herd on DHIA in Somerset Co. and ranks in 
the top 15 in PA It's not often that the opportunity comes 
along to purchase these kind of cattle Be sure to attend this 
sale Truckers will be available and cattle will be taken care of 
until the first of the week if needed. 

LUCE AUCTIONEERS 

Au001974-1 

(814)926-2570 

Reed Luce, Auctioneer 
Oren Bender, pedigrees 301-746-8340 
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REQUEST FOR BIDS 

Public notice is hereby given 
that the Town of Oakland will 
receive separate sealed bids 
at Oakland City Hall, 15 South 
Third Street. Oakland, Maryland 
21550, until October 14, 2008, 
at 11:00 a m., for the purchase 
of a New Poly Hopper/Spreader 
with in-cab controls. In addi¬ 
tion, the Town is requesting a 
separate sealed bid for the 
purchase of Two Straight Blade 
Snow Plows, 9' wide with lights 
and central hydraulic hookup. 
For a complete list of the speci¬ 
fications, interested bidders 
should contact Bill Ashby, 
Street Supt., at 301-334-3253 
during normal work hours. 

The successful bidder must 
be able to deliver the equip¬ 
ment within 30 days of Notice 
of Award Sealed bids marked 
"New, Poly Hopper/Spreader” 
and/or "New Straight Blade 
Snow Plows" must be submit¬ 
ted to Oakland City Hall by Oc¬ 
tober 14. 2008, at 11:00 a.m., 
and at that time and place pub¬ 
licly opened. Questions may 
be directed to Bill Ashby at the 
Oakland Street Department at 
301-334-3253. The Town of 
Oakland reserves the right to 
reject any and/or all bids. EOE. 

10 / 2 . 9 ( 2 ) 

INVITATION TO BID 
Aviation Gasoline and 
Aviation T urbine Fuel 

The Board of Garrett County 
Commissioners will accept 
sealed bids for the purchase of 
aviation gasoline and aviation 
turbine fuel as specified. 

Bid documents and specifi¬ 
cations may be obtained in per¬ 
son from the Garrett County 
Purchasing Department, 316 
East Alder Street, Oakland, 
Maryland 21550. A copy of the 
bid documents can also be 
downloaded from the Purchas¬ 
ing Department's web site at 
http://www.garrettcounty.org/ 
Purchasing/CurrentBids.aspx. 
Inquiries may be made by call¬ 
ing 301-334-5003. 

Sealed bids must be sub¬ 
mitted to the Garrett County 
Purchasing Department, 316 
' East Alder Street, Oakland, 
Maryland 21550. on or before 
Thursday, October 9, 2008, at 
1:30 p.m. (local time). Sealed 
bids will be publicly opened 
and read aloud in the Com¬ 
missioners' Meeting Room at 
[ 2:00 p.m. on October 9, 2008. 
All bidders are required to sub¬ 
mit three (3) copies of their bid 
documents at the time of sub¬ 
mission. All bids submitted 
should be enclosed in a sealed 
envelope and should be clearly 
marked "Aviation Gasoline and 
Aviation Turbine Fuel Bid” on 
the outside of the envelope. 
Anv bids received afterthe time 
duf will not be considered for 
a..ard and shall be retained as 
documentation for the bid file. 

The Board of Garrett County 
Commissioners reserves the 
right to accept or reject any or 
all bids, to cancel this invitation 
to bid and waive technicalities 
in any part deemed to be in the 
■ best interest of Garrett County. 

By Order of the Board, 
Brian E. Bowers, CPPB 
Purchasing Agent 
Garrett County 
Purchasing Department 
< 9ss 10/201 

NOTICE TO CREDITORS 
OF APPOINTMENT 
OF FOREIGN PERSONAL 
REPRESENTATIVE 
Estate No. 11052 
NOTICE IS GIVEN that the 
Court of Common Pleas of 
Somerset County, PA, ap¬ 
pointed Roxanne C. 
Livengood, 1303 Springs 
Road, Box29A, HC65, Springs, 
PA 15562, as the personal rep¬ 
resentative of the estate of 
Dorothy J. Bowers, who died 
on March 2,2008, domiciled in 
Somerset County, PA 
The Maryland resident agent 
for service of process is Chris 
Cunningham, whose address 
is68 E Main Street, Frostburg, 
MD 21532 

At the time of death, the dece¬ 
dent owned real or leasehold 
property in the following Mary¬ 
land counties: Garrett 
All persons having claims 
against the decedent must file 
their claims with the Register 
of Wills for Garrett County with 
a copy to the foreign personal 
representative on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the for¬ 
eign personal representative 
mails or delivers to the creditor 
a copy of this published notice 
or other written notice, notifying 
the creditor that the claim will 
be barred unless the creditor 
presents the claim within two 
months from the mailing or 
other delivery of the notice 
Claims filed after that date or 
after a date extended by law will 
be barred 

Name of newspaper desig¬ 
nated by personal representa¬ 
tive: The Republican. 

Date of first publication: Sep¬ 
tember 18, 2008 

Roxanne C. Livengood 
Foreign Personal 
Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E Alder Street 
ainowi Oakland. MD 21550 

Visit The Republican Website at 
wwwtherepublitannews com 


In the Circuit Court 
for Garrett County, Md 
Case No. 11-C-08-010539 

Edward S Cohn 
Stephen N. Goldberg 
Richard E Solomon 
Richard J. Rogers 
Ronald S. Deutsch 
Bruce A. Shafer 

Substitute Trustees, 

Plaintiffs 
vs. 

Jeffrey Glenn Friend 
Rhonda R. Carr 

Defendants 

NOTICE 

Notice is hereby given this 
11th day of September, 2008, 
by the Circuit Court for Garrett 
County, that the sale of the prop¬ 
erty mentioned in these pro¬ 
ceedings, made and reported, 
will be ratified and confirmed, 
unless cause to the contrary 
thereof be shown on or before 
the 13th day of October, 2008, 
provided a copy of this notice 
be published in a newspaper 
of general circulation in Garrett 
County, once in each of three 
successive weeks before the 
3rd day of October, 2008. 

The Report of Sale states 
the amount of the foreclosure 
sale price to be $175,463.70. 

The property sold herein is 
known as 31379 Garrett High¬ 
way, Accident, MD 21520. 

Sondra R. Buckel 
Clerk of the Circuit Court 

9 / 18 - 10 / 2 ( 3 ) 

NOTICE OF APPOINTMENT 
NOTICE TO CREDITORS 
NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11067 

TO ALL PERSONS INTER¬ 
ESTED IN Tl IE ESTATE OF: 

JAMES H. FEASTER JR., M.D. 

Notice is given that First 
United Bank & Trust, 19 S. 

Second St., P.O. Box 557, Oak¬ 
land, MD 21550, was on Sep¬ 
tember 29, 2008, appointed 
personal representative of the 
estate of James H. Feaster Jr., 

M.D., who died on September 
11,2008, with a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment (or 
to the probate of the 
decedent's will) shall file their 
objections with the Register of 
Wills on or before the 29th day 
of March 2009. 

Any person having a claim 
against the decedent must 
present the claim to the under¬ 
signed personal representa¬ 
tive or file it with the Register 
of Wills with a copy to the un¬ 
dersigned on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claim will be barred unless the 
creditor presents the claims 
within two months from the 

• mailing or other delivery of the 
notice. A claim not presented 
or filed on or before that date, 
or any extension provided by 
law, is unenforceable thereaf¬ 
ter. Claim forms may be ob¬ 
tained from the Register of 
Wills. 

Name of newspaper desig¬ 
nated by personal represen¬ 
tative: The Republican 
Date of Publication: October 

2, 2008. 

Christine D. Sisler, 

First United Bank & Trust, PR 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E Alder Street 
Oakland, MD 21550 

102 - 160 ) 

PUBLIC NOTICE 

APPLICATION FOR SURFACE COAL MINING 
PERFORMANCE BOND RELEASE 
G&S COAL COMPANY. INC., 21557 Maryland Highway. 
Bloomington, Maryland 21523,301 -359-3003. has applied for 
the release of performance on Permit No. SM-84-365 issued in 
June 1984, located in Garrett County near Swanton, Maryland 
/MD GRID N596.010 / E179,350 for the amount of 93,900 dollars 
from a total bond of 93,900 dollars posted as a Certificate of 
Deposit bond. The application for release is based on the 
completion of reclamation of areas as follows: 

8 acres of Phase I at $1,500/acre $12,000 

108 acres of Phase II at $300/acre $43,400 

165 acres of Phase III at $300/acre . $49,500 
TOTAL BOND RELEASE.$93,900 

The acres were backfilled and planted to trees from October 
1998 to August 2003 for an undeveloped land use in compli¬ 
ance with the Maryland Regulatory Program and the approved 
mining and reclamation plan 

Written comments or objections or a request for an informal 
conference may be filed with the Maryland Bureau of Mines, 160 
South Water Street, Frostburg, MD 21532, until November 8, 

2008._ats-iwM) 

INVITATION TO BID 

WEPCO has the following vehicles up for bids 
1 2005 Jeep Liberty - 60,451 miles, silver in color and in good 
shape 

2.2007 Kia Spectra -10,918 miles, beige in color and in good 
shape 

3. 2008 Chevrolet Cobalt - 4,179 in miles, white/black stripes 
and in good shape 

4 2007 Ford f-150 - 33,657 in miles, red in color (extended 
cab), in good shape 

5 2006 Dodge Ram 1500 - 36,337 in miles, black in color and 
in good shape. 

6 2004 Ford Expedition - 90,686 in miles, sage green (Eddie 
Bauer edition), in good shape 

7 2006 Nissan Sentra - 103,713 in miles, sapphire blue in 
color, in good shape. 

Bids will be accepted at any branch of WEPCO FCU offices 
Bids will be accepted until 10/14/08 at 3 p m Vehicles are 
luuaieo at trie oiivu t nru lautily in uaKiano, Mu. 

WEPCO FCU reserves the nght to accept or reject any or all 
bids Vehicles are sold "as is" without any warranty. 

Call Jennifer at 301-334-1431 «w.»i 2 ) 


PUBLIC NOTICE 

In the Circuit Court 
for Garrett County, Md. 
Case No. 11-C-07-010292 
Edward S. Cohn 
Stephen N. Goldberg 
Richard E. Solomon 
Richard J. Rogers 
Ronald S. Deutsch 
Bruce A. Shafer 

Substitute Trustees, 
Plaintiffs 
vs. 

Mary L. Varner 
Alan F. Varner 

Defendants 

NOTICE 

Notice is hereby given this 
11th day of September, 2008, 
by the Circuit Court for Garrett 
County, that the sale of the prop¬ 
erty mentioned in these pro¬ 
ceedings. made and reported, 
will be ratified and confirmed, 
unless cause to the contrary 
thereof be shown on or Before 
the 13th day of October, 2008, 
provided a copy of this notice 
be published in a newspaper 
of general circulation in Garrett 
County, once in each of three 
successive weeks before the 
3rd day of October, 2008. 

The Report of Sale states 
the amount of the foreclosure 
sale price to be $142,375.00. 
The property sold herein is 
known as 763 Pysell Crosscut 
Road, Oakland, MD 21550. 

Sondra R. Buckel 
Clerk of the Circuit Court 

*■ 8 - 10 / 2 ( 3 ) 

NOTICE OF APPOINTMENT 
NOTICE TO CREDITORS 
NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11065 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF: 
HELEN RUTH CARRICO 
Notice is given that Ralph 
Franklin Carrico Jr., Route 32, 
Box 571, Ridgeley. WV 26753, 
was on September 24, 2008, 
appointed personal represen- 
tatve of the estate of Helen 
Ruth Carrico, who died on Sep¬ 
tember 19, 2008, with a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney. 

All persons having any ob¬ 
jection to the appointment (or 
to the probate of the 
decedent's will) shall file their 
objections with the Register of 
Wills on or before the 24th day 
of March 2009 
Any person having a claim 
'against the decedent must 
present the claim to the under¬ 
signed personal representa¬ 
tive or file it with the Register 
of Wills with a copy to the un¬ 
dersigned on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death; or 

(2) Two months after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claim will be barred unless the 
creditor presents the claims 
within two months from the 
mailing or other delivery of the 
notice A claim not presented 
or filed on or before that date, 
or any extension provided by 
law, is unenforceable thereaf¬ 
ter. Claim forms may be ob¬ 
tained from the Register of 
Wills. 

Name of newspaper desig¬ 
nated by personal represen¬ 
tative: The Republican. 

Date of Publication: October 
2, 2008 

Ralph Franklin Carrico Jr. 
Personal Representative 
Joseph DiSimone 
Register of Wills 
for Garrett County 
Room 103 Courthouse 
313 E Alder Street 
Oakland, MD 21550 

10 / 2 - 18 ( 3 ) 


INVITATION TO BID 

Notice is hereby given that 
Garrett Co. Comm. Action will 
be accepting bids to do Home 
Improvements and Repairs on 
a rental house located at 1405 
Hazel St., Kitzmiller, Md 
For a specification list come 
to GCCAC Housing Dept or 
call 301-334-9431, ext 164 
Sealed bids and Contrac¬ 
tor's Qualification Statement 
will be received at the Garrett 
Co. Comm. Action Housing 
Dept., 104 E. Center St., Oak¬ 
land, MD 21550, Attn: YoLanda 
Massey, 104 E. Center St., 
Oakland, MD 21550, until 1:00 
p.m. on Monday, October 20, 
2008 

Bids received after that time 
will not be accepted. The owner 
reserves the right to reject any 
and all bids and waive irregu¬ 
larity in the bids and in the bid¬ 
ding._10/2,9(2) 

Visit The Republican Website al 
www.therepublicannews.com 


OVFD 2008 NOTICE 

OF STREET CLOSINGS 

The Oakland Volunteer Fire 
Department announces that on 
October 09, 2008, during the 
hours of 6:00 p.m. and 8:00 
p.m.. Third Street North of Alder 
Street to Garrett Highway North 
of Oakland to Old Route 219/ 
Fourth Street Extended and 
Third will be closed due to the 
Autumn Glory Firemen's Pa¬ 
rade 

ALSO, Third Street between 
Green Street and Center Street 
will be closed during the hours 
of 6:00 p.m. to 12:00 p.m. due 
to the Oktoberfest Celebration 
at the Oakland Volunteer Fire 
Department. 

THE DETOUR ROUTES 
WILL BE FOURTH STREET 
AND OLD 219 FROM 6:00 P M 
TO 12:00 P.M. AND SECOND 
STREET AFTER 8:00 P.M. 
UNTIL 12:00 P.M. 

ANY FURTHER INFORMA¬ 
TION CONTACT TODD C. 
HETRICK, PARADE CHAIR¬ 
MAN AFTER 5:00 P.M. AT 301 - 
616-6344. io/2.9(2) 


CLASSIFIED ADS 


Phone: 301-334-3963 


REMINDER 

All legal advertisements and public auctions 
submitted for publication in The Republican 
are now required to be emailed (preferred) or 
typed and delivered to our office prior to the 
deadline. No faxed copies will be accepted 
unless arrangements are made in advance. 
PLEASE: NO ALL CAPS! 

The email address for these advertisements 
is advertisinq(a>therepublicannews.com 

The maiiiny address is. 7/»e Republican, 
P.O. Box 326, Oakland, MO 21550. 

The deadline for advertising is 5 p.m. on 
Tuesday prior to the Thursday publication. 

Thank you for your cooperation. 


PUBLIC NOTICE 

Invitation for Informal Competitive Proposals 
RFP 09-102: FY 2009 Audit Services 
Issue Date: September 30, 2008 
Description of Desired Services: 

Under the supervision of the Garrett Partnership’s Presi¬ 
dent/CEO or his/her designee, the Audit Services Contractor 
shall be responsible for providing audit services for the Partner¬ 
ship, including related tax preparation and financial services, as 
described in the “RFP 09-102: Response Specifications" docu¬ 
ment. 

Issuing Organization and Legal Authority: 

Garrett County Partnership for Children and Families, Inc. 

Contracts Officer: Crystal Stewart, President/CEO; 

cstewart@aarrettDartnershiD.orq 

12423 Garrett Highway, Oakland, MD 21550 

Telephone: 301-334-1189, FAX: 301-334-1893 
Obtaining Specifications and Response Documents: 

Specifications Documents, including required attachments, 
will be available for download at the parrett Partnership website 
at: http //www.aarrettDartnershiD.org beginning September 30, 
2008. Follow the "RFP 09-102" link at the top of the page 
Proposal Submission Process. 

Sealed proposals subject to the conditions listed in the 
Response Specifications document will be received until 4:30 
PM on October 15. 2008 for furnishing services and contract 
deliverable items described therein. All proposals submitted 
must be enclosed in a sealed envelope that is clearly marked 

Request for Proposal 09-102: Audit Services " on the outside of 
the envelope 

Additional details regarding the proposal submission pro¬ 
cess are included in the RFP 09-102 document, which is posted 
online _ 10,29(21 

PUBLIC NOTICE 
REQUEST FOR PROPOSALS 
CATEGORY I COMMUNITY RESOURCE 
DEVELOPMENT GRANT 

The Local Management Board of Allegany County, Inc. is 
issuing this Request for Proposal (RRP), via a Category I 
Community Resource Development Grant, for the purpose of 
selecting a qualified contractor to implement the following 
project strategy for Allegany County's children and families: 
Therapeutic After School Care as defined in the RFP. The 
funding amount for this project is $39,383.00. A proposal must 
be submitted for the project strategy 

Qualified contractor must have capacity to provide services 
in accordance with the RFP specifications and meet applicant 
eligibility requirements as stated in the RFP as mandated by the 
Governor's Office for Children. 

Copies with specifications for each of the project strategies 
are available at the Local Management Board of Allegany 
County, Inc., 128 Virginia Ave., Cumberland. MD, and online at 
www.lmb.allconet.org 

The Pre-Proposal Conference will be held at the Local 
Management Board of Allegany County, Inc. Office: 128 Virginia 
Ave , Cumberland, MD 21503 on Monday, October 13, at 
10:00AM 

Written questions are due no later than Thursday, October 
23, 2008 at 4:00PM and should be submitted via e-mail to 
Kathryn Delaney ( kdelaney@ajlconet.org ). 

Proposals must be received in the Local Management Board 
Office on or before Thursday, October 30, 2008 by 4:00PM at 
which time proposals will be publicly opened The Local 
Management Board of Allegany County, Inc reserves the right 
to reject any or all bids or to waive technicalities if the best 
interests of the agency are served thereby, 102 

PUBLIC NOTICE 

The Deep Creek Watershed Board of Zoning Appeals will 
conduct a public hearing on Thursday, October 16,2008, starting 
at 7:00 pm. in the C< 


in the County Commissioners meeting room, 
Toor, Courthouse Annex, Oakland The Board will 


Secom 

review the following docketed cases: 

1. SE-394- an application submitted by Donald S. Nemith, for a 
Special Exception permit to allow construction of a hotel that 
will be up to six stories and 60 feet in height. The property is 
located at 531 Deep Creek Drive on the property currently 
occupied by the Point View Inn, tax map 50, parcel 287 and is 
zoned Town Center. 

2. VR-650 - an application submitted by Spiker, LLC, for a 
Variance to allow the construction of a deck or patio that would 
come within 0.0 feet of a rear property line, instead of the 
required 5.0 feet. The owner has purchased the buy-down 
from the State of Maryland. The property is located at 20680 
Garrett Highway, tax map 53, parcel 242 and is zoned Town 
Center. 

3. VR-651 - an application submitted by Donald S. Nemith for a 
Variance to allow the construction of parking lot that would be 
built without a required 10-foot planting strip and concrete 
curb along a highway right-of-way Parking design standards 
require a planting strip that would be built parallel to State 
Route 219, Garrett Highway. The property is located at 531 
Deep Creek Drive on the property currently occupied by the 
Point View Inn, tax map 50, parcel 287 and is zoned Town 
Center 

4. VR-652 - an application submitted by Donald S. Nemith for a 
Variance to allow the construction of a hotel that would come 
to within 12.0 feet of a rear property line, instead of theexisting, 
grandfathered setback The owner has purchased the buy¬ 
down from the State of Maryland. The property is located at 531 
Deep Creek Drive on the property currently occupied by the 
Point View Inn, tax map 50, parcel 287 and is zoned Town 

Interested persons are invited to attend 

«w «i 2 i By the authority of the Board of Zoning Appeals 


EMPLOYMENT 


HELP WANTED - Person 
to run skidder, loader, dozer 
& to cut timber. Call 301-533- 
4401, leave message 31-2. 

HELP WANTED - FT/PT 
in-home services aide. Com¬ 
munity Action/Area Agency 
on Aging is seeking individ¬ 
ual/s to provide personal 
care & chores services to 
frail elderly in their homes in 
the southern portion of the 
county. Education required: 
HS or GED; CNA or geriatric 
aide certification. Five or 
more years' experience with 
geriatric population may be 
substituted for certification. 
CPR/first aid training desir¬ 
able. Ability to work inde¬ 
pendently, handle emer¬ 
gency situations, communi¬ 
cate with frail elderly and 
their families. Good organiza¬ 
tional and record keeping 
skills. Must have reliable ve¬ 
hicle (mileage reimbursed). 
Salary: Chore/$6.76 hr.; PC/ 
$7.74 hr. Agency benefits 
include: paid sick leave, an¬ 
nual leave & holidays, pen¬ 
sion plan. Health insurance 
fo' FT. Application deadline: 
Oct. 8, 2008. Submit applica¬ 
tions to Human Resources, 
Community Action Commit¬ 
tee, 104 E. Center St., Oak¬ 
land, MD 21550. CAC/EOE. 
31-1. 

HELP WANTED - Garrett 
County Memorial Hospital 
currently has an opening for 
an experienced full-time (40 
hours per week) RN in the 
PACU area of our surgical 
services department. Primar¬ 
ily day shift plus on-call rota¬ 
tion as scheduled. Must be 
willing to cross train to other 
areas of the surgical services 
department. ACLS and PALS 
required or willingness to 
obtain within 6 months. 
Graduate from an accredited 
school of nursing with current 
registration with the Maryland 
State Board of Nursing re¬ 
quired. Competitive salary 
and benefits. Qualified appli¬ 
cants may apply in person or 
send resume to Garrett 
County Memorial Hospital, 
Human Resources Depart¬ 
ment, 251 North Fourth 
Street. Oakland, MD 21550, 
or fax your resume to us at 
301-533-4328, or apply on¬ 
line at www.gcmh.com. EOE: 
H/V/M/F. 31-2. 


PUBLIC NOTICES 


NOTICE OF APPOINTMENT 

NOTICE TO CREDITORS 

NOTICE TO UNKNOWN 
HEIRS 

Estate No. 11051 

TO ALL PERSONS INTER¬ 
ESTED IN THE ESTATE OF 
THOMAS ELWOOD SAVAGE 

Notice is given that Teresa 
A Hamilton, 3386 Glendale 
Road, Swanton, MD 21561, 
was on September 9. 2008, 
appointed personal represen¬ 
tative of the small estate of 
Thomas Elwood Savage, who 
died on August 21,2008, with¬ 
out a will. 

Further information can be 
obtained by reviewing the es¬ 
tate file in the office of the Reg¬ 
ister of Wills or by contacting 
the personal representative or 
the attorney 

All persons having any ob¬ 
jection to the appointment 
shall file their objections with 
the Register of Wills within 30 
days after the date of publica¬ 
tion of this Notice. All persons 
having an objection to the pro¬ 
bate of the will shall file their 
objections with the Register of 
Wills within six months after 
the date of publication of this 
Notice. 

All persons having claims 
against the decedent must 
serve their claims on the un¬ 
dersigned personal represen- 
tatitve or file them with the Reg¬ 
ister of Wills with a copy to the 
undersigned on or before the 
earlier of the following dates: 

(1) Six months from the date 
of the decedent's death, except 
if the decedent died before 
October 1, 1992, nine months 
from the date of the decedent's 
death, or 

(2) Thirty days after the per¬ 
sonal representative mails or 
otherwise delivers to the credi¬ 
tor a copy of this published 
notice or other written notice, 
notifying the creditor that the 
claim will be barred unless the 
creditor presents the claims 
within thirty days from the mail¬ 
ing or other delivery of the no¬ 
tice Any claim not served or 
filed within that time, or any ex¬ 
tension provided by law, is un¬ 
enforceable thereafter 

Name of newspaper desig¬ 
nated by personal represen¬ 
tative: The Republican 

Date of Publication: October 
2. 2008 

Teresa A Hamilton 
Personal Representative 
Joseph DiSimone 
Register of Wills 
loi oatiett County 
Room 103 Courthouse 
313 E Alder Street 
iQ /2 Oakland. MD 21550 


EMPLOYMENT 


HELP WANTED - Garrett 
County Community Action 
Committee Inc. is accepting 
applications for the position 
of center teacher. Applicant 
must be able to plan and 
carry out the Early Head 
Start educational and devel¬ 
opmental program for infant 
and toddler children. Re¬ 
sponsible for the overall op¬ 
eration of a center-based 
program that supports the 
growth and development of 
each child. Completes initial 
assessment, screening, and 
individual education plan for 
children. Responsible for the 
daily supervision of staff and 
volunteers. Applicant must 
have a masters degree in 
early childhood education or 
related field (six or more 
courses in early childhood), 
or a bachelor's degree in 
early childhood education (or 
related field) and six years' 
experience, or an AA degree 
in early childhood education 
with 12 years' experience 
teaching preschool children. 
Must be CPR and first aid 
certified, pass a pre-employ¬ 
ment physical and TB test. 
Must pass a criminal back¬ 
ground check, possess a 
valid driver's license and 
have a vehicle available for 
work/training. Full-time posi¬ 
tion with agency benefits. 
Applications/r6sum6s must 
be received at the Human 
Resources Department, 
Garrett County CAC, 104 E. 
Center Street, Oakland, MD 
21550, by 4:30 p.m. October 
17, 2008. CAC is an EOE. 
31-2. 

HELP WANTED - Garrett 
County Memorial Hospital 
currently has the following 
job openings: Med-surg reg¬ 
istered nurse - full time (40 
hours per week) on our med- 
surg unit. Position will work 
rotating shifts, rotating week¬ 
ends and rotating holidays as 
scheduled. Graduate from an 
accredited school of nursing, 
with current registration with 
the Maryland State Board of 
Nursing required. ICU regis¬ 
tered nurse - full-time (36 
hours per week) RN for our 
intensive care unit. Position 
will work rotating shifts, rotat¬ 
ing weekends and rotating 
holidays as scheduled. 
Graduate from an accredited 
school of nursing, with cur¬ 
rent registration with the 
Maryland State Board of 
Nursing required. Emergency 
room technician - Two full¬ 
time (40 hours per week) po- 
sitiors available. Must work 
rotating shifts as scheduled 
(primarily second & third), 
rotating weekends and rotat¬ 
ing holidays. ERT experience 
preferred. Training in phle¬ 
botomy and cardiac monitor¬ 
ing and/or previous experi¬ 
ence in hospital-based emer¬ 
gency care preferred. EMT-B 
preferred. Competitive salary 
and benefits. Interested ap¬ 
plicants may apply in person 
or send resume to Garrett 
County Memorial Hospital, 
Human Resources Depart¬ 
ment, 251 North Fourth 
Street, Oakland, MD 21550, 
or fax your resume to 301- 
533-4328, or apply online at 
www.gcmh.com. EOE: H/V/ 
M/F. 31-2. 


Deadline: 
Tuesday. 5 PM 


EMPLOYMENT 


HELP WANTED - Patriot 
Chrysler, Dodge, Jeep is 
looking for a body shop tech¬ 
nician. Medical insurance, 
paid holidays & salary nego¬ 
tiable with experience. Apply 
now; this job won't be open 
long. Contact Tom Porter at 
301-334-2137. 31-2. 

HELP WANTED - Farm 
manager/worker/manager 
trainee, full-time position 
available. Experience with 
cattle & equipment neces¬ 
sary. Beef cattle farm in 
Bruceton Mills, Preston Co., 
W.Va. Call 304-379-8522. 
31-3. 

HELP WANTED - Car¬ 
penters & carpenter's helper. 
Also, trim & woodworking. 
New home construction. 240- 
321-4700. 30-2. 

HELP WANTED - Sup¬ 
port counselor II; 20 to 40 
hours a week contractual 
position for agency providing 
mental health services. Re¬ 
quirements: A preference for 
a bachelor's degree. Must 
have a valid driver's license. 
Application may be made to 
Garrett County Lighthouse 
Inc., P.O. Box 116, Oakland, 
MD 21550. Phone 301-334- 
9126. Deadline to applv Oc¬ 
tober 7, 2008. EOE. 31-1. 

HELP WANTED - Early 
and Periodic Screening, Di¬ 
agnostic, and Treatment 
seeking contractual thera¬ 
peutic behavioral aide(s) to 
work with children with men¬ 
tal health issues in the home. 
Related experience is pre¬ 
ferred. A criminal background 
check is required, high 
school diploma or GED re¬ 
quired, and must have a valid 
driver's license. Positions 
range from part-time to full¬ 
time hours; must work eve¬ 
nings and weekends. Appli¬ 
cation may be made to Gar¬ 
rett County Lighthouse Inc., 
P.O. Box 116, Oakland, MD 
21550. Phone 301-334-9126. 
Deadline to apply October 7, 
2008. EOE. 31-1. 

HELP WANTED - Garrett 
County Memorial Hospital 
currently has openings for 
part-time (20 hours per 
week) medical technologist 
or medical lab technician. 
Responsibilities include the 
day-to-day function of all 
areas of the lab as needed. 
Performs standard tests, ob¬ 
tains and prepares speci¬ 
mens, makes reagents, de¬ 
termines and evaluates re¬ 
sults, performs quality control 
procedures. MT/MLT (ASCP) 
certification or the equivalent 
required. Join our dedicated 
staff of employees Competi¬ 
tive salary and benefits. 
Qualified applicant may apply 
in person or send resume to 
Garrett County Memorial 
Hospital, Human Resources 
Department, 251 North 
Fourth Street, Oakland, MD 
21550, or fax your resume to 
301-533-4328, or apply on¬ 
line at www.gcmh.com. EOE: 
H/V/M/F. 30-2. 

HELP WANTED - Care¬ 
giver to care for elderly per¬ 
son. Must be willing to work 
any shift & must have valid 
driver's license & own vehi¬ 
cle. Call for more details. Sue 
at 301-334-1105, Mon.-Fri., 
8:30 to 3:30. 30-3. 
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CUSTOMER SERVICE 
and CASH REGISTER 

Positions Available 

Saturdays and Sundays 


Mail, fax, or drop off resum^: 

Schoolhouse Earth is located 2 miles north of Deep 
Creek lake on Route 42 

301-746 8603 • Fax: 301-746 8988 
1224 Friendsville Road, Friendsville, Ml) 21531 


£ 
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SURVEY CREW CHIEF WANTED 

Thrasher Engineering, Inc., is seeking full-time experienced 
survey crew chiefs for its Oakland and Clarksburg office. A 
minimum of 3 to 5 years' experience preferred. GPS knowledge 
a plus Must he willing to travel and to work in a fast paced 
outdoor environment. Salary based on experience. Benefits and 
401K available. 

Resume accompanied by a cover letter should be mailed to: 

Thrasher Engineering, Inc. 

"Survey Crew Chief Position" 

84 , 3000 Thayer Center, Oakland, MD 21550 


ft 


EXPERIENCED 

CARE PROVIDERS 


Evenings & Weekends 

Minimum requirement: 1 yr. experience caring for adults Our 
clients live at home & need assistance with hygiene, light 
housekeeping, meal prep , errands Reliable transportatm & 
home phone REQUIRED We check all references & criminal 
background Vision/dental 6 AFLAC ms avail EOE 

Ask for Jeanetta at: 301-334-4949 
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Reaching Over 
3 5.000 Readers 
In Garrett Co. & Vicinity! 


CLASSIFIED ADS 


Deadline: Tuesday. 5 PM 
Phone: 301-334-3963 


EMPLOYMENT 


HELP WANTED - In¬ 
structor assistant is needed 
for a day habilitation program 
in Oakland. Duties include, 
but are not limited to, general 
assisting with daily living ac¬ 
tivities, personal care assis¬ 
tance, assisting with leisure 
activities, driving and lifting. 
29 hours per week at $7.04 
per hour with prorated leave 
benefits. Individual must pos¬ 
sess a high school diploma 
or GED, have a valid driver's 
license with a good driving 
record, and have an interest 
in working with developmen- 
tally disabled individuals. Ap- 


EMPLOYMENT 


plication/r6sum6 deadline is 
Monday, Oct. 6, 2008. Con¬ 
tact: Appalachian Parent As¬ 
sociation Inc., Appalachian 
Crossroads, 39 South Third 
Street, Oakland, MD 21550; 
Phone # 301-334-8449, ext. 
100; fax # 301-334-9633. 
Equal Opportunity Employer/ 
male, female. 30-2. 

HELP WANTED - Part- 
time position. Maid for You 
seeking experienced clean¬ 
ing person, who is capable of 
working independently Must 
be dependable & have own 
transportation. Call 301-387- 
9221.31-2. 


Survey Crew Members Wanted 

Thrasher Engineering is seeking /ull-tlme survey crew 
members/or its Oakland and Clarksburg o/Jice. 

Must be willing to travel and to work in a/ast paced outdoor 
environment. Excellent opportunity/or on-the-job training 
and advancement. Pay based on experience. 
Bene/its and 401K available. 

Resume and cover letter should be mailed to: 

Thrasher Engineering, Inc. 

"Survey Crew Position" 

3000 Thayer Center, Oakland, MD 21550 

>811 


Nurse Practitioner 

Garrett Medical Group, P.A. 

A progressive, well established, physician 
owned family practice located in Oakland, Md., is 
seeking an experienced Family Nurse Practitio¬ 
ner to join its primary care team. 

This is a fully benefited, full-time position that 
may include evening and weekend hours. 

Please submit a cover letter, CV, to: 

GMGCRNP@yahoo.com 


Personal Assistant Wanted 

Are you creative, well organized, 
and committed to your job? 

Do you have great computer skills, experience with 
many programs, have phone skills and a self motivated 
personality? Maybe you are the perfect assistant for me. 

I am looking for someone to complement me, keep me 
organized and take a project and run with it. 

Applicant MUST BE over 21 years of age with his/her 
own reliable form of transportation, have a great deal of 
computer experience, and a willingness Jp learn how to 
operate new office equipment. Creative writing and web 
site maintenance knowledge is needed. 

Applicants can submit a cover letter about themselves 
and resume with references to newadminfn comcast.net . 
Submissions missing cover letters and/or references will 
not be considered. Please be sure to use professional 
references, not family members. 

Position may be full-time or part-time to start. Will be 
flexible with individual in regard to the upcoming holidays 
and notice to other employer. 31 .2 




Mine Repair A Maintenance, Inc. 

GMS Mine Repair & Maintenance 

is now hiring experienced and inexperienced 

COAL MINERS 

Looking for a great job in the coal mines? 
GMS Mine Repair can help you todayl 

Inexperienced miners can make 
$ 14/hour and we will train l 

Experienced miners can make $18/hour. 

All of our work is local and within a short drive. 
We also offer full benefits, including health and life 
insurance, paid holidays and vacations, and a 
401 (k) with a company match! 

Interested applicants call Chris 

301-334-8186, ext. 206 

3i ^ to discuss opportunities today! 


Full-Time Systems Navigator 

Searching for a crcdentialed professional, who may or may 
not have personal experience as a service recipient, to perform 
the functions of information and referral, urgent assessment, 
education, coaching, advocacy, care coordination and follow¬ 
up. and service capacity building in order to improve access 
to services for children with special needs and their families. 
Develops and implements policies and procedures for sys¬ 
tems navigation in Garrett County. Provides staff support to 
the Local Coordinating Council, which is the interagency 
council mandated to review and develop plans of care for 
children at risk for out-of-home placement. Builds alliances 
with and empowers natural supports in the community to 
address barriers to accessing services. Serves on committees 
and facilitates family and interagency team meetings 

I his position requires excellent interpersonal, communica¬ 
tion, writing, analytical, and computer skills. Must have the 
ability to work independently and to accept supervision A 
Master's degree and certification licensure in a mental health 
field is preferred Personal experience as a service recipient, 
familiarity with the local stale federal health and human ser¬ 
vices system, and experience with group facilitation and 
project oversight is helpful This position requires some 
evening and weekend hours and travel out of the county. 

This is a grant-funded full-time position with benefits con¬ 
tingent upon completion of a probationary period Annual 
salary starts at $36,000 to $45,000. dependent on experience 
and qualifications 

Send Letter <>t Interest and Resume to Garrett County 
Partnership for Children and Families. Inc.. 12423 Garrett 
lliehw av. Oakland. MD 21590. Call 301-.3.34-1189 for more 
information and a copy ol the job description Applications 
must be postmarked by Monda y. Octobe r 20. 2008 


EMPLOYMENT 


HELP WANTED - Be 

your own boss or just enjoy 
the freedom of the road. 
Train to drive a tractor trailer 
with Mountaintop Truck Driv¬ 
ing Institute in Grantsville, 
Md Beginning drivers can 
earn 40K or more, with com¬ 
prehensive benefits and flexi¬ 
ble home time. Weekday and 
weekend courses available. 
Government grants, tuition 
reimbursement, and student 
loans offered to qualifying in¬ 
dividuals. Call 301-895-4700 
or email terry.beachy@gar 
rettcollege.edu. 31-5. 

HELP WANTED - Now 

hiring carpenters, electri¬ 
cians. and plumbers. Also, 
subcontractors for framing, 
decks, roofing. 301-387- 
6976, evenings 301-501- 
6976. 30-5. 

HELP WANTED - Human 
services. United Cerebral 
Palsy of Central Maryland 
seeks FT & PT direct care 
staff in Oakland to provide 
support to adults w/dis- 
abilities. Responsibilities in¬ 
clude assisting w/personal 
hygiene, activities, house¬ 
keeping, food preparation & 
feeding, and health A medi¬ 
cal assistance. Must have 
good writing skills. HS di- 
ploma/GED, valid MD driver's 
license & 1 yr. experience 
required. Lifting is required. 
Paid training provided. UCP 
offers competitive salaries, 
health, dental, life & LTD 
insurances, a 403(b) & gen¬ 
erous paid time off. Fax r6s- 
um6 to 410-484-0954 or 
email tiumanresources@ucp- 
cm.org. Walk-ins are wel¬ 
come at 609 Mechanic 
Street, Cumberland, Md. 
EOE. 31-2. 

HELP WANTED - Appli¬ 
cations are being accepted 
for a part-time security guard 
and potentially a full-time 
security guard. Apply in per¬ 
son between 10 a m. and 2 
p.m. on Saturday, Oct. 4, 
2008, only. Must be a mem¬ 
ber of Mt Top Hunting Club 
to apply. 31-1. 

HELP WANTED - Frost- 
burg State University seeks 
adjunct faculty to teach the 
following components of the 
RN to BSN Program: physi¬ 
cal assessment, nursing re¬ 
search, current professional 
trends and issues, informat¬ 
ics. ethics, and community 
health. Minimum qualifica¬ 
tions: licensure as an RN in 
Maryland and a graduate 
degree in nursing. Preferred 
qualifications: previous 
teaching experience, espe¬ 
cially in an online or blended 
format. To apply, send a let¬ 
ter of interest; r6sum6; and 
the names, addresses, and 
telephone numbers of three 
professional references to 
Frostburg State University, 
Office of Human Resources, 
Attn: Adjunct Faculty for RN 
to BSN Program, Frostburg, 
MD 21532, or email human- 
resources@frostburg.edu 
Email applications are pre¬ 
ferred FSU is an EOE. Ap¬ 
propriate auxiliary aids & 
services for qualified indi¬ 
viduals with disability pro¬ 
vided upon request. Please 
notify in advance, www.frost 
burg.edu. 31-1. 

HELP WANTED - Avon! 
Earn 50% fast cash and free 
gift. $10 to start. Call Karen, 
301-334-3454. 31-5. 


EMPLOYMENT 


HELP WANTED - Drive 
dedicated routes for Werner 
Enterprises and receive top 
pay, weekly home time & 
great benefits! 800-346- 
2818, x520. 31-3. 


EMPLOYMENT 


HELP WANTED - Mason 
needed. Brick, block, stone, 
concrete. Must have tools & 
transportation. Pay based on 
experience. Contact Custom 
Brick Layers, 301-268-2786. 


EMPLOYMENT I instruction/schools | instruction/schools 


31 21 


CNC Lathe 

Programmer/Operator 

Oakland, MD, based company has an 
immediate opening for a CNC Lathe 
operator. Excellent pay, health insurance, 
40IK, paid holidays, and paid vacations. 

Interested applicants call Chris: 

301-334-8186, ext. 206 




Mine Repair A Maintenance, Inc. 

GMS Mine Repair & Maintenance 

has an immediate opening for an experienced 

TRUCK DRIVER 

Will be splitting time on the road 
and working in our shop and yard. 

Must have a Class A CDL. 

Excellent pay and benefits, 401 (k). 

Interested applicants call Chris 

304 - 288-6884 


( 
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Reservations/Inspector & 
Housekeeper 

Looking for a responsbile individual to 
work in a fun, team environment. 

•Skilled in customer service 

• Computer skills (Microsoft Office) 

• Team Oriented 

• Personal Vehicle 

• Self Motivated 

% 

Competitive Pay & Mileage 

Please drop off resume at 1550 Deep Creek Drive Suite G 
or call us at 301-387-5999. 


P 


Diakon 

Many hands. One heart. 


EOF 


Registered Nurse 

RN needed to work occasional hours. 

No weekends! No holidays! 

Current MD license to practice 
as RN required. 

Three ways to apply! 

Stop by to complete an application 
M-F, 8 a.m.- 4 p.m.; 

fax vour resume to Anita at 610-682-3626; 

or complete an application on-line at 
www.iobsfa diakon. on; 

Diakon Adult Day Services 
at Mountain Glade 
375 Pythian Avenue 
Oakland, MD 21550 
301-334-0585 


POSITION OPENING 

Dean of Continuing Education and Workforce Development 

GARRETT COLLEGE is seeking a Dean of Continuing Education and Workforce 
Development. Reporting directly to the College president, this position leads the 
College's efforts to deliver workforce training and community interest classes to the 
region. The Dean oversees and manages a significant budget and a staff of seven 
(7) full and part-time staff as well as numerous contract employees The Dean is 
instrumental in assessing the need for various types of non-credit education and 
assisting local agencies to meet the needs of work force training 

Garrett College is located in a scenic rural four-season resort community in the 
mountains of Western Maryland. The College is a small public learning-centered 
institution The FY 2009 budget is slightly over $10 million 

Required Qualifications : Master's degree, computer literacy in a variety of 
applications, experience in program development and assessment, and demon¬ 
strable fiscal experience Preferred qualifications include : college teaching 
experience, evidence of entrepreneurial activity, and knowledge of workforce devel¬ 
opment activities A job description is available by contacting the College Personnel 
Office 

Hiring Range: $58,813 to $79,193 Excellent benefit package available following 
successful completion of the 90-day provisional period 

To Apply : Send a cover letter not to exceed three pages, a curriculum vitae/resum6 
detailing professional experience and telephone and e-mail contact information for 
three (3) recent (within five (5)years) and relevant professional references electroni¬ 
cally to linda.fike@oarrettcolleqe.edu 

The review of applications will begin immediately and continue until the position is 
filled. 

A starting date of January 5, 2009 is anticipated 

Garrett College is a tobacco-free campus Women and minorities are encouraged 
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HELP WANTED - For 

elderly couple in Deer Park. 
For more information, please 
call 301-334-4505. 31-5. 

HELP WANTED - Job 

coach is needed to work with 
an individual with disabilities. 
$7.29 per hour, 15 hours per 
week. Duties include assist¬ 
ing the individual at a com¬ 
munity job site in the areas of 
job coaching, problem solv¬ 
ing; completing assigned job 
duties; getting along with co¬ 
workers; and driving the indi¬ 
vidual to and from the job 
site. Qualifications include a 
high school diploma or GED, 
experience with individuals 
with developmental disabili¬ 
ties, and possess a valid 
driver's license with a good 
driving record. Application 
deadline is Monday, Oct. 6, 
2008. Contact: Appalachian 
Parent Association Inc., Ap¬ 
palachian Crossroads, 39 
South Third Street, Oakland, 
MD 21550; 301-334-8449, 
ext 100; fax #301-334-9633. 
Equal Opportunity Employer/ 
male, female. 30-2. 

HELP WANTED - Garrett 

Transit Service, a depart¬ 
ment of Garrett County Com¬ 
munity Action Committee 
Inc., is accepting applications 
for a commercial driver. Ap¬ 
plicants must have a valid 
commercial driver's license 
(CDL). Passenger and 
school bus endorsement pre¬ 
ferred. Must have at least 5 
years driving experience, 
have an excellent driving 
record and be able to pass a 
DOT physical examination. 
The applicants must be will¬ 
ing to complete basic first aid 
and CPR training. This posi¬ 
tion will require evening and 
weekend hours. The suc¬ 
cessful applicants must pass 
a criminal background check. 
This is a safety sensitive 
position; therefore, success¬ 
ful applicants will be required 
to pass a pre-employment 
drug test and be subject to 
random drug testing while 
employed. Also, a copy of a 
current driving record will be 
required Applications will be 
accepted through Friday, 
Oct. 3, 2008, at 4:30 p.m. at 
the Human Resources Of¬ 
fice, Garrett County Commu¬ 
nity Action Committee Inc., 
104 E. Center St., Oakland, 
MD 21550. Call 301-334- 
9431 or 888-877-8403. Gar¬ 
rett County Community Ac¬ 
tion is an Equal Opportunity 
Employer. 30-2. 


ARE YOU UNEMPLOYED OR 
IN A DEAD-END JOB? 

We Are Here Te Help YOU Succeed! 

JOIN THE WORLD OF BEAUTY 




Federal Funding 
to those who qualify 


Flexible Schedule 
Day b Evening Classes 

Transportation/Living Support 
to those who qualify 


Quality Education 


Call K IAYIH Your Future Starts Now! 
3C1-777-JC2C 

International!Beauty School 
119 N. Centre St., Cumberland, MD 21502 
www.lbscumberland.com 


EMPLOYMENT 


HELP WANTED - Mighty 
Auto Parts has a position 
open for a full-time person for 
warehouse. Duties include 
stocking, pulling orders, 
working with inventory con¬ 
trol & various computer pro¬ 
grams. Experience helpful. 
Must have driver's license 
with good driving record. 
Salary based on work experi¬ 
ence. Please stop by office at 
515 D Street. Mtn Lake 
Park, to obtain application. 


EMPLOYMENT 


HELP WANTED - Car¬ 
penter's helpers. Pay based 
on experience. Call 301-387- 
2673. 30-2. 

Continued on Page C-8 
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BARTENDING SKILLS A PLUS 
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—Help Wanted— 

PREP & LINE 
COOK 

NEEDED 

IMMEDIATELY. 

Experience 

required. 

301-533-0009 


sudden 



Life Connected' 


Come Join Our Team in Oakland, MD! 
Suddenlink™ is a top-10 U.S. cable broadband 
provider, supporting the information, communi¬ 
cation and entertainment demands of approxi¬ 
mately 1.3 million customers. 

Suddenlink prides itself in providing local Cus¬ 
tomer Service that sets us apart from the competi¬ 
tors and our skilled Broadband Technicians provide 
top-notch product knowledge to our customers 
personally. 

We are looking for a Broadband Technician V to 

fulfill demand maintenance and preventive main¬ 
tenance by troubleshooting and repairing the trans¬ 
port, trunk, and distribution networks from the 
Master Telecommunication Center (headend) to 
customer's electronic device, including MTC com¬ 
ponents. A Broadband Technician V serves as a 
mentor to other team members, providing instruc¬ 
tion, support and direction. Suddenlink Broadband 
Technicians pride themselves in integrity and giving 
the best customer service. As a Broadband Techni¬ 
cian you will receive fantastic Employee Benefits 
such as: 

Major Medical. Dentaland Vision, Life Insurance, 
Paid Vacation/ Sick Leave, Employee Assistance 
Program. 401k Company Match Plan (50% Match 
up to 6% Employee Participation), Free cable and. 
In feme t (In Suddenlink serviceable areas), Disco un ted 
phone service (In Suddenlink serviceable areas). 
Training, Plus More! 

We offer great competitive base compensation 
with opportunity to enhance your own paycheck. 

Job Qualifications include a High School Diploma 
or equivalent: knowledge of computer operation; 
strong interpersonal and multi-tasking skills. Good 
driving record with the ability to drive Company 
vehicle in safe and responsible manner is necessary. 
Broadband Technician IV or equivalent experience 
required. Excellent Customer Service and team¬ 
work attitude is required. 

Apply on line: www.work4suddenlink.com 

EOE 
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FULL-TIME SERVICE TECHNICIAN 

Year round work, with benefits. Individuals must possess a valid driver's license, 
have a clean driving record, and must be able to pass a drug test. This position has 
room for advancement. Applicants must be available for on-call emergencies and 
must be able to travel. Benefits include health insurance, 401K, paid vacation, and 
competitive wages. We provide transportation to the job sites. Mechanical and 
concrete experience a plus. ONLY serious applicants should apply. Based near 
Accident, Md. 

Please call 800-424-1980 
OR fax a work history to 1-888-280-0290 


25 4! 


HELP WANTED 

Deep Creek Foodland Fresh 
has immediate openings for 

• F/T Night Maintenance 

Good salary for the right people 


Deep Creek 


APPLY: 



24586 Garrett Hwy. 
Market Square, McHenry 
301-387-4075 
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Contmutd from Page C-7 

HELP WANTED - Appli¬ 
cations are being accepted 
for a mechanic or mechanic's 
helper at our Thomas, W.Va., 
location Pay rate based on 
experience. Applications may 
be picked up at Fairfax Mate¬ 
rials Inc., 8490 Garrett High¬ 
way, Oakland, Md., or con¬ 
tact Tommy Evans at 304- 
749-7428. Fairfax Materials 
Inc. is an Equal Opportunity 
Employer. 30-2. 

HELP WANTED - Car¬ 
penters. Must provide own 
transportation. 301-616- 
7590. 30-2. 

HELP WANTED - Part- 
time position supervising a 
small firewood kindling op¬ 
eration is available. The pri¬ 
mary employee is a person 
with a disability who requires 
supervision and assistance. 
Duties include splitting wood, 
wrapping kindling bundles, 
loading a pickup truck and 
delivering to local customers. 
The position is two days per 


EMPLOYMENT 


week, par rate is $7.29 per 
hour. For more information, 
contact Nancy at 301-334- 
8449, ext. 201, and complete 
an application. Equal Oppor¬ 
tunity Employer/male, fe¬ 
male. 30-2. 

HELP WANTED - Full¬ 
time alignment tech. Experi¬ 
ence preferred. Pay based 
on experience. Benefits. Ap¬ 
ply in person. Glotfelty Enter¬ 
prises, 14161 Garrett Hwy., 
Oakland. 301-334-3911. 28- 
5. 


51 ““Experienced 

HAIRSTYLIST 

needed. 

Competitive pay, 
vacation & benefits. 

Send resume to: 

Box K-29 

c/o The Republican 
P.O. Box 326 
Oakland, MD 21550 


EMPLOYMENT 


HELP WANTED - Ma¬ 
sons and mason tenders. 
Pay based on experience. 
Call 301-387-4391 before 9 
p.m. 29-3. 

HELP WANTED - Seek¬ 
ing tax preparers (bilingual a 
plus). January employment 
for local offices. Online 
course begins October 13. 
Call 1-800-832-0315 to enroll 
today. 29-5. 

HELP WANTED - FireFly 
Farms is searching for an ap¬ 
prentice cheese maker. En¬ 
ergetic individual wanting to 
work in fun, fast-paced envi¬ 
ronment. Flexible days and 
hours are available. Please 
email resume to: andrea@ 
fireflyfarms.us or mail to P.O. 
Box 257, Accident, MD 
21520. 28-4 

HELP WANTED - Part- 
time baker, waitress & cook. 
Pick up application at The 
Fazen-Bakery, Rt. 219, 
Grantsville. 301-895-4044. 
28-4. 


Have you been considering a new career? 
Are you tired of the same old 
day-in, day-out routine? 

Rejuvenate yourself. . . 

Become a Real Estate Agent 
Class Starts October 14th 

Call TODAY for more information: 301 387 4700 
or go online and register at: 

www.loneandfoster.com 


30-31 


POSITIONS AVAILABLE 
RNs& LPNs 

Positions are available with Appalachian Crossroads 
for nursing services to developmentally disabled adults 
in the Oakland area 

Coordinating Nurse 

Supervise and schedule the nursing staff in group 
homes serving developmentally disabled adults. Per¬ 
form assessments, develop nursing care plans,and 
delegate. F/T salaried position with full fringe benefits. 
Some shift work necessary. RN required. 2 years’ 
experience preferred. Salary negotiable. 

Duty Nurse 

Provide nursing services to developmentally disabled 
adults in a group home setting. F/T position with full 
fringe benefits. Some shift work. RN required. 2 years’ 
experience preferred. Si 9-$23 per hour depending on 
experience. 

LPNs 

Provide nursing services to developmentally disabled 
adults in a group home setting. Evenings and nights. 29 
regular hours a week with other hours available on an as 
needed basis. Partial fringe benefits. $15.50-SI8 per 
h<. urdepending on experience. 

Day Nurse 

Fill in for our regular nurse at our day program. Monitor 
the health of program participants. Part-time position: 6 
hrs. 1 day/wk plus other hours available on an as needed 
basis. RN or LPN Rate negotiable depending on degree 
and experience. 

Substitute Nurses 

RNs or LPNs. Provide nursing coverage on an as 
needed basis and in accordance with your existing 
schedule or preferences. Rate negotiable depending on 
degree and experience. 

Deadline for submitting an application and/or resum6 
is Monday, October 6, 2008. 

Contact or send resume to: 

Appalachian Parent Association, Inc. 

Appalachian Crossroads 
39 South Third Street, Oakland, MD 21550 
301 -334-8449, ext. 100 • 301-334-9633 (fax) 

30-zt Equal Opportunity Employer - Male/Female 


NOW 

HIRING 

Part-time 

• Bartenders 

• Servers 

Apply in person 

Long Branch 
Saloon 

or call 

,, 301 - 334-4533 


PETS 


FOR SALE - Purebred 
Australian shepherd pups, 
shots & wormed $100. 301- 
334-8355. 31-2. 

FREE - To good home: 
mixed breed dog. Very 
friendly, wants lots of atten¬ 
tion. Shots up to date. Fixed. 
Excellent pet. Phone 301- 
334-3081; leave message, 
will return your call. 31-1. 

FOR SALE - Cavalier 
King Charles spaniel pup¬ 
pies, champion pedigree. 
Regular veterinarian care. All 
4 colors available. 304-789- 
2143. 30-2. 

FOR SALE - Reg. Great 
Danes: 1 female, harlequin; 1 
female, brindle; 1 male, 
black. All up to date on shots. 
Moving, can't keep. $800 
each. 301-245-4696. 28-4. 

FOR SALE - AKC reg 
Shetland sheepdog puppies. 
Various colors. First shots, 
wormed, dew claws re¬ 
moved. Females $400, 
males $350. Email parker 
shelties@gmail.com. 304- 
698-3437, 304-329-0147. 28- 
4. 

FOR SALE - Miniature 
horses. 301-501-6514. 25-8. 


EMPLOYMENT 


HELP WANTED - In 

kitchen @ cool new brewery, 
6690 Sang Run Rd, Mc¬ 
Henry, MD 21541; 301-387- 
3360. Kitchen experience re¬ 
quired. Pizza/brick oven ex¬ 
perience a bonus. Please 
come in and fill out an appli¬ 
cation. 29-3. 


WANTED IMMEDIATELY 
AUTOMOTIVE 
TECHNICIAN 

• Paid Holidays/Vacation 

• Health Insurance 

• ASE Certified or Equivalent 
Skill Level Certification 

• Diesel Engine Repair Preferred 

• Pay Eased on Training & Experience 

• Candidate with Successful Track 
Record in Automotive Repair Preferred 

Send resume to: Accident Garage 

113 South Main Street 
Accident, MD 21520 
or accidentgarage@verizon.net 


mm 


_ _ Now Hiring! 

join our Team 

K8T IMS 

Cook Prep Cook Bus 
§ Hostess Positions 


If you are looking for an exciting job 
opportunity, we invite you to join our team! 
Enjoy benefits such as health insurance, 
401K and more. 

if inJttrtsttd, -plwse apply person, 

UNO CHICAGO GRILL 
19814 Garrett Highway, Oakland, MD 
301-387-4UNQ 


JOB I II I K 


St M.MARV: 


POSITION ANNOUNCEMENT 

Project Engineer 

Garrett County Department of Public Utilities 


T he Engineer oversees and coordinates capital water and sewer projects, reviews water and sewer design plans and 
specifications for residential, commercial and industrial developments, and provides technical assistance in relation 
to operation and maintenance of water and sewer systems. 

EXAMPLE OK WORK (examplesareillustrativeonlv) 

Develop a scope of work and cost estimates for water and sewer projects. Participate in the evaluation of proposals 
for professional and construction services in conjunction with the Purchasing Department. Review water and sewer 
projects in relation to compliance with Federal, State, County and Local codes, regulations and specifications. Prepare 
and coordinate permits for water and sewer projects with Federal. State, County and Local agencies. Oversee 
construction of water and sewer projects and provide input regarding construction materials, change orders, 
requisitions, schedules and any changes to be made by the architect and/or engineer to upgrade the efficiency and 
maintenance of materials, machinery or equipment. Review and comment on design plans and specifications for water 
and sewer systems for residential, commercial and industrial developments. Maintain the Department’s Standards 
and Specifications for water and sewer systems and provide technical engineering research and support to develop 
new or amend existing regulations, products and/or methods. Assist with the planning, amendment to and updating 
of the C ounty's Water and Sewer Master Plan to reflect historical data and planned development as it relates to water 
and sewer infrastructure. Provide technical assistance and troubleshooting in relation to operation and maintenance 
of water and sewer systems. Design and prepare cost estimates for water and sewer connections, extensions, 
replacements, relocations and/or installations. 

KKQ1 TRI P KNOWLEDGE. SKILLS. AND ABILITIES 

I us position requires competency and detailed knowledge of engineering principles and practices, construction 
methods, and data interpretation including design drawings, specifications, technical manuals, and environmental 

reports 

H>1 CAI ION and/or EXPERIENCE 

Bachelor of Science degree in a recognized Engineering discipline, 
l hree (3) plus years of experience in the water and sewer field preferred. 

V\I MO AND BENEFITS INCLUDED 

I his is a Classified Service position A competitive salary and traditional County employee benefit package is 
included. 

APPI.H A I ION PROCESS 


l 


A Garrett County Government application along with a letter of interest, resume and salary history is required. 
Qualified individuals may apply by forwarding all required documentation to Garrett County Government, Office of 
Human Resources. 203 South fourth Street. Room 206, Oakland. MD 21550. Applications are available at this address 
or will he mailed by calling (301) 334-8975 Applications are also available on our website at www.garr e ttcountuv.org . 
I leadline for application is October 10,2008. 

*( larrelt (. 'ounty < jnvemment is an Equal Opportunity Employer Qualified applicants are considered without regard to race. 






handicap* 


— pretence ef a nen jeF ~-- 


PETS 


FOR SALE - Reg. bagle 
hound puppies (beagle/bas¬ 
set), ready to go, $125. 301- 
334-1281.31-3. 

FOR SALE - CKC shih 
tzu puppies, 2 black & white, 
1 red & white. First shots & 
wormed. $400. 301-334- 

2598. 31-1. 

SPAY/NEUTER - Can’t 
afford to "fix" your pet? Help 
is available. Call 301-387- 
8396 or visit www.garrett 
paws.org for information. 31- 
5. 

CRITTER SITTERS - Pet 

sitting service. All animals, 
including horses & livestock. 
304-789-5046. 31-5. 

BUYERS/SELLERS - 
The Animal Control Ordi¬ 
nance states that it is unlaw¬ 
ful for a person to operate a 
kennel (breeds/sells pets) in 
Garrett County without a 
valid kennel license. Contact 
the GC Animal Shelter. 301- 
334-3553. 31-13. 

FREE - Kittens. 301-387- 
0342. 30-4. 

FOR SALE - 5 CKC reg¬ 
istered shih tzu female pup¬ 
pies. First shots & wormed. 
$400. 301-334-2598. 30-3. 


MISCELLANEOUS 


FOR SALE - Temporary 
electric service on a treated 
post, complete, including 2 
grounding rods, $85 301- 
334-2738. 31-5. 

FOR SALE - Pronto elec, 
wheelchair. Needs battery. 
Like new. $500. 301-689- 
8255. 31-2. 

FOR SALE - Harman 
wood/coai stove. Exc. cond. 
$500 or best offer. Evenings 
before 9 p.m. 304-735-6909. 
31-2. 

FOR SALE - Hot tub for 6 
people. New pumps (re¬ 
placed pump in 2006). Needs 
cover. $1000. 301-895-4367. 
31-2. 

FOR SALE - Volkswagen 
parts & electric mobile chair. 
301-334-9618. 31-2. 

FOR SALE -(2) 15” steel 
wheels off Chrysler van, $25 
each. Phone 301-334-4131. 
31-1. 

FOR SALE - 275 gal fuel 
tank, upright, good shape, 
$50. 301-746-5188. 31-2. 

THE END IS HERE! - 
End of the Line Books will 
close for the season on 
Wednesday, Oct. 8. Come in 
this weekend or on the 8th to 
stcJtk up on your winter read¬ 
ing. We thank you for your 
support this summer, both 
the donations and the sales. 
We've had a very successful 
year and we look forward to 
seeing you all again in May 
2009. End of the Line Books, 
in the boxcar at the train sta¬ 
tion, open Wed., Fri., and 
Sat., 11-3, until the 8th. 31-1. 

FOR SALE - 2006 Boss 
system snowplow, garage 
kept, $2500 Horton Legend 
II crossbow, 1 year old, used 
very little, all accessories, 
$475 firm. 301-876-7330. 31- 
4. 

FOR SALE - LT235/ 
85R16 Goodyear tire, load 
range G, never mounted, 
$100. 500 gal. fuel oil tank, 
new, never used. $499. Call 
239-223-8939. 31-1. 

FOR SALE - Belgian 
Lightning Browning 12 
gauge, super posed over/ 
under, $1200. Winchester 
30/30 Model 94 with Bushnell 
scope, $600. Thompson 50 
cal. Hawken black powder, 
$150. Norinco AK47, made in 
China, $1000. Weatherby 30 
magnum with scope. $800. 
301-616-5244 31-5 

FOR SALE - Freshly dug 
potatoes. Organic, no chemi¬ 
cals. 5 or 50 lbs. 301-616- 
4381.31-1 

FOR SALE - 7x12 play¬ 
house Finished inside. 
$1400 301-616-8260. 31-3. 

FOR SALE - 48" bath¬ 
room vanity with white & gold 
cultured marble top plus 
hardware, $100. 301-387- 
9304 31-2. 

FOR SALE - Locust 
posts 301-514-5355. 31-3. 

ATTENTION - Orchid lov¬ 
ers Orchid Haven will be at 
Oakland's Mountain Fresh 
Farmers Market, town park¬ 
ing lot, Second St., with all 
kinds of orchids for sale 
every Wednesday & Satur¬ 
day, 10 a.m.-i p.m. until Au¬ 
tumn Glory, with special Au¬ 
tumn Glory week hours being 
Wed., 10-1; Thurs., 11-5; Fri. 
& Sat., 9-5. Budding & 
blooming plants. Come see & 
buy Any questions, call Flo 
at 304-724-9081.31-2. 

FOR SALE - White oak 
lumber, FAS, air-dried 1 
year, $2/bd ft 301-334- 
2738. 31-5. 

FOR SALE - New & used 
Andersen/Pella windows & 
doors, kitchen & bath. 240- 
321-4700. 30-2. 

FOR SALE - Custom- 
built storage buildings & play¬ 
houses 301-895-3688. 27-5, 

FOR SALE - Craftsman 

raHial arm «o\n lahlo ea *•# 

band saw. wood lathe & 
router Call after 5 p m 301- 
334-2505 30-3 


MISCELLANEOUS I MISCELLANEOUS 


ANTIQUES 


Home Theater System 

Sony 57" HDTV, Yamaha home theater 
receiver, Sony 5-disc DVD & Sony 5-disc CD 
player, Klipsch speakers (4 towers, 1 center, 
one 12" sub). Includes FREE 32" Toshiba 
TV, and all high definition cables + extras. 
Paid $5,500, asking $1,500 

443-414-2190 or 301-746-6289 

31-ltpd ASk f0r ShaWn 


—For Sale— 

Dominion 
Fireplace Insert 
Exc. Cond. $250 
10-21 301-334-8416 


BAIL 

BONDS 

Prompt Service 
301-334-9021 


www.bibleinfo.com 

www.amazingfacts.com 

www.mcdonaldroad.com 


3,11 For Sale 

2-stage, 42" 

SNOW BLOWER 

L65 Ford Tractor, 
hydrostatic drive, 
nydroiitt.noDeits, 
lots of extras. 

16 hp Core engine. 
$1,500o.b.o. 

301 - 387-5714 


Western Maryland 
Tin Shop 



301-334-0670 

Licensed & Insured 

Authorized dealer for 


Han^pton* 

- iSTHKim — 


301 - 334-8737 

301 - 616-8737 


imim 


CHILD CARE 


NEED A SITTER? - Mon¬ 
day thru Friday, 6:30 a.m.-9 
p.m. $3/hour. I live in Mtn 
Lake Park, close to al 
schools. 240-321-4055. 30-3 

DAY CARE - 2 shifts 
Open 6 a.m. to 11 p.m. Acci 
dent or Grantsville Elemen 
tary, Beechnut Lane. 301 
245-4002. Lie. #11151148. 
30-5. 

LITTLE RASCALS - 

Early Learning Center. Open¬ 
ings for ages 2-5. 7:30 a.m.- 
5:30 p.m. year-round. Pre¬ 
school activities! Large play¬ 
ground! Safe, clean, loving 
environment. Air-conditioned. 
Sign up for fall! Spaces are 
limited. 301-334-4721. 27-5. 


FURN./CARPET 
& APPLIANCES 


\jttle Leggy hrnit ure 

Bittioger, MD 

301-245-4120 

Log Gazebos 

Log Finiitirc i Rzilizjt (or Log Homes 


FOR SALE - Coal pellet 
stove, $450. 301-387-5019. 
30-2. 

FOR SALE - 1500 gal. of 
#1 clear kerosene, $3.75 per 
gallon. Call Stuart, 301-334- 
6212. 30-5 

FOR SALE - 8' long x 25” 
wide x 42” high oak display 
case with 3 shelves. Exc. 
cond. $100. 301-895-5544. 
30-4. 

FOR SALE - Parts wash¬ 
er. 50 gal., with light, new in 
shipping box, only $175. Call 
Stuart. 301-334-6212. 30-5. 

FOR SALE - Woodstove 
with glass door & blower 
Takes 16” logs, heats up to 
1200 sq. ft. $425 or best of¬ 
fer. 304-789-6138. 30-2. 

FOR SALE - Hearthstone 
propane direct-vent room 
heater (Tucson model). Dark 
green marble inlays, glass 
front, log fire simulation; 
26,000 BTU/HR. Exc. cond. 
Vent hardware & slate slab 
included. $550. 301-895- 

4250 (Stonebow Inn). 30-2. 

FOR SALE - 3 Browning 
deer rifles: (1) 22/250, (1) 
243, (1) 25-06. 301-895- 
4264. 30-4. 

FOR SALE - E-Z Go golf 
cart, gas, runs great, $875. 
Solid maple 6-gun cabinet, 
$235 814-395-5665. 30-4. 

FOR SALE - Wine bottles 
with synthetic corks, $1 each. 
Call 301-616-8684. 30-2. 

FOR SALE - 1981 GMC 
top kick dump truck, 3208 
Cat engine. Also, Interstate 
3-axle lowboy trailer. $6000 
for both or best offer. 301- 
387-5798 30-2. 

FOR SALE - Nursery 
stock. Dug trees starting at 
$8; blue spruce, Norway, 
white pine, fir, white spruce, 
Canaan Valley fir & hemlock. 
Call Jay Rice, 301-533-1919. 
30-5. 

FOR SALE - Excel hand 
dryer, wall mounted, for busi¬ 
ness restroom, like new, only 
$185. Call Stuart at 301-334- 
6212. 30-5 

FOR SALE - Ring¬ 
necked pheasant & bobwhlte 
quail. 301-334-9840 29-5 

FOR SALE - Full-size 
sleeper sofa, $50. 36x70 
office desk, $35. 301-895- 
5033 after 5 p.m 29-4 

FOR SALE - Yard-Man 7 
hp snowblower. 26" blade. 
301-334-4314 29-5. 

FOR SALE - New Hol¬ 
land tractor, comes with 1' & 
2' buckets for the backhoe; 
10,000 lb trailer & grade 
box. Only 291 hours; 
$19,000 or best offer. Call for 
other details, 301-616-7387, 
28-4 

COD CAIC on" rh.nmn 

ice metal 8-lug wheels & 
tires, all 4 for $1000. 301- 
616-7387 28-4 


28-4tpd 

FOR SALE 

• Queen-size sofa 
bed, $200 

• Solid mahogany 
dining table w/leaf 
& 8 chairs, $800 

• Oak veneer coffee 
table, 30"x30", $50 

301-387-5633 


FOR SALE - Antique 
former Western Maryland 
Railroad 1930s Fairmont 
motor car. Above average 
condition, in dry storage for 
over 50 years. Rare find 
Yours for $8500. Call Stuart, 
301-334-4894 28-5. 


ESTATE SALE 

410 D St, 

Mtn. Lake Park 
Fri., Oct. 3 thru 
Mon., Oct. 6 
10 a.m. to 3 p.m. 


LARGE ANTIQUE 
CREDENZA 

(circa late 1800s), 


& furniture & other 
household items. 


FOR SALE - Living room 
set: sofa, wing back chairs 
(2), cherry end tables (2), 
cherry coffee table, cherry 
folding side table, lamps (2), 
$450. Sofa bed, $50. Call 
301-334-4488. 31-3. 

FOR SALE - 7' Colonial 
couch & chair set, $250; 7’ 
Colonial couch, $200; 7' 
couch, $300; all like new. 
Oak & glass china hutch, 
$150. 30 gal. fish tank with 
stand & all accessories, $50. 
301-616-8000. 31-2. 

FOR SALE - 5-piece 
Boca Rattan sunroom set, 
$900 or best offer. 410-420- 
7109. 31-3. 

FOR SALE - 3-piece liv¬ 
ing room suite & 4-piece bed¬ 
room suite. Call after 5 p.m. 
301-334-2505. 30-3. 

FOR SALE - Electric 
clothes dryer. 301-387-0342. 
30-4. 

FOR SALE - White elec¬ 
tric range, good cond. 301- 
895-3539. 30-5. 

FOR SALE - Roper 
washer/dryer, $150 each. 
Frigidaire freezer, $200. 301- 
387-5812. 30-2. 


GARAGE SALES 


AUTUMN GLORY SALE 

- Longaberger baskets, Lon- 
gaberger totes & purses, 
primitive furniture & crafts. 
Fri., Oct, 10, 10-6; Sat., Oct. 
11, 9-12; Sun., Oct. 12, 10-4; 
1046 E. High St., near SHS. 
31-2. 


GARAGE SALES 


GARAGE SALE - Thurs., 
Fri., Sat., Oct, 9, 10, 11; 9 
a.m.-5 p.m.; rain or shine; 
2158 Spring Glade Rd. Old, 
new & used items. Tools, 
Coleman camping equip¬ 
ment, household, Christmas, 
gifts & crafts. 31-2. 

YARD SALE - 4323 
Broadford Rd. Wicker furni¬ 
ture, household items, coun¬ 
try decor, baby girl clothes, 
baby swing & other baby 
items. Oct. 10 & 11; 9 - ? 31- 
1. 

ESTATE SALE - 410 D 

St., Mtn. Lake Park. Furniture 

& household items and large 
antique credenza (circa late 
1800s). From Fri., Oct. 3, 
through Mon., Oct. 6; 10 to 3. 
31-1. 

BIG YARD/GARAGE 
SALE - Oct. 10, 11 & 12; 9 
to 5; 3089 Pysell Crosscut 
Road, Oakland. Md.; www.im 
fune.com for map & updated 
details; Steve, 443-254-4356. 
Real arcade games, Coke 
machine, real cappuccino 
machine (3 flavors), comput¬ 
ers, printers, parts, TVs, Edi¬ 
son phonograph & cylinders, 
washing machine, metal de¬ 
tector (new). Too much to 
name. Rain or shine. 31-2. 

YARD/GARAGE SALE - 
Aggravated husband wants 
garage back. Lots of good 
deals! Vacuum cleaner, 
women's golf clubs, electric 
knitting machine with yarn; 7 
ft. lighted, flocked Christmas 
tree; 4 tires on rims (PI85/ 
70R14), like new; Lane re- 
cliner-rocker, youth adjust¬ 
able bow, aluminum glider, 
men's sweaters, women's 
clothing, shoes, many house¬ 
hold items. Sat., Oct. 4, 8 
a.m. - ? at 2168 Bittinger Rd , 
across from Sky Valley Spur 
Rd. 31-1. 

YARD SALE - Fri. & Sat., 
Oct. 3 & 4, 9 a.m. - ? at 509 
L St., Mtn. Lake Park. First 
time this year. Lamps, Home 
Interiors, pictures, baskets, 
knickknacks, toys, books, 
hunter's tree stand, house¬ 
hold items, plus size clothes, 
boys’ clothes, queen-size 
brass bed, stands, collectible 
rooster & bear items and 
much more. 31-1. 

GARAGE SALE - Sat., 
Oct. 4, from 7 a.m. to 3 p.m. 
at 510 Jasper Riley Rd., 
Oakland, Md., % mile down 
Jasper Riley from 219 south. 
Sale will consist of antiques, 
china, Fenton glassware, 
tools, something for every¬ 
one 31-1. 

GARAGE SALE - Rain or 
shine. Oct. 9 & 10, 9 a.m.-5 
p.m.; Oct. 11, 9 a.m. - ?; 
Spring Hill Circle, behind 
Sears, follow signs. 3-piece 
cedar full bedroom suite, 
household items (too numer¬ 
ous to mention), Home Interi¬ 
ors items, collectibles, Jan 
Florist centerpieces, some 
antiques, books, jewelry, 
kids' toys (including train 
table & game table), tools, 20 
hp lawn tractor, Jon boat, 
etc 31-2. 


Falling Leaves 
O' Vfr bring 




at our 

GARAGE 

SALE! 


Falling Prices 

Fri., Oct. 3, 8-5 * Sat., Oct. 4* 8-noon 
581 Snowy Creek Road 

Lots of home decor, Corelle, craft decorations, 
Barbie items, collectibles, marbles, small tools, 
5x10 tilt bed covered trailer, and so much more! 


Friday, Oct. 3*10 am - 5 pm 
Saturday, Oct. 4*11 am - 3 pm 
at Kay's Korner 

(Next to Little Caesar's Pizza on Weber Road) 

SUMMER CLEARANCE! 

Items $1 & less (valued up to $80) 
Summer kids' clothes, maternity clothes, 
boys <V intant clothing. 

ALL NEW MERCHANDISE! 
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HEAVY EQUIPMENT | BOAT STORAGE 


BOAT STORAGE 


FOR SALE - 2000 John 
Deere 270 skid steer Low 
hours, aux. hyd., new tires, 
exc. cond., 84“ bucket. 
$15,500 or best offer 301- 
334-3050 29-4 

FOR SALE - 2006 Cat 
277B track skid-steer loader, 
1500 hrs., cab with AC, 4-in- 
1 hydraulic bucket; $23,900. 
2006 Cat 242B skid-steer 
loader, 929 hrs., still under 
warranty, new tires, choice of 
buckets; $19,900. 2005 Bob¬ 
cat 328G mini-excavator, 
Kubota diesel, 1200 hrs., 
good U/C, quick-change 
bucket; $17,500. 2000 Lull 
644D-34 telescopic forklift, 
3600 hrs., 4x4x4, tilt car¬ 
riage, quick-tach forks, 85% 
tires, great cond.; $23,900. 
Located in Romney, W.Va. 
301-501-7131.28-5. 


<9* 


% 


\ 


BOAT 
STORAGE 

2 miles North of McHenry 

Single Axle Trailers Only 

301 - 616-4995 
CALL NOW! 


BOAT/RV 

STORAGE 

Located in 
McHenry 
Clean & dry 

301 - 501-8780 


WANTED 

dump truck. 


- Good, used 
301-387-0342. 


WANTED - B & W replica 
of Route 66 gas pump Must 
be in excellent or mint cond. 
State dimensions & price. 
Reply to Box L-30, c/o The 
Republican, P.O. Box 326, 
Oakland, MD 21550. 30-2. 

WANTED - Lift chair at 
reasonable price. 301-689- 
9158. 30-2. 

WANTED TO BUY - Sec¬ 
tional coal boiler. Must be in 
good cond. 301-895-3300 or 
301-707-8998. 28-4 

WANTED - Old lumber: 
barns, homes, sheds, log 
cabins to tear down & re¬ 
move. Insured. 301-334- 
3189. 28-7. 

WANTED - Potato digger, 
1 row, PTO or ground driven. 
Call after 5. 301-616-2352 or 
304-698-0109. 28-tfn. 


28<T BOAT 
STORAGE 
301-616-4095 


INDOOR 

BOAT 

STORAGE 

Will store, wash, 
winterize, pick 
up, and deliver. 

301 - 501-0755 

301 - 387-6693 


FOR RENT - Storage for 
boats & motor homes. Call 
for information. 301-334- 
4744. 31-5. 


BOATS 


FOR SALE - 2001 God¬ 
frey 22' pontoon boat, 40 hp 
oil-inject Merc motor. All 
gear, incl. fish finder. $3295. 
Call 703-424-0285. 31-5. 

BOAT & RV PARKING - 
Just $1 a day at Jerry's Self 
Storage, Rt. 495, Swanton, 
Md Phone 301-334-9704. 


36 People Needed 
Who are SERIOUS 

about Losing Weight 
and Keeping it 

Off for GOOD! 

*** Eat Your 
Favorite Foods *** 

J. Jefferson 
301 - 735-6412 
www transformyourshape com 

-and 


MATURE HUNTER - 

With a bear permit seeks 
landowner/partner for Mary¬ 
land bear season. Call 
Robert at 443-250-8756 or 
email bobstagmer@aol com 
WANTED - Piano teacher 
in my home in Pleasant Val¬ 
ley, weekly, for 2 young 
boys. 301-334-6518. 31-1. 

RESPONSIBLE HUNT¬ 
ERS - Two, both with per¬ 
mits, looking for private prop¬ 
erty to hunt bear. Call Sonny, 
443-927-4615. 30-2. 


Timber is back up! 

Don't let anyone kid you. 
And we pay CASH . 

Minimum 7 acres. 

Garrett & Preston counties only, please. 

814 - 395-3570 

Leave Message 


31-4tp<j(cont) 


RECREATION 


FOR SALE - E-Z-Go golf 
carts, gas or electric, custom¬ 
izable options. Knepper Farm 
& Outdoor Equipment, Berlin, 
Pa. Call 814-483-0108; www. 
kneppers.net. 28-5. 

FOR SALE - Wheels & 
tires to fit a Honda Rancher, 
qood cond. 301-616-2311. 

F R SALE - 2003 Supe¬ 
rior c '2' trailer w/wood floor 
& drop tailgate for loading, 
$800. 2006 Cam Am ATV (by 
Bombardier), 800cc Outland- 
er XT with camo body, 500 
miies, & 4 plow, $6000. 2007 
Yamaha V-Star 1300 touring 
motorcycle, 750 miles, black, 
like new, $8500 or best offer. 
301-616-8000. 31-2. 

FOR SALE - Golf clubs, 
lady's starter set: driver, 3 & 
5 woods; 3, 5, 7 & 9 irons 
plus sand & pitchino wedge. 
$75. 301-387-9304. 31-2. 

FOR SALE - 1999 Har- 
ley-Davidson FLH Softail. 
lots of chrome, 4000 miles, 
runs well, $5000. Call 301- 
334-3189. 30-6. 

FOR SALE - 2002 Arctic 
Cat Thundercat, lOOOcc, 
1000 miles, great shape, 
$3000. 301-616-0828. 30-2. 

FOR SALE - New IIOcc 
youth model 4-wheeler, red. 
List price $795, sell for $695 
or best offer 301-616-7222. 

FOR SALE - 1981 Suzuki 
440 street bike, good cond. 
$600. 304-693-7795. 29-4. 

FOR SALE - 2003 750 
Honda Nighthawk. Red, back 
rest, new tires, new chain; 
12,800 miles. $3500 firm. 
304-693-7877. 29-3 

FOR SALE - Mini chop¬ 
per, 50cc. New price $349, 
sell for $249 or best offer. 
301-616-7222 29-tfn. 



CLASSIFIED AD NETWORK 


APARTMENTS FOR RENT 

4 BD 2 BA Home buy lof only $205/mo! 
More 1-5 bd Foreclosures from $199/ 
mo 1 Never Rent Agam'For Listings 800- 
585-3617e«1 T297 

AUCTIONS 

6 Homes (2 Waterlront. 3 Lake Access). up 
to26 Lake Access Residential Lots Smith 
Mountain Lake VA Auction October 11, 
10am 800-780-2991 

www countsauction com(VAAF93) 

AUCTION Construction Equipment & 
Trucks. October 10. 8 AM Richmond, 
VA 700+ Lots, Selling tor Virginia De¬ 
partment ot Transportation (Over 400 
Lots Expected). Dominion Virginia 
Power S Others' Including Excavators, 
Dozers. Dumps & More Motley s Auc¬ 
tion & Realty Group. 804-232-3300. 
www Motleys com. VAAL *16 
AUTOMOBILE DONATION 

DONATE YOUR VEHICLE RECEIVE 
FREE VACATION VOUCHER 
UNITED BREAST CANCER FOUN 
DATION Free Mammograms, Breast 
Cancer Info www ubct info FREE Tow¬ 
ing. Tax Deductible. Non-Runners Ac 
cepted 1-888-468-5964 

DONATE VEHICLE Receive $1000 
GROCERY COUPONS. Your Choice 
NOAH’S ARC. NO KILL Animal Shel¬ 
ters Advanced Veterinary Treatments 
Free Towing. IRS TAX DEDUCTION 
Non-runners 1 -866-912-GIVE 
BUSINESS OPPORTUNITY 

Grow Your Business Advertise in 120 
newspapers across Maryland. Dela¬ 
ware. and DC, reach over 2 3 Million 
households tor only $495 For more in¬ 
formation contact this Newspaper or call 
410-721-4000, ext 20 or visit our 
website ww mddcpress com 
EMPLOYMENT 

Concrete Construction Foreman • Are you 
tired ot broken hours and broken prom- 
>ses7 A large, well established com¬ 
mercial concrete company located in the 
Mid Atlantic region, which has serviced 
Maryland Northern Virginia Southeast¬ 
ern Pennsylvania and Delaware areas 
with superior quality commercial con¬ 
crete construction lor over 25 years is 
seeking top -notch commercial concrete 
loremantolill leadership roles within the 
company We are currently looking lor a 
foreman with experience ranging from 
lootings and Itatwoik to concrete frames 
and vertical concrete You will be work 
inglorawell financed well «qu ippedm- 
dustry leader that boasts a steady 
workflow and with no layoffs We otter a 
generous compensation package as 
well as 401k. profit sharing bonuses, 


health and disability benefits and a 
company work vehicle We are a large 
company that promotes safety, quality 
and production in all realms of our 
work If you think this is the place lor 
you please call AL at 410-365-5388 
All calls will be kept confidential RE¬ 
QUIREMENTS Resume with work 
history Leadership skills with excel¬ 
lent communication skills - Personal 
track record ot crew supervision in 
construction - Substantial commercial 
concrete construction experience 
Must be dependable, flexible and will¬ 
ing to travel-Musi be able to demon¬ 
strate pnnt reading print reading abil¬ 
ity as well as layout skill ■ Bi lingual 
(English/Spamsh) a plus but not re¬ 
quired - Must be able to pass on going 
drug testing - Clean driving record 

•"LIVE LIKE A ROCKSTAR'*" Hiring 
18-24 sharp motivated guys/gals Im¬ 
mediate F/T Travel No Experience 
Required Transportation Provided 
Return T np Guaranteed! M-F 8-4 MST 
1-866-745-3172 
GENERAL MERCHANDISE 

ABSOLUTELY NO COST TO YOU'! 
ALL BRAND NEW WHEELCHAIRS, 
HOSPITAL BEDSAND SCOOTERS 
IMMEDIATE DELIVERYCALL TOLL 
FREE 1 -888-998 4111 TOQUALIFY 
HELP WANTED 

Drives 0/04 CO DRIVERS MILES 6 
MILESOF SUCCESS All Miles ♦ Stop 
Pd SIGN ON BONUS BENEFITS 
Annual Increases 6 More' CDL'A 6 
Haz Ends Req’d Call Gissel O 800- 
613-1287x3202 

Part Time, home-based internet busi¬ 
ness Earn $500-$1000/month or more 
Flexible hours Training provided No 
selling required FREE details 
www K738 com 

HELP WANTED - 
MISCELLANEOUS 

AWESOME TRAVEL JOB"OutolHS7 
Over 18'’ Join Our Traveling Sales 
Team! Great Earning Potential 2 
Weeks Paid Training Lodging, Trans¬ 
portation Provided Call 1 888 384 
8021 

HELP WANTED - 
TRUCK DRIVER 

Driver $5K Sign-on Bonus tor Expen- 
encedTeams Dry Van 4 Temp Con¬ 
trol Solo Lanes also available O/Os 
4 CDL -A Grads welcome Call Cov¬ 
enant (866)684 2519 EOE 
HOMES FOR SALE 

Now Single-Family Homes in active 
adult (55 plus) community in historic 
Smryna. Delaware, near Beach and 
Bays From $99 900 302 659 5800 
or see www bona yre homes com 


LAND FOR SALE 

BANK ORDERED SALE Saturday, 
October 11, 2008 20. Acres |ust 
$39,900 WV Mountain Properly 2 
hours from Metro DC Access to 
National Forest Excellent financing 
available CALL TODAY' 1-866- 
789-8096 x 4664 

LAKE LOT 3+ acres only $39,900 
Wooded 4 private Convenient 
Northern Neck location EZ terms 
Buy now build later Hurry , limited 
supply 888-774-5765 

LOTS 4 ACREAGE 

5 AC- $79,900 Secluded, wooded 
acreage w/ private access to James 
River Great bank terms Call now 
866-764-5238. x 1918 

New Cedar Chalet Direct River Ac¬ 
cess 20* Ac Only $159.900 Private 
setting w/ long range mtn views 
Close to historic town and C40 
Canal Ready for your finishing 
touches Low rate financing ONLY 
ONEICall Now' 1 800-888-1262 

MISCELLANEOUS 

AIRLINES ARE HIRING - Tram lor 
high paying Aviation Maintenance 
Career FAA approved program Fi¬ 
nancial ad it qualified - Job place¬ 
ment assistance CALL Aviation In¬ 
stitute of Maintenance (888) 349- 
5387 

RV FOR SALE 

Lake Somerset Camp Ground, Mary¬ 
land Eastern Shore LeaveyourRV 
on site all year $ f 300 includes wa 
ter. electnc 4 sewage Call for bro¬ 
chure 410-957-1866 or 410-957- 
9897 

TAX SERVICES 

IRS TAX DEBT KEEPING YOU 
AWAKE? Local CPA lirm resolves 
all Federal and Slate tax problems 
for individuals and businesses US 
Tax Resolutions, P A 877-477- 

ttoe 

TICKETS 

REDSKINS TICKETS 
www brucetransports oom 
tickets O btucehall sports com 
703 904-0647 

VACATION RENTALS 

Autumn Glory - Deep Creek Lake. MD 
- Long 4 Foster Resort Rentals 10/ 
8-12 listed • 1 tall festival in the world 
by MSN com 1 Rent 3 nights/get 4th 
tree' Lakelront. lake access 4 
mountamtop homes, condos 4 
townhomes BOO 336 7303 
www DeepCreekResoit com 


RECREATION 


FOR SALE - 2006 25' 
Salem LE camper with 2 
pop-outs. Like new, used 3 
times. $14,000. Must sell. 
Call 301-746-6312. 31-1. 


AUTOMOTIVE 


FOR SALE - 1986 F-150 
4x4 short bed, transmission 
failing, some new parts, 85K, 
$625. 301-334-2738. 31-5. 

FOR SALE - 1994 Dodge 
Dakota with camper top, low 
mileage, new transmission. 
Runs very well, minor body 
work needed. $2500 or best 
offer. Call 301-533-0040 for 
more info. 31-4. 

FOR SALE - 4WD 2002 
Chevy Silverado extended 
cab. Z71 off-road pkg. AC, 
CD player, remote start, 
spray-on bed liner, stainless 
steel nerf bars, new fuel 
pump, new rear brakes & 
rotors. $7250. Call for more 
Information. 301-616-5729. 
31-2. 

FOR SALE - 17" wheels 
& tires for a Dodge Ram 
1500. 301-616-2311. 31-2. 

FOR SALE - 2003 Hyun¬ 
dai Sonata. 66K miles, PW, 
PL, tilt, CC, sunroof. $6300. 
304-693-7065 or 301-616- 
8281. 31-2. 

FOR SALE - Dream car. 
1993 Honda Prelude. V-tec 
with headers; bored, aired & 
chipped. Lowered Porsche 
chop shop racing suspen¬ 
sion. BX louvered fenders. 
Graphite pedals. New snow 
tires, clutch, CV joints, bat¬ 
tery & radiator. Black & sil¬ 
ver Loaded. Clean & road 
ready. 150,000 miles $4500 
or best offer. Must sell fast. 
240-321-7300. 31-1. 

FOR SALE - 1991 Mer¬ 
cury Grand Marquis, 1 own¬ 
er, 88K highway miles, Mary¬ 
land inspected. Phone 301- 
334-0737. 30-2. 

FOR SALE - 1998 Su¬ 
baru Impreza. 50K miles. 
4WD. AC, PW, 4 dr, $5000. 
301-334-0511. 30-2. 

FOR SALE - 2004 Audi 
A4 3.0 Quattro. AT, AWD, 
fully loaded with options; 
36,000 mi. Extremely good in 
snow. Exc. cond $14,900 or 
best offer. Call 301-746- 
5488. 30-2 

FOR SALE - 1998 Ford 
Mustang, V6, 5 spd, $3000. 
For more information, please 
call 301-616-5301. 30-4. 

FOR SALE - 1978 Ford 
short bed; good motor, trans¬ 
mission, running gears & 
some body parts, $450._(4) 
35x12x50 15” bluminum 

wheels, good tread, $450. (4) 
Ford chrome wheels, 5-(ug, 
10 inches wide, asking $200. 
301-334-4973. 30-2. 

FOR SALE - 2000 F-250 
super duty 4WD XL. AT, PS, 
PB, alum, wheels, snowplow 
Good shape. High miles. 
$6000. 301-334-3050. 29-4. 

FOR SALE - 1998 Toyota 
Tacoma short bed pickup. 4 
cyl, 5 spd. Custom work cap. 
143,000 miles, Md inspec¬ 
tion, exc. cond. $4250 or 
best offer. 443-789-2880 or 
301-334-7874. 30-2. 

FOR SALE - 1998 Chevy 
Astro van, AWD, runs well, 
$2200 or best offer. 301-453- 
3335. 30-3. 


—For Sale— 
1995 Chevrolet 
2500 Suburban 

Trailertow pkg. 
$5,100 

301-387-2511 

JfV.Tpd 


AUTOMOTIVE 


FOR SALE - 2002 Dodge 
Dakota Sport, gray/black, 
62,500 miles V6, 4WD, AT, 
AM/FM/cass. AC, cruise, 
short bed with liner, factory 
towing pkg. New tires, new 
muffler $7500. 301-245- 

4236. 30-3. 

FOR SALE - For parts or 
repair: 1999 Ford Ranger 
4x4. Extended cab, auto 
trans, step side. Good cond. 
except frame. Selling as is. 
301-387-5358. 30-2. 

FOR SALE - 1983 Subur¬ 
ban. 23,644 actual miles. 350 
engine, 4 spd trans, 4WD. 
One owner, garage kept, 
very nice. $8500. Call Stuart 
at 301-334-6212. 30-5. 

FOR SALE - 1966 Ford 
Falcon, $5000. 301-387- 

6276. 29-5. 

FOR SALE - 1999 F-250 
super duty 4WD XLT Lariat. 
AT, power windows, locks, 
tilt, cruise, alum, wheels. 
Good shape. High miles. 
$5000. 301-334-3050. 29-4. 

FOR SALE - 2008 Chevy 
Cobalt SE. Yellow with black 
racing stripes. Power win¬ 
dows, power doors, tinted 
windows, black interior, 8500 
miles. $15,500 firm. 304-693- 
7877. 29-3. 

FOR SALE - 1980 Chevy 
4x4 parts truck, runs, $1000. 
301-387-6276. 29-5. 

FOR SALE - 1988 Ford 
F-250 with Meyers snow¬ 
plow, $1500. 1988 Chevy V»- 
ton with Western snowplow, 
$2000. Also, many other 
parts for 1964, '65, '66 Chevy 
trucks. Call for details. 301- 
829-9625. 28-4. 

FOR SALE - 1994 Isuzu 
NGR, cab & chassis, 6 cyi 
turbo diesel, auto trans, PS; 
18,000 GVW. Runs well, no 
rust, nice truck. $9500. Call 
Stuart, 301-334-4894. 28-5. 

FOR SALE - 2002 Ford 
Focus SE. Needs minor body 
work. Cracked windshield. 
Runs well. 140,000 miles. 
$1500 or best offer. Call 240- 
321-5213. 28-tfn. 

FOR SALE - 1996 Inter¬ 
national tk., Low Pro 4700, 
cab & chassis, 444 E diesel 
V8. 5 spd, AC; 21,400 GVW; 
50 gal. fuel tank, tinted glass, 
HD radiator, block heater. 
Nice Southern rust-free tk 
Only $12,500. Call Stuart, 
301-334-4894. 28-5. 

FOR SALE - 1986 BMW 
325 car, leather, sunroof, 
good shape, $1000 or best 
offer. Call 301-895-3300 or 
301-707-8998 18-tfn. 

FOR SALE - 1995 Dodge 
'/»-ton. needs transmission, 
$1000 or best offer. 301-689- 
5501.28-4 


LAWN/GARDEN 


LAWN/GARDEN 


FOR RENT 


D&D 

MOTORS 

301-359-9621 

www.dd-motors.com 

All Vehicles MD Insp ft Warranty 

BARTON 

‘07 Impala IT 55K {12,700 

04 Sebrmgconv, V6 AT. 91K {6,900 
04 Scion XB 4 cyl. AT. 94K {9,900 

02 Nissan Sentra SI R 5 spd V6. 71K 

{7,200 

BEL AIR 

301-729-3700/729-6494 

66 Mustang conv, 70K mi 111,900 
'07 Toyota FI Cruiser. 7K mi {22.900 
04 Chev Cube van. 27K mi {15.900 
3 Honda Pilot AWD 89K mi {12.900 


The Maryland-Delaware-D.C. (MDDC) Classified Ad Network currently has 81 
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more about advertising with the MDDC, call The Republican at 301-334-3963 


(2<Z% (?0 . 

5062 Hutton Rd., Oakland, MD 21550 
1 mile west of Oakland (Rt 7) on left 

301-334-4995 or 301-334-2727 


98 Subaru Leg. Outback Station wagon, AWD, clean, 84K mi., 4 cyl, 
AT, loaded SPECIAL $3895 

03 Ford Ranger SHT Stepside, 4cyl, 5 Spd $4995 

03 Subaru Leg. Sta. Wagon, 47 KMl., AWD, Auto, Air, PS , PB, 
Loaded 4x4 Outback ONLY $8,995 

02 Subaru Leg. Outback Sta. Wagon 5 Spd . AWD, Full Power & Air, 
Very Nice $7,495 

03 Chev. Cavalier, 4 Door Sed , 83 K mi Sharp Econo, Loaded With 
Extras, Don’t Miss This One NOW $4,495 

03 Chev. Cavalier, Coupe, LS With Ground Effects, Mag Whls Full 
Power $ A C., Very Nice $7,995 

01 PT Cruiser, Limited & Loaded, Very Nice With Oassic Look $4,995 
01 Subaru Leg. 4 door, Very Nice, Auto, Loaded, AWD NOW $5,995 
03 Ford Ranger Ex Cab 4x4 Trk 51 K Mi, Loaded & Nice $9,995 
02 Cavalier Coupe, Sharp With 5 Speed, Nicely Equipped $4,495 

97 Chev. Cavalier Coupe, Very Sharp, Econo. Sporty & Clean $2,995 

96 Chev. Cavalier Coupe, Auto, Air, Very Nice & Only 51 K mi $2,995 
95 Subaru Leg. Sta. Wagon, Auto, Air, AWD, Clean $2,995 

98 Ford Escort, 4 Door, Nice 5 Speed Econo Car NOW $2,895 

95 Ford Escort Sta. Wagon, Auto, Air, Low Mi Nice ONLY $1,995 

96 Chev. Cavalier Coupe, 4cyl, Auto, AC, Nice $1,995 

• Also Several Econo Cars, Nice Toyota Tercels, Honda Civic, Escorts, 

Subaru? Chev Cavalier, & Many More FROM $995 

• Full Size Trucks ft SUVs Available FROM $1,995 

• Many SUVS, 6 Explorers. 4 Blazers, 2 Trackers ft More FROM $995 

• Several Mini Vans. Conv Vans ft Cargo Vans FROM $995 

• Several Little Trucks, 3 Toyotas, 3 Rangers. 1 Nissan, 1 GMC, S-10 ft 

Others FROM $1,995 

• Also Have Several Full Size 4x4 ft 2WD Trucks FROM $995 

We Finance Qualified Buyers with 1/3 Down 


9 - 5 Mon. • Fri. & 10 - 2 on Sat. 


TOP SOIL 

Screened & Dry 
Delivery Available 

301 - 334-1269 


9-thfuOct 15 


Evenings, please! 


FARM ITEMS 


Wrap 4-U 

Ag Bags In Stock 

9.5 ft. -10 ft. 

Net Wrap 

48” $210 

Bale Wrap 

20” $63.50 
30" $73.50 

Plus...too much to mention 

814-233-0821 


FOR SALE “ f 

• Bale wagons 

• Round § large square 
bale carriers 

• Feeder Wagons 

• Bale Feeders 

Your local dealer 
for MILLER PRO hay 
S forage equipment 

Buck Hill Farm 

1254 Legeer Rd. 
Bittinger, ’via. 

301 - 245-4617 


FOR SALE - Clean oat 
straw, $2.50/bale. Oats at 
$3.25/bushel. 301-245-4255 
or 240-321-4244. 31-4. 

FOR SALE - 3-point bale 
spear carrier; 350 gal. water 
tank in metal cage, $100; 
Farmall MHC new manifolds; 
new I’/z ton wagon with bed. 
301-334-6561.31-2. 

FOR SALE - Timothy 
hay, $3.50/bale. 240-367- 
6908 or 301-334-9793. 31-4. 

FOR SALE - Hesston T 
haybine, $850 or best offer. 
240-367-6908. 31-2. 

FOR SALE - New Idea 
rake, $850 or best offer. 240- 
367-6908. 31-2. 

FOR SALE - Kubota 
RCK60-27B finish mower. 
2004 mid mount finish 
mower, less than 40 hrs. 
Exc. cond. $1500. 301-331- 
1546. 31-4 

FOR SALE - 460 Farmall 
6 eye diesel tractor. Runs 
well. $4500 or best offer. 
240-367-6908. 31-2. 

FOR SALE - Hay, 4x5 
round bales. 301-616-4596. 

FOR SALE - Allis Chal¬ 
mers WD 1950, good shape, 
new tires, 3-point hitch. Runs 
well; great for moving snow 
or firewood. $1700. 301-895- 
3140. 29-4 

FOR SALE - "Hay, 1st & 
2nd cutting, clean orchard 
grass, $4.50/ bale. McHenry. 
410-553-9539. 29-4 

WANTED - 2-bottom 
plow with 3-point hitch. 304- 
866-4159. 29-3. 

FOR SALE - New Idea 
ground-driven spreader, 
$1500 or best offer. 301-689- 
5501 28-4. 

FOR SALE - Used trac¬ 
tors. 301-746-8116. 24-10. 

FOR SALE - 4x5 hay 

bales. Call 301-689-5896. 


FOR SALE - Zero turn 
mowers, Hustler. First & 
oldest zero-turn in the world. 
Commercial & residential. 
Priced hundreds to thou¬ 
sands below MSRP. Hopkins 
Garage, Rt. 28, Old Cold 
Storage Bldg., Romney, 
W.Va. Call 304-822-3879. 
31-5. 

FOR SALE - 12 hp riding 
mower. Older, but in good 
mechanical cond. $250. 301- 
895-3300 or 301-707-8998. 
28-4. 

FOR SALE - John Deere 
111 tractor & 38 in. deck, 
$400 301-616-7222. 29-tfn. 

FOR SALE - 955 JD trac¬ 
tor, 4WD, cab, heater, AC, 
wipers, lights, front load 
bucket, low hours. Very nice. 
$22,500. 301-334-4894. 


LIVESTOCK 


CATTLE 10R SALE 


11 hud, <ow$ and calves 
bred luck. 2 registered 
white faced Hereford. 

301 - 387-6148 

301 - 616-6148 


FOR SALE - Horses. A 
palomino, about 20 yrs. old, 
$300. A quarter horse paint, 
8 yrs. old, $500. 301-387- 
5019. 30-2. 

FOR SALE - 2 female 

pygmy goats, 5 & 6 months 
old. Call 301-334-3897.30-2. 

HORSE BOARDING - 
With outdoor arena & daily 
turn out, round pen, lots of 
trails. Half Mile High Ranch 
LLC. 304-789-2177, 304- 

698-9166. 30-5. 

FOR SALE - Rhode Is¬ 
land red layers. Started lay¬ 
ing Aug. 2008. $8 each. Call 
304-789-2225; leave mes¬ 
sage 29-4. 

LICENSED BOARDING 
STABLE - Has room for full 
& pasture board in Pleasant 
Valley. 301-616-4681.29-5. 


FOR RENT 


FOR RENT - 3 BR apart¬ 
ment. Water & sewerage 
included. Country Air Lane. 
301-387-6976. 31-5. 

FOR RENT - Laurel 
Brook Condo. Newly fur¬ 
nished 3-level, 2 BR, 2’/a BA. 
Full finished walk-out. Park¬ 
like setting. $1100 mo. + 
electric. No pets. 515-418- 
1116. 31-3. 

FOR RENT -3 BR apart¬ 
ment in Friendsville. Sec 
dep. & ref. required. 301- 
895-3250. 31-5. 

FOR SALE OR RENT - 
11,000 sq. ft. commercial 
warehouse/storage building 
with 1000 sq. ft. office & 
lunchroom space in Accident, 
Md. Call 301-616-0018. 31-5. 

FOR RENT - 3 BR, 2 BA 
house on Cedar Hill, $950/ 
month plus utilities. 410-530- 
3831. 31-5. 


FOR RENT - Or rent with 
option, 3-4 BR stone rancher 
5 miles west of Finzel in 
Garrett County. Secluded on 
2V, acres. $800 plus security. 
814-360-2813. 31-1. 

FOR RENT - 2 BR house 
near Oakland. $575/month 
plus utilities & security. No 
pets. Call 301-334-7976. 31- 
5. 

FOR R£NT - House. 
Wonderful 3 BR, 2 BA log 
cabin with loft on Harvey's 
Peninsula. Great room, rear 
deck, hot tub, lower level 
family room. $1250/month, 
sec dep. required 703-626- 
0769. 31-6. 

FOR RENT - Completely 
renovated 3 BR, 1 BA single 
family home on Bear Creek 
Road. New kitchen, bath¬ 
room, carpet, appliances, 
paint. Nice yard. Rent $700. 
Ref. & sec. dep. required. 
Call 301-387-3246. 31-2. 

FOR RENT - 1 BR, 1 
den, 1 BA first-floor apart¬ 
ment in Mtn. Lake Park. New 
carpet. Must have good 
credit. No pets. $475/month 
plus utilities. Call High Moun¬ 
tain Properties, 301-334- 
2582. 31-5. 

FOR RENT - Large 2 BR 
apartment, great downtown 
Oakland location. No pets. 
Ref. & sec. dep. required, 
$395 plus util. 301-387-3246. 
31-1. 

FOR RENT - 2 BR apart¬ 
ment in Upper Springs. $325/ 
mo. 814-662-2658 or 301- 
895-5920. 30-5. 

FOR RENT - 3 BR trailer. 
Accident, Md. $600 plus util., 
basic cable included. No 
pets. Sec. dep. required. 
301-501-4404 30-5. 

FOR RENT - 3 BR, 1% 
BA in Mtn. Lake Park. $525. 
717-762-1994. 30-2. 

FOR RENT -3BR house, 
Poplar St., Oakland. $475 
mo. ♦ all utilities. $475 sec. 
dep. No pets! References re¬ 
quired. Call Garrett Co. 
Comm. Act. 301-334-9431, 
ext. 165/164, or come to 
Housing Dept, for applica¬ 
tion. 30-2. 

LEASE TO OWN - Newly 
remodeled modular home on 
5 acres. Borders Potomac 
State Forest. 3 BR, 2 BA with 
attached 2-car garage. 
$1200/month plus utilities. 
100% of rent applies toward 
purchase. Call 301-501- 
8123. 30-5. 

FOR RENT - 2 BR apart¬ 
ment in Mtn. Lake Park, no 
pets. Ref. required, $525/ 
month plus util., $525 sec. 
dep. 301-334-4553. 30-5. 

FOR RENT - 3 BR ranch- 
style house in Mtn. Lake 
Park. $600/month, first & last 
months plus security deposit 
No pets. For more informa 
tion, call 240-321-6392. 30-2 

FOR RENT - Fully fur 
nished 2 BR condo near Gar 
rett College. $800/month. Se 
curity deposit & references 
required. Contact Easy Living 
Property Management at 
301-245-4457. 29-3. 

FOR RENT - 1 BR duplex 
in Green Glade area. Coun¬ 
try setting, great view. No 
pets. $425 plus deposit. 301- 
387-6276 29-5. 

FOR RENT - 2 BR cabin 
Water, sewerage & trash re¬ 
moval included. Short- or 
long-term rental. $895 per 
month. Located between 
Deep Creek & Oakland. 304- 
754-5431. 29-4. 

Continued on Page C-10 


ATTENTION, RENTERS! 

TOWNHOUSES AVAILABLE 

Taking applications for townhome rentals through 
Garrettland, Inc., in the following locations: 

MT. VILLAGE WEST COMPLEX in McHenry, Md. - 

Units offer electric heat pump with central air condi¬ 
tioning, elec, self-cleaning stove, refrigerator, gar¬ 
bage disposal, and dishwashers. Central laundry on 

site. Rent amounts as follows: 1 BR, $390, 2 BR, 
$445, 3 BR, $490. Security Deposit, $500. 
OVERLOOK NORTH in Oakland, Md. - Units offer 
electric heat pump w/central A/C, elec, stove and 
refrigerator. Central laundry on site. Rent amounts 
as follows: 1 BR, $382, 2 BR, $431, 3 BR, $471. 
Security Deposit, $500. 

GLADES WEST in Oakland, Md. - Units offer gas 
heat, electric stove, and refrigerator. Central laundry 
on site. Rent amounts as follows: 1 BR, $430, 2 
BR, $441. Security Deposit, $500. 

Maryland DHCD occupancy and income guidelines prevail, with a 
1-year lease required. There is a $25 non-refundable credit report 
fee due at the time applications are submitted 
For more information, please contact Garrettland, Inc., or visit our 
web site at Garrettland.com to download an application. 

GARRETTLAND, INC. 

1000 Thayer Center, Oakland, MD 21550 S~r 

301-334-9915 • 301-334-8868 (fax) 

equal nousing Opportunity 
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FOR RENT 


FOILRENT 


FOR RENT 


COMMERCIAL PROP.lLAWN CARE SERVICESlLAWN CARE SERVICESlLAWN CARE SERVICESlLAWN CARE SERVICES 


Continued from Page C-9 

FOR RENT - Second- 
floor apartment, 1 BR. 304 D 
St., Mtn. Lake Park. Rent 
$550, includes all util, plus 
DTV. Sec. dep. required. 
Available Nov 1 Call 301- 
334-9590 31-5. 

FOR RENT - Recently re¬ 
modeled 3 BR, 1 BA apart¬ 
ment Great downtown Oak¬ 
land location. Washer & 
dryer. No pets, no smoking. 
Ref. required. $505 plus util. 
Sec. dep. required. 301-387- 
3246. 31-1. 

FOR RENT - 4 BR, 2’/a 
BA. McHenry lakefront prop¬ 
erty with dock. Close to ski 
slopes, pool, spa, tennis 
courts. Includes all utilities, 
TV, phone. Completely fur¬ 
nished. Long-term lease pre¬ 
ferred. $1500/mo. Call for 
details. 240-727-4803, 301- 
724-0112. 31-4. 

FOR RENT - 3 BR house 
located on Bumble Bee Road 
close to the college. All utili¬ 
ties included, deposit re¬ 
quired 301-387-6976 31-5. 

FOR RENT - 3 bdrm. 
house in Kitzmiller. $475 mo. 
+ all utilities, $475 sec. dep. 
No pets! References re¬ 
quired. Call Garrett Co. 
Comm. Act. 301-334-9431, 
ext. 165/164 or come to 
Housing Dept, for applica¬ 
tion. 30-2. 

FOR RENT - Charming 

A-frame chalet; 2 BR. Sky 
Valley area. Furnished with 
washer & dryer. $800 plus 
utilities, deposit $250. Avail¬ 
able Nov. 15 through June. 
301 3S7-7944 30-5. 

FOR RENT - Oakland 
Sunny & bright, roomy, 1 BR 
apartment. Clean, convenient 
location Single, mature, non¬ 
smoking adult; no pets. Sec. 
dep., lease, ref & credit 
check required. 301-334- 
2603. 30-5. 

FOR RENT - 2 bdrm. apt 
in Loch Lynn. Must be Sec. 8 
eligible. No pets! References 
required Call Garrett Co. 
Comm. Act. 301-334-9431, 
ext. 165/164 or come to 
Housing Dept, for applica¬ 
tion. 30-2. 

FOR RENT - McHenry, 2 
to 3 BR, 1 BA condo. No 
pets, no smoking inside. 
Maximum occupancy 4 
$700/month plus util. & sec. 
dep. 410-440-4931.30-2. 


FOR RENT 

• Condo Unit at Laurel 
Brook - 2 BR, 2'A BA. 
$900/mo. ♦ util. 
Furnished 6-mo. to 1 yr 
lease required. 

• 4 BR, 3 BA Townhome 
in The Landings at 
Mosser View of lake and 
ski resort, gas fireplace, 
fully furnished $1,500/ 
mo., plus all util 

ALL HOMES 
REQUIRE A 
SECURITY DEPOSIT 



DEEP CREEK 
REALTY 

E*k*i Office «independently 

Please Call ■“ 
Coldwell Banker 
Deep Creek Realty 
Ask for Ashley Hincbaugh 
301-387-6187 
1-800-769-5300 
24439 Garrett Hwy. 
Suite 101 

McHenry. MI) 21541 


FOR RENT - Two 3 
bdrm. apts. in Accident Must 
be Sec. 8 eligible. No pets! 
References required. Call 
Garrett Co. Comm. Act. 301- 
334-9431, ext. 165/164 or 
come to Housing Dept, for 
application. 30-2. 

FOR RENT - 1 BR apart¬ 
ment (new carpet, new paint, 
washer/dryer), $355/mo. 2 
BR trailer, $445/mo. 2/3 BR 
apartment (washer/dryer), 
$480/mo. Utilities not in- 
‘cluded, no pets, security de¬ 
posit required. Located in 
Terra Alta, W.Va. Cell: 301- 
370-5970. 29-3. 

FOR RENT - Indoor stor¬ 
age facility. 10'x30' units for 
boats, autos, household fur¬ 
niture, etc. All welcome. 24- 
hour access. Also available, 
outside boat storage Please 
call 301-501-5500 anytime. 
29-4. 

FOR RENT - 3 BR, 2 BA 

furnished home. Local 
phone, water & cable in¬ 
cluded. Minutes from lake & 
Wisp, 7-9 month lease, credit 
check, ref. $765/month plus 
util. & sec. dep. No pets. 
301-387-6466. If no answer, 
call 513-779-4803. 29-5. 

FOR RENT - 2 BR apart¬ 
ment in Mtn. Lake Park. 443- 
615-4570. 29-5. 

FOR RENT - Nearly new 
3 BR, 2 BA house. 5 miles 
from Friendsville, 15 minutes 
from Hazelton, W.Va. Auto¬ 
matic in-floor geothermal 
heat, central air, 2-car heated 
garage. Along main road. 
Outside pets only. Great yard 
for children. Rent $900/ 
month. 304-379-3596, cell 
304-692-3601.28-4 

FOR RENT - Large 1 BR 
apartment in Friendsville, 
second-floor unit. No pets. All 
util, included, $500/month 
plus sec. dep. 301-746-5252. 
28-5 

FOR RENT - 8-room 
farmhouse near Eglon, 
W.Va. Heat furnished. Refer¬ 
ences & security. $600/ 
month Available around Oct. 
1, 2008. 301-729-1854. 28-5. 

FOR RENT - Deep Creek 
chalet; 4 BR, 2Vt BA, 2 lev¬ 
els; with garage, dock & pa¬ 
vilion. Private on southern 
part of lake. Partially fur¬ 
nished. Year lease $1400/ 
month plus security deposit. 
410-527-1708, ask for Alex. 
28-6. 


Free Rent* 

TOWN VIEW 
VILLAGE 

Accident, MD 

For seniors or disabled. 

Spacious 1 BR apartments 
for immediate occupancy. 
Featuring: electnc range, 
refrigerator, carpeting, 
patio or deck, security 
features, emergency help 
system. Rent is determined 
by income as set forth by 
Rural Development 
guidelines. 

•Sign a one-year lease 
and receive the first 
month free. 

Contact Stacy Bowser 

Coldwell Banker 
Deep Creek Realty 

for more information 

301-387-5303 (Voice) 
or 800-735-2258 (TDD) 

'This institution is an equal 
opportunity provider and 
employer" 


FOR RENT 

Overlooking Deep Creek Lake—New 3 BR 

apartment on Rt. 219. 1 full bath, washer & 
dryer, kitchen w/refrigerator, stove, dishwasher, 
microwave oven Private off-street parking. 

$1,200/mo. Includes utilities. 

301 - 387-4952 



Bus:301-387-5976 
fax:301-387-2098 


Property Management Services 


I’.O. Box 328. Mr lb mo. Mil 21541 



HOYES RUN RD,, 
McHENRY- 
Furnished 4 BR, 

2 BA $995/mo. 4 util. 


DEEP CREEK VILLAGE. 
McHENRY- 

Furnished 2 BR, 3.5 BA 
condo. Close to Wisp 
Resort snd laks. 
$1,299 + util. 


FOR RENT - 1 BR house 
near Swanton. Adults only. 
No pets. 1-year lease & sec. 
dep required. $500/month. 
Phone 301-334-9704. 29-5. 

FOR RENT - Mobile 
home, Old Morgantown Road 
West, Friendsville. Positively 
no animals! 301-746-5480 
29-5. 

FOR RENT - Deep Creek 
Lake, Md.; unique, private/ 
secluded properly with 300 
feet of lake frontage, located 
on Deep Creek Drive in Mc¬ 
Henry Docking for 1 boat. 
Close to golf course, restau¬ 
rants, Foodland, shops, etc. 
Cabin is fully furnished with 2 
BR, kitchen, living room, bath 
& AC. Grass cutting, snow 
removal & maintenance in¬ 
cluded. $750/mo. + utilities. 
Call Mary at 301-387-5536. 

FOR RENT - Luxurious 2 
BR apartment downtown 
Oakland. AC & security, 
$500/month plus utilities. Call 
301-334-3826. 28-5. 

FOR RENT - Oakland, 
nice residential area, 6 
rooms & BA townhouse 
apartment. Partially fur¬ 
nished, large lawn, porch & 
patio. No pets. Mature, non¬ 
smoking adults only. Sec. 
dep., lease & ref. required. 
Call 301-334-2603. 28-5. 

FOR RENT - Very nice 2- 
story house in Mtn. Lake 
Park. Clean & attractive. 6 
rooms; 2 BA, 2 BR Attached 
1-car garage Front porch & 
large yard. Mature, nonsmok¬ 
ing adults only. No pets. Sec. 
dep., lease & ref. required. 
Call 301-334-2603. 28-5. 

TOR RENT - Nice 2 BR 
apartment in Grantsville, 3rd- 
floor unit No pets. Heat, wa¬ 
ter & sewerage included. 
$525/month plus security 
deposit 301-746-5252. 27-5. 


HOUSE 
FOR RENT 

in Mtn. Lake Park 

3 BR, J -3/4 BA, 
attached garage, 
all appliances, 
pellet stove. 

$900/mo. + util. 

301 - 387-4952 

28-tf 


FOR RENT 

Lakefront. 

Great location! 
Private dock/hot tub. 
4 BR, 3 BA, 

2 fireplaces. 

$2,000/mo. + util. 
Year lease. 

240 - 313-5813 

^ 301 - 616-3033 


REAL ESTATE 


Kepublickn 

'We are pledged to the 
letter and spirit of U.S poli¬ 
cy for the achievement of 
equal housing opportunity 
throughout the nation. We 
encourage and support an 
affirmative advertising and 
marketing program in which 
there are no barriers to ob¬ 
taining housing because of 
race, color, religion, sex, or 
national origin." 


FOR RENT 

Grantsville 
Shopping Plaza 

— 1,200sq.ft.a 600sq.ft — 
443-297-9016 


RETAIL 
OFFICE SPACE 
FOR RENT 

Approximately 
1,500 sq. ft. 

For details 

301 - 616-0169 

301 - 245-4330 


FOR SALE OR RENT - 

11,000 sq. ft. commercial 
warehouse/storage building 
with 1000 sq. ft. office & 
lunchroom space in Accident, 
Md. Call 301-616-0018.31-5. 

FOR RENT - Office 
space. Approx. 1200 sq. ft. 
US Rt. 219, McHenry, Con¬ 
tact anytime at 301-501- 
6976. 30-4. 

FOR RENT - Retail/office 
space across from Wal-Mart, 
1200-4000 sq. ft. 301-387- 
5982. 27-5. 

FOR RENT - Office/retail, 
McHenry/Deep Creek Lake. 
301-387-5982. 27-5. 


REAL ESTATE 


FOR SALE - Cozy & in¬ 
viting 3 BR, 2 BA, log-sided 
house situated on a level 
wooded acre. Covered porch 
full length of whole house, 2 
large decks, freestanding 
wood burner with decorative 
stone backdrop. The interior 
offers tongue & groove wood 
accents in ceiling & walls. 
10x16 shed. Very quiet & 
peaceful setting. $239,000. 
Call 301-501-1600. 31-5. 

FOR SALE - Financing 
with minimum $60,000. New 
roof, high ceilings, golden 
oak floors, walk-in basement 
Needs new heat & upstairs 
finished. 3 BR, 1V4 BA. Lib¬ 
erty St., Oakland. 301-387- 
4595 31-2. 

FOR SALE - 3 BR, 1'/» 
BA house in Terra Alta New¬ 
ly remodeled: kitchen, carpet, 
windows, doors, flooring, fur¬ 
nace. $56,000. 304-789- 

5055. 31-4. 

FOR SALE - By owner: 3 
BR, 3 full BA, large master 
suite Finished lower level 
with pool table, wet bar | 
Front porch. Totally updated 
with hardwood & new 
kitchen. 1+ acres surrounded 
by 360 acres of nature re¬ 
serve Lake area. Low taxes. 
Furnished. Immaculate. 
Great location $349,000. 
301-501-7082 31-4 

FOR SALE - 2400 sq ft 
home, Accident, 4+ acres, 
located by Savage River 
State Park 4 BR, 2 BA, fire¬ 
place, beautiful views, hot 
tub, dog kennel, 40'x80' steel 
building, 18’x36' bam, prop¬ 
erty has electric fence al¬ 
ready for horses, full-length 
vinyl deck. $299,900. $2000 
buyer credit. 301-746-7015. 
Possible 6 acres available 
Owner financing available 
31-5. 

FOR SALE - Mobile 
home on 53-acre lot just 
minutes from lake & Wisp 
Resort. Nice roadfront lot 
overlooking Sang Run Creek. 
Reduced $69,500. 301-616- 
8514. 31-4. 


RENOVATED 1900s HOME 
In Friendsville, on River 
3 bedroom, 2 bath with hot tub. 
New kitchen , Fully insulated, 
New plumbing , electric & 
windows. Wired out building and 
carport. 

MUST SEE! 
REDUCED! $185,000 
BY OWNER 
301-501-1714 l8 tf 



J it J Lawn Care 


Spring & Fall Cleanups 
Leaf Removal 
Mowing &• Trimming 
Cutters 

Mulching & Mowing 
FREE ESTIMATES 

301-616-6178 

301-246-4448 


Mountain View Services 

Serving Garrett Co. Since 2002 
Commercial * Residential 

Fall Cleanup 

TOTAL LAWN CARE - Mowing • Mulching 
• Edging • Trimming • and more! 

Call todayl Your lawn is my business / 

M 301-616-0928 


LOTS & ACREAGE I MODULAR HOMES 


FOR SALE - Beautiful 3- 
acre lot on Green Lantern 
Rd Great view of Savage 
Mtn. Perked, surveyed, with 
easy access to 1-68 & Rt. 40 
$72,900. 301-616-8514 31- 
4. 

FOR SALE - Lot. Perked 
1+ acre, Oak Hill Lane off 
Accident-Friendsville Rd„ 5 
miles from Deep Creek Lake. 
410-247-2523.27-5. 

FOR SALE - By owner: 
14+ acres in McHenry, Md 
Seasonal Wisp views & lake 
views. 3 minutes to Wisp 
Resort & 3 minutes to Deep 
Creek Lake access. Call any¬ 
time. 301-501-5500. 26-8. 


REAL ESTATE 


FOR SALE - 2 BR house 
on large comer lot in Terra 
Alta, W.Va. 1H BA, den/BR, 
full basement. Recently re¬ 
modeled. New roof. $70,000. 
Call 304-789-5818 or 304- 
698-4150. 31-4 

REAL ESTATE WANTED 
- Private land to lease for 
hunting. Small (2-person) 
party, responsible & respect¬ 
ful hunters, to acquire written 
permission to hunt deer, tur¬ 
key, coyotes, etc. in Garrett 
and/or Allegany counties. 
Please call Rob @ 412-582- 
2363. 30-3. 

FOR SALE - By owner. 
Located in Gormania, W.Va. 
4 BR, 1 BA on 3 town lots. 
$58,000. 304-693-7795. 29- 

4. 

WANTED - A quiet house 
to buy in country or country¬ 
like setting 814-662-4823. 
28-5. 

WANTED - One- to ten- 
acre lot near or about New 
Germany/Savage River State 
Forest. Would consider older 
home/cabin on property. Call 
Chris Rose, 1-800-677-7887, 
ext. 327. 29-5 

SEARCH FOR - Homes 
online, compliments of John 
Macy, Long & Foster, at 
www.deepcreeklake.blz. 27- 

5. 


Reduced 


Modular 

Sunken living room 
& kitchen 

Colony Modular & 
Manufactured Homes 

Located between Lonaconing 
SWestemport, Md 

www dd-homes com 
301-463-2404 • 301-359-9621 


PENN MAR 
ESTATES 

New home in McHenry. 
Excellent location 
in the heart of 
Deep Creek Lake 
3 BR, 2 BA, 
fireplace.stainless steel 
appliances, boat slip. 
Priced to sell 
at $275,000 

Call 703-475-2066 
or 301-387-0107 


FIREWOOD 
FOR SALE 

— Call for Pricing — 
301-334-8710 
8-4l 301-334-4994 


INSURANCE 




INSURANCE 


INSURANCE 


Erie 
Insurance 

RIGHT'S 

INSURANT! 

110 S Second St 
Oakland, MD 

301-334-3968 


Free Yourself from 
High Heating Costs 


100% thermostatically 
controlled heat 
Heat entire home, 
multiple buildings, 
pools, hot tubs. & 
domesbc water 
Easily adapt.. to 
new or existing 
heating systems 
Exclusive Ripple 
Top* Heatlock 

^’^OASSIC 

maximum efficiency. 
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FINANCING 

AVAILABLE 


■a 


NEW-TECH 
Heating System, LLC 
301-616-2580 

__ centralboilar.com 


INSURANCE 


Homes 


FUELS 


FOR SALE - Firewood, 
cut in 16-18 inch lengths. Not 
split. No delivery. Finger¬ 
board Rd., Oakland. 301- 
334-6060. 30-4. 

FOR SALE - Brashear 
House Coal now selling 
house coal at McCoole loca¬ 
tion Saturdays 8 am.-12 
noon. Other times by ap¬ 
pointment or call 301-359- 
9853. Current price $65 per 
loader bucket, approx. 1 ton. 
Price will increase Oct. 1, 
2008. 29-3. 

FOR SALE - Firewood; 
all hardwoods. Delivery avail¬ 
able. 301-533-0459. 29-5. 

FOR SALE - D&R's Fire¬ 
wood. 301-387-0342. 29-5. 

FOR SALE - Firewooa. 
All dry hardwoods. $60 for Vi 
cord. Delivery available. 
Phone 301-689-3913.31-8. 

FOR SALE - Wood: sea¬ 
soned, cut & split. Call 301- 
533-4401, leave message. 


Mahoning 
Outdoor Furnaces 
"The natural way to heat.' 
Free Delivery 
Call for a FREE QUOTE 
301 - 707-2166 


or call our office for other offerings. 


Hershberger Insurance Agency 

Serving our clients since 1939 

* Auto * Home * Farm * Church * Life * Business 

"Providing Reliable Insurance Coverage with Competitive Rates” 


.301-895-5161 or 301-746-8562 


141 Main Street, Grantsville, MD 21536 

24-hour service on the web at 
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TOP BUD LAWN CARE 
& TREE FARM 

Mark Goller, Owner 

301-616-6853 

556 Pauls Lane 
Swanton, MD 21561 
Free Estimates 
For all your lertilizer, weed, <S insect control needs " 

- -- l Itt 



|5L PICK-NICK 

Lawn Services 


7^ - ♦ 



Mowing • Snow Plowing 
Trimming • Yard Clean-up 
• Mulching • Skiilsteer Service 

Now accepting large estates up to 8 acres 

Nicholas Pickrel - Owner/Operator 

301-501-1724 or 301-387-4182 


^ 

«f,tf s Lawn Se fVj > 

301 - 387 - 93*9 f iQ^ 

W • Lawn Mowing • Spring U Fall Cleanups V 
• SHORE LINE EROSION WALLS 

• BUILDING LOTS CLEARED 

• Storm Damaged Tree Removal 

3i-2i • Driveways Installed 


MOBILE HOMES 


FOR SALE - Limited time 
only. New double-wide 
home. 3 BR, 2 BA. $39,900. 
The Home Show, Morgan¬ 
town. Call 1-888-594-0701. I- 
68, Exit 7, Pierpont Rd., Mor¬ 
gantown, W.Va. 29-4. 

Try our Want Ads. They Pay. 


SONLIGHT LAWN SER¬ 
VICE - Now scheduling fall 
leaf cleanup. 301-334-8548 
or 304-693-7795. 29-4. 


CLEANING SERVICES 


SERVICES 


SEAMSTRESS SERV¬ 
ICES - Hems, alterations, 
new items, drapes, curtains, 
etc. Call Karen at 301-334- 
4498. 29-5. 

PAINT & PAPER - Will 
do painting & wallpapering, 
residential or commercial. 
References available. Please 
contact Loretta Stoner or 
Jessica Paugh. Licensed & 
insured. 301-334-9782 or 
301-616^0641 28-15 

MASONRY WORK 
WANTED - Do basements, 
foundations, pour floors, 
flues, fireplaces. Do all kinds 
of block, brick, stone & con¬ 
crete jobs. Call Butler Ma¬ 
sonry, 1-301-387-5669. 27-5. 

WILL DO - Stone retain¬ 
ing walls. 301-746-5781. 30- 
5. 


DUST DESTROYERS 
301-813-7009 

? Housekeeping 
uj'j • Carpet 
.) Cleaning 

>we no 

WINDOWS 

iru'U'. duatde*troy rn. com 

294K 


BE A JR CHEEK 
LAN DSCA PE DESIGN 

“ I Vmcn lr‘ lnfUll<ilum 
* Patio*. 'X alL-wayi*. b* Wall* 

* Complete Lawn Maintainanco 

° Miilcli, Topaoit, Stone 
° l.ifjlit i. • r j tli m•; bf J'oil Prep 




301-746-5408 

licensed and insured 
MDHIC* 125203 


CLEANING SERVICES - 

Kela & Cindy would love to 
make your home fresh & 
sparkling clean. Sorry, year- 
round work only. Great refer¬ 
ences. 301-533-0098. 31-5. 

GELLNERS’ PROFES¬ 
SIONAL HOUSE CLEAN¬ 
ERS - Need a house 
cleaned 7 Give us a call at 
301-387-8042. We will come 
to your house & give you an 
estimate. 29-6. 


SERVICES 


JP BELOWSKY EXCA¬ 
VATING - Lot clearing, 
perks/septic systems, base¬ 
ments/footers, York raking/ 
seeding, driveways/decora¬ 
tive stone, sump pits for wet 
basements, pressure wash¬ 
ing homes & decks. Lie. 
#11240257. Call 301-453- 
3241. 30-5 


CANVAS 

CREATIONS 

• Boat Covers 

• Awnings 

Anything Canvas 

301-387-4192 


dfc 

MASTERMIND 

DESIGMZ 

Signs • Banners 
Vinyl Lettering • Logos 
Graphics * Photography 


240.321.4899 
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SERVICES 


WILL DO - Cleaning of 
excess clutter, belongings or 
items no longer wanted. Can 
help you sort or you sort & 
have ready to haul. Will haul 
just about anything. Free 
estimates. Reasonable rates. 
Fully insured 240-321-1266 
or 301-616-0813. 29-4. 

WILL DO - Professional 
removal of stumps from 1 to 
an; amount you might have. 
Will also do lot clearing from 
1 tree to any amount. 25 yrs. 
experience. Fully insured. 
Reasonable rates. 240-321- 
1266 or 301-616-0813. 29-4. 


SERVICES 


SERVICES - Lie. » 
11290004. Need backhoe, 
excavator or dozer work? 
Call Steve! No job too small. 
Septic systems, drains, 
yards, stumps, foundations, 
footers, driveways or will 
consider doing work for junk. 
301-616-0129 or 301-334- 
1135. 23-13. 

READY, SET, FALL - 

Leaves fall, rains fall. Seam¬ 
less gutters, Leaf Relief® 
covers, cleaning & repair. Be 
ready. Call Gutter Tech En¬ 
terprises. 301-334-3376, 
301-501-1053. 31-5. 


SERVICES 


SEWING SERVICES - 
Alterations & repairs. Dress¬ 
es. pants, etc. Curtains & 
sewing projects Reasonable 
rates Call Pam, 301-334- 
3938. 31-5. 

PRESSURE WASHING, 
MOWING & SKID STEER 
SERVICES - Commercial & 
residential. Curtain drains, 
culverts, leaf & brush re¬ 
moval, grading, hauling, 
backhoe. backfilling & related 
services. Senior discounts. 
Serving Garrett County for 13 
years. Fully insured. Rick, 
301-387-8348 or 301-616- 
1050. 31-5. 


SERVICES 


SERVICES 


SERVICES 


PAINTING - Interior/ex¬ 
terior. Free estimates Qual¬ 
ity work 301-387-3260 29-5 


WINDOW 

Custom Draperies 
Blinds • Shades 
I Bedcoverings & Accessories 

fret In-Home Shopping Service 

HunterDouglas 

Duette Honeycomb shades 
Silhouette window shading 
l.uminette 

Country Woods Classics 
Decor* 

Patty Zimmerman, Consultant 

301-689-9009 

1-800-427-7900 

18 Brojdway, 
Frostburg, MD 

Mon.-Fri., 10 a.in - 5 p.m. 

| Satutdav by appointment only 


KNIFE fit 
SCISSOR 
SHARPENING 

Call Gary 

301-387-7365 

If no answer, leave message 


Rei./Comm 

IntTExt. 

HI 


Lie. & Ins 
MHIC #85608 


PAINTINQ 

Interior 

Wallpaper Removal • Wood Finishes 
Cedar/Logs • Aluminum 
Deck Care • Masonry 
Caulking • Waterproofing 

Aggressive Surface Preparation 

FREE ESTIMATES 
301-387-8545 • Swanton 

"Quality from start to finish" 


Mountain View 
STUMP GRINDING 

Free Estimates • Reasonable Rates 

(814) 395-3726 • Addison, PA 15411 





PET GROOMING 


971 SHADY PCLL ROAD 
OAKLAND, MARYLAND 21550 


ftf 




301-533-3225 


^ jmi 


R.H. Fewster 
Painting Co. Inc. 
301 - 387-8782 

Interior/Exterior 

• Painting • Staining 

• Pressure Washing 

3 " d more' 

aSf^T^FREE ESTIMATES 



MHIC 89609 

2VK 


CT"V*CV»ricn.itjF> l")orr>c 

1 tn p nnemen cs 

Decks • Trim Work • Renovations 
• New Construction, etc. 


Kevin McDonough 
Oakland, Md. 

301-334-2455 or 443-286-0761 



MODEL OPEN Sang Run Rd. 


S.E. GREEN 

PLUMBING & HEATING 

£ 

< 


Residential/Commerrial 

New Construction 
Service O Repair 
Water pumpa • Water heaters « 


25-tr 


Boilers 

% 

Steve Green • 301-501-7817 

MD Master Plumber 18983 



John DeWitt 

Property Services. LLC 
Deep Creek Lake. MD 21541 

"Enjoy the lake. Let us do the work." 

• Power Washing & Staining • Painting 
Drywall Repairs • Plumbing • Electrical 
• Window & Door Repairs • Deck Repair 
• Screen Repair • Gutter Cleaning 

Cell: 301-616-5729 • Fax: 301-387-2550 

sk Licensed and Insured • References 


Michael R. Stefan 

28 Years' Experience Masonry 

Concrete 

Block • Brick • Stone 


Licensed & Insured 


Home: 301-895-4424 
Cell: 301-501-7090 
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Giles Builders 
& Remodelers 

Residential and Commercial 
New Construction and 
Home Improvements 

ALL WORK GUARANTEED 
Free Estimates 

301-697-4843 

■ ■'! S Insured MHIC #82723. MHBK #5003 
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HOMES • ADDITIONS • COMMERCIAL 

BUILDERS SINCE 1976 

301 -616-6142 • 301 -387-6142 

MHBR #1799 MHIC #90303 


Developers of The Gleanings Village, 
The Greens at Wisp, The Red Brush at 
Wisp, The Red Oaks, Deep Creek Estates 

COME AND SEE OUR WORK AT 
RED OAKS, SANG RUN ROAD 


Wealsodo... 

Stump Grinding • Foundations • Lot Clearing 
• Landscaping • Septic Systems • Sand Mound 
Septic Systems • Roofing • Framing 
• Asphalt Repair • Paving Driveways • Concrete 
Work • Concrete Curbing • Land Planning • 

...and will rent (with operator) 

• Track Hoe Excavators 

• 410 John Deere 4WD Backhoe • Dozers 
• Cat Track 939 Loader w/4-in-1 Bucket 

• 270 John Deere Skidsteer 

• 570 A Motor Road Grader 

• Single Axle Dump Truck (hauls 10 tons) 

SNOWPLOWING 
Parking Lots & Driveways 
Anti-Skid Ice Guard 


3l-4|pd 


Don Bologh 



ce Appliance 
R e p ai r 

Since 1990 


Warranty^ 

Authorized 

w for most 
is 

major 
brands 


* Gas & Electric Ranges 

• Major Appliances 
washers, dryers, refrigerators, 
and dishwashers 
Prompt, Friendly Service 

Swanton, Md. * 240-321-1025 


R.H. HOME PROJECTS 


FREE 


ESTIMATES 


240-321-7430 

Pole Buildings • Garages 
Roofs (shingle or metal) • Siding 
Decks • Additions 

"For All Your Building Needs" 


www.agreatbackyard.com 
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LAIR INCORPORATED 


• Balloons 

• Bumper Stickers 

• Calendars 

• Caps & Jackets 



- Decals-1 abels 
. Executive Gifts 
• Key Tags 
. Wnting Instruments 


Autticwea Oeetet 

WAYNE KAUFEMAN 


317-429 6481 cell 


1039 PAUL FRIEND R0 
0AKI AND MD 71550 


E-Z Excavating 

Complete Excavating Service 

PaulEverly 
301 -334-2940 
I -800-491 -3983 


D6*M 

Stone 

Wide variety 
of landscaping 
stones available 




301 - 453-3200 


Bear Creek Woodworks 

Furniture Repair 
& Restoration 


Richard L. Pullen 
510 Resh Lane 
Accident, MD 



Phone: 301-746-6336 


Need an Auctioneer? 

Deep Creek Lake Auctions, llc 

MD & WV Auctioneering Service 
Donald J. Ringer, owner 

Ringer Auctions and Real Estate 

301-616-7407 • 304-735-3426 

WV Lie. #1634 lnfo@ringer auctions.com 


Humberson 

Excavating 

• Site preparation 
• Road building - 
• Foundations 
Loader, backhoe, 
dozer, dump truck 
— Free estimates — 
301-387-4013 
301-387-5858 
301-387-2501 


SERVICES 


SERVICES 


23 13t 
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Gutter covers 
• Repairs & cleaning 
Where integrity counts 


Oakland, Md. 


301-334-3376 • 301-533-1053 



Since 1930 


36 It 


Rrenneman 

MM WELL DRILLING, INC. 


PUMPS 

REPAIRS 

CONDITIONING 


GROUND WATER SPECIALISTS 

OFFICE 
301 -746-8666 
FAX 

301-895-DRIL 



Providing & Protecting America's Groundwater 

www. brenneman welldrilling, com 



Oakland's First & Finest 

Professional Household & Office Moving Service! 

ff®* s 

Stan DeWitt 


In business since 1993 ~' JC a/ Q nj 

“Thanks for the opportunity n 9 O 

to serve you ’ °^Co 

Phone:301-334-6211 


,° c o/ . 


Storm Damage • Lot Clearing • Snow Removal 
Firewood • Lawn Care • Custom Skid Steer Services 





Brush, Stump & Tree Removal 


Insured 

Free Estimates 


4)1Ji 301-334-9784 • Cell 301-616-9784 (MtJ( 
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MOUNTAIN 

WORKS 


Seamless Aluminum Gutter 


We use high quality .032 
gauge seamless aluminum gutter 


20 COLORS AVAILABLE 
LEAF GUTTER GUARD 


FREE ESTIMATES 


LOCALLY OWNED & OPERATED 

301-334-1160 



MHIC 81637 


V) 

0) 

CO 

E 

(/> 

LU 

ID 

ID 

0C 




BUILDERS 

NOW ACCEPTING 
All types of projects 
• Remodeling • Additions 
• New Construction 

Over 30 yrs 1 experience 

Owned & Operated by 
Rick Sharpless and Family 

301 - 387-2673 


0) 


o 

<9 

V> 


NEED A LIM0 
301-501-LIMO 

deepereekt imrft.com/limo 



FLAGGING 
PAVERS 
WALLS 

LANDSCAPING • YARD CLEANUP 
UCENSED 240-321-5494 INSURED 


RREIG'ASMGO NC RETE 


EO.UNDATIONS 


Warm, Dry and Easy 
To Finish Basement 
Installed in Just 
One day! 


HUMBERSON 

Homes i 



IIS 219 North of McHenry 

25254 d$tr»ff Hwy MeH««ry MO 21541 

901-3X7-110711 XnO-A A7-A777 

Model on display for your inspection 


CARROLL HARVEY 
CONTRACTING 

409 I St., Mtn. Lake Park 


Now Accepting Fall & Winter Projects 


• Basement Remodeling - Let us turn your dreary unfinished basement 

into a cozy living space. 

• Bathrooms - Does your bathroom look older than you do? A clean new 
bathroom just feels good! 

• Kitchens - Does your kitchen feel uninviting? A new kitchen will spice 
up your culinary ambitions. The beauty of wood cabinetry, durable tops, 
contemporary appliances, along with effective lighting will motivate the 
chef inside! We also offer custom cabinets U real maple butchet block tops. 

• Laminate U hardwood floors - Tired of your worn out carpet? We 
install durable laminate flooring U beautiful pre-finished hardwood flooring. 

• Custom stairways - A new stairway can be the focal point of your home 

• Garage finishing - Get that unfinished feeling when you pull into your 
garage? Let us install firewall drywall & paint to your taste. 

• Doors U windows - Do your doors U windows give you the cold chills? 
We install new insulated airtight windows U insulated steel doors. 

• Drywall - Paneled walls giving you the blues? Let us install, finish, U 
paint new drywall for a fresh new look. 

• We also - * Build U install formal U rustic fireplace mantles. 

* Beautifully finish U install new trim work, doors, U panels. 


Call TODAY for a 
FREE Estimate 

301-334-6156 

MHJL #77347 
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Courteous, 

Professional 


Plannina a New Home ?? 



Ranch Cap* Cad Two-Story Contemporary 
I IOO’i of ltd. Floor Plant Banb/L*ndtr Aulitanct 



Deep Creek Lake Wispering Views 
'Smart Home" Technology .* /w ."'*** 


MODEL HOME 
OPEN 
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Mon.-Sun. 9-5 

Purchase this home or 
have us custom build one for you! 


HUMBERSON 


MHBR 
305 
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OCT. 18, 9008 • 9.30PM 

Oik s Stodge. Oakland 

20 Qames • Speciaf Qomes • 1 

$ 95. c p«? ticket 

Tickets available at door or from any SHS senior or 
call Sandl Smith, senior class advisor, 301-334-3086 
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OAKLAND 

The Oakland Town Council is scheduled to meet on 
Monday, Oct. 6, beginning at 7 p m 

The guest schedule is as follows: 

•7 p.m. - Boy Scout Troop #1 

•7:15 p.m. - Mark Proulx, who is settmg up a triathlon 
at Broadford Park 

•7:30 p.m. Marlin Stanczyk with a possible zoning 
change or special exception for townhouses next to Get 
‘NGo 

•7:45 p.m. Dan Hauger, code enforcement officer 

Regular items on the agenda include the approval of 
minutes, the September financial report, and the utility bill 
adjustment requests by George Brodak and Marilyn Corby. 

Additional topics include Resolution R2008-12, resolu¬ 
tion for participation in the Geocache Trail Program; dis¬ 
cussion on Non-Conforming Use Committee; request from 
Zane Byers regarding property on Green Street between 8th 
and 9th streets; discussion on Oakland Police Department 
issues, and the resignation of Josh Bacon. 

The meeting will close with administrative issues, the 
approval of bills, and committee reports. 

LOCH LYNN HEIGHTS 

The town council of Loch Lynn Heights has perma¬ 
nently changed the council meeting time to 6 p.m. Meet¬ 
ings are held the first Tuesday of each month. The next 
regularly scheduled meeting will be held on Tuesday, Oct. 
7, at 6 p,m. 


All scheduled meetings are conducted at the town hall 
and are open to the public. 

Residential Notification 

The Partners After School @ Loch Lynn will be holding 
their National Lights On celebration on Thursday, Oct. 16, 
from 5 to 7 p.m. The event will be held in the pavilion in 
Loch Lynn. If the weather prohibits the event from taking 
place outside, it will be held downstairs in the community 
building This celebration is to make the community aware 
of how kids benefit from the after-school programs. It will 
have a carnival theme called “Fall Into After School." A 
light dinner of vegetable soup and bread will be provided 
as well. The event is open to the public. 

Election Notification 

The terms of three elected officials will expire at the end 
of the year. The positions of mayor and two council seats 
will be filled in January after the Nov. 3 town election. 
Those wishing to file for an office must complete a certifi¬ 
cate of nomination with the clerk no later than Oct. 6 at 4 
p.m. Applicant must be at least 18 years old, a citizen of 
the U.S., a registered voter, have been a resident of Mary¬ 
land for one year, and have lived in Loch Lynn Heights for 
6 months prior to the election. The number of applicants 
will determine if a primary and/or general election will be 
required as per the charter. 


is now selling 

Pumpkins, 
Straw Bales, 
Gourds, & 
Cornstalks 

for fall decorating! 

Squash & Pie Pumpkins 
also available. 

Open: 10 a.m.-6 p.m. daily 

301 -746-8205 


_27599 Garrett Highway 
3 miles north of 
McHenry, MD 
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JUNIORS & SENIORS 

•A representative from St. Mary’s College of Maryland 
will be at the school on Monday, Oct. 13, at 10 a m. 

•A representative from Davis & Elkins College will be at 
the school on Monday, Oct. 13, at 2 p.m. 

Those interested in meeting with either or both repre¬ 
sentatives should sign up in the Counseling Center before 
Friday, Oct. 10, at 3 p.m. 

•The U.S. Air Force will also have a table display during 
lunch shifts on Monday, Oct. 13. 

BOYS’ BASKETBALL 

The boys’ basketball team will host an all-you-can-eat 
spaghetti dinner in the high school cafeteria on Friday, 
Oct. 24, from 4 to 7 p.m. The menu consists of spaghetti 
with meat sauce, tossed salad, Texas Toast®, dessert, and 
a drink. The cost is $6 for adults, and $3 for children age 8 
and under. Carry-outs will also be available 
SENIOR FUNDRAISER 

The senior class will have a sprint night at Archie’s on 
Thursday, Oct. 23, from 6 to 8 p.m Class officers will be 
taking orders. 

SENIOR MAKE-UP PICTURES 

Strawbridge Studios will be at the high school on Tues¬ 
day, Oct. 7, to take pictures for all seniors who did not 
have their pictures taken over the summer. This is the last 
chance for seniors to have a picture taken for the yearbook 
as well as the senior composite shot. There is a $15 sitting 
fee, which must be paid on the day the photo is taken. 
Students will receive a reminder notice, which will include 
their scheduled photo time. Students with questions should 
see Ms. Theriot in Room 216 as soon as possible. 

BOOK FAIR 

The Book Fair date has changed from Friday, Oct. 17, 
to Friday, Nov. 7. This book fair will be open to any class 
and any subject area. 

FFA 

The North Garrett FFA will be having a pancake/buck¬ 
wheat cake and sausage dinner on Friday, Oct. 3, in the 
NHS cafeteria from 3:30 to 7 p.m. Proceeds will be used 
to send FFA members to leadership training opportunities, 
such as the national and state FFA conventions. The Home¬ 
coming football game will be held the same night. 

ATHLETIC PASSES 

Those in need of an application for an athletic pass 
for the 2008-09 year should contact Phil Carr or Tracy 
Brenneman at 301-746-8668 

SOPHOMORES 

The sophomore class will be collecting dues for all four 
years totaling $40 per student. Checks should be made pay¬ 
able to Northern High School and/or cash can be given to 
class sponsors Mrs. Garlitz, Ms. Harman, Mr. Pessini, Ms. 
Ellis, or Mr. Beitzel. 

AFTER-SCHOOL TUTORING 

After-school tutoring will continue throughout the 


school year on Wednesdays from 3:15 to 6 p.m 

Library tutoring will also be held Monday through 
Thursday from 3:30 to 6 p.m. 

YEARBOOKS AVAILABLE 
Students who graduated last year may pick up their 
yearbooks after school in the library on Wednesdays from 3:30 
to 6 p.m. Current students may also pick up yearbooks for 
graduates during lunch or in Room 216 before school. There 
are also have a limited number of extra yearbooks, which may 
be purchased for $72.08, which includes tax. 

COLLEGE-BOUND JUNIORS 
The PSAT test will be given on Wednesday, Oct. 15, 
to interested, college-bound juniors. This is the same test 
that sophomores are given each year as part of the career 
development program. Juniors must now choose to retake 
the test. Students are reminded that this test can be used 
as practice for the new SAT test. Scores from the student’s 
junior year only are eligible for participation in the Na¬ 
tional Merit Scholarship Competition programs. Scores 
from the sophomore year are not eligible. To retake this 
test, juniors must register by paying a $13 test fee in the 
Counseling Center. This is a fee charged directly by College 
Board. Checks should be made payable to Northern High 
School. The deadline for juniors to register for the PSAT is 
Wednesday, Oct. 8. 

POWDER PUFF FOOTBALL 
Powder Puff Football will be held on Tuesday, Oct. 7. 
More details to follow. Sign-ups will be held on lunch shifts 
until Wednesday, Oct. 1. 

SERVICE LEARNING OPPORTUNITY 
The Grantsville Elementary School’s annual Fall Festival 
will be held on Friday, Oct. 17, from 6 to 9 p.m. Volunteers 
from Northern High School would be much appreciated. 
Volunteers help set up, work at a game or activity, and 
clean up. There is a half day of school on this day so setup 
will begin after dismissal. Any students wishing to help 
out should contact Dee Kennell at 301-895-3553 or 301 - 
268-3553. 

ENVIROTHON RECYCLING 

The NHS Envirothon team is collecting empty ink car¬ 
tridges and old cell phones for recycling. This is a yearlong 
fundraising event. Students should bring these items to 
school and drop them off in Room 224. 


www. DeepCreekRealty. com 
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Mountain Getaway! 6743131 
Distinctive 3 bedroom home on 
double lot at Alpine Lake. 
Perched on the ridge & features 
a filtered lake view. Enjoy the 
large living room with stone 
fireplace and vaulted ceiling 
Other features include a 
screened in porch, oversized 
garage and a large level yard. 
Alpine Lake offers golf, non- 
motonzed boating, a beach, an 
indoor pool, fitness center and 
more. $324,900 




Level Wooded Lot With 
Approved 3 Bedroom Pert 

6865600 Lot 14 Sect 3 Blk T is 
a Level wooded lot on 0.59 
acres It BACKS TO STATE 
GAME LANDS Full member¬ 
ship conveys. Gated Access. 
Enjoy the serene mountain 
setting, miles of wooded non- 
paved roads and common-use 
acreage for hiking, cross¬ 
country skiing, biking, hunting 
and fishing APPROVED FOR 
A 3 BEDROOM 
TRADITIONAL GRAVITY 
FED SEPTIC SYSTEM 
$21,995 


Wooded Lake Access Lot 

6700944 Alpine Lake Resort, a 
gated lake resort community in 
the mountains of North Central 
West Virginia Amenities 
include 150 +/-acre stocked 
lake, beach, boathouse, lodge 
w/restaurant & lounge, indoor 
Olympic pool, 18 hole golf 
course and more Come away to 
the peace, quiet and clean air of 
the mountains. Close to white 
water rafting and skiing venues 
$17,500 


.usurious New Home on Deep 
Creek Lake! 6386755 
$10,000 FURNITURE 
ALLOWANCE AT DELANO’S 
FURNITURE W, RATIFIED 
CONTRACT BY SEPT I! 
PROJECTED ANNUAL 
RENTAL INCOME -$57,000 to 
$66,000!'! All the upgrades you 
can imagine plus a 5-year 
HOME WARRANTY! TYPE A 
DOCK. Prewired for ste¬ 
reo alarm system $1,190,000 
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Watch Autumn Glory Parade 
From Your Front Porch! 

6742766 Gorgeous Victorian 
home located in Oakland's 
Histone District with unbeliev¬ 
able character! Original 
woodwork, stained-glass 
windows, hardwood floors, 
gourmet kitchen complete with 
stainless steel appliances, wine 
cooler, wet bar, and Conan 
countertops $310,000 


Dock Slip & Lake View— 
Kelaaaaxx 6749239 Imagine 
owning a Deep Creek Lake 
home with a dock slip & water 
view for under $350,000. This is 
it! Enjoy the tranquility as you 
sit on your covered patio or by 
the fireplace You'll feel the 
relaxation settle in when you 
own this home on this quiet, low 
traffic, tree lined country road 
by the lake. $348,800 
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DEEP CREEK 
REALTY 

Each Office is Independently 
Owned and Operated 
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PROPERTY MANAGEMENT AND RENTALS 

•Vacation Rentals — a wide variety of homes, chalets, and condos. 
•Long-Term Residential Rentals — in town or country 
•Property Management — professional management for your 
recreational or residential property. 


Lake View, Luxury Log Home 

6748834 Enjoy lake living at 
your almost new 3000+- sq ft 
cabin. Capture lake views from 
the deck or inside by main & 
lower level fireplaces Know 
your home is dressed to show 
your success w/granite 
countertops, ceramic floors, 
jetted tub & cathedral ceilings 
Access water at nearby state 
park $588,800 


W onderful Views of 
Countryside!! 6737443 2 

parcels totaling 61.08 acres of 
beautiful rolling land w/ 
wonderful views of surrounding 
countryside. Minutes from 
Oakland, Herrington Manor 
State Park. Swallow Falls State 
Park , Deep Creek Lake & Wisp 
Ski Resort. Subdividable into 4 - 
ten acre plus lots $975,000 


Charming Victorian Home 
With Immense Character! 

6879876 If you're looking for a 
home with character-this is it. 
Take the spiral staircase all the 
way up to the cupola, and enjoy 
Mm and Lake views. French 
doors open to a wrap-around 
porch to enjoy cool summer 
nights and early morning coffee 
Large yard for children to play 
safely. Listed price includes 
additional lot -Tax Id 
1210013208. See this home 
today! Call todav for additional 
info $349,000 ’ 


Got Privacy? You do now! 

6807038 On a fern lined private 
road you are one of only 8 
owners in a 2+ mile stretch 
(most vacation homes/vacant 
land) & are surrounded by 100's 
of acres of woodland, maybe in 
the quietest spot in the county. 4 
Bdrm & 2700+- sq ft, flagstone 
floor & fireplace. On back of ski 
mt close to Yough River 
fishtng/kayaking $298,800 


Level, Wooded Lot 6787949 
Youghiogheny Mm. Resort, an 
all season getaway, is situated in 
a 'natural setting' gated 
community. The outdoor 
enthusiast can ride ATV's, 
snowmobiles, dirt bikes,and 
golf carts on miles of resort 
terrain. Section 4, Block K, Lot 
9 is a level marked wooded lot 
with approved perc for 4 BR on 
an At-Grade Mound Septic. 
$19,500 


Your search is over! 6882851 
Great location. Great neighbor¬ 
hood, Great PRICE! This home 
is convenient to both Deep 
Creek Lake and Oakland. Split- 
foyer home, sitting on 3.03 acres 
(2-parcels included in price). 
Mountain and pastoral views 
Tax Id for. Addnl lot- 
1207011490 $215,511 


Incredible scenic views on 
huildable lot! 6867619 Ten 
minutes to Deep Creek Lake 
State Park Ten minutes to 
Oakland. Building lot with 
beautiful mountain and pasture 
views Well and septic are in 
place, electric to property, ready 
to build. All you need arc 
crmils $49,900 _ 


An Outdoorsman's Dream 

6742363 Own you own little 
portion of Heaven! BeautiM 
and breathtaking views Combo 
woods Sc meadow Very private 
30 acres near Aurora $120,000 


Cottage In Prime IxKatlon! 

6673951 Lake Shore Drive is 

one of the moat prestigious 
addresses and is convenient to 
shopping and all activities. 
Enjoy the level lakeliont with a 
type a dock just a brief stroll 
from your lake side patio. 
$949,000 
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-DAY SALES EVENT 

Coming Soon! 

Prices Greatly Reduced! October 10'M9" 1 

Bringing mom buyers and sailors togathor. 




DEEP CHEEK 
REALTY 
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Page 2 - Autumn Glory Festival 


The Republican Newspaper, October 2, 2008 



ANTIQUES 

Blue Moon Antiques.76 

Cabin Fever Antiques. 47 

Englander's Antiques & Collectibles . 19 

Pine Ridge Antiques.77 

Red House School Antiques.47 

ATTRACTIONS/EVENTS 

American Legion Turkey Dinners.85 

Apostolic Church Turkey Dinners 53 

ASCI Great Pumpkin Race.69 

Autumn Glory Breakfast Buffet.23 

Autumn Gkxy Craft 4 Gift Sale.23 

Autumn Glory Parade Seating.37 

Autumn Glory Schedule of Events.5 

Bazaar .25 

Com Maze .9&throughout 

Elks Lodge Big Bucks Bingo 58 

Gregg's Pharmacy, Miss Maryland .30 

Haunted Coaster at Wisp Resort 43 

High Mtn Sports Ski Swap .15 

Heritage Craft Fest.3,19.41 

Lakeside Creamery No Hands Sundae 
Eating Contest 48 

Loch Lynn Church of God 
Turkey Dinners .78 

Melanie's Restaurant Turkey Dinners .. 23 
MD State BanyD, Fiddle Championships .53 

Mtn Fresh Farmer's Market & Crafts 68 

Oak Park Church Turkey Dinners 25 

Our Town Theatre .9 

OVFD Oktoberfest .5 

Pleasant Valley Dream Rides .2 

Yough West Craft Sale.15 

AUTOMOTIVE 

Deer Park Auto.59 

Don Rodeheaver Repair 42 


Elaine's Auto Detailing.77 

Garrett Automotive LLC.36 

Glotfetty Enterpnses.87 

Southern Auto Supply.10 

Team One GM Auto Mall 54 

BOOKS 

Meshach Browning.28 

The Wagon Road ..76 

FOOD/RESTAURANTS/BAB 

Annie’s Kitchen Country Rest.34 

Backbone Mtn Inn ..14 

Candytand.30 

Copper Kettle Popcorn Factory 4 

Cornish Manor Restaurant. 3 

Dairy Queen .11 

Deep Creek Sweets.59 

The Deer Park Inn.5 

Dexter Beef .82 

Dottie's Fountain & Grill .19 

Farmer's Market/Hill Top Fruit Market 30 

The Four Seasons Restaurant.11 

Garrett Country Market.57 

Get N’ Go Turkey Dinners.82 

Hilltop Inn.28 

Lakeside Creamery .48 

Ledo s Pizza .21 

Little Sandy's. 68 

Mountainstate Brewing Co.86 

North Glade Bed & Breakfast.77 

Parkside Pizza & Grille.74 

Perkins Restaurant & Bakery . 65 

Pine Lodge Steakhouse.16 

Preston County Inn 64 

Sandy's Cafe/Heldreth Motel.51 

Silver Tree Inn.81 

Smiley's Fun Zone 8 Pizzena 16 

Sorellee's Pizza 4 Ice Cream .25 

Stonebow Inn.67 

Sugar 4 Spice Bakery .58 

Tomanetti’s Pizza.75 

Trackside Creamery.14,80 

Valley View Country Store.63 


Wmer’s Crete Conv. Ctr 26 4 throughout 

HEALTH/BEAUTY 

Fresenius Medical Care.84 

Garrett County Memonal Hospital .51 

Garrett Surgical Group.2 

GOPT .. 60 

Hair N' Phemalia..38 

Hair Raisers ..41 

The Herb Bam. 84 

Maryland Mountain Surgical Assoc.... 74 

Mountaineer Family Care Center.77 

Oakland Nursing 4 Rehab Center. . . 80 

Peak Rehab Inc. .21 

Personal Wellness LLC. 36 

Robin Bissell. MD.62 

The Sewickley Spa .18 

Visible Changes.83 

WildWood Athletic Club.12 

Williams Chiropractic Clinic.75 

REAL ESTATE 

Clutter Realty .86 

Garrett Land Sales .79 

Goodfellow Real Estate Services 56 

Hill and Vale Realty.34 

Larry Smith, Railey Realty 80 

Long 4 Foster.44-45 

Orr 4 Associates, Railey Realty 72 

Rod Berger, Long 4 Foster 8 

Thousand Acres .31 

Town 4 Country Homes .83 

RECREATION 

Alpine Lake Resort.14 

Bill's Manne Service.33 

St Peter's BINGO. 60 

Deep Creek Manna/ Powersports 78 

SERVICES 

A Splash of Color.8. 69 

American Hentage Home Improv.17 

American Insurance Center 64 

Amencan Medical Management Inc. 
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Bello's Portraits.15 

Clear Mountain Bank.42 

CN Metals.61 

Evergreen Electrical Co. Inc.79 

First People's Federal Credit Union 50 

First United Bank 4 Trust.22 

Goodwill Retirement Community.53 

Greenscapes Landscaping.24 

G4W Lumber.82 

Heat 4 Less.48 

Heltxg's Carpet 4 Carpet Cleaning .66 

MRS Medical Rehabilitation Services .46 

Mt. Top Tree Farm.58 

M4S Stone Quarries .41 

New England Truss 4 Joist.18 

New Tech Heating Systems LLC.51 

Perry’s Solid Waste Disposal.29 

Peters Fuel Corp.70 

The Print Shoppe..40 

Robosson Supply West Inc.40 

S.E Green Plumbing 4 Heating.74 

Selective Inc. Firewood 46 

Success Floor Covering.49 

Sunrise Sanitation .65 

TWR Communications.52 

WEPCO FCU.62 

Yellowstone Log Homes.71 

SHOPPING 

Animaland/ Tourist Trap.28 

Bear Creek Traders.7 

Budget Blinds .35 

Buds to Blooms.32 

Builder’s Way Lighting 4 Plumbing .37 

Chnstmas Chalet.28 

Country Garden Expressions.63 

Countryside Lawn Equipment 40 

Custom Cabinetry 54 

Decorator’s Nook 84 

Delano's Furniture.13 

Eagle's Nest .54 

Four Seasons Stitchery .12 

Furniture 2 Go .63 

Garrett Industnal Supply.51 

The Gift Buggy.49 

Grand Central Furniture Inc.88 

Grantsville Ag Service .83 

GrantsviMe Shopping Plaza.67 

Green Acres Garden Center .11 

Hardesty's Hardware.85 


Helbig's Jewelry.83 

Lou DiCario Stained Glass.12 

4 Throughout 

Luke's Liquors/7 Eleven.27 

Mill Creek Saw Shop.26 

Newman Funeral Homes. PA.26 

The Painted Cupboard.66 

Proudfoofs Oakland Pharmacy.6 

Quitter's Comer.6 

Roderick Furniture.39 

The Rose Trellis. .75 

Rudy's.69 

Rustic Bam Primitives.59 

Sams'Agway .4 

Simon Pearce Glass Factory.36 

Southern States. Oakland.55 

Stampers .14 

Studio 24E.29 

Unique Decor .8 

Warner’s Hearth 4 Patio .38 

Zip'eez Convenience Store.25 

SPIRITUAL 

88.7 FM..70 

Crossroads ..76 

Emmaus Road Christian Store.60 

Mtn. Lake Independent Baptist Church 20 
Mt. Top Church School .34 
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301 - 334-8282 

1 - 888 - 476-8432 


fl|BS* 

f Hay Rides'Ronfires 

’ Fniov the breathtaking colorful 
1 a oumn beauty of Pleasant Vajtey 
M an d Backbone Mountain on a 
f horse-drawn carnage or tractor- 
m drawn hay nde. 

I Winter Sleifh Hides 

1 Experience the pastoral beauty 
A of winter in Garrett County m a 

tS one-horse open sleigh 1 

** ******* 


. VaUeyTDre 


Charles A. Walch, Ml), F.A.C.S. 
Board Certified Surgeon 

General, Endoscopic, v 
^ Laparoscopic & Gynecologic y 


' "• 5 

Carriage & Winter Sleigh Rides 

Available for weddings, private groups 

and other special events. £ 

Cali Pleasant Valley Dream Rides: 301-334-1688 at 

1689 Pleasant Valley Road, Oakland, MD 
www pleasantvalleydreamndes com f| 

Monday Saturday. 10 am • 10 pm. call for reservations m 
(tiff r W//V*y»/w As nil*Ms 77 


Including: Gastroscopy* Colonoscopy 
Laparoscopies: Gallbladder Removal • Hernia Repair 
Tubal Sterilization • Breast Surgery • Abdominal & 
Vaginal Hysterectomy • Female Bladder Surgery 
D&Cs • Pediatric Surgery • Ano-Rectal Disorders 

In-Office Services: 

Skin Cancer & Lesion Removal 
Endometrial Biopsy 

Hemorrhoid Treatment Including Banding 
Breast Biopsy & Aspiration • Sclerotherapy for 
Spider & Varicose Veins • Vasectomy • Colposcopy 

24-hour availability • Most insurance plans accepted 
311 North Fourth St., Suite 4. Oakland, Ml) 21550 


V 

* 

| 

I 

\ 















































































































































































The Republican Newspaper. October 2. 2008 


A utumn Glory Festival - Page 3 




Autumn Glory 
Court To Reign 
Over All Events 


County Holstein Club, and 
the Northern Rescue Squad 
Auxiliary, and has accumu¬ 
lated more than 450 commu¬ 
nity service hours. 

Kimberly Stephens is the 
daughter of Robert and 
Linda Stephens of Mountain 
Lake Park She is a Southern 
High School Student Council 
representative, and is active 
with the track and field team, 
indoor track, varsity cross 
country, the Garrett County 
Swim Team, yearbook, and 


The 2008 Autumn Glory 
Royalty Court of Kim 
Stephens, Joanna Guy, Kara 
Savage, Grace Herpel, Aaron 
Newman, and Jeffrey Rush 
will be in attendance at most 
AGF events. The king and 
queen of this year's festival 
will be announced at the 41st 
annual Autumn Glory Festi¬ 
val Kick-Off Dinner, set for 
Oct. 8 at the Wisp Resort 

Besides having the honor 
of representing their home 
county during the Autumn 
Glory Festival and at other 
events, all members of the 
Royal Court will receive 
scholarship funds, according 
to a spokesperson from the 
Garrett County Chamber of 
Commerce. 

The court has already ap¬ 
peared at various local 
events, such as the July 4th 
Accident Homecoming Pa¬ 
rade, Grantsville Days, and 
Fricndsville Days. 

Grace Herpel is the daugh¬ 
ter of Betsy and Gerard Her¬ 
pel of Accident. She is in¬ 
volved in Northern High 
School girls' soccer, track. 
Girls' Varsity Club, and the 
chamber choir She is active 
in the Zion Lutheran Church 
Youth Group and youth 
choir, and is a member of the 
Brenda's Body Shop Senior 
Dance Team. 

Kara Savage is the daugh¬ 
ter of L. Deane and Nancy 
Savage of Accident She is 
involved in Northern High 
School girls' soccer, basket¬ 
ball, softball, FFA, and the 
Girls' Varsity Club She is a 
teacher's assistant. Kara is 
also a member of the North 
Star 4-H Club, Garrett 


HERITAGE 

CRAFT 

FEST 

BENEFITS GARRETT COUNTY ARTS COUNCIL 


A SMILING AUTUMN GLORY COURT took part in last week's 
Buckwheat Festival in Kingwood, W.Va., with members shown 
above ready to board their float. The selected teenagers have at¬ 
tended other events this summer leading up to their own special 
celebration next week. The king and queen of the court will be an¬ 
nounced and crowned at the 41st annual Autumn Glory Festival 
Kick-Off Dinner and Reception, slated for Wednesday, Oct. 10, at 


Wisp Resort. The court will then be in attendance at nearly every 
AGF event throughout the weekend. The members were chosen 
based on their academic successes as well as their extra-curricular 
involvement and congenial personalities Shown from left are 
Aaron Newman, Kara Savage, Kim Stephens, Joanna Guy, Grace 
Herpel. and Jeffrey Rush. Photo by Bob Stephens 


school newspaper. She is the founder of the J.C. Bible Continued on Page 4 
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hestmmnt Lounge 

After the parade, join us to relax 
and enjoy a casual dining experience. 

Open Saturday, October 11 
from 3 to 9 p.m. 

Autumn Glory Specials including our 

Famous Roast Turkey Dinner 
and Much More! 


L 


OCT. 11 & 12 

70 VENDORS-HANDCRAFTED ITEMS-INDOORS 
BROAD FORD ELEMENTARY SCHOOL, OAKLAND 

301-334-6580 r eET77i!i3 Arfr 







Regular Menu Also A callable 

Resen>ations Not Required 
830 Memorial Drive, Oakland • 301-334-6499 
www.comlshmanor.net 
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Michael Phelps’Mother, Sisters To 
Be Grand Marshals Of AGFParade 


The Grand Marshals of 
Garrett County’s 41st annual 
Autumn Glory Festival 
Grand Feature Parade have 
been announced as Michael 
Phelps's mother, Debbie 
Phelps, and his sisters, 
Hillary and Whitney. The 
parade is slated for Saturday, 
Oct. 11. 

The family will be featured 
in the annual parade, which 
will begin at 1 p.m in Oak¬ 
land. Yellowstone at Deep 
Creek Lake Custom Log 
Homes is the sponsor of the 
Grand Marshal position. 

During and after the 
Olympics, Phelps and her 
daughters have been inter¬ 
viewed by the Today Show, 
the Associated Press, and 
Time Magazine. Debbie 
Phelps has also been inter¬ 
viewed by Good Housekeeping 
Magazine, US Magazine, 
NBC News, The New York 
Times, the Wall Street Journal, 
and ABC News. Since the 
games have ended, Phelps 
has received numerous 
speaking engagement re¬ 
quests as well as offered mul¬ 
tiple movie and book deals. 

The Autumn Glory Festi¬ 
val runs Oct. 8-12, and in¬ 
cludes a kick-off reception at 
Wisp Resort, two large pa¬ 
rades, concerts, the Oktober- 
fest celebration, the Mary¬ 
land State Banjo & Fiddle 
Championships, art exhibits, 
the Western Maryland Tour¬ 
nament of Bands, and an¬ 
tique and craft shows. 


The festival landed in the 
international spotlight last 
fall, when the travel web site 
msn.com listed it among the 
top fall festivals in the world, 
topping Festival d’Automne 
in Paris and Oktoberfest in 
Munich. 

"Music, parades and awe¬ 
some colors are at the center 
of this festival," noted the 
site, plugging in particular 
the Grand Feature Parade, 
the Maryland State Banjo & 
Fiddle Championships, and 
the Tournament of Bands 

For more information 
about Autumn Glory Festi¬ 
val, persons may visit 
www.autumngloryfcstival- 
com or call 301-387-4386. 

Court To Reign 

Continued from Page 3 
Study Group, and has accu¬ 
mulated more than 1,200 
community service hours. 

Joanna Guy is the daugh¬ 
ter of Liz and Jon Guy of 
Swanton. She is involved in 
Southern High School soc¬ 
cer, newspaper, the show 
choir, and chorus, and has 
held lead roles in two South¬ 
ern High theatre productions. 
She is a student council rep¬ 
resentative, a Maryland Dis¬ 
tinguished Scholar, and was 
recently named Miss Mary¬ 
land's Outstanding Teen 
2008. 

Aaron Newman is the son 
of Lynn and Carol Newman 
of Grantsville. He is active 
Continued on Page 16 



Bring Home the Taste of 
Deep Creek Lake 

A Gift of Homemade Treats from Copper Kettle 
Popcorn Factory Couldn't Be Sweeter! 


COPPER KETTLE 




Come by 
Boat or Car! 


301-387-5655 

wwuw rnnnerlrpttl#nnnrnrnf artnrv rnm 


Now you can have the 
yummy taste of Copper 
Kettle popcorn anytime — 
We Ship! Call us and send 
a taste of Deep Creek l-akt! 

• Tins of Copper Kettle 
Popcorn - 25 Flavors! 

• Fresh Homemade Fudge 

• Fresh Roasted Candied Nuts 

• Hand-Dipped Chocolates 

• Your Favorite 

July Biur* Jelly Beans 



PHELPS LADIES TO LEAD PARADE — While 2008 Olympics eight-gold-medal winner Michael 
Phelps of Baltimore was unavailable to serve as the Grand Marshal of the Autumn Glory Festival 
Grand Feature Parade, his mom and sisters accepted an invitation to fill that role. Phelps’ mother Deb¬ 
bie, a native of Luke, and his sisters Hillary and Whitney will be honored in that event, which is sched¬ 
uled to get under way at 1 p.m. on Saturday, Oct. 11, In downtown Oakland. Their visit is being spon¬ 
sored by Yellowstone at Deep Creek Lake Custom Log Homes. The Phelps ladies were interviewed on 
numerous television programs during and after the ‘08 Olympics. 


SAMS AGWAY) 


South 8th St., Oakland 
301-334-3444 



BLACK PI 

RIFLES 

Optima Pro 
••Optima • Wolff 
-Kodiak 

HUNTING SUPPLIES 


we Now Fill 
Propane Tanks 

20 lb. Cyl. 

$ W“ ' 


MUCK BOOTS 
ft SHOES 

Pelleted Lime 

3fo>*11 

40 lb. Bag 


100 lb. Cyl. 

*6T 



-1 


Nut CoaL 

s 110 



Corn 

Stalks 



Bundle 


Straw 

$425 


Bale 


WILDLIFE FEEDING 


HEADQUARTERS! 

Deer Feed, Corn, Ear Corn, 
Deer Min., Soybeans, . 
t f \ Deer Blocks, Bird Seed. ** 
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Autumn Glory Events 
Listing in Detail 


Wednesday, Oct 8 

Autumn Glory Kick-Off 
Reception - at the Lodge at 
Wisp, McHenry, at 6 p.m.; 
cocktail hour, 7 p.m. Dinner, 
dessert bar, and coronation 
of the king and queen with 
music from Boathouse. This 
fundraising event presents the 
festival’s royalty, recognizes 
the festival sponsors, and 
provides an elegant, yet lively 
atmosphere to kick off the 
Autumn Glory festivities. 
The reception ticket includes 
an open bar, hors d’oeuvres, 
dinner, and first-class enter¬ 
tainment. Each attendee re¬ 
ceives a collectible Autumn 
Glory pin and Golden Am¬ 


bassador pass, which entitles 
the holder to priority seating 
on the bleachers near the re¬ 
viewing stand during the 
Grand Feature Parade on 
Saturday. These patron sup¬ 
porters of the festival receive 
first class treatment. Those in 
need of reservations and tick¬ 
ets should call the Garrett 
County Chamber of Com¬ 
merce at 301-387-4386; or 
stop by the Visitors Center, 
McHenry Admission: $125/ 
single and $ 195/couple. 

Glassblowing at Simon 
Pearce - 9 a m. to 5 p.m. 
daily at Simon Pearce, 265 
Glass Drive, Mtn. Lake Park. 
Observe Simon Pearce mas¬ 
ter glassblowers demonstrate 


the art of glassblowing. Visi¬ 
tors may browse the adjacent 
retail stores for the complete 
collection of Simon Pearce 
glass and pottery designs. 
Children are welcome. 301 - 
334-5277. Free admission. 

Oakland Train Station - 9 
a m. to 5 p.m. Visitors can 
see Oakland’s 1884 B&O 
train station and browse the 
Shoppe at Heritage Square, 
with items for sale from more 
than 60 local artisans. A self- 
guided tour is available at 
this fine example of Queen 
Anne architecture. Free ad¬ 
mission 

The Stained Glass Gal¬ 
lery - 9 a.m. to 6 p.m., at 
214 I Street, Mtn. Lake Park, 
across the street from Faith 
Evangelical Free Church and 
one block from the town hall 
and tennis courts. Stained 
glass cutting demonstrations, 





Sponsored by the 

Oakland Vpjunteer Fire Department 

THURSDAY. OCTOBER 9 

•Oktoberfest Dinner served 4-8 p.m. 
Oakland Fire Hall, downtown Oakland 
• Firemen's Parade, downtown Oakland, 7 p.m. 

•OKTOBERFEST CELEBRATION 

Starting at 7 p.m. • Live Oompali Band • Food and Drinks 
•Garrett Highlands Pipes & Drums 
Oakland Fire Hall • Come join the fun! 

FRIDAY, OCTOBER 10 

• Big Bucks Bingo, 6:30 p.m. 

Oakland Elks Lodge, Doors open at 5 p.m. 
Sponsored by the Oakland VFD & Elks Lodge #2481 

SATURDAY, OCTOBER 11 

r • Hot Sausage Sandwiches & Hot Dogs 

Starting at 11 a m., Oakland Fire Hall 

• Oldies Dance, 8 p.m. 

akland Fire Hall. Top hits from the '60s, '70s & '80s 
played by Sounds Fun Entertainment 
(Must he 2t or older to attend) 

Support the volunteers who donate their time for you! 


OVFD members request t haf those'partaking of alcoholic beverages be 



JUST CLOWIN' AROUND! Unicycles, cars, and miniature 
bikes transport the clowns of Autumn Glory up and down the Oak¬ 
land streets. There is entertainment for everyone when the clowns 
drive in zig-zags, give wilting flowers, make balloon animals, and 
throw candy. Come out and join in the laughter on Saturday, Oct. 
11, for the Grand Feature Parade, beginning at 1 p.m. 


including tool explanation by 
Lou DiCarlo. Stained glass 
showroom open with 2,000 
stained glass creations. 301- 
334-8222. Free admission. 

Dogslcdding Presenta¬ 


tions, Kennel lour & More 

- 10 a m. to noon; Husky 
Power Dogslcdding, 2008 
Bumble Bee Rd. From 219 at 
the fairgrounds take Mosscr 
Continued on Page 6 


Christmas Party « 

Any Sire 15% OFF % 

with early reservation. Call for information 
on our $22.50 special Christmas Party menu. 


Finest in Western Maryland 


St 


Deer Park Inn 

Enjoy a peaceful candlelight dinner 
prepared with taste by 
Chef/Owner Pascal Fontaine. 
Each dish is made a la minute using 
fresh local produce. 

Open Monday thru Saturday 

Reservations 5:30 to 9 p.m. 

Open for lunch or special occasions 
only by request. 

For reservations please call 

301-334-2308 







^^aiailng/ 

Weddings, Seminars and More) 
Rig or Small - On or Off Premises 

Wedding Cake Specialist! 


IP 


Deer Park, MD • 301-334-2308 
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STAINED GLASS, FIBER ARTS. BASKETS, AND MORE are available for purchase at the Shoppe 
at Heritage Square, located in Oakland's 1884 B&O train station, during the Autumn Glory Festival. 
The station is open daily from 9 a m to 5 p.m. Self-guided tours of the train station, a fine example of 
Queen Anne architecture, are also available 


Event Schedule 
(Wednesday) 

Continued from Page 5 

Rd. 1/4 mile, bear left onto 
Bumble Bee Rd. Go two 
miles. A full presentation 


about the sport of mushing 
will be given, including his¬ 
tory, dogsled training, racing 
insight, breeds, etc. Visitors 
can see where and how the 
powerful pulling team lives, 
examine their sleds and 
equipment, and meet some of 


the Siberian huskies. Educa¬ 
tional and entertaining. 301 - 
746-7200. www.Husky- 
PowcrDogsleddmg.com Ad¬ 
mission is S10. 

Glorious Harvest Farmers 
Market - 10 a m. to 1 p.m. 
on Wednesday; 11 a m to 5 


Proad^ootg 

OAKLAND PHARMACY 

welcomes you to 

sAutunuv 2008 ! 




Garrett County 

7 T-Shirts, Sweatshirts 

Christmas Ornaments y and Maple Syrup! 

& Cards! Keepsake \ 

Ornaments 



THE 


PRESCRJ 


IPTION 


for 


tree 


VRlEaSU^ 


Thank you for having your 
prescription filled with us! 

Fast and accurate! 
Drive-up window! 

WE ACCEPT MOST 
INSURANCE CARDS! 


Visa-MasterCard-Discover-American Express 
Second Street, Oakland • Deer field 3913 
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p.m on Thursday; and 9 tables, fruits, berries, and 
a m. to 5 p.m. on Friday and herbs, plus delicious home- 
Saturday. Join us for old- made baked goods, jams and 
fashioned family fun at the jellies, live plants, and pump- 
larmers market. Visitors will kins and gourds. Visit www - 
find an abundance of hand- MountainFresh.org or call 
made crafts, fresh local vege- Continued on Page 9 



Quality Fabric & Notions 

uLutumn Qdorty ^Weekend Special! 
Friday thru Sunday, Oct. 10-12 


Select Fabric 

with purchase of $50 or more 

EXTENDED HOURS DUR ING AUTUMN GL ORY: 

Friday. Oct. 10, from 10 to 9; Saturday. Oct. II, Irom 10 to 5 
and Sunday, Oct. 12, from 10 to 2 


There’s a lot 
going on at 
The Quilter's 
Corner! 

Call for information 
on quilting classes 
and more. 


Next to Wal-Mart in the 
Shopping Plaza 

301 - 334-4301 

Open Monday thru Friday 10 to 6 and 
Saturday 10 to 3; Closed Sunday 
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icefan<fic 9 

Special 

Purchase 

Select Icelandic Sweaters 


Select Teva 
& Timberland Shoes 


50% Off 

limberland ® 


Select Name Brand Clearance 


50% OFF 
up to 70% OFF 


Select Men's & Women's Winter Coats 
Select Clothing (final priced). 


Fall & Winter Woolrich 

Always 20% Off 

WOOLRICH 


40% Off 

Garden 

Pots 


Outdoor 
Wood & Mosaic 
Tile Furniture 


Autumn Clearance Sale 


Men's Sherpa Lined Jackets 
Reg. $49" NOW $29" 

Mens Reversible Vest 
Reg. $39" NOW $29" 

Quilted Flannel Hoody 
Reg. $34" NOW $24" 


Located in Market Square Shopping Center 
Open daily: Mon.-Sat. 10-7; Suit, 10*5 


CLEARANCE STORE - up to 80% Off 

Scratch & dent, discontinued items, one-of-a-kinds, home 
decor, dishes & table top, candles, accent furniture, 
framed art & much more! 
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Unique Decor 

• Blinds • Shades • Draperies 
• Shutters • Bed & Wall Coverings 
• Window Film • Rugs • Awnings 

Windows to Walts ... 

We 've got yan covered! 

18618 Garrett Hwy • Oakland, MD. 





Lakcfront Luxury Condo/Tovvnhome, 
Cedar 5honee, 5 BR, 4 BA 
$099,900 


Lakefront at Cedar Shore* 


ITS A GREAT TIME 
TO BUY!!! 



Luxury Condo/Duplex, Tlmberiake Village, 16 Acres of Pristine Property 
Beautifully Fumlehed. 5 BR. 4.5 BA Reduced to $99,900 

Sold Turnkey - $459,900 



m 


Buying or Selling? 

CALL ROD BERGER M 
l\'fffl 301.616.0095 f 


Hi t=J 



AMS 


rodbergersr@msn.com 


I ti/A miinn ifu oof A-rnn 

kunw wimow ww ■ .wo i ■ t ww 
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Ten Croups To Participate In Southern's 
31st Western Md. Tournament Of Bands 


HARD WORK, DEDICATION. AND TALENT of high school 
musicians will all be evident at the 31st annual Western Maryland 
Tournament of Bands competition, slated for Saturday. Oct. 11, at 
the Southern High School athletic field Nine visiting bands plus 
the host, Southern Garrett, will present their field shows, and will 
be judged. Trophies will be awarded to the high-scoring bands at 
the end of the evening The show begins at 6 p.m. Pictured above 
is Phillip Adams, who was Southern's drum major last year. The 
Southern band will perform in exhibition, but the Northern Garrett 
Marching Band will be competing in Group 1. See story. 


The 31st annual Western 
Maryland Tournament of 
Bands will be held at the 
Southern High School ath¬ 
letic field on Saturday, Oct. 
11, beginning at 6 p.m. The 
event is hosted by the South¬ 
ern Garrett Marching Band 
and the Southern Band 
Boosters. 

There will be nine bands 
competing for trophies and 
placement in four divisions 
based on band size. The 


Southern band, under the 
direction of Joshua F.lmlin- 
ger, will perform in exhibi¬ 
tion near the end of the pro¬ 
gram. 

Competing in Group 1 will 
be Tygarts Valley (W.Va.) at 
6:15 p.m., and Northern 

Garrett Marching Band at 
6:30. 

In Group II, Petersburg 
(W.Va.) High School and 
Walkcrsville will take the 

Continued on Page 9 


interior Painting 

10% OFF 



Jan. thru Mar. 2009 

FREE ESTIMATES - 

Schedule Now> 4 QpfMhQFF 

Norland Lohr painting & MORE! 

MHIC #87134 • Bonded & Insured 

301 - 453-3121 

3954 Kitzmiller Rd.. Kitzmiller, MD 21538 

| JESUS U)VES YOU ! 
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American 

Medical Management, Inc. 

(AMMI) 


( me Run Farms 
Corn \la/c is 
Now Open! 

Call Tor details 
301-746-6111 or 
301-616-6111 


ww • «r v « || , • Ham Barbecue.$2.50 

Hey! You Look Hungry! ho.do 9 $200 

Auntie Jane Thinks- - — — ~ Hot do 9 with sauerkraut...$2.5o 

Snacks.$1.00 

Popcorn.$1.00 

3 Cookies.$1.00 

Fruit.$1.00 

Candy Bars.$1.00 

Warm Apple Crisp.$1.50 

with Ice Cream.$2.50 

Pumpkin Roll.$2.00 

Hot Spiced Cider.$1.00 

Sodas.$1.00 

Short Sodas.50 

Bottled Water.$1.00 

vr i Cotfee.rSS*.$1.00 


*You Need to Stop By, 
®Our Town Theatre'' 

■ This Autu mn C 
j for-Something 

■ Yummy! 


OurTovm 


III Center Street. Oakland • Proceeds benefit the OTT Backstage Project 


which the Western Maryland 
Extreme All-Star Cheerlead¬ 
ers will perform on the field 
Group III competition will 
begin at 7:30 p m. Three 
bands will compete in this 
division: Magnolia High 

School (W.Va.), followed at 
7:45 by Fairmont (W.Va.) 
High, and Fort Hill at 8 p.m 
In Group IV, Baldwin 
(Pa.) High School will take 
the field at 8:15, followed at 
8:30 by Martinsburg (W.Va.) 
High School 

Southern will perform in 
exhibition at 8:45 p m 

The awards presentation is 
slated to begin at 9:15 p.m 
Several area businesses have 
sponsored trophies for the 


event. They will be listed in 
the program 

Band fans may purchase 
the traditional "air grams," to 
be read as the bands take the 
field; "flower grams," to be 
delivered to band members at 
their buses; and "band 
ducks," little gifts also deliv¬ 
ered to members There will 
be rallies, food sales, and 
other items available for sale 

All proceeds from the 
event go to the Southern 
Band Boosters, an organiza¬ 
tion with the sole purpose of 
supporting and helping fund 
the activities and efforts of 
the band 


Don't Miss the Parades! 


Event Schedule 
(Wednesday) 

Continued from Page 6 

301-334-6960. Free admis¬ 
sion. 

Pleasant Valiev Dream 
Rides — Open Monday 
through Saturday, 10 a m to 
10 p.m., closed Sunday. Ex¬ 
perience the breathtaking 
pastoral beauty of Pleasant 
Valley and Backbone Moun¬ 
tain by horse-drawn carriage 
(or winter sleigh ride) and a 
havnde. Farm tours and bon¬ 
fires are available for S10 per 
person, with children age 3 
and under admitted for free. 
Tours are $8 for adults and 
$5 for 3- to 12-year-olds 


Call 301-334-1688, or email 
dreamrides(a pleasantvalley- 
dreamndes.com. 

Thursday, Oct. 9 

Glassblowing at Simon 
Pearce - 9 a m. to 5 p.m. 
daily at Simon Pearce, 265 
Glass Drive, Mtn. Lake Park. 
Observe Simon Pearce mas¬ 
ter glassblowers demonstrate 
the art of glassblowing. Visi¬ 
tors may browse the adjacent 
retail stores for the complete 
collection of Simon Pearce 
glass and pottery designs. 
Children are welcome 301- 
334-5277. Free admission. 

Oakland Train Station -9 
a m. to 5 p.m. Visitors can 

Continued on Page 10 


WATCH OUT, THERE’S A NEW GROUP IN TOWN! - The Western Maryland All-Star Cheerleader 
team has been selected as the entertainment at the Southern Garrett Marching Band's Western Mary¬ 
land Tournament of Bands on Saturday, Oct. 11, during the Autumn Glory Festival weekend. The team 
consists of two groups, the mini girls and older girls, bringing together 20 members total. Coached by 
Jessica Crosco, these young athletes will be performing their competition routine at the tournament, 
and will then go on to represent Garrett County at the Steel City Championships in November. The 
older girls group, pictured above, left to right, front row, are Anna Laymen and Sabryn Schoolcraft. 
Second row, left to right, Lindsay Thomas, Michaela Bosley, Jaiden Harvey, and Alexis Schoolcraft. 
Back row, left to right, Brianna Bosley, Jennifer King, Regina Crosco, Angel Folk, and Chelsea Cro¬ 
sco. Pictured below, in the minigirls group, front row, left to right, are Keele Flanigan, Natalie Ashby, 
and Madison Crosco. Second row, left to right, Mikala Spiker, Jordyn Warnick, and Olivia Crosco. In 
the back is Coach Crosco. Come on out to the band show and cheer on these all-stars! 


Band Tourney 

Continued from Page 8 
field, with the Petersburg to 
begin at 6:45 and Walkers- 
ville at 7 p.m. 

An intermission will be 
held at this time, during 


Medical billing service expanding into Garrett 
County and surrounding areas. We offer a 
combined 50+ years of experience in the 
medical billing field. AMMI aims to please both 
small and large medical practices by custom¬ 
tailoring our services to fit your needs. The 
services we offer are: __ 

Credentialing 
Consulting 
CPT & ICD-9 Coding 
Electronic Filing 
Patient Killing 

Appeals & Follow Up Process 
On-Line Access 

For more information call 
Jodi Steinbauer at 301-580-2784. 
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St. Mark's Offering 
"Moon Bounce" For 
Kids; Selling Nachos 

St. Mark's Lutheran 
Church in Oakland will be 
hosting a Moon Bounce for 
children on Saturday of the 
Autumn Glory Festival, and 
will also be selling deluxe 
nachos, soft drinks, and other 
refreshments throughout the 
day. 

The Moon Bounce, which 
is an inflated room where 
children may pay a small 
amount to "bounce" for a 
specified time, will open at 9 
a m. It will be set up in the 
lot right next to the church, 
which is located at the corner 
of Second and Center streets. 

The food will go on sale at 
10 a m. The nachos will be 
sold with the customer's 
choice of cheese and/or chili. 
Baked goods will also be 
available. 

All proceeds will go to the 
St. Mark's Christian Early 
Learning Center, a non-profit 
pre-school operated by the 
church For more informa¬ 
tion, persons may call the 
church office at 301-334- 
2668. 

Event Schedule 
(Thursday) 

Continued from Page 9 
see Oakland’s 1884 B&O 
train station and browse the 
Shoppe at Heritage Square, 
with items for sale from more 
than 60 local artisans A self- 
guided tour is available at 
this fine example of Queen 
Anne architecture. Free ad¬ 
mission 

The Stained Glass Gal¬ 
lery - 9 a m to 6 p m., at 
214 I Street, Mtn. Lake Park, 
across the street from Faith 
Evangelical Free Church and 
one block from the town hall 
and tennis courts Stained 
glass cutting demonstrations, 
including tool explanation by 
Lou DiCarlo. Stained glass 
showroom open with 2,000 
stained glass creations. 301- 
334-8222 Free admission. 

Glorious Harvest Fanners 
Market - 10 a m. to 1 p m. 
on Wednesday; 11 a m to 5 
p m on Thursday; and 9 
a m to 5 p m on Friday and 
Saturday Join us for old- 
fashioned family fun at the 
farmers market Visitors will 
find an abundance of hand¬ 
made crafts, fresh local vege¬ 
tables, fruits, berries, and 
herbs, plus delicious home¬ 
made baked goods, |ams and 

Ml . • 
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Continued on Page 11 
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SALE PRICES GOOD THRU OCT. 15, 2008. 
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Rubberized 
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Starting At 


$4*95 
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90 Month Automotive Batteries 



Starting At ■ SrP Exchange 

60 Month Automotive Batteries 



$ 3 


29 


Valvotlne Premium 

Conventional CM 


9-Bulb Super Bright UtD Flashlight 

tiumlpum pocket site 3 AAA iMlIanes induced 

crass (SPf/wi) 
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*v r» yvt* W141 
*rr4.tivi?7. 


*8* 





Tire Pressure 

Gauga 

It 10 to 60 M L rang* 
non* (Mind 
mcrements 
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(SPr/Wlt) 



26 
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Cargo Not 

Sketch conn ml secure you car top or ptch 
up bed cargo Hooka are coated to scored toe 
curtate ot your vehicle #7107* (CPR) 


19* Recovery Tow Strap 

1 3/4“ wide imp 
tenure? torged 
stent honk* i / 

•710S1 (CPH) * 




Ratchet Tie Down* 

171081 (C*» 


Stan ng A“ f whang* 

72 Mouth Severe Service Auto 




$ 22 " * 


Boll Mount Assembly 

AX you need n one package hitch ban hitch 
mot and pin t 7/8* or 2 “ ball sires Fill 2* 
receiver # i 75181 or 75221 (VT/VAl) 



SUrtmg At S ‘xenange 

Farm 6 Float Batteries 


Storbng At W tfcP Exchange 

Power Sport AGM Batteries 



3-Ton Jock Standi 

Steel onkann pod and sqtare base frame tor 
added sttibitay Sold in petal #1303 PV (EOF) 



SOUTHERN AUTO SUPPLY 

Monday - Thursday, 7:30 - 6; Friday, 7:30 - 7; Saturday, 7:30-S; Sun., 9-4 
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Event Schedule 
(Thursday) 

Continued from Page 10 

kins and gourds. Visit www- 
MountamFresh.org or call 
301-334-6960. Free admis¬ 
sion. 

Autumn Glory Turkey 
Dinners - 11 a m to 6 p.m. 
on Thursday, Friday, and 
Saturday, Apostolics of Oak¬ 


land will serve turkey din¬ 
ners. Dinner consists of 
baked turkey, dressing and 
gravy, real mashed potatoes, 
green beans, applesauce or 
sauerkraut, dessert, and a 
beverage. Take-out is also 
available, as well as delivery 
in the Mtn. Lake Park/ 
Oakland area. The church is 
located at the corner of G 
Street and Rt. 135, Mtn 
Lake Park For more infor¬ 


mation or to placer an order, 
persons may call 301-334- 
5873. The is a suggested do¬ 
nation of $7 for adults and $4 
for children. 

Oktoberfcst Dinner and 
Celebration - 4 to 7 p.m. 
dinner will be served at the 
Oakland Fire Hall, Third 
Street, Oakland Featuring 
German-style food, drink and 
live "Oom-pah" band. Lots of 
good family fun. The band 
begins after parade. Oktober- 
fest is sponsored by the 
Oakland Volunteer Fire De¬ 
partment. 301-334-3535 Free 
admission, with dinner 
charge. 

Saint James Three Band - 

5:30 to 7 p.m at the Front 
Page Stage. This band from 
Oakland has been playing 
locally for over a year. The 
band's debut album, "With 


50# OFF 

MooLatte cX" 

Consumer must pay any sales lax included Any other 
application ol this coupon constitutes fraud Limit one per 
coupon & one coupon per customer per visit Not valid with 
any other oilers Expires 10/31/08 

Terra Alla. WV • 304-789-6831 

www.terraaltadq.com 


ItaOOCw (NKMlNCm MP4** 




The Four Seasons 

Restaurant at 

Will O' the Wisp 

Creating a tradition of fine food V5? service since 1962 


Dinner: 

5:00 - 9:30 p.m. daily 




Breakfast “8P Luncheon 
served on Saturday *2? Sunday 
(Please call for schedule) 


Full course dinners include soup or salad & house dessert. 

I he Lighter Side — Smaller portions, with choice of soup or salad '<Q vegetable 
Children's Menu • Wine ® Spirits 





c Yleut tAiS' uem/! 

The Four Reasons Lounge 

Join us to relax after business or before dinner. Enjoy WIFI & TV 



C 


Catering Sc c banquets 

The next time you wish to plan a worry-free and special event! 

* Wedding Ceremonies * Receptions 

■Reunions ’Meetings ’Off-Site Catering 

Please call 301-387-5505. extension 2221 or email: 
caterings willothewisp.com 


Overlooking Deep Creek Lake - Come by car or boat 


V y /-v’ Cocateu on uarreit tngnway • www.wniotnewiap.com 

^ r j Reservations welcomed 301-387-5503. extension 2201 


Every Wednesday 5-9 p.m. 
$14.50 adults 


Pasta 

Mania 


Choose from a tempting array of pastas, sauces & garnishes, 
prepared as you watch & direct! Includes tossed greens & bread. 


Warmest Regards" will be 
released Oct. 7, with copies 
to be sold at the performance. 
The group consists of guitar¬ 
ist and main vocalist Jeff 
Gank, Hutton, and drummer 
Andrew Hill, Mtn. Lake 
Park. For more information, 
persons may call 410-487- 
4115 or 301-616-1969. Free 
admission. 

Firemen’s Parade - 7 p.m. 

in downtown Oakland. Pa¬ 
rade with fire and rescue 
units traveling over 200 miles 
from throughout the tri-state 
area 301-334-3535. Free ad¬ 
mission. 

Friday, Oct 10 

Pictorial Cancellations - 

8 a m. to 5 p.m. on Friday 


and 8 a m. to noon on Satur¬ 
day. Oakland Post Office, 22 
S. 2nd Street. Cancellations 
on customer prepared letters 
and postcards. 301-334-3151. 
Free admission. 

Free Health Screening - 9 
a m. to 1 p.m., Mountain 
Laurel Medical Center, 888 
Memorial Dr., Ste 101, Oak¬ 
land Visitors may stop by for 
an open house at Mountain 
Laurel Medical Center in 
celebration of Autumn 
Glory. The staff will provide 
cholesterol and blood pres¬ 
sure screenings free of 
charge, Vi mile from Rt. 219 
on Memorial Dr. Those seek¬ 
ing more information may 
call 301-533-3300 or e-mail 

Continued on Page 12 


ST/HL 

Fall Savings On 
Leaf Blowers 


Backpack Leaf Blowers 

•Lightweight - 18Vi lbs. 

•Comfortable throttle grip 
•Electronic ignition 
•260 ft per second 


Professional Model Professional Model 


BR420 


BR380 


Now Only Now Only 

$ 429 " $ 369 " 

180 m.p.h.(air velocity) 162 m.p.h.(air velocity) 


Now Only 

$1 3 g99 


Hand-Held Blower 


BG55 



Are you ready 
for a ST/HL? 


GARDEN CENTER 

301 - 334-3855 




E2E3 www.greenacres4u.com 
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Event Schedule 
(Friday) 

Continued from Page 11 
mfo@mtnlaurel.org. Free 
admission. 

Glassblowing at Simon 
Pearce - 9 a.m. to 5 p.m. 
daily at Simon Pearce, 265 
Glass Drive, Mtn. Lake Park. 
Observe Simon Pearce mas¬ 
ter glassblowers demonstrate 
the art of glassblowing. Visi¬ 
tors may browse the adjacent 
retail stores for the complete 
collection of Simon Pearce 
glass and pottery designs. 
Children are welcome. 301- 
334-5277. Free admission. 

Glorious Harvest Fanners 
Market - 10 a m. to 1 p.m. 
on Wednesday; 11 a m. to 5 
p.m. on Thursday; and 9 
a m. to 5 p.m. on Friday and 


Saturday. Join us for old- 
fashioned family fun at the 
farmers market. Visitors will 
find an abundance of hand¬ 
made crafts, fresh local vege¬ 
tables, fruits, berries, and 
herbs, plus delicious home¬ 
made baked goods, jams and 
jellies, live plants, and pump¬ 
kins and gourds. Visit www.- 
MountainFresh.org or call 
301-334-6960. Free admis¬ 
sion. 

Oakland Train Station - 9 

a m. to 5 p.m. Visitors can 
see Oakland’s 1884 B&O 
train station and browse the 
Shoppe at Heritage Square, 
with items for sale from more 
than 60 local artisans. A self- 
guided tour is available at 
this fine example of Queen 
Anne architecture. Free ad¬ 
mission. 

Wisp Used Equipment 



“That was a great speech, sir. 

I like the straightforward way 
you dodged those issues.” 


m 




m 




Lou DiCarlo 

“The Stained Glass Man” 

214 I St.. Mtn. Lake Park. Maryland 

Corner of I St & Rt 135 across from Faith Evangelical. 

301-334-8222 



THE SAINT JAMES THREE, a band from Oakland that has been playing locally for over a year, 
will present a concert on the Front Page Stage in downtown Oakland on Thursday, Oct. 9, from 5:30 to 
7 p.m. The show will be free to the public. The band’s debut album, “With Warmest Regards," will be 
released Oct. 7, copies of which will be available for purchase at the Oct. 9 concert. The guitarist and 
main vocalist, Jeff Gank, pictured above left, lives in Hutton and works fulltime in Mountain Lake Park. 
Drummer Andrew Hill resides in Mountain Lake Park and works full-time at Sincell Publishing Com¬ 
pany as a graphic designer for the advertising department of The Republican. The duo recorded their 
first album with the help of recording engineer Rick Jordan of Backbone River Sound in Oakland. "It's 
an acoustic folk album seen through the eyes of the indie generation, featuring rock, punk, pop, rock¬ 
abilly, and knee-slapping folk,” Hill explained “It's a lighthearted production with overtones of adven¬ 
ture, heartache, and Mexico City.” The Saint James Three, like many bands, was born in a basement. 
With influences ranging from the Beatles to the Alkaline Trio, the group brings together elements of 
many musical styles to create an original and unique sound. Why Saint James Three when there are 
but two members of the band? “The name comes from the two of us who are in the band, plus the 
third member, who is the audience or listener," said Hill. “We consider the kid in his room with a CD 
player or the quiet guy in the back row at a concert members of the band. We really like to give back 
to our fans, which is why most of our shows are free." Persons with questions about the concert or 
the band may telephone 410-487-4115 or 301-616-1969. 


Blow-Out Sale - 9 a.m. to 5 
p m. Wisp Resort. Stop in for 
deals on rental equipment 
including bikes, skate park 
components, kayaks, skis, 
boards, and more. Great time 


to think about holiday gifts. 
301-387-4911. Free admis¬ 
sion. 

High Mountain Sports 
Annual Autumn Glory Ski 
and Snowboard Swap - 9 


a.m. to 6 p.m. Friday, Satur¬ 
day, and Sunday. Trader’s 
Landing 0.5 mile south of the 
219 bridge. Stop in to find 
new equipment or drop off 

Continued on Page 14 




Join 

the 

Gium 


The areas’s health and fitness leader. 
WildWood Athletic Club provides the fitness conscious 
individual with a new state-of-the-art training facility. 

The spacious WildWood is furnished with: 

* Life Fitness cardiovascular mochines—each unit 
featuring its own TV entertainment system. 

A free weight room furnished with Hammer Strength equipment 
A weight training room equipped with biomechonicolly correct 
Hammer Strength mochines. 

* A large oerobics/dance floor 

* Indoor batting cafes for baseball 
and softball 

* Clean, well-kept locker rooms 


301-334-1300 

Hours of operation: 

Monday - Friday: 8:00 a.m. • 8:00 p.m. 
Saturday ft Sunday: 8:00 a.m. - 4:00 


m 

WildWood 
Athletic Club 


North RnHIPV lanp OaUanrf A A 'irs.Ur.4 -1 CCA 

' a u i maijianu «. * -/-/w 

E-mail: wildwoodathleticclub@verizon.net 


Four 
Seasons 
Stitchery 

Fine quality fabrics for quilting, 
apparel, decorating and crafts 
Quilting and Sewing Notions 
Books, Stencils, Patterns, 
Specialty threads and ribbon for 
embroidery and cross stitch 
Hand-made candles from 
The Candle Cellar 
now including soywax candles 
301 - 895-5958 

www.4seasonsstitchery.com 
116 Main St., Grantsville, MD 

On Rt. 40, just minutes off 1-68, Exit 19 
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6 Months 
Same as Cash 

K With Approved 
>*3. Credit Application 


HARDWOOD SPECIAL * 


3 1/4” x 3/4" Solid Red Oak 
Pre-flnished Hardwood Flooring 
#1 Grade, First Quality 

Reg. S5.49 Sale $3.89 

Choice of 4 colors 


CARPET SPECIAL 


In-stock Berber Carpet 

Reg. $21.99 Sale $18 sq. yd 

Includes Carpel, Pad & 
Installation 


CERAMIC TILE 


‘All specials must be paid al 
lime of order for discount 


Schedule Now for Fall 
Installation 


lTltE I 

savings j| 


FURNITURE 


BLACK 

BEAR. 


FLOORING 


VISIT US @ 

DELANOS.COM 

NEW PHOTOS ONLINE 


Floor Covering 


Furniture & Bedding 


Rt 219 North, Oakland, MD 

Phone 301-387-0398 - MTWTS 9-5, F 9-7 

Rt 7 (Hopemont), Terra Alta, WV 

Phone 304-789-6966 - Mon-Sat 9-5 

302 W 2nd Ave, Loch Lynn, MD 

Phone 301-334-1188 - Mon-Fn 9-5 


Rt. 7 (Hopemont), Terra Alta, WV 

Phone 304-789-6966 - Mon-Sat 9-5 

403 South Main St, Accident, MD 

Phone 301-746-8770 
MTTS 9-5,WF 9-7, S 1-5 
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Event Schedule 
(Friday) 

Continued from Page 12 

used equipment on Friday 
from 9 a m to 7 p.m. and 
Saturday morning. Antique 
wooden skis and snowshoes 
also accepted. Equipment 
constantly changing. This is a 
perfect time to outfit the en¬ 
tire family at a bargain price. 
301-387-4199. Free admis¬ 
sion. 

The Stained Glass Gal¬ 
lery - 9 a.m. to 6 p.m., at 
214 I Street, Mtn. Lake Park, 
across the street from Faith 
Evangelical Free Church and 
one block from the town hall 
and tennis courts. Stained 
glass cutting demonstrations, 
including tool explanation by 
Lou DiCarlo. Stained glass 
showroom open with 2,000 
stained glass creations. 301- 
334-8222. Free admission 

Open House Extrava¬ 
ganza - 10 a m. to 2 p.m on 
Friday and Saturday. Stop by 
the Long & Foster Deep 
Creek Lake office for some 
refreshments and pick up in¬ 
formation and a map of our 
featured real estate open 
houses. Then take a tour of 
beautiful lakefront, lake ac¬ 
cess, and mountain homes. 

Autumn Glory Fine Arts 
Exhibit - 10 a m to 5 p.m, 
Fnday, Saturday, and Sun¬ 
day. Fine arts and hand¬ 
crafted gifts by local and re¬ 
gional artists; paintings, pho¬ 
tography, jewelry, sculpture, 
wood craft, fabric art, bas¬ 


kets, ceramics, glass art, and 
more. Presented by the Gal¬ 
lery of the Garrett County 
Arts Council in downtown 
Oakland. Celebrate the arts 
in Garrett County. 301-334- 
6580. Free admission. 

Spruce Forest Artisan Vil¬ 
lage - 10 a.m. to 5 p.m., 
Monday through Saturday. 
Visit working Appalachian 
artisans in log cabin studios, 
plus fine craft galleries, 
historic house museums, 
Stanton’s Mill, and Penn 
Alps Restaurant. Located on 
Rt. 40 at Casselman Bridge, 
Grantsville. For more infor¬ 
mation, persons may e-mail 
mfo@spruceforest.org or call 
301-895-3332. Free admis¬ 
sion. 

Oakland Women’s Civic 
Club Antique Show and 
Sale - 10 a.m. to 6 p.m. on 
Friday and Saturday and 10 
a m to 4 p.m. on Sunday at 
the National Guard Armory, 
8th and High streets, Oak¬ 
land. 35 antique dealers with 
upscale merchandise, jew¬ 
elry, primitives, and glass¬ 
ware. Home cooked food by 
club members. 301-334-4420. 
Free parking, with $2 admis¬ 
sion. 

Autumn Glory Turkey 
Dinners - 11 a.m. to 6 p.m. 
on Thursday, Friday, and 
Saturday, Apostolics of Oak¬ 
land will serve turkey din¬ 
ners. Dinner consists of 
baked turkey, dressing and 
gravy, real mashed potatoes, 
green beans, applesauce or 
sauerkraut, dessert, and a 
beverage. Take-out is also 





Alpine Lake 

Terra Alta, WV 

800 - 752-7179 

18 Hole Golf Course, Pro Shop, 
Motel, Swimming, Fitness Center, 
Game Room, Playground, 

150 Acre Lake, Fishing, Mini Golf, 
New Tennis & Basketball Courts, 
Driving Range, Hiking, & Biking 

GREAT GOLF PACKAGES! 

Restaurant & Lounge Open Daily 

Weddings, Reunions, Conferences 
and More 

Group Discounts! 

CALENDAR OF EVENTS AVAILABLE ONLINE 

www.alpinelake.com 



available, as well as delivery 
in the Mtn. Lake Park/ 
Oakland area. The church is 
located at the comer of G 
Street and Rt. 135, Mtn. 
Lake Park. For more infor¬ 
mation or to placer an order, 
persons may call 301-334- 
5873. The is a suggested do¬ 
nation of $7 for adults and $4 
for children. 

Dixieland Jazz Band - 

Noon to 3 p.m., Oakland. 
The Dixieland Jazz Band 
will be performing live in 
front of the Oakland Train 
Station. 

Com Maze Adventure - 

Noon to 10 p.m. on Friday; 
noon to 9 p.m. on Saturday, 
and 2 to 6 p.m. on Sunday. 
Visitors are to find their way 
through the 4-H themed 10- 
acre com maze. Take Rt. 219 
north from Accident, turn left 
on Cove Road (just past 


Northern High School), go 
1.2 miles to GrifTith Road, 
and turn right. Continue 0.5 
mile to maze. For more infor¬ 
mation, persons may call 
301-746-6111; or e-mail 
coverunfarms@wildblue.net. 
Admission is $7 per adult, $5 
for children 12 years and un¬ 
der, and free for children 5 


years and under. 

Mountain Lake Park Mu¬ 
seum and Ticket Office - 1 

to 5 p.m. on Friday, 3:30 to 5 
p.m. on Saturday, and noon 
to 4 p.m. on Sunday. Experi¬ 
ence the Victorian past of 

Continued on Page 59 




Thousands of 
pairs in stock / 


‘tries 


HARLEY-DAVIDSOH 

FOOTWEAR 



w 

-Clothes lor your Teel! 


Backbone Mtn.,Inn 
& Maryland Motel 


1429 Maryland Hwy., 
Mtn. Lake Park 

301-334-6112 

Tues thru Fn. 10 5 30, Sat 10-3 


Rt. 50,3 miles 
east of Red House 




Vi. 


A x .mm 



Turkey Dinner Special 

Wed, thru Sunday, Oct. 8-12 

spmumm 
ITALIAN F00D. { 

PIZZA. 

PASTA. 

SUBS. 

WINGS. 

S MORE! 

Open: Sun • Thurs. 11 a.m. to 11 p.m. & Fri. & sat. 11 a.m. 1 

hik iMbwi, m M-svi-m ok m-m-wi 
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Autumn Qiory SyeciaU 


Saturday Oct. 11,2008 

Visit our Studio and Booth on Center Street 
Special Fall Scene with Event Pricing 

(No Appointment Necessary) 



Book now for 2009 Senior Portraits and for 
Family Christmas Sessions 


-Now offering Digitally Hand Painted- 
-Canvases and Canvas Gallery Wraps- 


Take 40% ojf of resjulas prices 
on, all Lajuiscafee^ tit vtotk!* 


portraits 

PtoNograpfer studio A OwUr y 


?1IC C.*o4«* Strmi 4 
O w M and MO 21550 
301 &M-OWO 

“Images for Life * 



Autumn Glory Fe 













BOTH ARTIFICIAL AND REAL furry and feathery friends will once again be part of the Autumn 
Glory Festival events, with most of them involved in the Grand Feature Parade, scheduled for 1 p.m. 
on Saturday, Oct. 11, in Oakland. 


Turkey Dinners To 
Be Served By 4-H 

Autumn Glory turkey din¬ 
ners will be served on Satur¬ 
day, Oct. 11, from 3 to 7 
p.m. at the Ryan's Glade 
Community Building. The 
dinners will be S7 for adults 
and $3.50 for children 10 and 
younger. The proceeds will 
benefit the White Church 
and Maple Mtn. 4-H Club 

The dinner will include 
turkey, real mashed potatoes, 
dressing, green beans, sauer¬ 
kraut, dessert, roll, and a 
drink. Carry-out meals will 
be available. 

The community building is 
located along White Church 
Steyer Road, off Rt. 560. 



Come One, Come All! 


Homemade 
Crafts for 
Everyone! 


October 8-12 

9 a.m. to 6 p.m. 

Throws, Towels, Christmas Trees, Handbags, 
Special Occasion Items & More! [ 

Follow Signs to ^ 

Yough West Community Room * 

400 Glades Sq., Oakland A 

si 


J ;f it f 






FREE 

Skull 

Candy irepsupiom 

Ink’d 


with the purchase 
ol new board or 
twin tip skis 



20 # OFF 

New arrival Kids clothing I 

““•* hare this ooupoa Pri Oet 10 - Sue Oct It Oel, 


UURTOn 




MkruHH 
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SGA Promotes 
‘Ram Red Out’ 
Football Night 

The Southern High 
School Athletic Department is 
promoting a “Ram Red Out” 
night for its home football 
game, being held during the 
weekend of Autumn Glory, on 
Friday, Oct. 10, at 7 p.m. 

The Rams football team 
will be hosting the Petersburg 
High School Vikings, and a 
special invitation is being sent 
out to all current and past 
Ram fans in the community. 
All are encouraged to bring 
family and friends to the game. 

A special request is issued for 
everyone to dress in Ram-red 
colors. 

“It is our hope that at 
this game, we will witness 
the stands of the Southern 
Ram stadium filled with en¬ 
thusiastic fans all wearing red 
colors,” said Susan Newton, 
Southern’s athletic director. 
“We want everyone to come 
out and be a part of our inau¬ 
gural ‘Ram Red Out' game.” 

Admission is $5 for adults 


and $3 for students and seniors; 
gates will open at 6 p.m. 

Court To Reign 

Continued from Page 4 
in the Northern High School 
golf team and the Emman¬ 
uel Lutheran Church Youth 
Group. He is employed at 
Grantsville’s Merkle Response 
Services. He participated in a 
mission trip to Biloxi, Miss., 
to help rebuild homes after 
Hurricane Katrina. 

Jeffrey Rush is the son 
of Scott and Rebecca Rush 
of Oakland. He is active in 
the Southern High School 
Marching Band and Concert 
Band, and he is a student 
council representative. He is 
an Eagle Scout with the Boy 
Scouts of America, a member 
of Brookeside Church of the 
Brethren, a member of the 
youth group, children’s church 
leader, assistant Sunday school 
teacher, and a member of the 
church’s men’s group. 

For more information 
about this year’s Autumn 
Glory Festival, persons may 
visit www.visitdeepcreek.com 
or call 301-387-4386. 
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• Picnic Tables • Swings • Lighthouses 

• Gliders • Deck Chairs • Bird Feeders 

Wood and Composite • Hickory Furniture 

Composite is available in several colors and color combinations 
to enhance your decor. Easy cleanup and maintenance free. 


What Mood Are Your Taste Buds In Today? 




J 




I 


tone 
fr Pizzeria 


V ve 

Inside or Outside You'H be Laughing Out loud! 

MAMJ-TtlSSEj Ptzik (UjE YtJJk WAY 
THE LAKE'3 ifST CHICKEN WINGS 

IAHjWICHES S ivESM SAUUS 

Tat QJa UI uVACAEa SHaIAP*. 

Him; amMOp Him hiidjuh tamnr I* 1 

WtMrt drtlWnrinj mnrr 'titan -rum hrttim 

wlttuour mile- dtSmitw. Hntmnv Ojwm Ttw wimm 
ifMMt. mm hr inutfl nueu, rtm tram mnmmui lav 
,, ttbiannrr<tN»y 

■Tltii’^ 3 'mini gab f hunjita tawt» al rumrmsi 

tmtv 'tuw Wi aiuMiii qtarwim. unu- ftn mtlv^r 
iirttl! TtmumtHm a* hdfmt fttm gMm 'ttw rttgulit 
firtertt-Ac, putt*/ rtm.*iru «uitm> 


WK lieltver 


Our mascot Smiley is showing up 
everywhere! Find him, pull out your camera 
and take your picture with Smiley. Bring in 
the photo for a free appetizerl Your photo 
may even show up on our websitel 


call at 



Pine Lodge Steakhouse! 


The Perfect Stocking Stuffer That 
Lets Their Taste Buds Decide! 

What makes our gift card different than others? It's three gifts in one! 
The DCLFUN gift card is accepted at Pine Lodge Steakhouse & Saloon, 
Smiley's Pizzeria and Smiley's Funzone! So your recipient's taste 
buds can decide where to use their DCLFUN gift cards! 


Your taste buds will love the succulent steaks, jumbo lump crab cakes, 
fresh Ahi tuna, bigjuicy burgers and more all freshly prepared by Pine Lodge 
Steakhouse & Saloon's executive chef, Adam Murray. 

The atmosphere is casual & inviting; the warm and rustic charm of a log home. 
Try the house specialty — Creamy Crab Soup — a legend among the locals. 
Visit Pine Lodge Saloon where the bartenders know how to mix upjour 
perfect cocktail! For lunch or dinner — it's simply delicious. 




I 
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After 


If you can dream it we can build it. 


For more than 30 years the owners of 
American Heritage Home Improvements LLC 
have had a well-deserved reputation for their 
Courteous Quality Craftsmanship. But it's not 
just the quality workmanship or attention to 
detail we put into each and every project that 
has our name on it that makes us special, it's 
also how we treat our customers. We tailor our 
work to our customers’ desires and living 
patterns. Whether you prefer formal elegance 
or casual comfort in your permanent residence 
or vacation home, our job is always to make 
your home truly the home of your dreams. The 
details of our craftsmanship slowly reveal 
themselves as you walk through, turning each 
home into its own journey of discovery. Home 
is where one starts from. Our values 
simple: be straight and fair with everyone 
involved - home owners, employees, suppliers, 
and the community. You can call it social 
responsibility. 


4 


* 




** * 


After 

Custom Alteration to Fit your Family Needs 


. ... 


Custom 

Carriage House 


Dear Janette and Franklin, - 25> 2008 


Thank you and please thank vour 
carpenters for the excellent work vou all ' 
did for us. We are very pleased with the j 
renovations and appreciate the quality of , 
the workmanship 




aneHe, 


tn 


C- # 1 - 


And we enjoyed getting to know 
you two. 


Thank you, 

Lawrence and Hazel Sherwood 
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New England Truss n Joist, Inc, 

llkmlk to o wi taUktui mtmm utlte had bmt m uo 
during the Oumition ot ommldp dmige, and to owi 
um mtmm who joined m am the foot yean! 



• Engineered Custom Roof & 

Floor Trusses 
• Laminated Beams 
• Crane Service Available 

800 - 547-1268 • 301 - 895-4220 

Grantsville, MD 
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Road Closings 
Announced For 
Festival Parade 

Several Oakland roads will 
be closed before and during 
the 41st Autumn Glory 
Grand Feature Parade, 
which begins at 1 p.m. on 


Saturday, Oct. 11, to allow 
people to move freely around 
town for the entertainment. 

Second Street will be 
closed to traffic from Liberty 
Street to Center Street at 9:30 
a.m. 

Both Second and Third 
Streets, from Omar Street to 
Alder Street, will be closed to 


HERITAGE 

CRAFT 

FEST 

BENEFITS GARRFTT COUNTY ARTS COUNCIL 

OCT. 11 & 12 

70 VENDORS-HANDCRAFTED 1TEMS-IND00RS 
BROAD FORD ELEMENTARY SCHOOL, OAKLAND 


301-334-6580 


Garrett 


Arts 



STILL KICKIN' CLOGGERS TO PERFORM - Kickin' up their heels again this year during the Au¬ 
tumn Glory Festival will be the Still Kickin' Cloggers. This local group will entertain the Grand Feature 
Parade crowd from 10:30 until 11 a m. on Saturday, Oct. 11, on the Boxcar Stage, located at the Oak¬ 
land train station along Liberty Street The Country Plus Line Dancers will also perform on the stage 
from 11:15 a.m. to 12:15 p.m. 


all vehicles at 11 a m Traffic 
needing to bypass Oakland 
will be directed to detour 
along Fourth Street until the 
parade ends. Center Street 
will remain open until 12:45 
p.m. 

Memorial Drive also will 


be closed to through traffic 
from Fourth Street to Eighth 
Street. 

No one will be able to turn 
onto Fourth Street from Me¬ 
morial Drive. Barricades and 
police officers will prevent 
access onto Memorial Drive 


from Fourth to Eighth 
streets. Emergency vehicles 
should use Kings Run or 
Eighth Street to Memorial 
Drive. 

Parking along the parade 
route, which includes parts of 
Continued on Page 22 


Smith's 



esC 


1?A6 



Antiques S Collectibles 

A must visit on your trip to Deep Creek Cake 

Over 6,000 square feet of furniture, china, 
heirloom jewelry, tools and much more. 

Full-time, courteous staff available whileyou browse. 
Expanded summer hours: 8:30 a.m. - 6:00 p.m., 7 days a week. 

otties fountain Grill 

Where friends, old and new, meet and celebrate 

S' bounty brew'll" j Ful1 breakfast an <f lunch service available. 

" Dai !ylunch specials and outstanding milkshakes! 



sac. 


& 

HANDICAPPED 

ACCESSIBLE 


301-533-0000 • Open T days a week at 8:30 a.m. 

oa rr ii j i*j i ** _ j w. . . • , ~ j , 

~vo vuuti ou tti at oeconu oireei in downtown uaRianu 
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Gar: ett Co. Courthouse Turning 100; Centennial Celebration Slated Saturday, Oct. 11 


The 3oard of Commis¬ 
sioners of Garrett County 
invites le public to attend a 
Centenj al Celebration for 
the His Jiic Garrett County 
Courtht ase on Saturday, 
Oct. 11 The event will begin 
at 10 a n. with a procession 
of the embers of the local 
and sta ; Masons from the 
lodge 1 cated along South 
First Sti ct to the courthouse, 
specific ly to the cornerstone 
of the 1 nlding, along Alder 
Street. 

The 1 asons will conduct a 
re-dcdic tion ceremony for 
the cori rstone that was laid 
by the Oakland Masonic 
Lodge o. 192 on Oct. 15, 
1907, d ring the construction 
of the >uilding. There will 
then be a ceremony in the 
courtroc m which is sched¬ 
uled to egin at 10:30 a m. to 
rededic e the building itself. 
This ce emony will be con¬ 
ducted i l a similar fashion as 
the cer< nony that was held 
in the c >urtroom on Decem¬ 
ber 7, 708; on this day the 

buildin} was first dedicated 
and the keys turned over to 
the cou ty commissioners by 
the Cot ihousc Commission 

As a pedal feature of the 
day, gu dcs in period dress 
will give tours of the building 
from 11 i.m. until 5 p.m. The 
tour guides will share histori¬ 
cal fact about the building 
and events that have hap¬ 
pened th;re over the years. 

Photcs and artifacts from 

. T ' . . ... . . 


the building will be on dis¬ 
play in various locations. The 
commissioners said they are 
looking forward to sharing 
this event with the citizens of 
Garrett County for which the 


building was built, as well as 
with visitors who arc in the 
county during the Autumn 
Glory Festival 

Many more courthouse 
related artifacts, including the 
original eagle that was atop 
the dome, arc on display at 
the Garrett County Historical 

« « «« «t. . 

a:> v\iu ao m uii 

George l.ittman front win¬ 


dow, across the street from 
the museum, at 107 South 
Second Street 

Spaghetti Dinner 
Slated At DRES 

Back again by popular de¬ 
mand to the Autumn Glory 

il *l^»c umr «c I Ion 

nett Road F.lementary School 


spaghetti dinner, slated for 
Friday, Oct. 10, from 4 p.m. 
until 7 p.m in the school 
cafeteria. 

This "all-you-can-eat” af¬ 
fair will include spaghetti, 
bread, salad, drink, and des¬ 
sert Take-outs will be avail¬ 
able. 

sons may call 301-334-3452. 



CELEBRATION TO MARK COURTHOUSE CENTENNIEL - The 
Garrett County Courthouse was completed in 1908, and to mark its 
100 years of existence, the county commissioners will host a spe¬ 
cial re-dedication of the building with Masonic Lodge members, 
followed by a day of tours with guides in period costume. The 
event is slated for Saturday, Oct. 11, with the re-dedication at 10 
a.m. and the tours to take place all day. See story. In the photo be¬ 
low are members of the 1908 Courthouse Commission, a group 


that that oversaw the construction. The photo was taken on Nov. 
23, 1908. From left are H P. Rodrick, foreman for the contractor; 
William A. Liller, contractor; Charles M Miller; J.M. Jarboe, super¬ 
visor of construction for the commission; Judge Robert R. Hender¬ 
son, chairman; Sen. W McCulloh Brown, secretary; Judge A. 
Hunter Boyd; Daniel E. Offutt; J. Riely Gordon, architect; Otto S. 
Fike, county commissioner; and A. Clyde Smith, county commis¬ 
sioner. 



‘/W... mountain Lake 
Independent Baptist Church 

PASTOR DENNIS LEATHERMAN 
1005 BROADFORD ROAD, OAKLAND, MD 21550 

30 I -334-3234 OR www.mlibc.org 


' School..9:45 a m. 

' Preaching Services.10 45 a.m & 7:00 p.m. 

sday Prayer and Preaching.7:00 p.m. 


tf(old ! n<j (o the iTiuulamental* of the rfait/i! 
[Preochini) (he ffing ffamet iftihle! 

i liMtf \(\nnin<f - faith bromine, IIllusion a • (Am , HinUtry 
Aubtr ileniort * 3rrn *, ((it* %nj \ 

. Vruflilorhood (ftibfe Time (fountain (ahr ffiib/e Mnxtitute 

88.7 FM CHRISTIAN RADIO 
24 HOURS A DAY! 

Pastor Dennis Leatherman 

'((Wcotncx //on! 
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STORYTELLERS OF ALL AGES will be participating in the annual Tall Tale Liars Festival held at 
St. Paul's United Methodist Church during the Autumn Glory weekend. In the picture to the right, 
Kaitlin Shaffer tells the story of 'Jack and Ol' Greasy Beard.' Storytellers are encouraged to retell their 
favorite tale, or create one of their own. 'One Grain of Rice: A Mathematical Folktale' is being retold by 
Anna Layman, Hannah Schroyer, and Autumn Crosco, above. Children and adult prizes will be 
awarded to the "best liars." 



Storytellers May 
Sow Register For 
’08 Tall Tale Test. 

The Tall Talc Liars Festi¬ 
val will be held in Oakland 
on Saturday, Oct. 11, at the 
St Paul's United Methodist 
Church fellowship hall. The 
church is located at 318 E. 
Oak Street. Children will be¬ 
gin the fest at 9 a m , with 
adults speaking from ap¬ 
proximately 10:45 a m to 
12:15 p m. 

Students and adults arc 
asked to call Dr. Gail N. Her¬ 
man at 301-387-9199 to regis¬ 
ter for the event. Herman 
urges adults to participate in 
the event. 



PEAK 

REHAB, INC. 

1477 Maryland Highway 
Mtn. Lake Park, MD 

301-533-1010 


Comprehensive 
Rehabilitation Services 


Physical Therapy 
Occupational Therapy 
Speech-Language 
Therapy 

PEAK REHAB. INC. 

is a Medicare certified outoahenl facility 
Most insurance companies accepted 


"Retell your favorite talc, ations about vegetables, ma- don’t overlook the truth. It adult will receive a whitewa- 
or create and tell your own to chines, weather and climate, can be stranger than fiction." ter rafting trip for two. Other 
share at the festival," and pets and human abilities The top children's prize is prizes will be offered, with all 
says Herman "Exagger- can be wonderful; however, a $50 savings bond, and one Continued on Page 28 


NOW OPENt 

in McHenry Plaza 



Handmade Dough Pizzas 
Appetizers 

Calzones & Stromboli 
Salads 

Angus Burger Subs 
.Ledo Classic Subs 
Ledo Oven Baked Subs 
Dinner Entrees 


301-387-6300, McHenry Plaza 


Great food at a 

i . p 

great price in a 
comfortable family 
atmosphere. 

OPEN DAILY 
at 11 a.m., 

Sunday 12 to 9 

✓w JgF 
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THE AIR MIGHT BE CRISP THIS YEAR, as in past years at the 
Autumn Glory Festival, so be sure to bundle up the babes before 
heading out to walk the streets, meet old friends, and crunch 
through the autumn leaves. A cool, bright, and blue-skied day 
makes the best kind of AGF Saturday. Photos by John McEwen. 


Road Closings 

Continued from Page 19 
Second, Third, and Alder 
streets, is prohibited prior to 
and during the parade. 

Business owners or em¬ 
ployees should contact city 


hall at 301-334-2691, the 
Oakland Police Department 
at 301-334-2100, or the 
Chamber of Commerce at 
301-387-4386 in advance to 
obtain a pass to gain access 
inside the parade route. This 
includes the handicapped 




M.. 






^ Ti -•*» 4 i 


parking at the Masonic 
Lodge along First Street. 

Prior to the parade, the 
Pleasant View Baptist 
Church will present music, 
puppetry, and drama on Sec¬ 
ond Street. Food vendors will 
be set up on Green Street by 
the M&T Bank area by 9:30 
a m., and the Holy Fire mu¬ 
sic group from Loch Lynn 


Church will be performing at 
that time on the Front Page 
Stage, followed by the Teal 
Steel Drum band. 

The Still Kickin’ Cloggers 
will perform on the box car 
stage near the 1884 B&O 
Train Station at 10.30 a m. 

Garrett County sheriffs 
deputies, Maryland State 
troopers, and Maryland State 


Highway employees will be 
assisting the Oakland Police 
Department with traffic con¬ 
trol during the Grand Fea¬ 
ture Parade, as well as the 
Firemen's Parade on Thurs¬ 
day evening, Oct. 9, to make 
this a safe festival for every¬ 
one. 

Oakland Police chief John 

Continued on Page 23 




County’s 

Hometown Bank 

For over 100 years My Bank has had a long-standing and deeply rooted 
commitment to the success of our customers and the communities 
where we do business. 

As your hometown bank, we 


\Yh3mk] 

BEp delivers 

SOLUTIONS 


join you in celebrating the 
glory of autumn... and the 
unrivaled beauty of every 
season in Garrett County. 


rft&ank! 

XT 1OT FIRST UNITED 

MS Bank & Trust 


1.888.mybank4 

301.334.9471 


FD*& 
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Road Closings 

Continued from Page 22 
Sines encourages anyone 
coming to the festival and 
parade to come early to find 
a good parking space and 


enjoy the food and entertain¬ 
ment. 

"The Oakland mayor and 
town council welcomes all 
visitors to Oakland during 
Autumn Glory,” said Sines. 
"The festival is the perfect 





elan/e s 

Family Restaurant 


cS AuUi+yw 


Friday, Oct. 10, 

starting at 4 pm 

Saturday & Sunday, 
Oct. 11 & 12 

starting at 11 am 

Regular menu items available. 

Rt. 50 across from Cathedral Park 
Just East of Aurora, WV 


foocf Prices 

Ope-*: Afo*. -£at. t 3-3; S**., 3-7 

304 - 735-3219 

i_i 


3UTUMN GLORY 

SREHKFHST buffet 


Adults 'Al 
$ 8.00 
Children 4-10: 
$4.50 

Children 3 & under: 
Free ^ 

Directions: 

From Oakland, take Rt 
219 South 3% miles and 
turn left onto Paul Friend 
Road. Then turn onto Joni 
Miller Rd., % mile on the 
right. 

Proceeds go toward 
paying hospital bills 
and/or charitable causes 


Sat., Oct. 11 

6 a.m. - 11 a.m. 
Pleasant Valley 
Community Center 


Pancakes * Sausage • Sausage Gravy 
Biscuits • Scrambled Eggs 
hash Browns 
Cheese Sauce 
Bacon 

Fruit - 

Coffee Cakes -jgj 

Cinnamon Rolls 
Cottage Cheese 
Beverages 



ARTIFACTS, ANTIQUES. AND MORE will be on display at the Garrett County Historical Society 
Museum throughout much of the Autumn Glory Festival weekend. Displays include Native American 
artifacts, antique toys and dolls, Civil War items, early 20th century photographs by Grantsville's Leo 
Beachy, and many other historical books, photographs, and maps of the area. The society aims to 
discover, secure, and preserve any and all items that relate to the history of Garrett County. 


time to show Oakland and 
Garrett County in all their 
glory and what we have to 
offer our visitors." 

Free parking will be avail¬ 
able in the town parking lot 
at the end of Second Street 
across the railroad tracks. 


For questions or concerns, 
persons may call Chief Sines 
at 301-334-2691 between 8:30 
a m. and 4:30 p.m. 

For a complete listing of 
Autumn Glory activities, per¬ 
sons can visit the Garrett 
County Chamber of Com¬ 


merce web site at visitdeep- 
creek.com. 



Cove Run Farms 
Corn IVIa/e is 
Now Open! 
Call Tor details 
301-746-6111 or 
301-616-61 11 




CRAFT A GIFT 9ALE 

tATURDAY& 1UNDAY 

October 11—12, 2008 
10 a.m.- 6 p.m. Saturday 
10 a.m.- 4 p.m. Sunday 

Dennett Road Elementary School 
Dennett Road, Oakland 


A wide variety of handcrafted 
items and gifts will be offered for sale 


Refreshments will be provided by 
Hospice of Garrett County. 

Sponsored By: 

SusquehannaJjT 


Visit www.autumnqlorvfestlval.com for 
a complete schedule or call 301-387-4386 
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Mtn. Lake Park 
Historic Area 
Tours Offered 

The public is invited to ex¬ 
perience Mountain Lake 
Park's Victorian past during 
the Autumn Glory Festival 
by participating in a self- 


guided walking/driving tour 
of the town The event will 
be held Oct. 10-12, from 1 
until 5 p.m. on Friday, 3:30 
until 5 p.m. on Saturday, and 
from noon until 4 p.m. on 
Sunday. Friday's activities 
will feature a buggy-ride tour 
through this historic area. 

Tours will begin at the 
Mtn. Lake Park Ticket Of¬ 


, 


I won't criticize their chef, but you’ll notice 
three shakers on every table... 
salt, pepper and Alka-Seltzer! 


& i 


Lou DiCarlo 

“The Stained Glass Man” 

214 I St.. Mtn. Labe Parb, Maryland 

Corner of I St & Rt. 135 across from Faith Evangelical. 

301-334-8222 






.S'. 




THE VICTORIAN PAST of Mountain Lake Park, one of Garrett County's most historic communi¬ 
ties, can be experienced on Sunday, Oct. 12, when persons are invited to take a walking/driving tour 
of the historic areas of the town. Also on Friday, Oct. 10, Pleasant Valley Dream Rides will be available 
to provide buggy tours. Tickets may be purchased at the amphitheatre box office along G Street, pic¬ 
tured above. _ 


fice/Museum located near 
the intersection of Rt 135 
and G Street, where a tape or 
CD will be available to guide 
participants through this his¬ 
toric area. 

On Friday, Pleasant Valley 
Dream Rides will provide a 


buggy tour, and members of 
the Historic Association will 
be available at the ticket of¬ 
fice to answer questions. 

Admission is free, and fall 
refreshments will be served 
For more information, per¬ 
sons may call 301-334-4314. 


Autumn Glorious! 


Cove Run Farms 
Corn Maze is 
Now Open! 
Call for details 
301-746-6111 or 
301-616-6111 
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Artists, Artisans 
Displaying Works 
During ACr Festival 

Numerous Garrett County 
artists and artisans will be 
opening their shops and dem¬ 
onstrating their crafts during 
the 41st annual Autumn 
Glory Festival. 

Spruce Forest Artisan Vil¬ 
lage, located along Rt 40 
near Grantsviile, will be open 
Wednesday through Satur¬ 
day, Oct. 8-11, from 10 a m. 
until 5 p.m. each day. 

Festival goers are invited 
to visit artisans at work in 
rustic log cabin studios, plus 
the fine craft galleries, his¬ 
toric house museums, Stan¬ 
ton's mill, and Penn Alps 
Restaurant. 

Admission is free. For 
more information, persons 
may call 301-895-3332 or e- 
mail infofa spruceforest.org. 

Art and handmade prod¬ 
ucts will also be available for 
purchase in the Shoppe at 
Heritage Square, located in 
the Oakland Train Station, 
Wednesday through Sunday 
from 9 a m until 5 p.m. each 
day. The site features the 
handiwork of more than 60 
local artisans. 

Items available include 
stained glass, handcrafted 
soap, herbal items, wool 
products, jewelry, and pot¬ 
tery 

A self-guided tour of the 
1884 B&O train station with 
its Queen Anne architecture 
is also available to visitors. 
Admission is free 

Craft shows will also be 
held at Dennett Road Ele¬ 
mentary, Broad Ford Ele¬ 
mentary, and Southern Mid¬ 
dle schools on Saturday from 
10 a m until 6 p.m. and Sun¬ 
day from 10 a m. until 4 p.m 
Hundreds of talented people 
will be offering a wide selec¬ 
tion of traditional and con¬ 
temporary items Admission 
is free. 

The Heritage Quilters will 
also present their sixth an¬ 
nual Autumn Glory Quilt 
Show Saturday and Sunday 
from 10 a m. until 5 p.m. in 
St. Peter's Catholic Church 
social hall, Oakland. 

Admission is $2. For more 
information, persons may 
call 301-387-4959. 

The Autumn Glory Fine 
Arts Exhibit at the Gallery of 
the Garrett County Arts 
Council will feature paint¬ 
ings, photography, jewelry, 
sculpture, wood craft, fabric 
art, and more by local and 

rroinnal articanc 

The Gallery is located 
along Alder Street in Oak- 



^ TWO DAYS ONLY 

^ Tridw t, 5fi,turd*y ' fr 

October 10 & 11 Vkr y*t e / 

- V* 1 9 a m. to 6 p.m. 

Corinth United Methodist Church 

Proceeds go toward Pavilion 

Take Rt. 39 west of Oakland to MD/WV line. Church is 
approx. Vi mile on nght. OR take Rt 7 east of Terra Alta. 
WV to WV/MD line Church is approx. 4V4 miles on left 

Handmade Crafts & Gifts, Decorations for 
Holidays, Christmas Tree Full of Ornaments, 
Bake Sale, Soup/Sandwich Sale 


land and will be open from 
10 a m. until 5 p.m. on 
Wednesday, Thursday, Fri¬ 
day, and Saturday during 
Autumn Glory. Admission is 
free. 

Festival goers can also sec 


glassblowing at the Simon 
Pearce factory, 265 Glass 
Drive near Mtn. Lake Park. 
The facility will be open to 
the public Wednesday 
through Saturday from 9 
Continued on Page 26 



Saturday, Oct. 11^ 

noon - ? 

Adults: $7.50 

Children 10 & under: $4.00 

-Carry-outs available. Handicap accessible! 

Oak Park Church of the Brethren 

(across from Southern High School) 



a y Special 


Open Sun.-Thurs. 7 a m.-9 p.m. 
and 

Fri. & Sat. 7 a m.-10 p.m. 


Eat In, Carry-out, or Delivery! 

301 - 387-2424 


Monday Night Special 

9 Tuesday Night Special 


Wednesday Night Special 

2 Large 
Cheese Pizzas 
$24 

with 24c toppers 

Large Cheese Pizza, 
Dozen Wings, 
and a 2 Liter Soda 

$24 

with 24c toppers 


1/2 Price 
Wing Night 

eat-in only 


Convenience, Beer/Wine/Spirits Store 

Open 6-10 Monday-Saturday, 8-8 Sunday 

301-387-2992 

Soretlee's & Zip'eez DELIVER! 

Don’t Drink and Drive! You buy, we’ll fly! Yes, even Spirits Delivery with your Pizza and Pasta 

Call either number and order from both! 

17QCQ riorrnH Ultan/ n/wf Thnmr\rr>n on 04 0 oorrtro from Conrl Clnl Drtorl 
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A BROWSERS' AND BUYERS' PARADISE awaits shoppers at the annual Autumn Glory Antique 
Show and Sale, sponsored by the Women's Civic Club of Oakland. The event will be held at the Na¬ 
tional Guard Armory along Eighth Street, Oakland, on Friday and Saturday, Oct. 10-11, from 10 a.m. 
until 6 p.m., and Sunday, Oct. 12, from 10 a m. until 4 p.m. Thirty-five dealers will display primitives, 
jewelry, glassware, and more. Home-cooked food will also be available. The $2 per person admission 
charge enables the Civic Club to support non-profit organizations that serve the Garrett County com¬ 
munity. For more information, persons may call 301-4420. 


■■i 

Cove Kim Farms 


Corn !Yla/e is 


Now Open! 


( all for details 


301-746-6111 or 


301-616-6111 


mwmstmjs 


Artists, Artisans 

Continued from Page 25 
a m. until 5 p.m 

Admission is free. For 
more information, one may 
call 301-334-5277. 


SEPTEMBER 15 thru OCTOBER 18 
www.stihlusa.com 


The Stained Glass Gallery, 
located at 214 1 Street in 
Mtn. Lake Park, will be open 
during the Autumn Glory 
Festival from 9 a m until 6 
p.m Lou DiCarlo’s show¬ 
room features 2,000 stained 
glass creations 

Admission is free. The 
number to call for further 
information is 301-334-8222 





Winner’s Circle 


CONVENIENCE 

CENTER 

• 12 Flavors Cappuccino 

• Beer, Wine & Liquor 

• MD Lottery 

Rt. 135. Mtn. Lake Park 

Open Mon thru Pit S a m -10 p m; 

Sat 6 a.m.-10 p m Sun 7 a m 8 p m 

301-334-LUCK 


Freshly Baked 

Subs & Pizza 



50C OFF 


Any 12" Sub 

Coupon expires 10/31/08 





mm 


September 15 thru October 18 you’ll save BIG 
on that new 

STIHL chainsaw 



All Stihl Saws includes 

our exclusive MCSS Value Pack 

• Coupon Book 

Free Chain 
* (MCSS Brand) 

^ Free Black Team fef 
Stihl Cap /e 


AND THAT'S NOT ALL... 

DURING SAWDUST DAYS Sept. IS Oct in 


4 


9 

<4 


Ml TO(Glirttifr (LT SP" 

'dnstilnirtiifWJli 

AflJ (Bnmti Saw 





Mill Creek Saw Shop: 


Rt. SO Bar 


i Bummmotom 4 Junction, WV 


JU4 2BW-B 110*1 -800-488-0408 

Oprn Mmi.iKH Ra* tatpjB 

Saturdm • *m lifijn. JZk> ^ 


* 

* 


Welcome to Autumn Glory 

__ from 



Funeral Homes, PA 


I 79 Miller St. 943 Second Ave. 26722 Garrett Hwy. 

Grantsville, MD Friendsville, MD Accident, MD 

www.newmanfuneralhomes.com 

1.800.427.5622 



Congratulations, Aaron 
and all of the 


A ■ . *%<* f I /-» •»* V /% ■ • I 
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435 North 3rd Street, Oakland • 301-334-1199 


Open Monday-Saturday 
6 a.m. to Midnight 


ctuorS 


All Beer, Wine & Liquor 


EVERY WEDNESDAY 

CASE PRICES OFFERED EVERY DAY! 


WWW.LUKESLIQUORSTORE.COM 


Open 5 a.m. to Midnight Monday thru Friday; 
6 a.m. to Midnight Saturday & Sunday 


Redseal 

can $ 2.09 5 can roll $ 9.49 


Husky Snuff 

can $ 1.59 5 can roll $ 7.95 

Copenhagen/Skoal 

2 cans $ 6.39 
5 can roll $ 14.75 
10 can roll $ 29.49 


Roller Grill Specials Month 

Deli Express Sandwiches 

8 Flavors of Slurpees 

12 Flavors Fountain Drinks 
with 3 Flavor Shots 

CHERRY- VANILLA - LEMON 


MARYLAND LOTTERY 


CITGO 
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BECAUSE "ACCORDION TO THE CROWD," Joe Fortittas 
festive tunes and musical entertainment are pleasing to the ear, he 
will once again play at the Oakland Tire hall prior to the Firemen's 
Parade and Oktoberfest Fertitta has been playing the accordion 
for 56 years, and is also a master repairman of the instrument. He 
serves as the founder and president of the Maryland Accordion 
Club. A traditional German-style meal will be served throughout 
the afternoon and evening at the Oakland VFD. The parade will be¬ 
gin at 7 p.m and the Oktoberfest will get under way immediately 
after the parade. 



Restaurant & Lounge 

Route 40/1 miles east of Grantsville 
Exit li off 1-68 
301-895-5168 



TV 



All you can cat 


Fish Fry - Every Friday - All Day 
Saturday and Sunday 
Dinner Specials 
Fresh Salad Bar 


Friday • Saturday • Sunday 

Enjoy our fine menu including: 
•Scrumptious Spaghetti • Fresh 
Homemade Crab Cakes •Fantastic Fried 
Chicken • Steaks •Seafood 
•Sandwiches “Salads 


Open: Tuesday - Thursday 11 a m. - 7 p.m. 
Friday & Saturday n a.m. - 8:30 p.m. 
Sunday 11 a.m. - 6 p.m. 
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Storytellers 

Continued from Page 21 
of them donated by local 
businesses. Tellers are all 
honored with a special title 
and prize for the best part of 
their story telling. 

Donations will be accepted 
at the door. Suggested contri¬ 
butions are $4 for adults, S3 
for senior citizens, and $2 for 
children. All proceeds go to¬ 
ward scholarships given by 
the Garrett branch of the 
American Association of 


University Women. 

The festival is in its 17th 
year and was begun to pro¬ 
vide practice in communica¬ 


tion. It is supported by the 
Garrett Reading Council and 
Community Action of 
Garrett County 


READ A GREAT BOOK THIS FALL! 


MESHACH BROWNING’S 

/ Forty-four Years of the Life of a Hunter 

An occount of hunting exploits in Garrett Co. MD & WV in the early 1800's. 
Observations on hunting lore, onimol behavior and settlement life. A reprint of 
Meshoch's 1859 publication, SOFT COVER 5432 pages + twelve full 
poge hunting scenes with numerous in-text illus Order your copy of this 19th 
CENTURY HUNTING CLASSIC, bice $25.00 P/H $3 00 (odd $2.00 book) Pnority 
$5.00. $1.25 tax MD resident 

Appalachian Background 301-334-4334 s 

We repoir your injuied books Oakland, MD 




Mountain Village Shops 

Located on Garrett Highway, across from Lino's, z ” 


The Tourist Trap • Animaland • The Christmas Chalet 


l onf Own 




sVw-v Choose your own 
animal, stuff it, 

1 yy select an outfit, 
G fill out the birth 
certificate and 
take it home in its 
own cradle. 

(Doc* 25 /XnlmaLs 
ie Choose < J-*otu! 


Great Everyday Gift Ideas! 
•Large Selection of -New Selection of C 

Frames & Pnnts 'Decorative Oil Bott 
•Beautiful Embroidered Coasters 

Hats, Ts & Sweats •All New Apparel Nr 
•Deep Creek Photo Stock 

Albums •Huckleberry Chocc 

•Golf and Fishing Gifts Candy 

•Decorative Flags -Handpainted Birdhi 

•Cutting & Cheese Boards Feeders 


Wk Collect them all! 
SJm Interactive web site 
Games • Activities 

Buy One Webkinz, 
Get One V2 Price! 


Tree-Mendous 


Tree Sale 

Now thru Oct. 31 < 

20 % on* 


Ornaments 

Personalized 

FREE 

? While You-/ 
V Wait I 


PtfALE.'S 


It's Worth the Trip! 

301-387-SHOP 

Open 7 days a week 

wwwchristmaschalet.com 


2 ft. - IO ft. Trees 

Full, Slim, Pencil, & Twig Trees 

Flocked, Frasier Fir, Monterey, Spruce, Blue Grand, 
Mixed Pine. Aloine. Unside Down A Silver. 


Gift Certificates Available • Open 7 days *301-387-7900 
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"ALL-YOU-CAN-EAT” SPAGHETTI DINNERS with bread, sal¬ 
ads. drinks, and desserts will be served at Dennett Road Elemen¬ 
tary School during the Autumn Glory Festival on Friday, Oct. 10, 
from 4 until 7 p m Take-outs are available. The cost is $7 for adults 
and $4 for children. Proceeds benefit Dennett Road Elementary. 


PERRY'S 

SOLID WASTE DISPOSAL 

Serving Garrett County Since 1982 


Featuring the “toter” 
by Rubbermaid® 


Residential, Commercial & Industri 

TRASH REMOVAL 


For more information on your trash removal needs, cai 




Autumn Glory 
Fest Reception 
Tickets Available 

The Garrett County 
Chamber of Commerce is 
now selling tickets for its 41st 
annual Autumn Glory Festi¬ 
val Kick-Off Reception, 
which will be held Wednes¬ 
day, Oct. 8, at the Lodge at 
Wisp Resort 

Along with the announce¬ 
ment of the 2008 Honorary 
Golden Ambassador, the eve¬ 
ning will include the corona¬ 
tion of the Autumn Glory 
King and Queen and their 
court, and will recognize the 
festival sponsors. 

Musical entertainment will 
be provided by a local band, 
Boathouse. 

Long & Foster Realtors is 
the sponsor of the reception, 
and Clear Mountain Bank is 
the sponsor of the music by 
Boathouse. 

“This fundraising event 
provides an elegant, yet lively 
atmosphere to kick off the 
Autumn Glory Festivities,” 
said Charlie Ross, president 
and CEO of the Garrett 
County Chamber of Com¬ 
merce. “Please come out and 
support this wonderful op¬ 
portunity to celebrate the be¬ 
ginning of Autumn Glory.” 

Each attendee of the recep¬ 
tion receives a collectible Au¬ 
tumn Glory pin and Golden 
Ambassador pass. The pass 
entitles the holder to priority 
seating on the bleachers near 
the reviewing stand for the 
Grand Feature Parade on 
Saturday.Oct.il. 

The evening will begin 
with a 6 p m cocktail hour. 
The sit-down dinner will be 
served at 7 p m The recep¬ 
tion ticket includes an open 
bar, hors d’oeuvres, dinner, 

Continued on Page 30 
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MUSICIANS OF ALL AGES will participate in the annual Maryland state banjo, fiddle, and mando¬ 
lin championships during the Autumn Glory Festival. Banjo players will compete on Friday, Oct. 10, 
with fiddlers and mandolin players vying for titles on Saturday, Oct. 11 Both events will take place at 
Southern High School at 7 p.m. Pictured at last year's banjo contest is Sarah Twigg, left, Barton, with 
her dad Mike accompanying her. At right is Kathleen Myers, Keyser, W Va., with her dad Ed. Tickets 
are $15 at the door. Advance tickets may be purchased at area businesses for $12. Proceeds benefit 
the Dove Center. Further information is available by calling 301-334-6255. 


Shuttle Service To 
Be Available During 
AGF Events On Sat. 

The Garrett Transit Ser¬ 
vice will provide shuttle ser¬ 
vice for Autumn Glory Festi¬ 
val goers on Saturday, Oct. 
11, from 9 a m. to 5 p.m. 

Two buses will circulate 
throughout the day between 
Oakland's downtown parking 
lot, the craft/antiquc shows, 
and dinners. 

The cost is $3 for all day or 


$1 per ride. Special trips will 
be quoted upon request. 

For more information, per¬ 
sons may call 301-334-9431, 
ext. 102 or 111. 

Tickets Avail. 

Continued from Page 29 
and entertainment. Admis¬ 
sion to the event is $125 for a 
single ticket, and $195 for a 
couple. 

The deadline to purchase 
tickets is today, Oct. 2, so 
interested persons should call 
301-387-4386, ext. 16, or e- 


mail Jcssica(« garrcttcham- 
ber.com immediately. 

Big Bucks Bingo 
Set At Elks Lodge 

The Oakland Volunteer 
Fire Department and the 
Elks Lodge will hold their 
annual Autumn Glory Big 
Bucks Bingo fundraiser on 
Friday, Oct. 10, at the Elks 
Lodge. Doors will open at 5 
p.m., with games starting at 
6:30. 

Admission is $30. Ticket 
price includes all regular 


. ( " T 








Welcome to the 
41st Autumn Glory Festival 


t 


j * 





Gregg's Pharmacy 
is proud to sponsor 

Miss Maryland 2008 

Louise Schlegel 

appearing in the 
Grand Feature Parade 

Parade car provided bp 
Shaffer Ford. 

GREGG'S PHARMACY 





v, 


20 N. 3rd St.. Oakland, MI) 301-334-219; 
"Your Health Is Our Business ” 






games. Tickets are available will be available 
from any OVFD or Elks The lodge is located at 100 
member. Persons must be 18 Elks Street, Oakland. For 
or older to participate. more information, one may 

Refreshments and food call 301-334-3535. 



FARMERS MARKET 
& HILLTOP I RUIT 
MARKET 


Farm Fresh Produce 

OPEN 7 DAYS A WEEK 
9 a.m. - 9p.m. 

Farmers Market 

Oakland • 301-334-9146 

Hill Top Fruit Market ^ 

Grantsville • 301-895-5915 




Featuring over 900 varities! 

Sugar Free • Hard Candies • Chocolates • Snacks 

Including old time favorites 

• Peanut Brittle • Gumdrops 
•Chocolate Covered Peanuts •Jellies •Preserves 
•Pure Maple Syrup •Buckwheat Flour •Honey 
•Cheeses •Annie Butter •Amish Fond Products 
•Baking Supplies • Snacks and More’ 
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THOUSAND ACRES 

A LAKESIDE RECREATIONAL COMMUNITY 



Home sites available starting in the $l40s 
Golf Course Opening Summer 2009 

l 

Contact us at 301 616 9866 
Email us: sales@tadinc.net 


WWW.THOU SAN DACRESGOLF.COM 
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Lions Hosting 
14th Annual 
AG Run/Walk 

The Oakland/Mtn. Lake 
Park Lions Club will host 
its 14th annual Autumn 
Glory 5K-Run/2-Mile Walk 
for Sight on Saturday, 
Oct. 11, at Broadford Lake 
Park. Registration will be¬ 
gin at 7 a.m., with the race 
starting prompt-ly at 8:30. 
Admission is free for specta¬ 
tors. 

Participants may run the 
five kilometers or walk the 
two miles. The race, which is 
on a mostly flat course, will 
start and end at Broadford 
Lake Park. 

The age categories are as 
follows: 13 and under, 14 to 
19, 20 to 29, 30 to 39, 40 to 
49, 50 to 59, 60 to 69, 70 to 
80, and over 81. 

Awards will be present¬ 
ed to the first-place and sec¬ 
ond-place male and female 
runners and walkers. The top 
three finishers in each age 



RUNNING IN AUTUMN'S GLORY - Participants in the 
Oakland/Mtn. Lake Park Lions Club's annual Autumn Glory 
5K-Run/2-Mile Walk won’t be "going for the gold." but they will 
be helping out a good cause. Proceeds benefit persons with 


sight/hearing impairments. The race is scheduled for Saturday, 
Oct. 11, at Broadford Lake Park. Registration begins at 7 a.m.The 
entry fee is $20, but admission is free for spectators. For more 
information, persons may call 301-387-5762. 


group will also receive awards. 
There will be no duplication 
of awards. 

Additionally, a grand- 
prize drawing for participants 
will be held, with the winner 
taking home a Trek mountain 


bike. 

A souvenir sweatshirt will 
go to the first 100 entrants. 
An additional $2 is required 
for an XXL sweatshirt. Late 
registration (after Oct. 1 
and the day of the race) is 


$ 20 . 

Proceeds from the event 
benefit persons with sight 
and hearing impairments. 

The event is sponsored 
by Team One Auto Mall. For 
more information, one may 


contact Janet Glotfelty at 
301-334-9494 or janet@- 
teamoneauto.com. Informa¬ 
tion and entry forms are 
also available online at 
iplayoutside.com. 

Don’t miss the parade! 


We're More Than Just Flowers! 





w 

toXhtoorwA' 

Bring the Glorious Colors of Fall 
into Your Home 

At Buds to Blooms you'll discover everything 
you need to brighten your home this fall, from colorful 
accents for the home to antiques, indoor plants, 
decorative containers, and so much more! 


Look for our bright yellow store and bring 
Buds to Blooms into your home & garden today! 


-- 

13912 Garrett Highway, Oakland, Maryland 21550 



301.334.3333 www.budstobloomsllc.com ^ 

Unfit t n ft Inn me will he rlnterl nn Cntnrrlnu Ortnher It cn our c tnff rnn oninv the Autumn Cilnrv festivities. 

We'll be back on Sunday, October 12 from 11 am to 4 pm so please stop by and see our new fall collection! 
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Jtt appreciation, me re Uwiting, gou 
to owt special Customer appreciation CPantg 
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C£> 

C CJHMT 




we Value Our Customers 

So WE RE HAVING A SPECIAL PARTY JUST FOR YOU 

Drop by our showroom, Saturday and Sunday, October 11 & 12, to say hello. 
Let us personally say " Thank You " for another wonderful year. 

Whether you're just enjoying a beautiful Autumn Glory weekend or are seriously 
considering your ATV, snow or boating options for 2009, this will be a great time to 

visit with your friends at Bill's Marine Service. 

Order now to assure delivery for the 2009 season. 

Trade in your current boat and avoid winter storage costs. 


Bill’s Marine Servi 


Showroom: 
301-387-5536 


Ctftkr* 

C 1 * 20721 Garrett 

' 1 h J Hi « hvva y at Dee Pj 


.lr I 


www.billsmarinetervice.com Oakland MD 21550 
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CDs, has played to crowds in 
coffee shops as well as out¬ 
door music festivals. They 
blend their own style of Ap¬ 
palachian, old-time music 
with bluegrass, creating tradi¬ 
tional and not-so-traditional 
bluegrass standards along 
with catchy, old fiddle tunes. 

"It's been said that you will 
be hard-pressed not to get up 
and dance to the music of 
this West Virginia band," 
said a spokesperson for the 
group. 

The Maryland Banjo 
Championship usually draws 
competitors from a five-state 
region who compete in three 
age groups: Youth (20 and 
under), Junior (age 21 to 59), 
and Senior (age 60 and over). 


Cash prizes are awarded to 
winneis. 

Tickets are available at 
Gregg's and Proudfoot's 
pharmacies in Oakland, 
Deep Creek Foodland Fresh, 
Arrowhead Market, Friends- 
ville Pharmacy, and Bcachy's 
Pharmacy in Grantsville. The 
cost of advance tickets, sold 
through Thursday, Oct. 9, is 
$12; ticket cost at the door is 
$15. Children 11 and young¬ 
er are admitted free. 

Refreshments will be avail¬ 
able for purchase. The event 
is a fundraiser for the Dove 
Center, Garrett County's do¬ 
mestic abuse/sexual assault 
shelter. 

For more information, per¬ 
sons may call 301-334-6255. 





CHEN 

(Country __ 
Restaurant 

flu tumn glory Buffet 
Sat. & S MH, , Oct I I & I 2 
fill You Gan Cat 
Turkey and all the 'Trimmings 
Soup and Salad War 
3 Itomcmade Soups 
Itomemade Wolls 
Homemade IPies 
t<r Weverage 

$ 13 . 95 

Stop by before the parade for breakfast, 
Served all day! 


C.JfW It daily, 8 (l.lll. - 8 f>. III. 

l\l 2 IO. -4 I “4 S Ilium St.. tin htent. Ill D 2 i ».’(> 


THE HILLBILLY GYPSIES from Morgantown, W.Va., will be featured during the 41st annual Offi¬ 
cial Maryland State Banjo Championship, scheduled during the Autumn Glory Festival on Friday, Oct. 
10, beginning at 7 p.m. in the Southern High School gymnasium, Oakland. See story. The Hillbilly Gyp¬ 
sies blend their own style of old-time Appalachian music with bluegrass, creating traditional and not- 
so-traditional blue grass standards along with catchy old fiddle tunes. 


Hillbilly Gypsies Will Perform At 
41st Annual Banjo Championship 

The 41st annual Official sponsored by Rob Michael, 
Maryland State Banjo Cham- owner of the State Farm In- 
pionship, presented by the surance agency in Oakland 
Dove Center, will be held The Hillbilly Gypsies per- 
Fnday, Oct. 10, at 7 p.m. in formed at last year's event 
the Southern High School and will provide two sets of 
gymnasium. The event is entertainment again this 


year. 

The band formed in 2001 
from a chance meeting in 
Morgantown, W Va., and 
have been "pickin', playin', 
and grinnin' ever since." 

The five-member group, 
which has recorded four 


For 2008/2009 enrollment information or 
questions about the curriculum offerings, 
_ . caii 30i-387-9532. _ j 


Educate For Life 


Located at 16335 Garrett Hwy., Oakland 


Programs at both the 
elementary and 
high school levels are 

FULLY ACCREDITED, 

and hold to the highest 
standards of excellence. 


Qualified personnel 

provide instruction for 
students in Pre-K 
through 12th grade. 


Students and staff of Mt Top Church School are waiting 
to welcome new students 


HILL & VALE REALTY 

157 Rcvinc St., Grantsville, MD 21536 
301-895-3497 or 301-746-8074 
Fax: 301-746-5030 
kendurst 1 @verizon.net 
Kenneth R. Durst, Certified Appraiser 
Certified in Maryland. Pennsylvania and West Virginia 
HE!_ FH A Approved 

r.fvet 
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Check out our fall collection! 

-Shutters -Wood Blinds -Drapery 
Treatments -Cellular Shades -Soft Shades 

-Woven Woods and More! 


QOPQinng j uai « nc -giuen/y^/ 

‘‘Expert Fit” 

Measuring & Installation 


FREE In-Home 
Consultation and Estimate! 

866 - 795-428 

Financing How Avaifabie. Caii for Defat 

tadi Franc his* Independently Owned and Operated 
©Budfet Bfinds, inc. 

Attrifhts Reserved. Budget Blinds 
is a registered trademark of 
Budget Blinds , Inc. 

and a dome franchise Concepts Brand. 
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Turk ly Dinners 
To B ’ Served At 
Bretl ren Church 

Oak ark Church of the 
Brethrer located across from 
Southen High School, will 
serve Ai umn Glory Festival 



2ove Run Farms 
Corn Maze is 
Non Open! 
Call for details 
301-746-6111 or 
301-616-6111 


turkey dinners on Saturday, 
Oct. 11, beginning at noon 
until dinners are gone. 

The menu will consist of 
turkey, dressing, mashed po¬ 
tatoes and gravy, green 
beans, sauerkraut, cranberry 
sauce, rolls, pumpkin pie, 
and drinks. Carry-outs are 
available. 

The cost is $7.50 for adults 
and $4 for children 10 years 
and younger. Proceeds will 
go toward the principal of the 
church's mortgage. 

Oak Park Church of the 



Seasonal c WeUness/ 
flassaye/ Sc ^ody/ c WorA$s 


with Heather Dawson, LMP 

A citurwn Glory Special! 

K Buy i get i free! 

X Call for appointment 

J 304-698-6383 

35C 0 Star-Lite Plaza, Oakland, Md 



9ooa 




THE TEAL STEEL BAND FROM FRANKFORT MIDDLE SCHOOL, Ridgeley, W Va., will perform on 
the Front Page Stage from 11 a m. until 1 p m. prior to the Autumn Glory Festival Grand Feature Pa¬ 
rade in Oakland on Saturday, Oct. 11. Admission is free. This 12-member steel drum group performs 
Caribbean and Latin style music as well as pop tunes, classic rock songs, and folk music. The Front 
Page Stage is located along Green Street. 


Brethren is handicapped ac- Church Lane, between Oak- F° r more information, per- 

cessiblc and located at 110 land and Mtn. Lake Park, sons may call 301-334-2243. 


Building Contractors, Farmers & Ranchers 

BELMONT H SUPERIOR 

Dump Trailers 


Cut Labor Costs! 

Save Time, Space & Energy 

(2 year warranty) 

Also 

Heavy Duty Equipment Trailers by 

msumm & 

Trade in your Light Duty Trailers! 

Also Enclosed Equipment Trailers 
By HOMESTEADER 

ALL SIZE UTILTY & ATV TRAILERS 

INSTOCK Starting at *560 


Garrett Automotive, LLC 301-387-6148 

U-.1 •»...{-• r .-i-i!--l n -U U- 0 |h OJ 

vv I kUI J VI VMeillSMi Willi. MVMUVlti wui i wii 1 1 II |, w> ilii.jiti.ii lull IMi 
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Oakland VFD 
Slates Oldies 
Dance At Hall 

The always popular Au¬ 
tumn Glory Festival Oldies 
Dance, hosted by the Oak¬ 
land Volunteer Fire Depart¬ 
ment, will be held again this 


year at the fire hall, located 
along Third Street, on Satur¬ 
day, Oct. 11, at 8 p.m. 

Top musical hits of the 
1960s, 70s, and '80s will be 
featured. 

Tickets arc $6 per person 
and $10 per couple. Guests 
must be 21 or older to enter. 
All proceeds benefit the 
OVFD. 



Saturday, Oct. 11. 

Sales start at Approx. 7 a.m. 
No Pre-Sales 


All chairs will be sold from the booth 
in front of First United Bank & Trust 


Second Street between Center 
and Liberty is reserved for 
Lions Club Chairs 
in the front row. 


All proceeds benefit the local community 
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HART FOR ANIMALS will be selling raffle tickets in downtown Oakland on Saturday, Oct. 11, 
Autumn Glory Grand Feature Parade day, for a chance to win a red 2008 Pontiac Solstice convertible 
Tickets are $10 each or six for $50 and will be available in the vendor area on Green Street from 9 a.m. 
until 5 p m Team One GM Auto Mall in Oakland donated the convertible to help the nonprofit organi¬ 
zation build an animal adoption center, pictured above, in Garrett County. "Our county shelter does 
not have enough room for 1,500 pets that are relinquished in our county each year," said a HART 
spokesperson. "Please, help us." For more information, persons may call 301-387-8085. 


Demonstrations 
To Be Available 
At Glass Factory 

Autumn Glory Festival- 
goers can witness the centu¬ 


ries-old art of glassblowing at 
the Simon Pearce factory in 
Mountain Lake Park from 
Wednesday through Sunday, 
Oct. 8-12, from 9 a.m. until 5 
p.m. 

Factory visitors will see 
glass being made from start 


to finish from a catwalk view¬ 
ing area above the talented 
artisans. Admission is free. 

The plant is located at 265 
Glass Drive, located off Rt. 
135. For more information, 
persons may call 301-334- 
5277. 


LIGHTS 

SHOWERS 


LD7 


T 

FAUCETS 


I 


BUILDERS WAY 

Lighting 



GINKS (JMQRt 


Plumbing 

SHOWROOM 

301-334-1331 • mybuildersway.com 


AT BUILDERS WAY, RT. 219 N, OAKLAND 



Find brilliant lighting solutions for 
every room in your home or office. 

We have an outstanding 
assortment of quality light fixtures 
and accessories to choose from. 






I 



Maxim 


KICHLER 

LIGHTING 
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Genus Center 301 - 334-4483 


Autumn Glory 
Fest Has New 
Main Sponsor 

Special Olympics Mary¬ 
land is the new main sponsor 
of this year’s Autumn Glory 
Festival, which runs Oct. 8- 
12. The organization is a 
longtime sponsor of the festi¬ 
val. 

"We're thrilled to be the 
main sponsor of this terrific 
annual event," said Katie 
McDevitt, director of event 
and sponsorship services for 
the Maryland Special Olym¬ 
pics. 

The 41st annual Autumn 
Glory Festival will feature a 
kick-off reception at Wisp 
Resort, two large parades, 
concerts, Oktoberfest celebra¬ 
tion, the Maryland State 
Banjo and Fiddle champion¬ 
ships, art exhibits, the West¬ 
ern Maryland Tournament of 
Bands, antique and craft 
shows, and much more. 

"We're excited to have 
Special Olympics Maryland 
as the main sponsor for this 
year's festival," said Charlie 
Ross. "Its continued support 
of Autumn Glory helps us 
put on such a terrific festival 


new! Alter Ego 

Hair pieces 

iw TressAllure® 


Get a FREE Hand Wax 
with service of Manicure or Pedicur 

(offer good thru October) 


1 

20% Off All Products 


Perms, cuts, color, acrylic nails, 
gel nails, tanning & much more! 


Come in and see the latest styles of Vermont Castings 

Fireplaces, Stoves and more. 


WARNER'S 

Hearth & Patio 

1201 Virginia Avenue, Cumberland, MD 
Weekdays 9-5 

1 -800-809-0774 

-> ■ tiMMrKti«£t«vlnii£i4 


Nothing brings your household tngrthrr than the 

warmth and glow ot a beautiful tire, or the radiant e of a 
Minify stove t rom the traditional and t ontemporary styling 
ot our Vermont ( atlmgs fireplac ev to the ext ifmg new 
designer colors ot Vermont ( asfmg* stoves. Vermont C astings 
makes your d^s or t ome to life ( ome see us today few a 
great selection m the finest firrplacn and stoves available. 
Vermont ( astmgs ■■■ 


MHIC 121529-WV 014522 


and Fiddle championships, 
and the Tournament of 
Bands. 

For more details about 
Autumn Glory, persons may 
visit autumngloryfestival.com 
or call the Garrett County 
Chamber of Commerce at 
301-387-4386. 


Autumn Glory 
Worship Service 
Slated At DCL 


Shepherd of the Hills Lu¬ 
theran Church members in¬ 
vite the public to join them at 
their "Celebrate the Glory" 
worship service on Sunday, 
Oct. 12, at 9:30 a m. at 
Garrett 8 Cinemas, Deep 
Creek Lake. 

"All are invited to attend 
this special Autumn Glory 
worship service to give glory 
to God for His wondrous 
creation," said a church 
spokesperson. "Come as you 
arc!" 

For more information, per¬ 
sons may call 301-387-4563 


THE SOUNDS OF DIXIELAND JAZZ WILL BE HEARD IN OAKLAND during the 41st annual Au¬ 
tumn Glory Festival. The Mountain Top Dixieland Jazz Band has scheduled a performance for Friday, 
Oct. 10, from noon until 3 p.m. at the Oakland Train Station. Pictured, left to right, in the front are 
Garrett County musicians Larry Perez, Skip Case, Moe Turrentine, Bill Boehmer, and Joe Smith. In the 
back are Dave Wheeler, John Macy, Barbara Peters, Jeff Gilbert, and Liz Gilbert. 


each October." 

The local event landed in 
the international spotlight 
last fall, when the popular 
travel web site MSN.com 
listed it No. 1 among fall fes¬ 
tivals in the world The event 
beat out Paris’s Festival 
d’Automnc (No. 5) and Mu¬ 
nich’s Oktoberfest (No. 7) 


in addition to many domestic some colors arc at the center 
celebrations, including San of this festival,” noted the 
Francisco’s Dias Dc los site, plugging in particular 
Mucrtos. the Grand Feature Parade, 

"Music, parades, and awe- the Maryland State Banjo 


Hours: lues «-/; wea murs., »i-ri.. o-u; sot , /-j 

Handicapped Rccessible 
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Roderick 

Qualify Leaves No Regrets" 


Monday, Wednesday, Friday 
10 a.m. - 8 p.m. 
Tuesday & Thursday 
10 a.m. - 5 p.m. 
Saturday 10 a.m. - 4 p.m. 


203 Main St., Westernport 
301-359-0451 
301-334-3187 

All major credit cards accepted. 
\v\v\v. rod ericksontlet.com 


S 
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Countryside Lawn Equipment 

301 - 334-3550 

1158 Shady Dell Road (Pleasant valley), Oakland 
Mon.-Fri., 8 a m. • 5 p.m; Sat. by appointment 


•lonsered 


1158 Shady Dell Road (Pleasant 
Mon.-Frl., 8 a.m. • 5 p.m; Sat. 


Sold only by professional authorized servicing dealers. 


Church To Serve 


Legion To Serve 
Turkey Dinners 
During Festival 

Turkey dinners with "all 
the trimmings" will be avail¬ 
able during the Autumn 
Glory Festival on Saturday, 
Oct. 11, at American Legion 
Post 71, Oakland, from 11 
a m. until all the meals have 


been served. 

The cost is $9 for adults 
and $4 for children under 10 
years. 

The post is located along 
Memorial Drive across from 
Garrett County Memorial 
Hospital. 

This event is sponsored by 
the American Legion Auxil¬ 
iary. Proceeds benefit Post 
71. 


THE HOLY FIRE DRAMA TEAM from Loch Lynn Church of God will perform Saturday, Oct 11, 
from 9:30 until 10:45 a.m. on the Front Page Stage prior to the Autumn Glory Festival Grand Feature 
Parade Admission is free Spectators are invited to enjoy a late breakfast purchased from nearby 
food vendors as they watch these young people's enthusiastic performance. 


Turkey Dinners 
During AG Fest 

The Loch L.ynn Church of 
God, located along Gorman 
Road, will serve turkey din¬ 
ners on Saturday, Oct. 11, 
beginning at 1 p m., in con¬ 
junction with the annual Au¬ 
tumn Glory Festival. 

The menu will include tur¬ 
key, dressing, mashed pota¬ 
toes, gravy, green beans, 
cranberry sauce, rolls, pump¬ 
kin pie, and a beverage. 
Carry-outs will be available. 

The cost of the meal will 
be $7.50 for adults and $5 for 
children. Persons may tele¬ 
phone 301-334-3221 to order 
meals and/or obtain more 
information 

All proceeds from the din¬ 
ner will benefit the church's 
Kidz Factory Children’s 
Ministries and LLCOG 
Women’s Ministries. 


he 
rint 
hoppe 


P.O. Box 203 
I 16 Main Street 
Grantsville, MD 21536 
Open. M F 8:30-4:30 

Phone: 301 895-3315 
Ph/Fax: 301-746-7147 

1‘nnling for all your nerds! 

• Custom Screen Printing 

• T-shirts • Hats 

• Vinyl graphics & signs • 
Magnetic signs • Banners 

• Cuktum naming a> marring 
• Brochures - Flyers 


Robosson Supply West, LLC 

Ph 301-895-5757 . Grantsville MD 
www robossonsupply com 


Featuring Maintenance Free 
Outdoor Vinyl Garden Furniture, 
Fencing & Railing! 

Our Ouakty Exterior products include 
Gutters • Suing .Windows, Ndrryf Shutters and moref 


ON IN-STOCK MOWERS 


Don't trash that old chain saw into 
a landfill. Bag it or drag it in to us 
and we ll recycle it - safely. 

And, you'll gel big SAVINGS 
toward the purchase of a brand new JONSERED 
that runs cleaner and safer than ever before. 

- 0 * - 

Save $150 On: Turbo Model CS 7165 • Save $150 On: Turbo Model CS 2171 
Save $100 On: Turbo Model CS 7I57C 
"With trade in Choin Sow must be complete, with oil ports intoct See us for detoils 


SAVE 
$125 * 

On CS 2I5W 
Turbo'/ 


END-OF SEASON PRICING ON 
IN-STOCK JONSERED STRING TRIMMERS! 


While supplies last. Hurry In! 


BAG IT, DRAG IT, 
BUT NEVER 
JUST TOSS IT 

JONSERED has a better idea 


< 
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Support Group 
To Set Up AGF 
Military Display 

The local Military Family 
Support Group will host a 
display at the old Jan Florist 
garage, located along Alder 
Street in Oakland, on Satur¬ 
day, Oct. 11. The display will 
be open before, during, and 
after the Autumn Glory 
Grand Feature Parade, 
which begins at 1 p m 

"Please stop by and say 
'Hello' to support our local 
military troops serving 
around the world," said a 
group spokesperson. "We 
will have a game for the kids 
and something for everyone. 
Look for us in the parade, 
too." 

The group will also be 
sending Christmas "care 
packages" to those service 
members. Persons arc invited 
to drop off an item or two to 
include in the mailing 

Possible snack-size items 
to donate include beef jerky, 
Slim Jims, peanuts, potato 
chip snack cans, cashews, 
canned sardines, trail mix, 
hard candy, cheese or peanut 
butter crackers, and individu¬ 
ally packaged cookies. 


Persons may also drop off 
yo-yos, crossword puzzle 
books, Nerf balls, gum, 
breath mints, new movie 
DVDs, or magazines dealing 
with off-road vehicles, ATVs, 
hunting, fishing, and other 
sports, but no news maga¬ 
zines. The magazines, how¬ 
ever, need to be new or cur¬ 
rent (within the past three 
months). 

Monetary donations to 
pay for postage to send the 
care packages will also be 
accepted 

Two other locations will 
also accept care package 
items after Autumn Glory 
through Dec. 1: Oak Park 


Church of the Brethren, lo¬ 
cated across from Southern 
High School, Monday 
through Thursday, 9 a m.-2 
p.m ; and Englander's 
(Dottie's Grill), Oakland, 
every day, 8:30 a m.-3 p.m. 

"If you have family mem¬ 
bers or friends who are serv¬ 
ing in the military, stop by 
and tell us about your mili¬ 
tary person," the spokesper¬ 
son said. "We'd like to add 
him or her to our list of sup¬ 
port and to provide informa¬ 
tion about this group.” 

To contact the Military 
Family Support Group for 
more information, persons 
may all Sheila Shaffer at 301- 


616-6712 or Mel and Cathy 
Menker at 301-334-5906. 

AGF Pictorial 
Cancellations 
Again Available 

Share the Autumn Glory 
spirit in your correspondence 
to friends and family. The 
Oakland Post Office is offer¬ 
ing a special pictorial cancel¬ 
lation for the 41st annual Au¬ 


tumn Glory Festi\ il. 

You can bnnj your pre¬ 
pared letters and | istcards to 
the post office n Friday, 
Oct. 10, from 8a u until 5 
p.m and on Sati day, Oct. 
11, from 8 a m. ui il noon to 
receive a colorft cancella¬ 
tion 

The Oakland Pi ;t Office is 
located at 22 Sc ath Third 
Street. For more ii formation, 
persons may cal 301-334- 
3151. 


M & S Stone Quarries, Inc. 


"Quarriers of Quality Building Stones and Flagstones 


Stone for all your building 
landscaping needs 



ry Available 



2 miles west of Grantsville on Alt. Rt. 40 
301-895-5151 


Mon. - Fri. 8-4:30 • Sat. 8-Noon 
Winter Hours by Appointment 


Authorized Dealers of Cultured Stone and Navastone 


HERITAGE 

CRAFT 

FEST 

BENEFITS GARRETT COUNTY ARTS COUNCIL 

OCT. 11 & 12 

70 VENDORS-HANDCRAFTED ITEMS—INDOORS 
BROAD FORD ELEMENTARY SCHOOL, OAKLAND 


301-334-6580 


Garrett 


Arts 


We’ve Moved & Expanded 



Family Hair Salon • Men, Women & Children 

154 Main Street, Grantsville • 301-895-3535 
By Appointment or Walk-ins Welcome 

New At Hair Raisers 

Manicures - Pedicures - Facials 

\ 





•Cuts •Perms •Hilites •Waxing 

9 

Open: Mon. & Thurs. 10-7, Tues. 10-6, Wed. 10-5, Fri. 10-4, Sat. 10-3 

• * - --m [T - -- —- -i | - i ■ r ■ - r - ii i in tin 1 m twnti-'KMwrn - i^r <r . » . : »..* .• <•••* - *****->. t -■*■+*** 
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Turkey Dinners To 
Be Served At Local 
Church During AGF 

Too busy attending all of 
the interesting Autumn Glory 
festivities to cook 7 The Apos- 
tolics of Oakland have a solu¬ 
tion to your dilemma. The 


church will serve turkey din¬ 
ners on Thursday, Friday, 
and Saturday, Oct. 9-11, 
from 11 a m. until 6 p.m. 
each day. 

The menu will consist of 
baked turkey, stuffing, real 
mashed potatoes, gravy, 
green beans, applesauce or 
sauerkraut, dessert, and a 



1-724-415-7862 301-895-3700 

Cell Shop-Grantsville 

*Truck & Trailer Repair 
•Truck & Trailer Parts 
•Eaton/aeroquip Hyd. & Ac Hoses 
•Complete Auto & Truck 

COMPUTER DIAGNOSTICS 

•AC Check & Service 



FIRST UNITED SPONSORS AUTUMN GLORY PARADE - First United Bank & Trust representa¬ 
tives recently presented a check to Charlie Ross. president/CEO of the Garrett County Chamber of 
Commerce, for the sponsorship of the 41st annual Autumn Glory Grand Feature Parade, scheduled for 
Saturday, Oct. 11, at 1 p.m. in Oakland. Pictured, left to right, are Ross. Robin Murray, First United's 
senior vice president and director of retail banking, and Phil Rodeheaver, First United market presi¬ 
dent. 


beverage. 

The suggested donation 
for adults is $7, and $4 for 
children. Persons may dine in 


or ask for take-outs. 

The church is located at 
the corner of G Street and Rt 
135 in Mtn. Lake Park For 


more information, persons 
may call 301-334-5873. 


See You at Oktoberfest! 


WE CARE ABOUT TRADITION. 




Oakland Branch 

301)533-2173 

Bruccton Mills Kingwood 




ountain Bank 


We care about (he traditions of this community and that is why we are proud 
to support the 41st Annual Autumn Glory Festival. 

We've proudly served the needs of Garrett, Preston and Monongalia counties 
for more than 100 years -and our commitment remains as strong as ever. 
Today, we are still a locally owned and managed bank because we know you 
want to bank with people you know and trust, your friends and neighbors. 

We care about our community. 

What does YOUR bank care about? 


Morgantown 


Oakland 


Rccdsvillc Rowlesburg Terra Alta 
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Your One-Stop Real Estate Company! 

Owning a home in the breathtaking mountains of Western Maryland and Deep Creek 
Lake is your well deserved reward. At Long & Foster, finding that perfect retreat to fit your 
personal lifestyle is what our agents do best. Making the entire process of purchasing 
your home as relaxing and easy as possible is our goal. That’s why Long & Foster now 
offers full service lending thru Prosperity Mortgage, plus title searches & closings 
from RGS Title... all in our Long & Foster office. Its just that simple. 

I n , 


w w w. jl^ cc p ccKxvc5u r i. cu iii 


Online Pre-Approval! 


REALTORS til 
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This is How Vacations Should Be! 

Fun. Relaxing. Adventurous. Easy. Our Vacation Planners can help make every 
part of your vacation exactly how you expected it to be. Let us find you the right 
vacation home to fit your family vacation, reunion, romantic getaway, or special 
retreat. Plus have ski passes waiting, schedule spa treatments and make dinner 
reservations. Ask us about our Stay & Play Packages! 


Resort Rentals 
800.336.7303 


www.DeepCreckR.csoi ucotii 
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Governor Says , “Make A Splash 
With Maryland Seafood" In Oct. 

Are you ready for local sweet fat crabs, succulent oysters, 
and tender, flaky rockfish? Autumn is the perfect time for 
Maryland seafood because the best of the best is in season at 
the same time! Governor Martin O’Malley is promoting Oc¬ 
tober as “Maryland Seafood Month,” to celebrate Maryland’s 
delicious and desirable seafood. 

“Seafood is one of Maryland’s greatest family traditions and 
part of our identity,” said Governor O’Malley. “Genera-tions 
of watermen make their living from the Chesapeake Bay and 
its tributaries, and people come from far and wide to enjoy the 
delicious finfish and shellfish they catch. ‘Maryland Seafood 
Month’ is as much a tribute to Maryland’s seafood ‘family’ as 
it is a celebration of our greatest natural resource.” 

Seafood quality and safety has been, and continues to 
be, another Maryland tradition. Our seafood is monitored 
by several state agencies, local health departments and the 
U S. Food and Drug Administration. These agencies conduct 
regular product and plant inspections and water tests ensuring 
that Maryland seafood is wholesome. In addition, Maryland 
crab meat undergoes a voluntary quality control and sanita¬ 
tion inspection. Maryland is the only state that has this extra 
level of inspection for crab meat. Such rigorous standards are 
another reason that Maryland crab meat is superior to all other 
crab meat in the world! 

Maryland seafood is more than delicious. An excellent 
source of high quality protein, seafood is easily digested, gen¬ 
erally low in fat, sodium, and calories, and high in important 
vitamins and minerals. In addition, seafood contains Omega-3 
fatty acids, believed to be effective in lowering cholesterol and 
the risk of heart disease. 

“Eating Maryland seafood is a delicious part of a healthy 
diet,” says Agriculture Secretary Roger Richardson. “October 
signals the harvest of savory, plump oysters, and is also the 
best time for crabs, which have been fattening up all summer. 
Our world-famous state fish, striped bass, known locally as 
rockfish, is a tasty and popular fall dish as well. So, ‘Make A 
Splash With Maryland Seafood.’ Jump in and enjoy the best 
the season has to offer. ” 

When purchasing fish, look for signs of freshness and 
quality: bright, clear eyes, scales that adhere tightly to the skin, 
skin that springs back when lightly pressed, bright pink or red 
gills, and a mild sea breeze scent. Crabs and oysters should 
be purchased live. Crabs should be lively, and you should dis¬ 
card any dead crabs before cooking. Oysters purchased in the 
shell should have tightly-closed shells or should close when 
touched. Both types of shellfish should be cooked the same 
day as purchased. Always rinse finfish and shellfish with cold 
water before cooking. 

Cooked seafood, as with all cooked food, should not come 
into contact with or be stored in the same container as raw food. 
This is to protect from cross-contamination of bacteria that is 
normally found on raw food products. As with beef, poultry, 


The Republican Newspaper, October 2, 2008 



RS 

Medtr al Rehabilitation Systems* 


12580 National Pike, Grantsville, Ml) 
301-895-5793 

COMPLETE PHYSICAL THERAPY CARE 

•Back & Neck Pain 

•Joint Replacement - pre and post surgical care 

•Rotator Cuff Repair 

•Workers’ Comp 

•Balance Problems 

•Stroke and Spinal Cord Injuries 

•Arthritis 

NOW OPLN IN ORAN ISVILLL 

Across from Hill Top Fruit Market 


and pork, proper cooking kills bacteria in seafood. Careful 
clean-up of preparation area and utensils is always important 
with all raw food products. 

For your free “Make A Splash With Maryland Seafood” 
brochure containing seven recipes for October Maryland Sea¬ 
food Month, log onto www.marylandseafood.org or send a 
self-addressed and stamped envelope to: Make A Splash With 
Maryland Seafood, 50 Harry S Truman Parkway, Annapolis, 
MD 21401, or e-mail: ecclesjo^mda.state.md.us. 

Try this tempting new recipe in October: 

OYSTERS BAKED ON THE HALF SHELL, 
MEDITERRANEAN STYLE 

Coarse salt sufficient to cover baking pans to % inch 
depth 

2 dozen Maryland oysters, in shell 
2 slices prosciutto, cut into 24 strips 
2 tablespoons pine nuts 
'/« cup sherry wine vinegar 
2 tablespoons dry white wine 
1 tablespoon roasted red pepper, finely chopped 
1 tablespoon pitted Kalamata olives, finely chopped 
1 tablespoon finely sliced basil 

Preheat oven to 450° F. Spread coarse salt evenly over shal¬ 
low baking pans with an edge, such as pizza pan. Open oysters, 
letting oysters remain in deep half of shell; discard other half. 
Arrange oysters in single layer on salt. Place pro-sciutto strip 
on each oyster. Sprinkle each oyster with V* teaspoon pine nuts. 
Bake for 6 to 8 minutes until edges of oysters begin to curl. 
Meanwhile, combine the vinegar, white wine, olives, shallot, 
and basil in a small bowl. Remove oysters and serve with a 
spoonful of Mediterranean-style sauce. Makes 2 dozen. 


Heritage Craft Fest 
To Feature Wide 
Array Of Art Work 

Broad Ford Elementary 
and Southern Middle schools 
will host the Autumn Glory 
Heritage Craft Fest on Sat¬ 
urday, Oct. 11, from 10 a m. 
until 6 p.m., and Sunday, Oct. 
12, from 10 a m. until 4 p.m. 
Admission is free. 

This juried event has 
been presented by the Gar¬ 
rett County Arts Council for 
29 years and features some 
of the region’s best artists 
and artisans. They will be 
offering a wide array tradi¬ 
tional and contemporary 
items, including pottery, quilts, 
woodworking items, baskets, 
Christmas ornaments, and 
jewelry. 

Proceeds benefit local 
arts. The schools are located 
along Harvey Winters Road, 
which is off Memorial Drive, 
Oakland. For more informa¬ 
tion, persons may call 301- 
334-6580. 
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Winter Wen t Wait... 
What we're all Iwltin? for.., 

FIREWOOD 

Sold by the 
cord or 54 cord 

Stacking available upon request 

Call for Pricing 

301 - 334-6911 

FREE DELIVERY 
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Oakland's Largest 
Antique Center 

Unique Collection Of: 

Hand-Made Barn Stars • Cabin Decor 
Garden Ornaments • Glassware • Kitchen Collectibles 
Primitives • Ephemera • Old Books • Shabby Chic 
Architectural Elements and More 
Large Selection of Antiquarian and Current Books 
He Buy & Sell Used Books 


Not Your Ordinary Antiques 6 Collectibles 


Antiques 


OAKLAND 
TRAIN STATION 

2 buildings up from the Train Station 


'X. 
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Alder Street 




EXTENDED HOURS FOR AUTUMN GLORY: Wed. - Sun. 10 - ? 
17 E. Liberty Street, Oakland • 301-334-5630 

\\a\av. cab i n feve rnul.com 


RED HOUSE SCHOOL 


ITIQUE 

LOOKING FOR THAT SOMETHING SPECIAL? YOV CAN flND IT HERE! 

Come see our new vendors & 
remodeled moll. Vendors alwoys welcome! 


Antiques & Collectibles 


Glassware • Furniture • Unique Items 
Gift Items • Homemade Soaps & More! 

Over 70 square feet with more than 70 local vendors! 

COME SHOP WHERE THE DEALERS BUY! 
Check out what's happening at www.redhouseschoolanliques.com 


Open 10-5 Mon.-Sat; 11-5 Sun. 
Located on Rt. 219 (Garrett Highway) 

10 minutes south of Oakland, just beyond the 
intersection of Rt. 50 at Red House. 

Where pieces of the past meet old time 

<7\alu/>* /itid riittomrr KPmicp rntnrs first! 
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HEAT 


Adopt From Your Local 
^ Shelter or Rescue ^ 

jrwnt a Your Critter: or Neuter 

toimal* www.gorrettcohumanesociety.cofn 


Cove Hun harms 
Corn Maze is 
Now Open! 
Call for details 
301-746-6111 or 
301-616-6111 


©■asr «f 


i ui sim - 


reamer* I'aftf 


J01387 2M0 


101.387 S801 


www.lakesidecreamery.com 

Com* by Bait or Ctrl 


Humane Society 
Schedules Autumn 
Glory Fundraiser 

The Garrett County Hu¬ 
mane Society will sell a vari¬ 
ety of items during this year's 
Autumn Glory Festival A 
vendor table will be set up in 
the Mtn. Fresh Producers 
pavilion, Oakland, on Friday 
and Saturday, Oct. 10 and 
11, from 9 a m. until 5 p.m. 

"Please stop by and see 
what we have for sale be¬ 
cause when you help us, you 
help more animals," said Lisa 
Baker, Humane Society 
president. 

Special themed Monopoly 
games, wooden cat/dog or¬ 
naments, dog toys, and 
homemade dog treats will be 
available. Raffle tickets will 
also be sold for $1 each for 
chances to win a framed "3 
Lab Bakery" print 

The Garrett County Hu¬ 
mane Society has been dedi¬ 
cated to helping neglected 


End of Season 
Ice Cream Spectacular! 

Sunday , October 12 


No Hands Sundae Fating Contest 

Sunday, October 12, 2:00 pm 

Entry fee $V All proceeds benefit Big BrothcrvBig Sutlers! 


Scoop up the Savings 
at Sell-Out Sundae! 


.? gallons of your favorite premium 
ice cream only $40 
Plus 25W off everything 
in stiKk from 
II am to 4 pm unci 
- .50% off remaining 

stock from 4 pm 
until closing! 

Iff 'll see you 
next season! 


"ADOPT A PET FROM YOUR LOCAL SHELTER," says the Garrett County Humane Society mas¬ 
cot. "And please visit our booth during Autumn Glory." The nonprofit organization will have a table 
set up on Friday and Saturday, Oct. 10 and 11, at the Mtn. Fresh Pavilion in Oakland. See story. 


and homeless animals since 
1983. The other major focus 
of this non-profit volunteer 
group is to provide discount 
vouchers for pet owners who 
need to have their pets 
spayed or neutered. 

Each year the GC Hu¬ 
mane Society gives out thou¬ 
sands of dollars in vouchers, 
which in turn prevents hun¬ 
dreds of unwanted litters 


from being bom. 

Though it is not affiliated 
with the Garrett County Ani¬ 


mal Shelter, the Humane So¬ 
ciety provides supportive ser¬ 
vices at the facility by provid¬ 


ing payment of medical bills 
for animals who are injured 
or sick while at the shelter. 

The group also assists an¬ 
other local nonprofit organi¬ 
zation, HART for Animals, 
with its rescue efforts. HART 
transports pets from the 
county shelter, which is not a 
no-kill shelter, and transports 
them to no-kill facilities in 
other areas. 

"This year the Humane 
Society has responded to 
more than 125 animal neglect 
calls in the county," Baker 
added. "Some have resulted 
in lives being saved; others 
resulted in improved living 
conditions for the animal." 

For more information 
about adopting a pet from the 
Garrett County Animal Shel¬ 
ter, persons may call the fa¬ 
cility at 301-334-3553. 

Celebrate the Glory! 


Before you buy an EdenPure 

infrared heater... 

Come see the COMFORT ZONE 

Infrared Heater at your local 
authorized Comfort Zone Distributor - 

HEAT 4 LESS 

1859 Hutton Rd., Oakland 

(Rt. 39 toward Terra Alta) 

301-334-0762 

Tuesday thru Friday 10"to 4 & Saturday 10 to 2 


Comfort Zone Infrared Heaters are: 


PROVEN 14-15% MORE EFFICIENT 

than Any Other Infrared Heater on the Market 

• Economical: Up to 50% Savings in Energy Cost Over Other 
Heating Sources (Gas, Heating Oil, Propane) 

• Therapeutic: Provides Health Benefits Not Obtainable from 
Other Heat Sources 

• Quiet, Energy Efficient, Reliable 

• Comfort Zone Portable Infrared Heater is the BEST VALUE 
for Your Money 

• Comfort Zone Portable Heaters Provide Cleaner, Healthier, 


Propane or Kero 
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Pleasant Valley 
Amish Community 
To Host Breakfast 

Amish residents of the 
Pleasant Valley area will host 
their annual Autumn Glory 
Breakfast Buffet on Saturday, 
Oct. 11, from 6 to 11 a m in 
the community center. 

The menu will include 
pancakes, sausage, biscuits, 
sausage gravy, scrambled 
eggs, hash browns, fruit, ba¬ 
con, cinnamon rolls, and bev¬ 


erages. 

The cost is $8 for adults, 
$4.50 for children 4 to 10 
years of age, and free for chil¬ 
dren 3 and younger. 

Proceeds from the event go 
to pay hospital bills and/or 
charitable causes. 

Directions to the commu¬ 
nity center are as follows: 
from Oakland, take Rt. 219 
south for 3Vi miles and turn 
left onto Paul Friend Road, 
turn right onto Joni Miller 
Road for % mile. The Pleas¬ 
ant Valley Community Cen¬ 
ter is on the right. 


Medical Center 
To Provide Free 
Health Screenings 

Mountain Laurel Medical 
Center, Oakland, will hold 
an open house on Friday, 
Oct. 10, from 9 a m. until 1 
p m in celebration of the Au¬ 
tumn Glory Festival. 

The staff will provide cho¬ 
lesterol and blood pressure 
screenings free of charge dur¬ 
ing the event 

Mtn Laurel Medical Cen¬ 
ters is located along Memo- 



Autumn Glory Festival - Page 49 



* 





If 

m 


■ 

i 

1 

1 



LONG & FOSTER SUPPORTS AG FEST - Charlie Ross, presi¬ 
dent/CEO of the Garrett County Chamber of Commerce, is pictured 
at right with associate broker Tracey Espada of Long & Foster Real 
Estate, a primary sponsor of the 41st annual Autumn Glory Festi¬ 
val's Kick-Off Reception. The event is scheduled for Wednesday, 
Oct. 8, at 6 p.m. at the Lodge at Wisp Resort. Tickets are $125 per 
person or $195 per couple and include an open bar, hors d'oeu- 
vres, dinner, and entertainment. Tickets can be purchased by call- 
ing the chamber at 301-387-4386. 


rial Drive past Garrett more information, persons 
County Memorial Hospital may call 301-533-3300 or e- 
and Cornish Manor. For mailinfo@mtnlaurel.org. 



INSTOCK ln&or 


WoVo iQr'afor| arrncc from tho OaUIpnH T> 

Randy Summers, Owner Open: Mon. - Fri., 9 to f 































































# Based on member meeting all eligibility requirements and making fifty (SO) signature-based 
VISA Check Card transactions each month while maintaining a daily average balance of $4,300.00. 
There is no minimum balance required for eFirst Checking. See branch for details regarding requirements. 

www. firstpeoples. com 


NCUA 


Go green, get more green. 
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What could be better 


Visit any of our eight convenient locations for more information. 
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Annual Banjo, 
Fiddle Contests 
Slated AtSHS 

The 41st annual Official 
Maryland State Banjo Cham¬ 
pionship will be held Friday, 
Oct. 10, followed by the 41st 
annual Fiddle Championship 
and 5th annual Mandolin 
Contest on Saturday, Oct. 11. 
All events will be held in the 
Southern Garrett County 
High School gymnasium 

Doors open each evening 
at 6 p.m. Contestants of all 
ages from the five-state area 
will vie for cash prizes and 
state titles beginning at 7 
p.m. 

The Hillbilly Gypsies from 
Morgantown, W.Va., will 
perform Friday evening dur¬ 
ing the banjo contest. This 


Cove Run Farms 
Corn lYfaze is 
Now Open! 
Call for details 
301-746-6111 or 
301-616-6111 



five-member band has played 
to crowds in coffee shops as 
well as outdoor music festi¬ 
vals. They blend their own 
style of old-time Appalachian 
music with bluegrass to cre¬ 
ate both traditional and mod¬ 
ern tunes. 

The competitions are pre¬ 
sented by the Dove Center, a 
domestic violence and sexual 
assault resource center, 
which provides counseling, 
shelter, a hotline, and other 
support services to victims. 
Proceeds from the competi¬ 
tions benefit the center. 

Advance tickets for the 
competitions are available for 
$12 through Oct. 11 and are 
available at Gregg's Phar¬ 
macy, Proudfoot's Pharmacy, 
and State Farm Insurance in 
Oakland; Deep Creek Food- 
land Fresh in McHenry; Ar¬ 
rowhead Market at Deep 
Creek Lake; Friendsville 
Pharmacy in Friendsville; 
and Bcachy's Pharmacy in 
Grantsville. 

Tickets will also be avail- 
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Watch for our float 
dedicated to our 
new nursino school 
we will have 
in cooperation with 
Allcoany College 
at the Autumn Glory 


■ * Grand Feature Parade! 


“Education and Achievement” 


^ GARRGTT 
K COUNTY 
■3 meftoiAL 
w HOSPITAL 

Q51 NORTH FOURTH ttRGGT 
OAKLAND, HD <21550 
WWW.GCmHCON 
301-533-4000 
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able at the door for $15. Chil- Refreshments will be avail- Insurance agent, is a major 
dren under 12 years of age able for purchase during the sponsor of the competitions, 
will be admitted free of events. F° r morc information, per- 

charge. Rob Michael, a State Farm sons may call 301-334-6255. 


m ’ 70 Newly Remodeled Guest Rooms 

, /]S) M i/1 * Phone with Data Port & Free Local Calls 

C 'Lf/) [/ fl /f£/M/j/ f • Free HBO, ESPN, CNN & Extended Cable 
ii Jr A A/ - • Free High Speed Internet 

OTFI * ^ reezer & Microwave in Rooms 

1V1V-P 1 LiLi RT. 26 SOUTH. KINGWOOD, WV 

YourA fZ-m/^l mi" 01 " PH (304) 329-1145 

‘ ' " www.hcldrclhmotcl.bi/ 

Sandy y s Cafe 

Family Style Restaurant 

V •/ 

Phone & Fax: 

(304)329-3100 

Located at the Heldreth Motel 

1 — lounge 

• Relaxed atmosphere at Heldreth Motel 

• Full service bar / variety of beverages 

• Pool table and Megatouch ,M machine 

• Extended cable Tl ' A Jukebox 

(304) 329-1892 



vrr-_ 
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Jobs Made Easier. Jobs Made Safer. 

Garrett Industrial 
Supply Inc. 




jJJ NEW STORE HOURS: *f‘\ 

Mon -Frl 7 a m to 6 p m.; Sat 8 a m to 1 p m 

FACTORY DIRECT PRICING 

Huge inventory! 

• Hand Tools 

• Power Tools 

• Ames Garden Tools 

• Hydraulic Hose 

• Pressure Washers 

& Adapters 

• Generators 

• Pipe 

• Janitorial Supplies 

• Paint 

• Filters 

• industrial Hose 

• Safety Equipment 

• Pipe Fittings 

• Chain / 1, 

• Rain Gear 

• Oil & Grease 

• Paper Products 

• Tarps 

• First Aid Supplies 

• Mortar & 

• Air Compressors 

Concrete Mix 

& Pneumatic Tools 



VISIT US ON THE WEB: 
WWW.CARRETTINDUSTRIALSUPPLY.COM 


Compare Our Prices Before You Buy! 

Southern industrial Park V 3030 Earl L Core Rd. 
104 Commerce Drive, Oakland v Morgantown, WV 
301-334-4136 \ 304-296-4639 
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Pleasant View Baptist 
To Present "Autumn 
Declares God's Glory" 

The Pleasant View Baptist 
Church will present "Autumn 
Declares God's Glory" on 
Saturday, Oct. 11, at 11:30 
p.m. in Oakland. The event 
will take place in front of the 
post office prior to the Au¬ 
tumn Glory Grand Feature 
Parade. 

This free musical event 
will include the church's Kidz 
Choir, puppetry, and drama 
to celebrate "God's display of 
His glory in autumn." 

The Oakland Post Office is 
located along Second Street 
across from First United 
Bank and Trust. 

Admission is free. For 


more information, persons 
may call 301-334-8515 or 
visit pleasantviewbc org 

Crafts, Gifts Galore 
Available At Dennett 
Road Elem. School 

The popular Autumn 
Glory Craft and Gift Sale 
will be held again at Dennett 
Road Elementary School, 
Oakland, Saturday, Oct. 11, 
from 10 a m. to 6 p.m, and 
Sunday, Oct. 12, from 10 
a m. until 4 p.m. Local craf- 
ters will be joined by others 
from across Maryland and 
surrounding states. 

A wide variety of contem¬ 
porary crafts will be available 
throughout the school, in¬ 
cluding woodworking, can- 



READY! 




Crab a 
piece for 
Lunch! 


CONVENIENCE 

CENTER 

Rt. 1SS, Mtn. Lake Park 


CLEAR MOUNTAIN BANK SPONSORS AUTUMN GLORY FESTIVAL - Charlie Ross, president/ 
CEO, Garrett County Chamber of Commerce, recently accepted a check for $1,000 from Clear Moun¬ 
tain Bank for the sponsorship of the Autumn Glory Festival. The presentation took place at Clear 
Mountain Bank's branch location, along Garrett Highway in Oakland. Pictured, left to right, are Joanna 
Frazee, branch manger; Clint McCabe. Clear Mountain director of marketing; and Ross_ 


By the slice or by the pie. 

Give our Pina a try 

IT'S IRRESISTIBLE! 


301-33a-U!CK 


dies, quilts, painted decor, 
jewelry, and much more. 
Displays will be set up in the 
entrance lobby, the cafeteria, 
the gymnasium, the hallway, 
and outside the school along 
the front walkway. 

Patrons of the AG Craft 
and Gift Sale will also be able 
to purchase refreshments 


from Hospice of Garrett 
County volunteers. 

Susquehanna Bank is once 
again sponsoring this event, 


so there is no admission 
charge for patrons. 

For more information, per¬ 
sons may call 301-387-4386. 



COMMUNICATIONS 


12978 Garrett Hwy., 
Oakland, MD 
301-334-2488 

THE NEW AT&T DEALER! 


FREE 

Gas card & car charger 
with any 

NEW 2 year 
cellular activation 

^ at&t CELLULAR PROMO 

Purchase a handset and 

Receive $20.00 off 

‘Requirn 2 year agrrrmrnt •(IITrr valid on ratea plana of 

V40.00 or more -Cannot be combined with any other offer 
•Offer eipirea 10/31/0* 


PRE PAID PROMO 

Pre-paid cellular phones 
beginning as low as 

$19.99 

‘Requires minimum purchase of 
S50.00 in f* VO prepaid minutes 
•Certain handsel only 
•Offer expires 10/31/08 
• No refunds 

PAGING SPECIAL 

Save $20.00 

on 1 year service when activating a 

NEW 

numeric or alphanumeric 
paging agreement 


Hurry in to one of T.W.R.s 2 locations, bring this ad, and reserve vour 
cellular handset and calling plan before time runs out! 

Offer ends soon. Happy shopping! 

For additional information call one of our representative during 
normal business hours. Monday - Triday 9 a m. - 5 p.m, 


Revolutionary Firebox Design 

Sprayed-on 
Urethane 
Insulation 


Trapped 

Gases 

Create 

Secondary 

Combustion 




HeatLock 

Baffle 


E-Classic Series 

First to meet the 2010 EPA Limits. 


Cozeburn Series 

•Cast Iron Shaker Grates 
•Burns Coal/Wood 

New Tech Heating Systems llc 


•Pumps • Heat Exchanges 
•Insulated Underground Pipe 
•Parts & Accessories 
•Installation Available 

301-616-2580 

Tobie Kinsinger 

7438 Garrett Highway, Oakland, MD 21550 
(South of Paul Friend Rd) 

Cio*uu on Sunday 
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Festival Features 
Wide Variety Of 
Fantastic Food 

Festive fare to appeal to all 
palates will be available dur¬ 
ing the 41st annual Autumn 
Glory Festival, from full- 
course dinners to three-scoop 
ice cream sundaes. 

Old World German-style 
food and beverages will be 
served at the Oktoberfest 
meal in the Oakland lire hall 
on Thursday, Oct. 9, from 4 
to 7 p.m. The meal will be 
followed by the Firemen's 
Parade and the OVFD Okto¬ 
berfest. 

Admission is free, with a 
charge for each meal For 
more information, persons 
may call 301-334-3535. 

Everyone is invited to 
"Glorious Harvest" at the 
Mountain Fresh Producers' 
Market with fresh local pro¬ 
duce, baked goods, jellies, 
pumpkins, ornamental corn, 
crafts, children's activities, 
and more. 

The market will open at 
the Mountain Fresh Pavilion 
in the Oakland town parking 
lot Wednesday, Oct 8, from 
10 a m until 1 pm, Thurs¬ 
day from 11 a m until 5 
p.m, and Friday and Satur¬ 
day from 9 a m. until 5 p.m 


Admission is free. For 
more information, persons 
may call 301-334-6960. 

A spaghetti dinner will be 
held on Friday from 4 until 7 
p.m. at Dennett Road Ele¬ 
mentary School. This "all- 
you-can-eat" meal will also 
include bread, salad, drink, 
and a dessert. Take-outs will 
be available. 

For more information, per¬ 
sons may call 301-334-3452. 

The Kitzmiller Volunteer 
Fire Department will hold its 
annual Autumn Glory steak 
dinner in the fire hall from 5 
until 7 p.m. 

Hot sausage sandwiches 
and hotdogs will also be 
served by members of the 
Oakland Volunteer Fire De¬ 
partment on Saturday, begin¬ 
ning at 11 a m. in front of the 
fire hall along Third Street. 
All proceeds benefit the Oak¬ 
land VFD. 

Festival-goers may also 
enjoy a variety of foods sold 
by vendors dunng the Grand 
Feature Parade and through¬ 
out the day on Saturday from 
9:30 a m. to 5 p.m. in Oak¬ 
land Vendors will be set up 
primarily along Green Street. 
The proceeds will benefit 
many local non-profit organi¬ 
zations. 

Visitors planning to watch 
the parade will be able to 
come early and/or stay late, 




Baked Tur 
Dressing & 
REAL M ashed 
Green o' 

APPl« au ““j 

Dessert &*■ 

fMtn. UtelO 

Apostolicsof 

Corner of G s 

in Mtn. 


[$ Apostolics of Oakland 

AUTUMN GLORY 


^ OCTOBER 9, 10 61 11 
1 1:00 a.m.. - 6:00 p.m. 
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and dine while enjoying the 
musical entertainment and 
displays throughout Oak¬ 
land. 

The festival will again fea¬ 
ture the 12th annual No- 
Hands Sundae Eating Con¬ 
test. Competitors will face off 
against a three-scoop dish of 
homemade ice cream with 
toppings and whipped cream. 
This challenge will be held 
Sunday at 2 p.m. at Lakeside 
Creamery, 20282 Garrett 
Highway, along Deep Creek 
Lake. 

Several age categories will 
be available, with prizes 
awarded to all winners. 

The fee for contestants is 
$5, with proceeds to benefit 
Big Brothers Big Sisters. Ad¬ 
mission is free for spectators. 


For more information, per¬ 
sons may call 301-387-2580. 

Holy Fire Team 
To Perform On 
Front Pg. Stage 

The Holy Fire drama team 
from Loch Lynn Church of 
God will perform Saturday, 


Oct. 11, from 9:30 until 10:45 
a m on the Front Page Stage 
prior to the Autumn Glory 
Festival Grand Feature Pa¬ 
rade. Admission is free. 

Spectators are invited to 
enjoy a late breakfast pur¬ 
chased from nearby food ven¬ 
dors as they watch an enthu¬ 
siastic performance. 



Goodwill 


CCRC Certified 


Goodwill s 


I Retirement Community 


Grantsville, Maryland 

301-895-5194 www.goodwillhome.org 



Doors Open at 6 00 p m 



Featuring 

THE HILLBILLY CYPSIEt 

on Friday Night 


Tickets available at 
Proutffoot's Pharmacy (Oakland) 
Gregg's Pharmacy (Oakland) 
Foodland Fresh (McHenry) 
Arrowhead Market (Deep Creek lake) 
Beachy's Pharmacy (Grantsville) 


Soathern High School Gymnasium 
Oakland, Maryland 

$12 in Advance 
$15 at the Door 
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Miss Maryland 
Louise Schlegel 
To Attend AGF 

Louise Schlegel, Miss 
Maryland 2008, will be one 
of the featured guests of the 
41st annual Autumn Glory 


Festival's Grand Feature Pa¬ 
rade on Saturday, Oct. 11, 
which begins at 1 p.m. 

Miss Maryland's atten¬ 
dance is sponsored by 
Gregg's Pharmacy, Oakland. 
Shaffer Ford Sales of Oak¬ 
land will provide her parade 
vehicle. 

The Silver Spring resident 


was crowned Miss Maryland 
on June 21 at the historic 
Maryland Theatre in Hagers¬ 
town, w here she competed as 
Miss Allegany County. She 
captured the judges' attention 
early in the competition and 
was named the winner of the 
Overall Interview, Prelimi¬ 
nary Swimsuit, and Talent 
(singing) segments. 

Schlegel, 20, is a senior 
theatre major at the Univer¬ 
sity of Maryland She plans 
to get a master's degree in 
acting and is interested in 
working in film or on stage. 

She will compete for the 
title of Miss America in Las 
Vegas, Nev., on Jan. 24, 
2009. 

Schlegel has an adopted 


Custom Cabinetry 

Quality cabinets designed to 
fit your architectural needs 

Designs by Dan 
814-662-2215 *814-279-0652 




456 Springs Rd., Grantsville, V1D 

Offering Gifts and Needfuls 
Tuesday-Friday 10-5 
Saturday 10-4 

(Closed Sunday & Monday) 

301-895-5822 

www EaglesNestGiftShoppc.com 


Fall Open House 
Fri. & Sat., October 3 & 4 
Special hours: 8 a.m. - 5 p.m. 

Coffee 8b Hot Cider 

Nice selection of fall inventory. 

We also have Mums, Gourds 
and Com Stalks for fall decorating. 


End-of-Summer Sale 

All Handbags - 25% off 



older brother, Christopher, Americans should consider 
and her platform is adoption as a way to expand 
"Adoption is an Option, Not their families and help chil- 
a Last Resort." She said dren in need 




Chevrolet 

An American Revolution 


% 

BUICK 

TMK CJ» 

AMI MX AN %mt 


I 

Pontiac 

Fuel lor the Soul 


GMC 

We Are 

Professional Grade 



THE ABSOLUTE LOWEST PRICES IN THE TRI-STATE AREA 



DRIVE A LITTLE... TO SAVE A LOT 


Meet our experienced sales staff: 


301-334-9494 • 800-458-6695 www.teamoneauto.com 





Wayne Scott 


Sales Associate 


Jett Groves 
Sales Manager 


Larry Durst 
Sales Associate 


Steve Shatter 
Sales Associate 


T 

Vince McCaister 
Sales Associate 


Laura Thomas 
Finance Mgr 


Rick Livengood 
Sales Manager 


BM Iho hn 


MMI 


THE mm GIANT 


Huge Selection of Chevrolet, Buick, Pontiac, GMC • Cars, Trucks & SUVs • New & Pre-Owned 

12899 Garrett Highway, (lakland, MU 21550 • Look lor our Giant American Hag • Across from Wal-Mart • Minutes from Deep 1 reek Like 
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$3499 


Original Washed 
Hooded Jacket 

Tobacco color, made by 
Berne; insulated. 


$ 49 " 


Deluxe Insulated 
Bib Overall 

Made by Berne 


$2799 


Relaxed Fit 

Flannel-Lined 

Jeans 

Made by Berne. 




* 69 " 


Deluxe Insulated 
Coverall 

Brown Duck Made by 
Berne. 


FREE! 


Southern 
States Assorted 
Caps 

"Free with any Carhartt, 
Berne, Rocky, Timberland 
or Muck purchase 



Berne Hooded 
Sweatshirt 

Rugged zip-front hooded 
sweatshirt designed for 
maximum comfort and 
warmth. Thermal lining 





16" AgRunner Lug 
Boot 

Waterproof, insulated rubber 
boots with neoprene lining 
Compare to Muck 


$ 



Timberland Pro 
Thermal Force 

Waterproof; 8'; Steel Toe 



QQ Rocky Sport Utility 

33 Max 

600 grams of Thinsulate 
insulation 


Oakland Cooperative 

1862 Maryland Hwy. 
Mtn. Lake Park, MD 
301-334-3121 


0 SOUTHERN STATES 

Brands you trust. People who know. 


Prices good through 11/01/08 


www southern state* com 
<P2007 Southern States Cooperatrva 
incur pot aieo Am hignts neserveo 
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311 - 317-5472 
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t urnished new construction. 


( ustom-built h HP I ukc (i u’m on /.ft acres. Onlyl 
10 lots on this road for minimum privacy, \aulted 
ceilings on main level A V ft. in lower level. 

Two walk-in s Insets for Waster Suite, Jenn-Air (ius\ 
Range. high-endwashcr dryer, (2i ( dr (tarage. 


Railev Realtv 
Office: 3dl-38--2000 
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COUNTUy 


ramiun 


A brand new USDA certified 
meat processing facility, butcher 
shop and all natural country 
market located at 
418 S. Main Street, Accident. MD 
(behind Annie's Kitchen, same entrance) 


418 S. Main Street, Accident, MD 

(behind Annie’s Kitchen, same entrance) 

301 -746-MEAT (6328) 

Monday - Friday • 9 a.ni. - 6 p.m. 

Sunday 9 a.m. - 3:30 p.m. • Closed Saturday 

COMING VERY SOON! 
ORGANIC BAKERY 


• Featuring a great variety of 
LOCALLY 

raised Certified Natural beef, 
bison & lamb meats, well aged and 
cut to your specifications 
• Jerky, meat sticks & bacon, fresh 
from our smokehouse 
• A wide variety of cheeses from 
around the world, olive bar & country 
market with natural and organic fruit, 
vegetables and everything else you 
need for a complete meal. 


\ tsit our inexican, l Oriental and 
Italian Sections at Garrett Country Market! 


II find everything you need to prepare a 
naturally healthy gourmet meal. 

We Even Ha ve Recipes! 


Your Local (JSDA Certified Natural Butcher Shop 
• On-site IJSDA Inspection 
• Source Verified Locally Raised Livestock 
• Independently Lab-Tested Samples 
• Dry-aged Meat 
FRESH CUT EVERY DAY! 

• We also have Fresh, Free Range 
Certified Natural Poultry, Buffalo & Lanit) 


Certified Natural, 
Free Range Pastured 


where realmyioe waits youU 
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•Fnt'di Local fruit* .arua 
OfccT 40 Yartetisc* ^ fDtavmsHtfti 

atud i 


f rom our ntrd o»* 
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Annual Autumn 
Glory Festival 
Car Show Slated 

The Mountain Top Cruis¬ 
ers Car Club will present the 
11th annual Autumn Glory 
Car, Truck, and Tractor Show 
on Sunday, Oct. 12, at a new 
location. 

The show, which for many 
years has been held at Broad- 
ford Park, will be held in down¬ 
town Oakland on Second and 
Alder streets. 

Registration will be held 
from 9 a m. to 1 p.m. A por¬ 
tion of the $10 registration 
fee will benefit local charities. 
A dash plaque, wall plaque, 
and a “goody bag” will be 
presented to each of the first 
100 registrants. 

This will be a non-judged 


C om- Kim Farms 
Corn Ma/e is 
Now Open! 

< all tor details 
.Ml I1 I I or 
til 1-616 61 I I 





Sllljrir & S|)lCl! 



Breads, Pies, 
Cinnamon Rolls, Cookies 
Brouunies & Donuts 


LflttGE SELECTION OF 
MERT Si CHEESE uuith 
trays available! 



301-334-1559 WWW 

H Mon.- Sat. 7 am - 5:30 pm 

Located IVi miles south of Oakland on Rt. 219 


show. There will also be a Chi¬ 
nese auction, a 50/50 drawing, 
door prizes, food, and games, 
including a push-rod drop, a 
fan belt toss, and valve cover 
races. 

For more information, 
persons may contact Ed Deal 
at 301-746-7222 or eddeal-@ 
verizon.net; Jim Bennett at 
301-334-8130; or Bob Gnegy 
at 301-334-9578 or bm-gn- 
egy@mindspring.net. 


ELKS LODGE #2481 

100 Elk St„ Oakland, MD 

Friday, Oct . 7 0 

Tickets: $30 Donation 


1&M 54 


HHThreeH 

F*500| 

■ Coverall 

Jackpots 


Doors open at 5 p.m - Games start at 6 30 

EXTRA SPEED SPECIALS WILL BE SOLD! 

Refreshments Available 

A fundraiser sponsored by 0VFD & BP0F [Iks lodge #2487 


Tickets may be purchased at the door. No admission under age 18. 




Fall is hera! 

Time for planting your 

Landscaping Evergreens 


Blue Spruce 
White Pine 


Fraser Fir 


Norway Spruce 
Scotch Pine 


CUvistwas \s oow\Y\g soon! 
<Ejet your pretMt 

Christmas Trees 

(3 foot & up) 

Or enjoy a day with the family 
selecting a cutting your own tree! 

We also carry live pine wreaths 4 

ML Top Tree Farm 

Rout 219 south of Oakland 

301-616-7592 
301-334-9506 

i 


/Area’s contact point for 
"7 for Troop. 
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Annual Autumn 
Glory Festival 
Car Show Slated 

The Mountain Top Cruis¬ 
ers Car Club will present the 
11th annual Autumn Glory 
Car, Truck, and Tractor Show 
on Sunday, Oct. 12, at a new 
location. 

The show, which for many 
years has been held at Broad- 
ford Park, will be held in down¬ 
town Oakland on Second and 
Alder streets. 

Registration will be held 
from 9 a.m. to 1 p.m. A por¬ 
tion of the $10 registration 
fee will benefit local charities. 

A dash plaque, wall plaque, 
and a “goody bag” will be 
presented to each of the first 
100 registrants. 

This will be a non-judgcd 


('im* Run Farms 
Corn Vla/t* is 
Non Open! 

( all lor ili-lails 
UH-T-lh-Ol I I or 
till M <.-<*! I I 


SlKJtir & S|)IC(! 





Breads, Pies, 
Cinnamon Rolls, Cookies 
I Brownies & Donuts 


LARGE SELECTION OF 
M€nT Ci CHEESE uuith 
troys available! 



301-334-1559 OWW WWW 

F Mon.- Sat. 7 am - 5:30 pm 

Located 2'A miles south of Oakland on Rt. 219 


show. There will also be a Chi¬ 
nese auction, a 50/50 drawing, 
door prizes, food, and games, 
including a push-rod drop, a 
fan belt toss, and valve cover 
races. 

For more information, 
persons may contact Ed Deal 
at 301-746-7222 or eddeal-@ 
verizon.net; Jim Bennett at 
301-334-8130; or Bob Gnegy 
at 301-334-9578 or bm-gn- 
egy@mindspring.net. 


Fall is here! 

Ttwe for planting your 

Landscaping Evergreens 


Blue Spruce 
White Pine 


Fraser Fir 


Norway Spruce 
Scotch Pine 




SfUJf# 

ELKS LODGE #2481 

100 Elk St., Oakland, MD 

Friday, Ocf. 10 


IaaI 

l§g 

iThreel 

P500I 

[ Coverall 
Jackpots 


<Ohri*tn\as 15 cowing zoon\ 
<E\et your precut 

Christmas Trees 

(3 foot & up) 

Or enjoy a day with the family 
selecting a cutting your own tree! 

We also carry live pine wreaths i. 

Ml Top Tree Farm 

Rout 219 south of Oakland 

301-616-7592 
301-334-9506 


Tickets: $30 Donation 

Doors open at 5 p.m. - Games start at 6 30 

EXTRA SPEED SPECIALS WILL BE SOLD! 

Refreshments Available 

A fundraiser sponsored by 0VFD & BP0E Elks Lodge #2487 


Tickets may be purchased at the door. No admission under age 18. 


Pay *100 

11 




Area's contact point for 

" 7 rw* for Troop*" 
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HAVING A BLAST at last year's Oktoberfest at the Oakland 
fire hall, as he has done for the past 30 years, was Manning Smith, 
director of the Oakland VFO Oktoberfest Band. A retired Episcopal 
priest, Smith happened to drop by a rehearsal of the conductor¬ 
less band at the fire hall 30 years ago and asked if he might fill that 
position. His offer was immediately accepted by the dozen or so 
players at that time, and he has missed only one Oktoberfest since 
then, and that was in order to attend the "real" Oktoberfest in Ger¬ 
many Maestro Manning will strike up the 35-piece band this year at 
about 8 pm, or near the conclusion of the annual Firemen's Pa¬ 
rade. Admission is free, and a wide variety of German-style food 
and beverages will be available for purchase. All proceeds from the 
Oktoberfest are used by the Oakland VFD to purchase new equip¬ 
ment and maintain their building and equipment. 


Deer Park Auto 

484 Edgewood Drive, Deer Park, MD 21550 

301 - 334-9321 

WE NOW DO 

MARYLAND INSPECTIONS 

Complete Mechanical Repair & 
Body Repair Service 
Foreign & Domestic Vehicles 

• Maryland State Inspections 

• Major & Minor Mechanical Repairs 

• Tune-Ups & Brake jobs 

• Routine Maintenance 

• Computerized Diagnostics 

• Air Conditioning Service . 

■ Custom Painting Monday-Friday 

• Touch Ups 8:00 am - 4:30 pm 

• Complete Bodv Repair Closed Weekends 

We Accept Used Car Warranties iS Insurance Claims 


Event Schedule 
(Friday) 

Continued from Page 15 
Mountain Lake Park Visit 
the Museum, right off Rt 
135 at G Street. Visitors may 
use a tape or CD to guide 
them on the walking driving 
tour of the historic area. On 
Friday, Pleasant Valley 
Dream Rides will provide a 


buggy tour, and members of 
the Historic Association will 
be available in the "Ticket 
Office" to answer questions. 
Fall refreshments will be 
served on Sunday. 301-334- 
4314. Free admission. Fee for 
buggy ride. 

Dennett Road Spaghetti 
Dinner - 4 to 7 p m. at Den¬ 
nett Road Elementary 
School, Oakland. All-you- 


can-eat spaghetti dinner, with 
bread, salad, drink, and des¬ 
sert. Take-outs arc available 
by calling 301-334-3452. 

Big Bucks Bingo - Doors 
open at 5 p m., with games 
starting at 6:30 p.m. at the 
Elks Lodge, 100 Elk Street, 
Oakland Ticket price in¬ 
cludes all regular games. 
Tickets arc available from 

Continued on Page 63 




nd annual 


[ courtry sb&zlJkjOdb asms ix9^(9ux d&or 

At Oakland Fire Hall jo 


~FoM TP ec©r - CftjrLsfcMOe TPecor 

| - CoufdJks 

-cud s© ivu idL iwsre! 


Gift Certificates Available 

301-387-7979 • Open Fri„ Sat., & Sun 


www.doepcreeksweets.com 


NEW! Freshly Baked Lil' Orbit Donuts*"**^^ 

Chocolate Covered Fruits 

Truffles • Caramels • Turtles • Butter Creams 

Chocolate Covered Potato Chips 

Caramel Popcorn Crunch 'w 

Chocolate Dipped Pretzels 

25c Candy for Kids 

Sugar-Free Assortment 

Chocolate Dipped Oreos • And much, morel 

Chocolate Making Demonstrations 


Fudge Made On Site! 

| Autumn Glory Special 

Dllw I nnnnfl 
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'08 Fall Home Decor Trends: 
One Part Nature with a Twist 



Mother Nature wows 
us with fantastic fall colors 
and scenery, the latest trends 
in fall decorating and enter¬ 
taining bring the beauty of 
the great outdoors inside. 
Give your home some fall- 
tim< llare by adding nature- 
inspired decor with unex¬ 
pected crafty details. 

r his fall, decorating 
tre Is are inspired by nature, 
bui i he key is to use these 
eU nts in new and exciting 


ways. Interesting themes, 
new colors, and surprising 
details are making fall 2008 
distinctive," says Susan At¬ 
chison, manager of trend de¬ 
velopment for Jo-Ann Fabric 
and Craft Stores. 

Here are some decorating 
ideas and trends that you can 
try in your home: 

1) Make pumpkins fun. 

Pumpkins arc the quintes¬ 
sential symbol of fall, but 
why not put a new twist on a 


'PtlW'V ilvc 


Seasons bring change, and the 
beauty of each one lies in the purpose 
Cod has for it... 

Enjoy the blessings Cod has in store 
for you this autumn. 


[mmma food (fh/iuim SloM 


Serving all of your Christian needs. 



Located at the intersection of 

Rt. 219 & Sand Flat Rd. 

Garden Center Plaza 

301 - 387-8858 

e on ~ ~ 

^ w K ' < 

Sat 10 a m - 3 pm, Closed Sun & Mon 


classic? When ordinary 
pumpkins just won't do, paint 
a collection of pumpkins and 
decorate them with scroll¬ 
work designs for instant 1- 
did-it-myself appeal 

"Try painting artificial 
pumpkins, called Fun-Kins, a 
variety of colors. Rich blues 
and reds will provide a clas¬ 
sic look. Then decorate with 
dimensional copper paint or 
iridescent brown paint," says 
Atchison. "For a fun, bright¬ 
er look, get inspiration from 
traditional prints by painting 
argyles, dots, checks, plaids, 
and stripes in exciting color 
combinations for a fun mix- 
and-match pumpkin group¬ 
ing that can be used year af¬ 
ter year." 

2) Make it a crafty Hal¬ 
loween. 

Halloween is a frightfully 
fun time, and with the holi¬ 
day landing on a Friday this 
year, there's bound to be a 
little extra celebration. Con¬ 
sider using inexpensive or 
leftover craft items to create 
frightfully fun Halloween 
decorations for little cost. 

Atchison suggests making 
"Jack-O-Lantcrn Illusions,” 


which are made out of a quilt 
hoop that is painted orange 
with a fun jack-o’-lantem face 
hanging in the center with 
clear thread. They're quick 
and easy and look fabulous 
hanging from the ceiling in¬ 
doors or on trees outside. 

3) A table aplenty. 

Showcase the essence of 
fall’s natural beauty with a 
sparkling centerpiece every¬ 
one will adore. Fill jars and 
bowls with decorative fruits 
like apples and grapes, but 
add pizzazz with nontradi- 
tional fruits such as pome¬ 


granates or mangos. 

"Put your own creative 
spin on the project by adding 
things you've purchased or 
found on a nature walk like 
pinecones, dned flowers or 
feathers," says Atchison. 

Add a special touch for 
your next dinner gathering by 
creating personalized hand¬ 
crafted harvest place settings. 
Choose a decorative foam or 
plastic fruit and use copper 
paint to inscribe the guest's 
name. Add a feather or other 
decorative detail and you 
Continued on Page 61 


miNGO’ 


WEDNESDAYS 

St. Peter’s Social Hall 

Corner of 4th and Oak St. 301-334-2202 ^ 

Doors open at 5:30 p.m. Games start at 6:30 p.m. 

$ 500 Jackpot 

^ * Mystery number ‘Winner take all ‘Refreshments 
NO admission under 18. 



GARRETT ORTHOPEDIC 
PHYSICAL THERAPY & REHABILITATION 


SPECIALIZING 
IN: 

•Spinal Pain 
•Sports Injuries 

•Post-Surgical 
Rehabilitation 

•Bursitis/Tendonitis 
•Rotator Cuff Injuries 
•Women’s Health 
•Lymphedema 

•Dizziness and 
Balance Disorders 

•TMJ Dysfunction 
•Foot & Ankle Injuries 

Our Experience Makes Your Experience Better 



Mike Voelkel, PT. LLCC 
Tarry Butner, PT, Cert MDT 
Carol Voelkel. PT 
Sonya Hinebaugh, PTA, CPI 



301 - 334-5220 


|L 


Over 75 Years of Clinical Experience 

•13141 Garrett Hwy- Oakland, MD21550- 

•■moiie. J*J i-oo-Kiddu-i-ax ou i-ojaoe / ✓ 
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Decor Trends 

Continued from Page 60 
have a tasteful place setting 
that turns into a fun take- 
home party favor once guests 
are ready to go. 

4) Accents around the 
home. 

Adding a touch of color 
throughout the home can 
transform it into an autumn 
environment in no time. Util¬ 
ize colors to bring the feeling 
of the season into any room, 
from bathroom to kitchen to 
porch Gorgeous golds and 
oranges, rich burgundies and 
browns, plus touches of teal 
and sage vividly reveal fall's 
splendor. 

Add a splash of color with 
a wine-toned table runner or 
visual appeal with a simple 
bunch of dried fall flowers 
filling the air with the pleas¬ 
ant aroma of the season. 

"This fall, decor with a 
natural essence is popular, 
but be creative. Adding 
unique details to traditional 
items or utilizing colors in 
new and exciting ways can 
really make your house stand 
out," concludes Atchison 

For more information and 
to get supplies for creating 
the perfect fall decor for your 
home visit www.Joann.com 

Courtesy of ARA Content 
CRAFT PROJECT IDEAS 

Craft 1) Scrollwork Fun- 
Kins 

Skill level: No experience 
needed. 

Approximate crafting 
time: 1 hour each, plus dry¬ 
ing time 

Supplies and tools: 

•Fun-Kins Carvable 
Pumpkins, various sizes 

•Acrylic paint in colors of 
choice 

•Paintbrushes - 1-inch and 
'/l-inch flat 


ft's Hers! 


MD Lottery, 
Keno & Scratch-Offs 


Scratch’ W' 



CONVENIENCE 

CENTER 


Rt 135, Mtn Lake Park 

Open Mon thru Frt 5 » m-10o m I 
Ml b. in lu u m tun / in bpm j 

301-334-LUCK 



FOOD, GLORIOUS FOOD, and lots of it, Is available through¬ 
out the annual Autumn Glory Festival. In the photo above, a local 
law enforcement officer grabs some condiments for his meal at the 
Oakland Vol. Fire Department's Oktoberfest celebration, and at 
right, a grandmotherly type lady is pictured with enough delicious 
Rotary French fries to last until about Halloween 


"Spray gloss varnish 
•Dimensional paint, cop¬ 
per and iridescent brown 
•Plate for paint 
Directions: 


1. Basecoat the entire 
pumpkin with acrylic paint 
Let dry. 

2. Shake the dimensional 
paint bottle to get a full load 



of paint at the nozzle Begin- stem, varying the swirls, and 
ning at the stem, create a building upon the original 
swirl. Continue around the Continued on Page 62 





Install Replace or Repair Your Garage Door Now / 


Is coming... 

ARE YOU 
READY! 


301 - 334-9170 



Residential • 



Commercial • Heavy Duty 


• Many Styles & Colors Available 

• Fiberglass, Wood or Steel 

Steel & Fiberglass Doors are Insulated (Rated as high as R-14) 



Designer Glass and Hardware Options 


lire L/I7DI 117 Y 




Sales, Service & Installation 

We Service All Brands of Garage Doors 
Open Mon.-Fri. 7 to 5; Sat. 7 to Noon 

762 Jom Miller Road, Oakland • 301-334-9170 • www.cnmetalsllc.com 
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Decor Trends 

Continued from Page 61 
ones. Continue about a quar¬ 
ter to a third of the way 
down the pumpkin 

3. Add dots to the design, 
if desired 

4 Return to the stem and 
decorate it. 

5. Set pumpkin aside to 
dry. 

Tip: 

Paint Fun-Kins Carvable 
Pumpkins in two stages 
first with stem up, second 
with stem down. When 
painting the bottom, stand it 
stem down in a container 
that supports it until it's dry. 


To get spray gloss varnish 
at the base, insert a dispos¬ 
able cup or other tall object 
inside the hole at the bottom 
to lift it from the surface. Af¬ 
ter spraying the surface that 
faces you, rotate pumpkin to 
get the other surfaces. Spray 
the stem from the top as well. 

Craft 2) Jack-O'-Lantern 
Illusions 

Skill level: No experience 
needed. 

Approximate crafting 
time: 1 hour each, plus dry¬ 
ing time 

Supplies and tools: 

* 14-inch, 16-inch and 18- 
inch quilting hoops 

* Acrylic paint three dif¬ 



Be careful when you're speaking about him 
your'e speaking of the man he loves! 


Lou DiCarlo 

The Stained Glass Man 


214 I St.. Mtn. Labe Park, Maryland 

Corner of I St & Rt. 135 across from Faith Evangelical 
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THAT LITTLE BROTHER looks just a bit too old for a pacifier from big sister, but if it’s made of 
one’s favorite candy, why not? This little ones were pictured last year along the route of the Oakland 
Volunteer Fire Departments’ annual Firemen’s Parade, one of the major events of the Autumn Glory 
Festival. The event, which features fire and emergency service apparatus from several states, will get 
under way at 7 p.m. on Thursday, Oct. 9. 


ferent orange colors 

* Foam brush 

* Clear polyester thread 

* Thin hand-sewing needle 

* 9-by-12-inch craft foam, 
three sheets 3 mm thickness, 
black 

* Tacky glue 

* Scissors 

Directions: 

1. Paint inside and outside 
of all hoop sets and allow to 
dry thoroughly. Use a differ¬ 
ent color orange for each 
size. Two or three coats may 
be needed to achieve desired 
effect. Hang to dry 

2. Design jack-o'-lantern 


faces and cut out from black 
craft foam. 

3. With clear polyester 
thread and needle, poke tiny 
hole through top of each face 
piece and tie to inner hoop to 


make face mobile. 

4. Glue the outer hoop at 
right angles to inner hoop 

5. When dry, tie a piece of 
thread to hoop screw and 
hang 


Call for Appointment 

Many same day appointments available 

Most Insurances Accepted 


ROBIN BISSELL, M D. 


Accepting 
New Patients 


« 


124 Miller SL 
Crantsville, MD 21536 
Telephone: 301-895-4270 



WCPCO 

FFDFRA1 CREDIT UNION 

www wepcofcu.com 


204 North Branch Ave • PO Box IS7 • Bloomington, MD 21523 
301 3S9 3081 800 292 8139-Fax 301 359 3683 

OAKLAND 12826 Garrett Highway • PO Box 619'Oakland, MD 21550 
OFFICE 301 334 1431 <877 334 1431 • Fax 301 334 1544 

Drive-Up 130 North 4th St • Oakland. MD 21550 


KEYSER 

OFFICE 

LAVALE 

OFFICE 


US Route 220 South-PO Box 818 - Keyset. WV 26726 
304 788 5305-866 788 5305-Fax 304 788 5398 

1251 I Winchester Koad La Vale. MD 21502 
3017290146 866 7290146 Fax 301 729 94! 5 































The Republican Newspaper. October 2, 2008 


Autumn Glory Festival - Page 63 





n 5 T'terlst" 

^ ^xpres 

Fresh Flowers • Silk Flowers • Dish Gardens 
Houseplants • Fruit Baskets • Balloons 
Stuffed Animals • Gift Items • Greenhouse 
Daily Local Delivery C? Worldwide Wire Service 

We offer personalized floral sendee 
for all occasions including weddings , 
birthdays, anniversary & sympathy. 


Wa (MljJex swJles 1 . 


301-387-9370 

Mon.-Fri., 8-4; Sat., 8-3; Closed Sunday 
6936 Sang Run Road 

wwwc 0 untry 3 ardenexpress.com 


Furniture 2 Go 

New & Used • Name Brand Furniture at Affordable Prices 

We guarantee the lowest retail prices! 

• Couches 

• Chairs 

• China Cupboards 

• Dressers 

• Childrens’ Furniture 

• Coffee & End Tables 

• Dining Sets 


Present this coupon and receive 

825.00 off 

an\ purchase of $299.00 or more! 
Expire' 10/3 I/OS 


260 Maple Street, Friendsville, MD 21531 
•301-501-0570 • fanutare-2ge.net 


tie " The Hilllbilly Gypsies 
will perform between con¬ 
tests Featuring 3 CD re¬ 
cordings, the 5-member Hill¬ 
billy Gypsies have played to 
crowds in coffee shops as 
well as outdoor music festi¬ 
vals. They blend their own 
style of Appalachian old time 
music with bluegrass creating 
traditional and not-so- 
traditional bluegrass stan¬ 
dards, along with catchy old 
fiddle tunes. Tickets are 


available at Gregg’s and 
Proudfoot pharmacies and 
State Farm Insurance, Oak¬ 
land, Deep Creek Foodland 
Fresh, Arrowhead Market, 
Friendsville Pharmacy and 
Beachy’s Pharmacy in 
Grantsville Advance tickets 
will be sold through Thurs¬ 
day, Oct. 9, for S12, with 
tickets at the door for $15. 
Children ages 12 and under 
are admitted for free Re- 
Continued on Page 64 


Event Schedule 
(Friday) 

Continued from Page 59 
any Oakland Fire Depart¬ 
ment or Elks member Par¬ 
ticipants must be 18 years or 
older. Refreshments and food 
are available. 301-334-3535. 

Kitzmillcr Steak Dinner - 
5 to 7 p.m Don’t miss the 


wonderful steak dinners pre¬ 
sented by the Kitzmillcr Fire 
Department. 

The Official Maryland 
State Banjo Championship 

featuring the Hillbilly Gyp¬ 
sies - 7 p.m. at Southern 
High School gymnasium, 
Oakland. The 41st annual 
Official Maryland State 
Banjo Championship pre¬ 
sented by the Dove Center. 


HERITAGE QUILTERS TO HOST 6TH ANNUAL AGF SHOW - The sixth annual Autumn Glory Fes¬ 
tival Quilt Show, hosted by the Heritage Quilters, will take place on Saturday and Sunday, Oct. 11 and 
12, from 10 a m. to 5 p.m each day A wide variety of quilts will be on exhibit at St. Peter's Social Hall 
in Oakland. Admission is $2. Vendor items and a benefit quilt raffle will be available. Guests may view 
numerous quilts made by local artisans, and may vote for their favorite one. Pictured is last year's 
People's Choice Award winner, Crystal Boone of Horse Shoe Run, W.Va For more information, per¬ 
sons may call 301-387-4959. 


Enjoy the very best sounds of 
the Appalachian Mountains 
as contestants of all ages 
from a 5-state region compete 
in various categories "pickin' 
their hearts out while vying 
for cash prizes and state ti- 


Valley View 

Jiff Jiff Jiff 

fry 

Certified Organic Foods 
Largest Herb & Spice Selection 
at the Best Price! 


BULK FOODS • TRAIL MIX 

Health Foods & Supplements 
Special Diet Foods 
Great variety of flour 
and bread machine supplies 
Applebutter • Jams 
Dried Fruits & Snacks 
Unique & Hard To Find Items 


Handmade crafts & furniture 
Portable Bandsaw Mills 

301-334-4381 

ii.S. hi. uiv. o in lies muiii oi Gauiuiui 
Monday - Saturday 9 00 a m. - 5 00 p m 
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tgam Preston County Inn 

Since <3^7 

Tine Tood, Spirits and Lodging 

LUNCH: Monday-Saturday 11:00-2:00 ♦ Banquet Facilities 

DINNER: Monday-Saturday 5:00-9:00 ♦ off Site Catering 

SUNDAY BRUNCH BUFFET: 10:00-2:00 ♦ p a tio Dining 

Monday: Vi Price Any Bottle of Wine w purchase of 2 Entrees 
Ttiesdav: “Surf & Turf“ 8 oi Top Sirloin & 12 Shrimp $15.95 
Wednesday Senior Citizens' Night - Vi Price Entree for Seniors 
Thursda y: All-You-Can-Eat Snow Crab Legs $21.95 

Phone 304-329-2220 Fax: 304-329-4630 

112 West Main Street, Kingwood, WV 

• •* » - • •»» . n ... 

jLtAU itiMOMU 5-7 LS\. Wt tAiJ UMUItyi, 4 $ VjJl WiVI * 


Event Schedule 
(Friday) 


Continued from Page 63 
freshments will be available. 
301-334-6255. Sponsored by 
Rob Michael, State Farm 
Insurance. 

Haunted Mtn. Coaster at 
Wisp Resort - Starting at 
dusk. Wisp Resort. Gather by 
the bonfire before experienc¬ 
ing the thrills and chills of the 
haunted trail and maze then 
finish it off with a screaming 
coaster ride. For more infor¬ 
mation, persons may visit 
www.wispresort.com for 
pricing, or call 301-387-4911. 


Saturday, Oct. 11 


14th Annual Oakland/ 
Mountain Lake Park Lions 
Club Autumn Glory 5K- 
Run/2-Mile Walk - 7 a m. 

for registration, race starts at 
8:30 a m prompt at Broad- 
ford Lake Park. A 5K-Run/ 
2-Mile Walk for sight. 
Awards to top male/female 
runner/walker. Awards to 
top three finishers in each age 
group Participant fee: $20. 
301-387-5762. Free admis¬ 
sion for spectators 

Pictorial Cancellations - 
8 a m. to noon on Saturday. 
Oakland Post OfTice, 22 S. 
2nd Street. Cancellations on 
customer prepared letters and 
postcards. 301-334-3151. 
Free admission. 

Tall Tale Storytelling and 
Book Festival - 9 a m. to 
12:30 p.m. at St. Paul’s 


READY TO HEAR SOME "OLD-TIME MUSIC” and help a good 
cause? Then check out the Official Maryland State Fiddle and Man¬ 
dolin championships on Saturday, Oct. 11, at 7 p.m. in the South¬ 
ern High School gymnasium. Tickets are available at the door for 
$15 and at various locations throughout the county prior to the 
event. Proceeds benefit the Domestic Violence and Sexual Assault 
Resource Center, better known as the Dove Center. For more infor¬ 
mation about tickets, persons may call 301-334-6255. 


United Methodist Fellowship 
Hall, 316 E. Oak and 4th 
streets, Oakland. Come listen 
to old time tales and "true” 
stories that are stranger than 
fiction. Students will tell sto¬ 
ries from 9 to 10:30 a m., 
with adult tellers from 10:45 
a m. to 12:15 p.m. Proceeds 


go to the AAUW Scholarship 
Fund for Garrett College. 
Prizes for all tellers from area 
businesses. To register as a 
teller or writer, persons may 
call 301-387-9199 and leave 
name and number. Admis¬ 
sion for children 5 years and 
Continued on Page 65 
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Call Us! 

2000 Thayer Center, Oakland, MD 
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Continued from Page 64 
over and students is $2, sen¬ 
iors is $3, and adults is $4. 


Glassblowing at Simon 

Pcarcc - 9 a.m. to 5 p.m. 
daily at Simon Pearce, 265 
Glass Drive, Mtn. Lake Park. 
Observe Simon Pearce mas¬ 
ter glassblowers demonstrate 


Attention Contractors 



No matter what the size of your job Sunrise 
Sanitation Services, Inc., has a box to meet 
your needs. Sunrise offers 10, 20, and 30 
cubic yard boxes. Speedy delivery combined 
with our 

dependable and reliable excellent 
service is just what you need. 


Give us a Call Today! 


Autumn Glory Festival - P age 65 



SOME OF THE BEST HIGH SCHOOL BANDS in the region participate in the annual Autumn Glory 
Festival Grand Feature Parade, scheduled to begin at 1 p.m. on Saturday, Oct. 11, in downtown Oak¬ 
land. Those in the rank above are members of the Morgantown High School Marching Band. Many of 
the top bands stay in town after the parade to compete in the annual Western Maryland Tournament of 
Bands, held on the Southern High School athletic field and sponsored by the Southern Garrett Band 
Boosers 


301-334-6212 


the art of glassblowing Visi- collection of Simon Pearce 
tors may browse the adjacent glass and pottery designs, 
retail stores for the complete Children arc welcome. 301- 



An Autumn 
Glory Tradition 

Perkins' Autumn Glory Special 
ButterbalT Turkey Dinner comes with 
choice of two sides , dressing and a 
slice of pumpkin pie for only 59.99. * 

Available 

Thursday, October 9 - Sunday, 
October 12 after 11 a.m. 


Hours of Operation 
Sunday - Thursday 7 a m. - 9 p.m. 
Fnday & Saturday 7 a.m. - 10 p m 


McHenry 

24584 Garrett Hwy 
(located next to Foodland m 
Market Square Shopping Center) 


Restaurant 

fcfBAKERY 


334-5277. Free admission. 

Historic Garrett County 
Courthouse Centennial 
Celebration - 10 a.m. at the 
Garrett County Courthouse. 
The Board of Commissioners 
of Garrett County invites the 
public to a rededication cere¬ 
mony and open house for the 
Centennial Celebration ol the 
Historic Garrett County 
Courthouse. There will be 
historical tours of the build¬ 
ing, with displays, photos, 
and individuals in period 
dress. 

Glorious Harvest Farmers 

Market - 9 a m. to 5 p m. on 
Saturday. Join us for old- 
fashioned family fun at the 
farmers market Visitors will 
find an abundance of hand¬ 
made crafts, fresh local vege¬ 
tables, fruits, berries, and 
herbs, plus delicious home¬ 
made baked goods, jams and 
jellies, live plants, and pump¬ 
kins and gourds Visit www - 
MountainFresh org or call 
301-334-6960 Free admis¬ 
sion. 

U » PT'« Animal AHnn- 

tion Center Car Raffle - 9 

Continued on Page 66 
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Continued from Page 65 

a m. to 5 p.m. downtown 
Oakland at the vendor area. 
HART for Animals Inc. is 
raffling a 2008 Pontiac Sol¬ 
stice convertible to build an 
animal adoption center for 
Garrett County. The county 
shelter does not have enough 
room for 1,500 animals that 
are relinquished in our 
county each year. 301-387- 
8085. Tickets arc $10 each or 
6 for $50. 

Oakland Shuttle - 9 a m 

to 5 p.m on Saturday, the 
Garrett Transit Service will 
provide a shuttle service cir¬ 
culating between downtown 
Oakland (town parking lot), 
the cratt/antique shows, and 
dinners. For more informa¬ 
tion, persons may call 301- 
334-9431, ext 102 or 111. 
Special trips will be quoted 
upon request. Two buses will 
circulate the area, and the 
fare is $3 for all day or $ 1 per 
ride. 

Oakland Train Station - 9 

a m. to 5 p m Visitors can 
see Oakland’s 1884 B&O 
train station and browse The 
Shoppe at Heritage Square, 
with items for sale from more 
than 60 local artisans. A self- 
guided tour is available at 
this fine example of Queen 
Anne architecture. Free ad- 
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LOTS OF LIVE ENTERTAINMENT will be presented, free of 
charge, on the morning of Saturday, Oct. 11, prior to the Autumn 
Glory Festival Grand Feature Parade, slated to begin at 1 p.m 
Some of that entertainment will take place on the Front Page Stage 
along Green Street. Scheduled to perform there will be the Holy 
Fire drama team from Loch Lynn Church of God at 9:30 a m., and 
the Teal Steel Band, a 12-member steel drum group from West Vir- 


mission. 

Wisp Used Equipment 
Blow-Out Sale - 9 a m. to 5 
p m Wisp Resort. Stop in for 


deals on rental equipment 
including bikes, skate park 
components, kayaks, skis, 
Continued on Page 67 






Painted 
Cupboaid 

J 215 East Alder St.. Downtown Oakla 




215 East Alder St., Downtown Oakland 
Mon.-Sat., 10-5; Sun., 10-4 





Primitive country wares for your home 


Gourd Birdhouses •Handmade Benches & Furniture 
Signs • Baskets • Berry Wreaths • Linens 
Great selection of Candles! • Jill’s Dip Mixes 
Preston Co. Pottery by Jon Lilly, 

Gifts and much, much more! 






(:■> 


ENT SallyeAnder soaps 

" , w»r» hwn i wda 

U l >®0f ui Amtfuca" 



hmidiT'iidr 


ginia, at 11 a.m.. The Still Kickin' Cloggers will also be performing 
downtown on the Boxcar Stage at the historic B&O Railroad sta¬ 
tion along Liberty Street at 10:30. A wide variety of food and bever¬ 
age items will be available for purchase at a number of locations 
downtown. 


lelbig's 
Carpets & 
'Carpet Cleaning' 

Private Residence 
Personalized Service With 
Butch & Carolyn Helbrg 
Open 9-5 Mon.-Fri. 
9-noon Sat. 

Evenings by Appointment 

In business 3 / years! 301 - 334-9598 

October marks a milestone for us at this month of 
October is our 31st anniversary in floor coverings. 
We began in October 1977 selling and installing 
carpets and vinyls. For the past 16 years our 
cleaning service has been available to our 
customers as well. 

To say thank you to our many friends and 
customers we've acquired through our 
business, we offer you special savings 
on materials purchased from us during 
this 31st anniversary month. 

To our old customers we once 
again say thank you and to 
prospective 
new customers we 
say welcome! 

Remember, we're 
I he couple who says 
“A floor without a rug 
Ls like a kiss 
without 
a hug. 
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OOOH, I DON'T THINK I SHOULD HAVE EATEN THAT FIFTH SUNDAE! The 12th annual No- 
Hands Sundae Eating Contest gets under way at Lakeside Creamery, Deep Creek Lake, at 2 p.m. on 
Sunday, Oct. 12. Contestants in several age categories will be given three-scoop sundaes, complete 
with toppings and whipped cream, and a chance to "pig out" during this popular Autumn Glory Festi¬ 
val event. Prizes will be awarded to all winners. The entry fee is $5 for contestants. Free admission for 
spectators. Proceeds benefit a local children's mentoring group. For more information, persons may 
call 301-387-2580. Photo by Mandy Geisler 

am on Saturday at the Front late breakfast along with an 
Page Stage The Holy Fire enthusiastic performance, 
drama team from Loch Lynn Free admission. 

Church of God will provide a Continued on Page 68 
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Go Fishin' for 

Nightcravviers 

at Winner's Circle 

Reg $2 79 Dozen 

Special! 

2 Dozen 


i eoupoi 
Expires 10/51/01 



CONVENIENCE 

CENTER 


Rt 135, Mtn. Lake Park 

Open Mon thru Fri 5 a m -10 p m ; 
Sat 6 a m-10 p m Sun 7 a m 8 p m 

ZOI-ZZa-LUCK 



Riverside Bed Sc Breakfast 

Adjacent to the 1813 Cass elm an Bridge, 
Alt Rte 4S)/Natonal Pike, Grantsville 
Exit 19 on 1-68 

• Elegant rooms, charming cottages 

• Gourmet breakfast included 

• Visit Spruce Forest Artisan Village 

• Shop at The Old Red Bam 

AA about out JkjS( l<ty and Ai to<*tL aws! 

1 800 272-4090 

www.stonebowinn.com 


Continued from Page 66 
boards, and more. Great time 
to think about holiday gifts! 
301-3874911. Free admis¬ 
sion. 

High Mountain Sports 
Annual Autumn Glory Ski 
and Snowboard Swap - 9 

a m to 6 p.m. Friday, Satur¬ 
day, and Sunday. Trader’s 
Landing 0.5 mile south of the 
219 bridge. Stop in to find 
new equipment or drop off 
used equipment on Friday, 
from 9 a m to 7 p.m and 
Saturday morning. Antique 
wooden skis and snowshoes 
also accepted Equipment 
constantly changing. This is a 
perfect time to outfit the en¬ 
tire family at a bargain pncc. 
301-387-4199 Free admis¬ 
sion. 

The Stained Glass Gal¬ 
lery - 9 a m. to 6 p.m, at 
214 I Street, Mtn Lake Park, 
across the street from Faith 
Evangelical Free Church and 
one block from the town hall 
and tennis courts. Stained 
glass cutting demonstrations, 
including tool explanation by 
Lou DiCarlo. Stained glass 
showroom open with 2,(XX) 
stained glass creations 301- 
334 -Sa 22. i ice admission. 

Ilolv Fire - 9:30 to 10:45 





Grantsville 

^bODLAND 

301-895-5153 


RITE 


Tm.ftQS. 




Dollar^ 

DUcountip 

301-895-5154 


geoduitft 


301-895-4405 


301-895-5719 


G&S 

Insurance 


301-895-5722 


THE 

■SUBUlflV 


S SAODUJICH 

SHOULD BE. 


Hardesty’s 

jfnAri/a&ot 

k M tkMMl (anw 

301-895-5400 


Grantsville 
Supply 

301-895-5080 


Slows (imilai)le 
for lease 

KLNB Retail 


Nu View 


Republican 


Video 
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301-895 4003 
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Parade Pood Vendors - 

9:30 a m. to 5 p m. Food 
vendors are primarily located 
in the M&T parking lot and 
along Green Street between 
2nd and 3rd streets. The 20 
vendors supply a large vari¬ 
ety of food items 

Open House Extrava¬ 
ganza - 10 a m to 2 p.m. on 
Saturday. Visitors may stop 
by the Long & Foster Deep 
Creek Lake office for refresh¬ 
ments and to pick up infor¬ 
mation and a map of the 
business's featured real estate 
open houses. Tours will be 
offered to visitors of the lake- 
front, lake access, and moun¬ 
tain homes. 

Scenic Chairlift Rides - 

10 a m. to 4 p.m. at Wisp 
Resort. Take in the views 
with a relaxing chairlift ride 
to the top of Wisp Mountain. 
Hike back down the moun¬ 
tain on a wooded trail or sit 
back and relax. Admission is 
$8 for adults and $6 for chil¬ 
dren 12 years and under 301- 
387-4911. 

6 th Annual Quilt Show - 

10 a m to 5 p m. on Satur¬ 
day and Sunday at St. Peter 
the Apostle Catholic Church 
parish hall, at the corner of 
Oak and 4th streets, Oak¬ 
land. See beautiful hand¬ 
made quilts from area arti¬ 
sans. Vendors, raffle quilts, 
vote for your favorite. Pre¬ 
sented by Heritage Quilters. 
301-387-4959. Admission is 
$ 2 . 

Autumn Glory Fine Arts 
Exhibit - 10 a m. to 5 p m 
on Saturday and Sunday. 
Fine arts and handcrafted 
gifts by local and regional 
artists; paintings, photogra¬ 
phy, jewelry, sculpture, wood 
craft, fabric art, baskets, ce¬ 
ramics, glass art, and more. 
Presented by the Gallery of 
the Garrett County Arts 
Council in downtown Oak¬ 
land Celebrate the arts in 
Garrett County. 301-334- 
6580. Free admission. 

Spruce Forest Artisan Vil¬ 
lage - 10 a m. to 5 p.m 
Monday through Saturday 
Visit working Appalachian 
artisans in log cabin studios, 
plus fine craft galleries, 
historic house museums, 
Stanton’s Mill, and Penn 
Alps Restaurant Located on 
Rt 40 at Casselman Bridge, 
Grantsville. For more infor¬ 
mation, persons may e-mail 
ml u spniccforcst.org or call 
30: 895-3332 Free adnus 
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FRESH LOCAL PRODUCE, baked goods, homemade crafts, 
and other delightful items can be found at the Mountain Fresh Pro¬ 
ducers Association pavilion during the Autumn Glory Festival. Lo¬ 
cal vendors will be set up in the town parking lot from 10 a.m. to 1 
p.m. on Wednesday, Oct. 8; 11 a m. to 5 p.m. on Thursday, Oct. 9; 
and 9 a.m. to 5 p.m. on Friday, Oct. 10, and Saturday, Oct. 11. Ad¬ 
mission is free. For more information, persons may call 301-334- 
6960 or visit MountainFresh org. 


LITTLE SANDYS 


Autumn Glory Craft & 
Gift Sale - 10 a m to 6 p.m. 
on Saturday and 10 a.m. to 4 
p.m. on Sunday at Dennett 
Road Elementary School, 
Oakland Available are a 
wide variety of contemporary 
crafts and gifts including 
woodworking, candles, 
painted decor, jewelry, spe¬ 
cialty foods, and much more 
Doors open at 10 a.m. Re¬ 


freshment sales benefit Hos¬ 
pice. Sponsored by Susque¬ 
hanna Bank 301-387-4386 
Free admission 

Fall Open House - 10 
a.m. to 6 p.m. at School- 
house Earth. Visitors can 
view the new fall collections, 
florals, gourmet food, and 
table top and home decor. 
Everything needed for the 
Continued on Page 69 
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Turkey Dinner 
Special $ 10°° 

with two vegetables & salad 

Serving Breakfast 6 a.m. - 8p.m. Daily 
'Homemade Pies -Bagged Ice 
Lunch Specials 


301-38 7-985^ ^Ml ,Mobile/ 





Just 10 minutes away on 219 South <5 Santiflal Road 
across from 219 Outdoor Center. 

-v. 
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Glorious Harvest 

Farmers Market & Craft Show 


At the Mt. Fresh Pavilion off the 2 nd Street Parking Lot in Oakland 










I*-* 


Join us at the market: 

Wednesday October 8,10 am -1 pm 
Thursday October 9, 10 am - 5 pm 
Friday October 10, 9 am- 5 pm 
Saturday October 11, 9 am - 5 pm 
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The Mountain Fresh Producers Association sponsors producer-only farmers markets in 
Garrett County. Man land featuring fresh produce, jams and jellies, baked goods and crafts. 
For more information visit www MountainFresh.org or call 301 -334-6900 



www MountainFresh org 
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Contact 

Pumpkin Events: 

Suzanna Nicholas 301-533-0331 

Hooligan Race: 

3u« r uvtici 2Z* 387 323C 


Event Schedule 
(Saturday) 


Continued from Page 68 
holiday season There will be 
a sampling of gourmet foods 
and a presentation of ideas 
for fall and holiday entertain¬ 
ing. Visitors may also register 
to w in gourmet food baskets 
301-746-8603. Free admis¬ 
sion. 

Heritage Craft Fest - 10 

a m. to 6 p.m. on Saturday 
and 10 a.m. to 4 p.m on 
Sunday at Broad Ford Ele¬ 
mentary and Southern Mid¬ 
dle schools, Oakland. West¬ 
ern Mary land’s largest indoor 
juried craft show features Au¬ 
tumn Glory’s finest arts and 
crafts. A total of 85 artisans 
offer selections of traditional 
and contemporary craft items 
that are whimsical, func¬ 
tional, and decorative. This 
show has been presented by 
the Garrett County Arts 
Council for 29 years to bene¬ 
fit local arts 301-334-6580. 
Free admission 

Oakland Women’s Civic 
Club Antique Show & Sale 
- 10 a m. to 6 p.m. on Satur¬ 
day and 10 a.m. to 4 p.m. on 
Sunday at the National 


ONE OF THE FAVORITE marching groups in the Autumn 
Glory Festival Grand Feature Parade is the Garrett County Pipes 
and Drums, now affiliated with the Oakland Volunteer Fire Depart¬ 
ment. Thousands of people line the streets of Oakland for the an¬ 


nual parade, which is one of the major events of the festival. The 
parade will get under way at 1 p.m. on Saturday. Oct. 11. 


Guard Armory, at the inter¬ 
section of 8th and High 
streets, Oakland. A total of 


*). The GREAT (Vi 






V 


@ the Adventure Sports Center International 

Oct. 12, 20G& 


10:00 am- Registration 

11 00 am - Carved Pumpkin Contest - Bring your carved 
pumpkin for judging, which begins al eleven 

11 30 am - Giant Pumpkin Regatta: Brave paddlers navigate 
giant pumpkins across the flatwater on the ASCI 
pond. (Dependent upon results of the pumpkin 
growing season ) 

12:30 pm - Great Pumpkin Race: Watch the pumpkins ride the 
rapids, stick in the eddies and surf the waves. Only 
$5 per pumpkinl 

1 00 pm - Hooligan Race - Whatever floats your boat - find 
or build something that floats and ride it down the 
course! (Boat tow toys, pool tools, etc!) No wooden, 
cement or metal crafts, pleasel 
$10 per person or $25 for a team. 

PRIZES VALUED AT OVER $500 

Proceeds benefit the Dove Center 
Capital Campaign Building Fund 


35 antique dealers with up¬ 
scale merchandise, jewelry, 
primitives, and glassware 
Home cooked food is also 
offered by club members. 
Free parking. 301-334-4420. 
Admission is $2. 

The Still Kickin’ dog¬ 
gers - 10:30 to 11 a.m. at the 
Boxcar Stage, Liberty Street, 
Oakland Enjoy mountain 
clogging, as well as clogging 

Continued on Page 70 


A Splash of Color Painting <£ More 

INBOOB S OUTBOOR 

LOG 

FURNITURE 

FREE Brtnhures 
available upon request 

Located on Rt. 38, Kitzmiller, Ml) 

Hi’ have displays aI Paintwork* on Rt 21V and Sky Valley Spur Rd 

For more information please call 

301 -453-3121 or 301 -876-3460 

No Sunday Sales 


c 


ith us! 


ome Shop wii 

We have all qour lavorite 
specialtq store brands. 

• Brighton 

• Trihal 

• Nomadic Traders 

• French Dressing 

• Picadillij 

And hundreds more! 


ItillY'S 

- The Clothing Specialists — 

Ilf S Second St 
Oakland 


Hours Mon -Fn 9-6. Sat of Autumn Glory 9-1, 
UuseU ivunUay 
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Continued from Page 69 

to different musical styles. 
301-334-2691. 

Hot Sausage Sandwiches 
- 11 a m at the Oakland Fire 
Hall on 3rd Street in Oak¬ 
land. Hot sausage sand¬ 
wiches and hotdogs offered 
All proceeds benefit the Oak¬ 
land Volunteer Fire Depart¬ 
ment 301-334-3535. There is 
a charge for food. 

Autumn Glory Turkey 
Dinners - 11 a m to 6 p.m 
on Thursday, Friday, and 
Saturday, Apostolics of Oak¬ 
land will serve turkey dinners 
from Dinner consists of 
baked turkey, dressing and 
gravy, real mashed potatoes, 
green beans, applesauce or 
sauerkraut, dessert, and a 
beverage, lake-out is also 
available, as well as delivery 
in the Mtn. Lake Park/ 
Oakland area. The church is 
located at the corner of G 
Street and Rt. 135, Mtn. 
Lake Park. For more infor¬ 
mation or to placer an order, 
persons may call 301-334- 
5873 The is a suggested do¬ 
nation of $7 for adults and $4 
for children. 

Teal Steel Band - At the 

Front Page Stage across from 
the food vendors on Green 
Street, Oakland. A 12- 
member steel drum band will 
perform traditional music 
from the Caribbean as well as 
popular music. Come early, 
get lunch, and enjoy the mu¬ 



ARE YOU READY TO POLKA!? If so, you won't want to miss 
the 31st annual Oktoberfest celebration, sponsored by the Oakland 
Volunteer Fire Department and held at the fire hall along Third 
Street. The firefighters will begin serving German-style food and 
beverages at about 4 p.m. on Thursday, Oct. 9. Their firemen’s pa¬ 
rade, featuring scores of fire units from several states, as well as a 


number of other emergency service vehicles, bands, and floats, 
will begin promptly at 7 p.m., and the Oktoberfest will follow. The 
35-piece OVFD Oktoberfest band, under the baton of Manning 
Smith, will present not only polkas, but a variety of marches and 
patriotic selections. Admission is free. 


sic until it is time for the pa¬ 
rade to begin. Free admis¬ 
sion. 

Country Plus Line Danc¬ 
ers - 11:15 a m. to 12:15 
p.m. at the Boxcar Stage on 
Liberty Street, Oakland. See 
line dancing performed to a 
variety of musical selections. 


301-616-1232. 

"Autumn Declares God's 
Glory" Musical Presenta¬ 
tion - 11:30 a m. on Satur¬ 
day just before the grand fea¬ 
ture parade. Exciting music 
and the Pleasant View Pup¬ 
pets. Join us in front of the 
Oakland Post Office on Sec¬ 


ond Street. Presented by the 
Pleasant View Baptist 
Church of Oakland Call 
301-334-8515 or visit www - 
pleasantviewbc.org. Free ad¬ 
mission 

Com Maze Adventure - 

Noon to 9 p.m. on Saturday 
and 2 to 6 p.m on Sunday. 


Visitors are to find their way 
through the 4-FI themed, 10- 
acre com maze. Take Rt. 219 
north from Accident, turn left 
on Cove Road (j ust P ast 
Northern High School), go 
1.2 miles to Griffith Road, 
and turn right. Continue 0.5 

Continued on Page 74 
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Peters Fuel Corporation 

8 W. Liberty Street, Oakland, MD 

301 - 334-2509 • 800 - 346-2509 


CELEBRATING 50 YEARS 



CASH 

VISA 

MasterCard 

rvi *«««• 

4/MWU V WA 


Don't be Left 
out in the COLD! 

Residential and Commercial 
Heating Oil - Kerosene 
BP/Sunoco Gas & Diesel 

$$ Save $$ 
Call for 


nnri n rr 


88.7 fin 



dearly Christian, and distiithrly different! 

A •# III* MOUNTAIN I.AKI INDEPENDENT BAPTIST CHtKCH www »Hbc.»r| 
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Proud Sponsor of the 

Grand Marshals 

of the Grand Feature Parade! 


5 Moors Hollow Road, McHenry, MD 21541 

www.yellowstoneatdeepcreek.lake. com 



















































Contact Us 


Adam Cowgill, Sales Associate 


Sandy Flanigan, Sales Associate 


Erin Strubin, Sales Associate 
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RAILEY 

it REALTY 


2 Vacation Way 
McHenry, MD 21541 
800-544-2425 
www.railey.com 




Put your, dreams in the hands] 
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Friday, Pleasant Valley 
Dream Rides will provide a 
buggy tour, and members ot 
the Historic Association will 
be available in the "Ticket 
Office" to answer questions 
Fall refreshments will be 
served on Sunday. 301-334- 
4314. Free admission. Fee for 
buggy ride. 

Western Maryland Tour¬ 
nament of Bands - 6 p.m. at 
Southern High School foot¬ 
ball field on Dennett Road 
Outstanding Regional high 
school bands compete for 
trophies in this display of 
field show competition, 
which is sponsored by South¬ 
ern High School Band and 
Band Boosters. For more in¬ 
formation, persons may call 


301-334-9447. There is an 
admission fee. 

The Official Maryland 
State Fiddle and Mandolin 
Championship - 7 p.m. at 
Southern High School gym¬ 
nasium, Oakland. The 41st 
annual Official Maryland 
State Fiddle Championship 
& 5th annual Mandolin 
Championship. Enjoy some 
of the 5-state region’s best 
competitors in various cate¬ 
gories fiddlin’ their hearts out 
while vying for cash pnzes 
and state title. The event is 
presented by the Dove Cen¬ 
ter Tickets are available at 
Gregg’s and Proudfoot's 
pharmacies and State Farm 
Insurance, all in Oakland, 
Continued on Page 76 


EUROPEAN TRADITIONS OF CRAFTSMANSHIP are customary at Simon Pearce, where specta¬ 
tors can watch master glassblowers demonstrate the art of glassblowing. Visitors may also browse 
the retail store for unique glass and pottery designs. The gallery will be open during the Autumn Glory 
Festival 9-5 p.m. daily, with free admission. For more information, persons may call 301-334-5277. 


Event Schedule 
(Saturday) 

Continued from Page 70 
mile to maze Call 301-746- 
6111; or e-mail coverun- 
farmsfalwildbluc.net. Admis¬ 
sion is $7 for adults, $5 for 
children 12 years and under, 
and children under 5 admit¬ 
ted for free. 

Autumn Glory Grand 
Feature Parade - I p.m. in 
downtown Oakland. Enjoy 


the 41st annual parade of 
over 100 units featuring 
bands, marching units, 
clowns, drum and bugle 
corps, and many unique 
floats by local clubs and or¬ 
ganizations The parade is 
presented by the Garrett 
County Chamber of Com¬ 
merce with sponsorship from 
My Bank! First United Bank 
& Trust. 301-387-4386 Free 
admission. 

Mountain Lake Park Mu¬ 


Mon. - Thurs.11-8 • Fri & Sat. 11-9 
Sun. Closed 


WE DELIVER 


Adjacent to Grantsville Park 

301 - 895-3355 

Now accepting Visa. MasterCard <f Discover 

— — — — — — — — — — — n 

l Every day Special , 

I Grand Slam 24 piece Pizza 
I 2 toppings, 4 med., fountain drinks 


-a in ...i-en no 
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seum and Ticket Office - 1 
to 5 p.m on Friday, 3:30 to 5 
p.m. on Saturday, and noon 
to 4 p.m on Sunday. Experi¬ 
ence the Victorian past of 
Mountain Lake Park Visit 
the Museum, right off Rt. 
135 at G Street. Visitors may 
use a tape or CD to guide 
them on the walking/driving 
tour of the histone area. On 


se Green 

Plumbing & Healing 

Fall Furnace & Boiler 
Clean, Tune & Inspection 

s i5r 


Oil & Gas 


Includes Free 
Water Heater Inspection 


Parts Extra 


301 - 334-2323 

301 - 501-7817 


Maryland Mountain Surgical Associates 

Ihor A. Zakaluzny, M.D. 

255 North Fourth Street, Suite 2 
Oakland, MD 21550 
301-533-4400 


Specializing in: 

• General Surgery 

• Minimally Invasive (Laparoscopic) Surgery 

• Hernia, Breast, and Bowel Surgery 

• Endoscopy/Intestinal Disorders 

• Gynecologic Surgery 

• Sterilization 

• Skin Lesions 
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